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An  Electric  Traveling  Gantry  Crane. 

The  St.  Paul  shops  of  the  Great 
Northern  Railway  have  recently  re- 
ceived six  electric  traveling  gantry 
cranes  of  100  tons  capacity  each.  Mr. 
G.  H.  Emerson  is  the  superintendent 
of  motive  power  of  the   road,   and   l\Ir. 


These  electric  gantry  cranes  are  spec- 
cially  adapted  for  lifting  locomotives  of 
all  sizes  for  the  purpose  of  wheeling 
or  unwheeling  them.  In  this  way  they 
may  obviate  the  necessity  for  a  drop 
pit.  The  cranes  can  be  applied  to  a 
variety  of  uses  in  and  about  the  shops, 


roundhouse  and  the  other  four  over  the 
tracks  going  into  the  roundhouse.  Two 
similar  cranes  have  been  placed  at  the 
Great  Northern  shops  at  Havre,  Mont. 
Another  two  have  been  set  up  at  the 
Delta,  Wash.,  shops,  and  two  at  Hill- 
yard,    Wash.      This    style    of   traveling 


ELECTRIC  TRAVELING  GANtRY  CRANE,   GREAT  NORTHERN   RAILWAY. 


W.  R.  Wood  is  the  superintendent  of  and  are  well  worth  their  room,  as  the 
the  shops  where  these  cranes  have  been  saying  goes.  The  load  is  lifted  by 
sent.  In  one  sense  of  the  word,  the  in-  steel  wire  hoisting  ropes  winding  on 
stallation  may  be  said  to  have  been  in-  drums.  These  drums  are  driven  by  a 
expensive,  as  there  are  no  permanent  system  of  spur  and  worm  wheels  run 
heavy  girders  and  pillars  required  to  by  an  electric  motor,  and  the  whole  is 
carry  the  traveling  mechanism.  The  conveniently  under  control  of  one  op- 
railway  company  supplied  the  rails  for  erator. 

the   crane   to   run   on     and   the   builder  At  St.  Paul,  where  the  cranes  are  in 

did  the  rest.  service,     two     were     installed     in     the 


crane  is  well  fitted  for  use  at  divisional 
points  where  heavy,  constant  and  rapid 
work  is  required.  The  Whiting  Foun- 
dry &  Equipment  Company  of  Harvey, 
Til.,  arc  the  builders  of  these  cranes. 

Each  crane  is  capable  of  lifting  200,- 
000  lbs.,  and  the  power  is  either  hand 
or  electric.  The  electric  power  can 
be  conveniently  supplied  from  the  shop 
or   at   a   point   where   electricity   is   not 
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generated  in  the  plant,  city  or  town 
electric  power  is  available.  There  is 
only  one  motor  used  to  operate  the 
lifting  drums.  The  span  of  the  crane, 
measured  from  center  to  center  of  the 
runway  rails  on  which  it  stands  or 
travels,  is  14  ft.  6  in.,  and  the  clearance 
inside    the    legs    is    13    ft.      The    clear 


CLEARING  THE  LINE  TO  EDZELL— CALE- 
DOXI.VN   R.MLW.W. 

height  from  the  top  of  the  rail  to  the 
under  side  of  the  girder  is  20  ft.,  thus 
giving  ample  space  to  raise  a  passen- 
ger engine  clear  of  its  wheels.  The 
vertical  distance  through  which  the 
hooks  may  be  raised  or  lowered  is  11 
ft.,  and  the  spread  of  the  hooks  or  the 
distance  they  are  apart  is  14  ft.  6  in. 

The  trucks  on  top  of  the  crane  are 
made  of  structural  steel  members.  To 
these  members  suitable  bearings  for 
the  main  axles  are  attached,  and  the 
trucks  are  carried  on  double-flanged 
cast  iron  wheels.  The  hoisting  drums 
and  gearing  are  supported  on  bridge 
girders  by  means  of  structural  fram- 
ing, and  the  design  of  the  drums  is 
such  as  to  secure  an  equal  distribution 
of  the  load  upon  the  girders.  The 
whole  arrangement  has  been  designed 
with  a  factor  of  safety  of  5.  The  hoist- 
ing motor  is  comparatively  small,  as 
only  a  low  speed  is  required.  It  has 
been  fitted  with  a  carefully  worked-out 
automatic  electric  brake,  which  is  so  ar- 
ranged that  the  brake  acts  automa- 
tically to  hold  the  load  the  instant  the 
current  driving  the  motor  is  cut  oflf. 
This  action  is  secured  by  the  use  of 
a  solenoid  placed  in  circuit  with  the 
hoisting  motor,  and  when  the  electric 
current  is  oflf  the  hoisting  motor  circuit 
the  brake  acts  powerfully.  The  auto- 
matic feature  of  the  brake  renders  it 
a  safety  appliance  of  the  highest  value. 
All  the  parts  of  the  crane  mechanism 
are  easily  accessible  for  oiling  and  re- 
pair, and  the  electrical  work  is  in  con- 
formity with  the  underwriters'  stand- 
ards. 

The  use  of  these  electric  traveling 
gantry  cranes  forms  a  unique  feature 
at  each  of  the  Great  Northern  shops 
where  they  have  been  installed.  When 
one  looks  at  these  "giant  lifters,"  as 
they  may  be  called,  capable  of  easily 
holding  a  modern  consolidation  engine 
in  midair,  the  useful  possibilities  of 
the  machine  are  apparent.     Our  front- 


ispiece illustration  this  month  shows 
one  of  these  cranes  at  St.  Paul  holding 
up  a  heavy  2-8-0  locomotive,  as  if  ex- 
liibiting  its  power.  The  word  gantry, 
used  as  the  correct  technical  descrip- 
tion of  this  style  of  crane,  is  of  curious 
origin.  "Gaun"  is  an  old  English  word 
used  locally  to  mean  a  small  tub  or  cask, 
and  to  this  was  added  the  word  "tree," 


rightly     charged     to     betterment     and 
safety  appliances. 

"With  the  steady  improvement  in 
equipment,  the  enormous  increase  of 
traffic  and  the  constant  demand  from 
the  public  for  a  highly  efficient  service, 
railroading  has  become  much  more  ex- 
,acting  in  its  requirements  from  those 
who  engage  in  it.     The  business  more 


meaning  the  wooden  frame  or  structure     than  ever  demands  a  clear  head,  steady 
used  in  hoisting  small  barrels  or  casks,     nerves  and  strong  muscles. 


So  that  "gauntree,"  the  original  form, 
stood  for  the  crude  hoisting  apparatus 
once  used  for  hoisting  barrels.  The 
word  "gaun,"  in  time  turned  into  "gan," 
and  "tree"  was  transformed  into  "try," 
making  our  word  gantry.  The  hoisting 
or  lifting  idea  contained  in  the  word 
remained,  and  not  only  has  the  original 
spelling  of  the  word  been  altered,  but 
the  very  form  of  the  wooden  cask 
lifter  has  given  place  to  the  modern 
electrically-driven  movable  steel  frame 
structure,  which  can  lift  the  iron  horse 
itself  ofT  its  feet. 


Welfare  Work. 

An  interesting  article  in  a  recent  is- 
sue of  the  American  Review  of  Re- 
vicics,  by  William  Wenkel,  deals  with 
what  he  calls  "welfare  work"  on  Amer- 
ican railroads.  In  explaining  the 
meaning   of   the   title   he   says: 

"Welfare  work  may  be  defined  as  con- 
sisting of  those  efforts  of  the  errtployer 
in  behalf  of  the  employee  over  and 
above  the  mere  payment  of  wages, 
toward  the  betterment  of  the  conditions 
under  which  the  employee  lives  and 
works,  making  him  more  comfortable 
and  contented,  and  raising  his  stand- 
ard of  living  generally.  This  work 
takes  expression  in  many  forms.  It 
makes  the  surroundings  of  the  worker 
healthful  and  pleasant,  provides  whole- 
some recreation  for  his  spare  hours, 
aflfords  him  opportunity  for  mental  im- 
provement, supplies  medical  attendance 
when  he  is  sick  or  disabled,  helps  him 
save  his  money  and  invest  it  wisely, 
aids  him  in  acquiring  a  home  of  his 
own,  secures  for  him  cheap  and  safe 
insurance,  and  robs  disability  and  old 
age  of  their  terrors  by  means  of  relief 
and  pension   funds. 

"While  the  railroads  have  undoubtedly 
entered  into  this  work  with  humani-DIGGING 
tarian  spirit,  recognizing  a  duty  in  tak- 
ing proper  care  of  the  thousands  of 
men  that  they  draw  from  the  cities,  the 
villages  and  the  farms,  who  are  de- 
prived for  extended  periods  of  their 
home  infiucnccs,  the  companies  do  not 
pretend  that  their  motive  in  this  work 
is  purely  philanthropic.  They  frankly 
confess  that  the  considerate  treatment 
of  their  employees  is  good  business. 
The  generous  sums  annually  spent  in 
this  ■n^^y  have  proved  an  investment 
bringing  large   returns;   the   expense   is 


Speaking  of  clubs  and  reading  rooms 
he  goes  on  to  say: 

"Distinct  from  the  Y.  M.  C.  A.  estab- 
lishments, yet  resembling  them  in  gen- 
eral purpose  and  equipment,  are  the 
club-houses  and  similar  institutions 
erected  and  operated  entirely  by  the 
railroads.  Notable  among  these  is  the 
chain  of  club-houses  built  by  the  South- 
ern Pacific  along  its  lines  in  Nevada, 
California,  Arizona,  New  Mexico  and 
Texas.  No  expense  is  spared  to  make 
them  beautiful  as  well  as  comfortable. 
Usually  the  style  of  architecture  is  de- 
termined by  the  surroundings.  The 
bedrooms,  arranged  so  that  they  may 
be  darkened  in  the  day  for  men  who 
have  night  runs,  are  spread  with  im- 
maculate linen.  The  bathrooms,  toilets 
and  washrooms  are  models  of  inviting 
cleanliness.  There  are  cardrooms, 
writing  ;ad  reading  tables,  billiard, 
pool  and  lounging-rooms,  all  artisti- 
cally furnished,  and  they  are  supplied 
with  books,  as  well  as  with  magazines 
and  daily  papers.  Opportunities  for 
study  are  oflfered,  and  every  induce- 
ment is  made  to  the  men  to  take  ad- 
vantage of  them. 

"In  these  clubs  no  iron-clad  rules  are 
made.  The  men  meet  on  an  equal  foot- 
ing. There  are  no  membership  fees 
and  no  deductions  from  the  pay-roll  for 
club  maintenance.  Trifling  sums  are 
charged    for   beds,   baths,   and   billiard- 


OUT      THE      ENGINES— CALE- 
DONIAN RAILWAY. 

rooms — about  enough  to  cover  wear 
and  tear.  The  only  requirement  for 
membership  in  these  clubs  is  the  fol- 
lowing pledge: 

I  hereby  certify  that  I  am  a  bona  fide  em- 
ployee of  the  Southern  Pacific  Company,  and  I 
hereby  affrcc  to  conduct  myself  as  a  gentleman 
while  enjoying  any  of  the  privileges  of  the  club." 

Similar  clubs  are  in  operation  on  the 

Union    Pacific    and    the    Oregon    Short 

Line,  and  there  are  "rest  houses"  and 

reading  rooms  now  on  all  our  leading 
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railways.  Not  only  is  the  regular 
railroad  Y.  M.  C.  A.  everywhere  a 
most  important  feature  of  the  welfare 
work,  but  as  an  example  of  still  further 
advance  in  the  direction  of  affording 
employees  educational  advantages  Mr. 
Wenkel  gives  as  an  interesting  example 
the  "Railroad  High-School"  at  Altoona, 
Pa.,  where  15,000  employees  of  the 
Pennsylvania  lines  are  at  work  in  the 
shops,  offices  and  yards.  "The  Penn- 
sylvania Company  equipped  this  school 
with  the  most  modern  appliances,  plac- 
ing it  on  a  par  with  the  foremost  tech- 
nical institutions  in  the  United  States, 
the  aim  of  the  company  being  to  co- 
operate with  the  public  school  system 
in  graduating  men  competent  to  earn  a 
living.  The  four  years'  course  begins 
with  mechanical  drawing  and  ends  with 
machine  design.  A  draughting-room,  a 
carpenter's  shop,  a  forging-room,  and 
departments  of  wood-working  and 
metal-working,  all  equipped  with  the 
most  up-to-date  tools,  are  at  the  service 


Baldwin  Balanced  Compounds. 

In  the  latter  part  of  1905,  the  Bald- 
win Locom.otive  Works  built  three  bal- 
anced compound  locomotives  for  the 
Nashville,  Chattanooga  &  St.  Louis 
Railway.  These  engines  were  of  the 
ten-wheel  type,  and  w-cre  designed  for 
passenger  service.  They  were  followed 
in  1906  by  a  fourth  locomotive  which 
was  built  to  the  same  drawings.  Three 
additional  locomotives  of  similar  type 
have  recently  been  supplied  to  this  road 
by  the  same  builders.  The  new  engines 
differ  from  those  above  referred  to.prin- 
cipally  in  that  they  are  equipped  with 
the  Walschaerts  valve  gear  instead  of 
the  Stephenson,  and  these  engines  can 
exert  a  tractive  force  of  29,300  lbs. 
when  working  compound. 

The  cylinders  are  of  the  design  reg- 
ularly used  on  balanced  compound  lo- 
comotives built  at  these  works.  They 
are  16  and  27  by  26  in.  The  high  pres- 
sure cylinders  are  inside,  and  the  low 
pressure    cylinders    outside,    and    each 


the  guide  yoke,  which  supports  the  re- 
verse shaft  bearings  also.  The  posi- 
tion of  the  steam  chests  necessitates  the 
use  of  rockers.  The  bearings  of  these 
are  bolted  to  the  frames  immediately 
back  of  the  cylinders.  These  rockers 
have  both  arms  pointing  upward,  and 
the  combining  levers  are  coupled  di- 
rectly to  the  outside  rocker  arms.  The 
piston  valves  have  outside  admission 
with  reference  to  the  low  pressure  cyl- 
inders, hence  each  radius  rod  is  coupled 
to  its  combining  lever  below  the  lat- 
ter's  connection  to  the  rocker  arm.  The 
frames  are  of  cast  steel,  4  in.  wide. 
The  front  rails  are  of  wrought  iron, 
hooked  and  double-keyed  to  the  main 
frames.  Owing  to  the  reduced  frame 
stresses  which  occur  in  a  balanced  lo- 
comotive, single  front  rails  of  compara- 
tively light  section  have  been  used. 
The  pedestal  binders  are  lugged  and 
bolted  to  the  lower  ends  of  the  pedes- 
tals. 
The  boiler  is  of  the  wagon-top  type. 
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of  the  students.  Graduates  of  the 
school  are  fitted  to  go  into  the  Penn- 
sylvania's shops  on  a  footing  between 
the  untrained  regular  apprentices  and 
the  special  apprentices.  Interest  on 
the  company's  investment  will  come  in 
the  form  of  well-trained  employees,  al- 
though none  of  the  graduates  of  the 
school  is  obliged  to  enter  the  Pennsyl- 
vania's service." 

These  few  and  necessarilj'  brief  and 
fragmentary  extracts  from  the  account 
of  the  manj'  phases  of  welfare  work 
given  in  the  article  may  be  useful  in 
pointing  out  the  growth  of  the  idea  that 
railroading  is  not  merely  a  temporary 
occupation,  but  a  life  work  in  which 
careful  and  patient  training  is  neces- 
sary, and  in  which  any  man  who  hopes 
to  succeed  must  take  advantage  of  all 
the  opportunities  which  may  come  in 
his  way. 


pair  of  cylinders  is  served  by  a  single 
piston  valve  15  in.  in  diameter.  The 
steam  chests  are  placed  above  the  en- 
gine frames,  and  are  lined  with  cast 
iron  bushings  -Js  in.  thick.  The  guides 
are  of  the  two-bar  type,  and  are  braced 
by  a  wrought  iron  guide  yoke  which  is 
made  in  one  piece  and  spans  the  frames 
immediately  in  front  of  the  leading 
driving  wheels.  The  crosshead  bodies 
are  of  cast  steel,  while  the  gibs  are  of 
brass.  All  four  main  rods  are  con- 
nected to  the  leading  pair  of  driving 
wheels,  which  have  a  built  up  crank 
axle  with  cast  steel  central  web.  The 
crank  pin  and  driving  axle  journals 
are  arranged  for  grease  lubrication. 

This  design  presents  a  compact  ar- 
rangement of  valve  gear,  necessitated 
by  the  limited  space  between  the  cylin- 
ders and  leading  driving  wheels.  The 
link  bearings  are  bolted  to  the  back  of 


with  a  narrow  firebox,  which  is  radially 
stayed.  The  mud  ring  is  placed  above 
the  frames,  and  is  sloped  to  give  suffi- 
cient depth  under  the  tubes.  Flexible 
stay-bolts  are  used  in  the  throat  and 
sides  to  a  limited  extent.  The  firebox 
is  supported,  on  each  side,  by  an  ex- 
pansion link  and  a  sliding  bearing.  The 
heating  surface  is  2,735  sq.  ft.  in  all. 
This  is  made  up  of  185  sq.  ft.  in  the 
firebox  and  2,550  in  the  tubes.  These 
tubes  are  256  in  number,  each  2%  in. 
diameter  and  17  ft.  long.  The  grate 
area  is  34.8  sq.  ft.,  which  gives  a  ratia 
of  grate   to   heating  surface  as   i   is  to 

The  tender  frame  is  built  of  10  in. 
steel  channels,  and  the  tank  is  U-shaped 
with  gravity  sides  and  back  in  the  fuel 
space.  The  trucks  are  equipped  with 
solid  rolled  steel  wheels,  which  were 
supplied  by  the  Standard  Steel  Works 
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Co.  The  tender  has  a  fuel  capacity  of 
95^2  tons  of  coal,  and  the  tank  contains 
5,500  gallons. 

The  builders  feel  that  the  duplication 
of  an  order  for  compound  locomotives 
is  of  interest,  as  proving  that  these  en- 
gines, when  properly  maintained  and 
handled,  are  successful  and  economical. 
The  fact  that  the  new  locomotives  are 
equipped  with  the  Walschaerts  motion 
is  also  of  interest,  as  indicating  the  in- 
creasing favor  with  which  this  gear  is 
regarded.  A  few  of  the  principal  di- 
mensions are  here  offered  for  reference. 

Boiler— Type,  wagon  top:  material,  steel;  diara., 
64  ins.;  thickness  of  sheets,  11/16  &  ^  ins.; 
working  pressure,  210  lbs.;  fuel,  soft  coal; 
staying,    radial. 

Firebox — Material,  steel;  length,  120  ins.;  width, 
41?^  ins.;  depth,  front,  75j^  ins.;  back,  68% 
ins.;  thiclcness  of  sheets,  sides,  H  ins-;  back, 
^^    ins.;   crown,   7/16  ins.;  tube,   J^    ins. 

Water  Sprace — Front,  4  ins. ;  sides,  3  ins. ;  back, 
3    ins. 

Tubes — Material,  iron;  wire  gauge,  No.  11. 

Driving  Wheels — Outside  diam.,  66  ins.;  jour- 
nals, main,  10  x  lo5^  ins.;  others,  9  x  12 
ins. 

Engine  Truck  Wheels — Front  diam.,  30  ins.; 
^  journals,   $1^   x   12   ins. 

Wheel  Base — Driving,  12  ft.;  total  engine, 
26  ft;  engine  and  tender,  55   ft.  2  ins. 

Weight — On  driving  wheels,  125,000  lbs.;  on 
truck,  front,  45,000  lbs.;  total  engine,  170,- 
000  lbs. ;  with  tender,  about  280,000  lbs. 

Tender — Wheels,  diam.,  33  ins.;  journals,  5x9 
ins. ;   service,  passenger. 


Bascule  Bridge  on  the  C.  &  A. 

If  you  have  ever  stepped  on  the  up- 
turned pointed  end  of  a  crowbar  and 
seen  the  handle  rise  up  or  if  you  have 
ever  put  your  foot  on  the  edge  of  a  bar- 
rel hoop  and  brought  the  circle  up  stand- 
ing, you  may  easily  get  in  a  general  way 
some  idea  of  the  principle  upon  which 
the  Page  Bascule  Bridge  on  the  Chicago 
&   Alton   works.     This   bridge   was   built 


footway  goes  up,  and  vice  versa.  The 
bridge  of  which  we  write  is  at  Bridgeport, 
Chicago,  and  not  only  carries  trains  of 
the  Chicago  &  Alton,  but  also  those  of 
the  Illinois  Central,  the  Atchison,  Topeka 
&.  Santa  Fe,  and  the  Wisconsin  Central 
ever  the  Chicago  river.  It  contains  a 
double  track. 


farthest  away  from  the  pivots  carry  cast 
iron  weights.  This  is  a  counterweight 
girder.  Between  these  heavy  girders  and 
mounted  on  a  suitable  frame  is  placed 
the  electric  motors  and  gears  used  in  op- 
crating  the  bridge.  About  60  h.  p.  is  con- 
sumed in  the  work,  and  the  time  required 
for  opening  is  one  minute,  and  the  same 


BRIDGE    IX    POSITION    FOR   THE    P.\SS.\GE  OF  TR.\INS. 


The  bridge  itself  is  a. heavy  open  truss 
through  bridge,  sometimes  called  the  mov- 
able leaf,  and  it  is  hinged  on  one  abut- 
ment. When  the  bridge  is  moved  it  does 
not  roll  up  on  a  curved  base  after  the 
manner  of  a  rocking  chair  as  some  bas- 
cule bridges  do.  This  one  turns  on  a 
pivot  or  pin  and  swings  directly  up  or 
down  just  like  the  jnotion  of  trap  door. 
The  lower  chord  is  a  strong  stiff  girder, 
and  the  top  chord  slopes  up  from  the 
small  end  to  the  base,  if  we  may  so  call 
the  pivot  end,  for  this  bridge  is  frequently 
put  in  a  position  standing  on  end  like 
a  tower.  For  this  reason  the  top  girder 
and  the  diagonal  braces  are  made  heavier 
and  stronger  than  would  be  necessary 
with  an  ordinary  railroad  bridge  of  the 
s;ime  span. 


time  is  occupied  in  closing.  The  bridge 
is  placed  diagonally  over  the  river  and 
is  150  ft.  span,  giving  a  clear  100  ft. 
channel  below.  The  line  of  clearance 
through  the  bridge  is  24  ft.  above  rail 
level. 

The  operation  of  opening  and  closing 
the  bridge  is  effected  in  a  very  ingenious 
way.  Placed  diagonally  between  the  top 
and  bottom  chords  of  the  bridge  on  each 
side  is  a  heavy  girder,  the  top  of  which 
is  a  wavy  line  upon  which  a  rack  is  car- 
ried. This  they  call  the  rack  girder. 
Upon  this  rack  a  gear  wheel  runs,  op- 
erated by  the  motors  on  the  heavj'  coun- 
terweight girders  pivoted  under  the  op- 
erator's tower.  The  lowering  of  the  outer 
end  of  the  counterweight  girder  causes 
the  diagonal  wavy-top  or  rack  girder  of 
the  bridge  to  swing  down  at  its  free  end 
and  so  move  the  bridge  about  the  pivot 
on  the  abutment,  just  as  you  can  raise  the 
long  end  of  a  crowbar  by  standing  on  its 
sharp   upturned  point. 


BRIDGE  RISES  AS  THE   COUNTERWEIGHT  GOES   DOWN  JUST  AS  THE  CROWBAR  COMES  UP  WHEN  THE  TOE  OF  THE  BOOT  IS 

PRESSED  DOWN  WITH  THE  HEEL  AS  FULCRUM. 


under  the  direction  of  Mr.  W.  D.  Taylor, 
chief  engineer  of  the  Alton. 

The  bridge  is  of  the  bascule  type,  and 
this  word  bascule  is  French  for  seesaw. 
Ihis  kind  of  structure  is  practically  a 
countcrweighted  draw  bridge  so  arranged 
that    when    the    weight    goes    down    the 


The  operator's  tower  is  on  top  of  4 
upright  posts,  the  nearest  64  ft.  back  of  the 
pivot  abutment  of  the  bridge,  and  these 
posts  are  48  ft.  6  ins.  high.  Im- 
mediately under  the  tower  and  supported 
by  these  upright  posts  is  the  pivot  of  a 
pair  of  heavy  horizontal  girders ;  the  ends 


The  form  of  curve  employed  in  making 
the  wavy  line  on  the  rack  or  diagonal 
connecting  girder  at  what  we  have  called 
the  base  of  the  bridge  when  it  stands 
on  end,  is  designed  with  a  particular  pur- 
pose in  view.  Mr.  W.  M.  Hughes  of 
Chicago,   the   consulting   bridge   engineer 
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from  whose  designs  the  bridge  was  made, 
writes  us  as  follows  concerning  this 
curved  or  wavy  line.     He  says  : 

"The  curve  of  the  rack  girder  is  so 
formed  as  to  keep  the  movable  leaf  or 
movable  part  of  the  bridge  in  equilibrium 
in  any  position  so  that  the  only  power 
required  to  operate  is  that  necessary 
tc  start  the  bridge  in  motion  and  to  over- 
come wind  and  friction.  In  the  case  of 
the  C.  &  A.  bridge,  the  center  of  gravity 
of  the  movable  leaf  is  42  ft.  9  ins.  horiz- 
ontal distance  and  18  ft.  2  ins.  vertical 
distance  from  the  center  of  the  trunnion. 
The  total  weight  of  the  movable  leaf, 
multiplied  by  the  rise  of  the  center  of 
gravitj-,  divided  by  the  drop  of  the  coun- 
ttrweight,  equals  the  amount  of  the  coun- 
terweight required  to  keep  the  bridge  in 
balance,  and  in  this  case  the  rise  and  fall 
are  equal.  The  curve  reverses  near  the 
lower  end ;  this  is  at  a  point  where  the 
center  of  gravity  passes  a  vertical  line 
through  the  center  of  the  trunnion.  Here 
the  counterweight  comes  into  action  to 
prevent  the  bridge  from  dropping  back, 
ard  on  the  reverse  assists  in  lowering 
it  to  a  horizontal  position." 

When  it  i:  desired  to  raise  the  bridge 
the  driving  gear  is  nut  in  motion  and  the 
two  gears  which  engage  with  the  racks 
begin  to  move.  This  causes  the  weighted 
girder  carrying  the  motors,  etc.,  to  go 
down  as  the  gears  traverse  the  rack  and 
the  bridge  is  raised  by  the  pull  of  the 
gear  wheels  as  they  move  along  the  rack 
girder.  The  fact  that  the  heavy  girder 
carrying  the  cast  iron  weights  also  carries 
the  motor,  gears,  shafts,  etc.,  adds  their 
weight  to  the  others  and  so  an  effective 
counterweight  for  the  bridge  is  economi- 
cally secured. 

The  bridge  is  locked  by  means  of  two 
wedges  moving  horizontally  at  the  end 
and  in  the  center  of  the  bottom  chords. 
These  wedges  slide  under  rollers  mounted 
on  uprights  which  are  anchored  to  the 
abutment,  so  that  locking  the  bridge  tends 
to  gradually  draw  the  bridge  down  dur- 
ing the  operation.  The  end  lock  is 
worked  by  a  3  h.  p.  motor  carried  on  a 
platform  under  the  track. 


by  which  the  welding  was  effected. 
The  ends  were  then  cleaned  to  a  dis- 
tance of  2  in.  from  the  fracture,  after 
which  the  ring  was  expanded  3-16  in. 
to  allow  for  shrinkage. 

A  sort  of  cup  of  beeswax  was  shaped 
up  about  the  fracture  in  the  form  of  a 
collar  4  in.  wide  and  1  in.  thick  at  the 
middle  part. 

The    operation    of    welding   the    mud 


shank.  This  arrangement  held  the  cru- 
cible in  position,  and  it  was  possible  to 
adjust  it  in  any  position  desired. 

The  ring  was  heated  by  means  of  a 
gasoline  torch  for  about  50  minutes  un- 
til it  was  brought  to  a  white  heat,  after 
which  the  Thermit  was  ignited  and  the 
Thermit  steel  poured  into  the  mold. 
The  weld  was  a  most  successful  one  in 
every   respect,  and  it  is   estimated  that 


Welding  a  Mud  Ring. 

Not  long  ago  an  interesting  piece  of 
■work  was  done  at  the  St.  Augustine 
shops  of  the  Florida  East  Coast  Rail- 
way. It  was  the  welding  of  a  broken 
mud  ring  without  removing  it  from  the 
boiler,  and  without  any  serious  dis- 
mantling of  the  engine. 

When  the  work  came  to  be  done  it 
was  necessary  to  cut  a  piece  out  of  the 
throat  sheet  10  x  14  in.;  also  a  piece 
out  of  the  flue  sheet  8  in.  wide  and  run- 
ning up  to  the  top  of  the  grate  bars. 
This  did  not  necessitate  bringing  the 
patch  into  the  fire.  When  this  was  done 
a  line  of  l-in.  holes  was  drilled  along 
the  fracture  in  the  mud  ring,  so  as  to 
allow  for  a  free  flow  of  Thermit  steel. 


PAGE  BASCULE  BRIDGE  ON  THE  L111LAL.U    &  .\LTOX. 


ring  was  in  accordance  with  standard 
Thermit  practice.  The  method  adopted 
for  suspending  the  crucible  was  cleverly 
accomplished.  This  was  done  by  what 
is  commonly  known  in  the  shops  as  an 
"old  man"  clamped  to  the  running 
board  bracket  of  the  locomotive,  with 
its  arm  down.  Then  a  shank  was  taken 
from  an  automatic  coupler,  drilled,  and 
slipped  on  to  the  arm,  while  another 
arm  with  the  crucible  ring  welded  to  it 
was   placed    in    the    hole   drilled    in    the 


the   cost   of  the  entire   job   with   sheets 
replaced  did  not  exceed  $75. 


It  is  not  what  people  eat  but  what  they 
digest  that  makes  them  strong.  It  is  not 
what  they  read  but  what  they  remember 
that  makes  them  learned.  It  is  not  what 
they  profess  but  what  they  practice  that 
makes  them  nghteous.— Watchman. 


It's  no  use  calling  people  to  happiness 
in  a  sepulchral  tone. 
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Answers  to  Questions  on  Our  Educational  Chart  No.  10 


It  is  very  gratifying  to  the  publishers 
of  Railway  and  Locomotive  Engineer- 
ing to  mark  the  enthusiastic  apprecia- 
tion with  which  the  publication  of  our 
new  combination  model  and  chart  No. 
ID  is  being  received  by  our  readers. 
We  have  endeavored  to  meet  the  de- 
mands as  promptly  as  possible,  but 
take  the  opportunity  to  again  state 
that  No.  10  is  not  for  sale.  It  is  pre- 
sented to  subscribers  who  pay  in  ad- 
vance for  1909,  and  may  be  ordered 
when  subscribing  through  any  of  our 
agents,  or  directly  to  this  office. 

As  stated  in  our  original  announce- 
ment   in    regard    to    the    publication    of 
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lished  a  year  ago,  met  with  special  fa- 
vor on  account  of  its  fine  illustration 
of  the  details  of  the  Walschaerts  valve 
gear,  and  it  is  still  being  much  called 
for.  As  will  be  seen  in  our  advertising 
columns,  these  charts  are  on  sale,  and 
may  be  purchased  through  our  agents 
or  from  us. 

Both  renewed  as  well  as  new  sub- 
scribers should  express  their  preference 
.in  regard  to  the  charts,  and  a  copy  of 
the  chart  chosen  by  them  will  be  for- 
warded promptly.  Meanwhile  we  pro- 
ceed, as  promised,  to  answer  the  first 
section  of  questions  attached  to  Chart 
No.  10,  and  will  furnish  answers  to  the 


5.  Has  this  valve  inside  lap? 
A.  No. 

6.  What  is  lap?    What  does  it  mean? 
A.  Lap     is     the     distance     the     valve 

edge  extends  over  the  steam  ports 
when  set  on  the  middle  of  the  valve 
seat. 

7.  Why  is  lap  given  to  a  valve? 

A.  Lap  is  put  on  the  valve  to  make 
the  engine  work  steam  expansively,  by 
cutting  ofT  steam  before  the  piston 
reaches  the  end  of  its  stroke. 

8.  Where  would  you  place  the  valve 
if  you  had  to  disconnect  for  a  broken 
eccentric? 

A.  On  the  middle  of  the  seat. 


Educdtion^il  Cfiart  N?  10 


Movement  of  Pin.. 
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iowr  Oaartir 
FAC-SIMILIE  OF  OUR  EDUCATIONAL  CHART  No.  lo—  THE  PISTON,  CROSSHEAD  AND  VALVE  ARE  CELLULOID  AND  ARE  MOVABLE. 

9.  Where 'would  you  place  it    if  you 
broke  the  steam  chest? 


the  new  chart,  there  are  a  series  of 
thirty-six  questions  printed  upon  the 
back  of  the  chart,  and  referring  chiefly 
to  the  problems  involved  in  the  motion 
of  the  piston,  main-rod  and  sliding 
valve.  We  stated  that  answers  to  these 
questions  would  begin  in  the  January 
issue,  and  the  first  series  is  hereby  ap- 
pended, and  we  would  particularly  call 
the  attention  of  the  younger  railroad 
men  to  an  attentive  perusal  of  these 
questions  and  answers,  to  the  end  that 
a  thorough  familiarity  with  the  impor- 
tant lessons  which  the  chart  conveys 
may  be  fully  mastered  by  the  thought- 
ful student. 

It  should  be  readily  understood  by 
intending  subscribers  that  while  the 
great  body  of  our  renewed  subscribers 
at  this  season  of  the  year  are  asking  for 
the  new  chart,  they  are  at  liberty,  if 
they  prefer,  to  select  either  of  our  lo- 
comotive charts,  showing  an  Atlantic, 
an  American,  or  a  Consolidation,  the 
latter  equipped  with  the  Walschaerts 
valve  gear.  We  have  also  a  chart 
showing  a  combination  passenger  and 
sleeping  coach,  which  has  met  with 
much  popular  favor.  The  Consolida- 
tion locomotive  chart,  which  was  pub- 


remainmg  questions  m  successive  is- 
sues of  Railway  and  Locomotive  En- 
gineering. 


ANSWERS    TO    QUESTIONS    ON     EDUCATIONAL 
CARD    CHART    NO.     lO. 

1.  What  is  clearance? 

A.  The  distance  between  the  piston- 
and  the  cylinder  head  when  cross-head 
is  at  the  end  of  the  stroke,  a  position 
known  as  the  dead  center. 

2.  What  is  lead? 

A.  The  distance  the  valve  has  uncov- 
ered the  steam  port  at  the  beginning 
of  the  piston  stroke. 

3.  Show  position  of  valve  and  piston 
when  cutting  ofT  at  half  stroke. 

A.  This  is  shown  by  the  use  of  mov- 
able parts  on  the  chart.  The  piston  is 
set  in  the  middle  of  the  stroke  by  the 
indication  below  the  cross-head.  Then 
the  valve  is  placed  at  the  position  in  which 
it  would  cut  off  admission  to  the  steam 
port. 

4.  How  docs  this  make  steam  work 
expansively? 

A.  The  admission  of  steam  from  the 
boiler  being  cut  off,  the  steam  in  the 
cylinder  pushes  the  piston  by  expand- 
ing. 


A.  In  the  same  position,  but  it  would 
be  necessary  to  prevent  the  passing  of 
steam  into  the  steam  chest. 

10.  Where  would  the  valve  be  when 
compression  commenced  on  forward 
stroke? 

A.  At  the  point  of  closing  the  forward 
steam  port  when  moving  backward. 

11.  What  is   pre-admission? 

A.  The  steam  admitted  by  the  lead 
opening  before  the  piston  had  reached 
the  beginning  of  its  stroke. 

12.  Show  point  of  release. 

A.  The  point  of  release  would  de- 
pend upon  how  far  the  motion  was 
linked  up.  In  the  motion  of  this  chart 
release  and  compression  would  begin  at 
the  same  time. 

13.  What  is  changed  about  the  valve 
when  the  reverse  lever  is  hooked  up? 

A.  The  travel  of  the  valve  is  reduced. 

14.  How  would  you  place  piston  and 
valve  if  disconnecting  a  mogul  or  ten- 
wheeler  where  side  rod  pin  would  strike 
crosshead  key  if  it  was  blocked  in  the 
center  of  guides? 

.'\.  Block  the  piston  at  the  front  of  cyl- 
inder and  valve  at  front  end  of  its  travel. 


January,  1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


General  Correspondence 


H.  F.  Davisox. 


The  N.  &  M.  Limited  Express. 
Editor: 

Please  find  enclosed  two  postcards 
■of  the  Newark  &  Marion  Railroad, 
which  is  the  best  I  could  do.  The  driv- 
ing wheels  are  4  ft.  in  diameter.  I  do 
not  know  size  of  the  cylinders,  if  thej' 
are  not  18  by  24  in.,  but  may  be  a  little 
smaller;  they  look  large  according  to 
size  of  engine,  and  she  is  very  strong 
for  her  size.  The  regular  engineman 
was  sick  and  fireman  did  not  seem  to 
know  anj'thing  about  her.  I  tried  to 
find  out  where  she  was  built;  fireman 
thought  somewhere  near  Buffalo.  There 
was  no  plate  on  the  smoke  box  or  any- 
where else  that  told.  She  is  making 
three  round  trips  daily.  Hoping  the 
ca.ds  will  be  of  use, 

Sodiis  Point,  N.   Y. 

[From  the  appearance  of  this  engine 
and  some  of  the  details  about  it  and  the 
plate  iron  diamond  stack,  we  would 
say  this  engine  was  built  at  Schenec- 
tady quite  a  number  of  years  ago. — Edi- 
tor.]   

Some   Railroad   Troubles. 
Editor: 

In  a  previous  letter,  the  writer  briefly 
referred  to  one  of  the  most  serious  dif- 
ficulties which  has  ever  beset  the  rail- 
roads. There  are  certain  other  trou- 
bles, a  few  of  which  may  be  mentioned 
here  with  profit  to  all  concerned.  For 
instance,  the  problem  of  dealing  with 
tramps,  trespassers,  rowdies  and  other 
miscreants  who  infest  freight  yards,  rob 
box  cars  and  steal  rides.  It  is  obvious 
that  rigorous  measures  must  be  adopt- 
ed if  the  activities  of  these  rogues  are 
to  be  suppressed. 


N.  &   -M.    lil.\.MuM)   bl.\LI\    L.M  .l.\K. 

It  would  appear,  however,  that  al- 
ahough  the  railroads  are  willing  to  do 
their  share  in  the  work  of  solving  this 
problem,  the  public  authorities  are  not 
disposed  to  render  effectual  assistance. 
The  trouble  is  that  the  marauders  are 
not  punished  with  sufficient  severity. 
In    view    of    these    circumstances,    the 


writer  cannot  forbear  the  remark  that 
the  government  is  so  busy  "regulating" 
the  railroads  that  it  has  no  time  to  give 
them  the  protection  which  they  need, 
and  to  which  they  are  manifestly  en- 
titled. 

Another  difficultv  which  confronts  the 


Left  Driving  Box  Pound. 
Editor : 

Having  read  with  interest  the  article  in 

the   September   number  of   R.\il\vay   .\nd 

Locomotive  Engineering,  under  the  head 

of  "Left  Driving  Box   Pound,"   giving  a 

synopsis  cf  the  discussion  of  the  subject 
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railroads  is  the  grade  crossing  problem. 
This  question  has  reached  an  acute 
stage  in  certain  localities,  owing  to  the 
recklessness  and  lawlessness  of  auto- 
mobilists,  who  have  no  regard  for  the 
rights  of  the  railroads,  or  anyone  else, 
and  dash  across  railroad  tracks  without 
stopping  to  see  if  a  train  is  approach- 
ing. Many  automobilists  of  thjs  kind 
pay  with  their  lives  the  penalty  of  their 
folly.  They  do  not  deserve  any  sym- 
pathy, but  their  friends  or  relatives 
usually  attempt  to  place  the  blame  on 
the  railroads.  Meddlesome  newspapers 
set  up  the  old,  familiar  cry  that  "all 
grade  crossings  must  be  abolished." 
The  tremendous  expense  and  labor  in- 
volved would  preclude  the  possibility 
of  such  a  task  at  the  present  time,  but 
unthinking  persons  ignore   this. 

If  automobilists  and  others  who  cross 
railroad  tracks  would  exercise  a  little 
common  sense  and  ordinary  caution, 
there  would  be  no  more  grade  crossing 
accidents. 

Irresponsible  newspapers  have  fre- 
quently accused  the  railroads  of  being 
accountable  for  a  great  loss  of  life 
each  year,  but  it  is  reasonably  certain 
that  a  fair  and  impartial  investigation 
would  disclose  the  fact  that  a  large 
number  of  those  killed  were  either  tres- 
passers or  careless  persons. 

Nezu  York,  N.   Y.    ,^RTHUR  Curr.^nt. 


at  the  General  Foreman's  Convention,  I 
wish  to  take  advantage  of  your  invitation 
to  engineers  to  give  their  experience.  Mr. 
C.  H.  Voges'  explanation  of  the  reactions 
from  the  engine  on  the  opposite  side  an- 
nulling the  pound  in  the  backing  engine 
and  aggravating  the  pound  on  the  follow- 
ing side  is  very  clear,  but  does  not  go  far 
enough.  It  will  be  noticed  that  when  the 
pound  first  begins  to  develop  in  a  new 
engine  that  she  pounds  at  the  left  front 
center,  and  not  at  the  back  center.  The 
reaction  from  the  force  delivered  at  the 
point  where  the  driving  wheel  rests  on  the 
rail  must  be  considered,  as  this  force  on 
the  side  that  has  the  crank  pin  approach- 
ing the  center  and  doing  no  work,  will 
tend  to  hold  the  axle  to  the  front  of  the 
bo.x.  This  will  tend  to  annul  the  bad  in- 
fluence of  the  right  side  on  the  left  side, 
at  the  left  back  center  and  aggravate  the 
same  at  the  left  front  center.  So  much 
for  the  cause. 

The  remedy  that  will  greatly  mitigate 
but  cannot  entirely  cure,  is  the  proper  lin- 
ing of  the  left  parallel  rod.  First  bore 
all  parallel  rod  brasses  at  least  1-32  in. 
larger  than  the  pins  for  a  new  engine  and 
never  have  them  filed  "close"  at  any  time. 
Then  line  the  sections  back  of  the  main 
pin  long  (as  was  the  old  practice  with  the 
eight-wheeler),  and  line  the  sections  as 
short  as  possible  ahead  of  the  main  pin. 
This  practically  puts  the  main  connection 
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brasses  ahead  of  tram  to  the  amount  of 
clearance  in  all  the  parallel  rod  brasses. 

The  accompanying  sketch  shows  the 
proper  way  to  line  the  rod.  This  will 
cause  the  rod  to  bring  the  main  journal 
up  easy  at  the  front  center  and  the  clear- 
ance in  the  rod  brasses  will  keep  the  rod 


Front  Pin 


eral  wood  burners  built  in  the  early 
sixties  by  the  Taunton  Locomotive 
Works  for  the  Central  R.  R.  of  New 
Jersey;  they  went  out  of  existence 
many  years  ago,  No.  35  surviving  all 
the  others. 

As  you   will  see,   the   cylinders   were 

Back  Pin 


BALE'S    METHOD   OF   LINING   THE   SIDE   ROD. 


out  of  the  way  at  the  back  center  and 
allow  the  reaction  from  the  force  deliv- 
ered at  the  rail  to  ease  the  pound  at  the 
back  center.  The  writer  has  practiced- 
when  trading  liners  (after  the  adjustment 
had  worn  out),  pulling  down  the  wedges 
at  front  and  back  boxes,  and  lining  the 
rod  a  trifle  more  in  the  recommended 
way  than  could  be  done  with  the  wedges 
up.  The  main  wedge  to  be  adjusted 
normally. 

After  the  rod  liners  "bed"  the  front  and 
back  wedges  can  be  pushed  up.  Nothing 
whatever  is  gained  by  trying  to  squeeze 
the  pound  out  of  the  left  side  with  tight 
wedges.  The  writer  has  practiced  this 
method  on  engines  of  all  kinds,  heavy  and 
light,  with  success.  When  the  eight- 
wheeler  with  solid  rods  has  got  to  the 
stage  when  the  blades  are  too  long  and 
the  main  wedges  and  lining  down,  kill  two 
birds  with  one  stone  by  lining  both  main 
shoes  instead  of  the  wedges.  Anyone  who 
believes  that  the  pound  on  the  left  side 
is  due  to  the  engineer  neglecting  that  side 
of  the  engine  should  note  how  nice  the 
right  side  behaves  going  ahead  and  how 
bad  she  pounds  at  the  right  back  center 
backing  up.  The  exaggerated  clearance 
in  my  sketch  is  to  make  the  subject  clear. 
If  the  adjustment  of  the  rod  is  made  by 
trading  liners,  once  in  six  months,  the  left 
side  will  not  get  very  bad. 

Edward   Bales, 
Air  Bk.  Insr.,  Ill,  Central  R.  R. 
Ccntralia,  III. 


inside  the  frame  under  the  smokebox, 
with  the  main  connections  on  the  front 
driving  axle;  if  my  memory  serves  me 
right,  the  cylinders  were  IS  x  22  in., 
driving  wheels  5  ft.  6  in.  in  diameter, 
and  the  engine  weighed  about  35  tons; 
when  it  first  came  on  the  road  it  was 
equipped,  as  they  all  were,  with  the 
old-fashioned  broad  or  flaring  smoke- 
stack, and  had  what  might  be  called 
low  running  boards;  these  were  made 
of  heavy  sheets  of  iron  flanged  on  the 
edge,  and  were  turned  down  over  the 
front  drivers,  with  two  or  three  steps 
on  the  incline,  to  a  point  on  a  line 
with  the  frame  and  ran  all  the  way 
around  the  engine,  forming  a  square 
fiont  across  the  breastbeam,  the  hand- 
rail, a  fencelike  affair  nearly  as  high 
as  a  man's  hips,  was  supported  on  up- 
rights about  three  feet  apart,  and  was 
also  carried  all  the  way  around  on. the 
outer  edge  of  the  running  board,  so 
that  one  could  walk  between  the  boiler 
and  the  railing  from  the  front  door 
of  the  cab  on  one  side  to  the  other. 
As  far  as  I  can  remember.  No.  35  was 
the  only  one  on  which  the  running 
boards,  hand-rail  and  smokestack  were 
changed;   this   was   done   in    the    seven- 


incident    in    connection    with    this    en- 
gine which  for  a  few  minutes  was  not 
altogether  as  pleasant  or  agreeable  as 
one  might  wish  for;  it  was  on  the  even- 
ing of   Dec.  31,   1864.     I   was  going  to 
Easton,   Pa.,   and,   as   usual,   was    riding 
on   the   engine;   it  being  the   night  be- 
fore a  holiday,  we  had  a  heavy  train  of 
ten  cars,  and  in  those  days  nothing  but 
hand  brakes.     The  night  was  dark  and 
we   were   plugging   along   in   a   driving 
snowstorm,    making    it    difiicult   to    see 
ahead.     As  we  reached  the  summit  of 
a  slight  grade  running  west  into  Cran- 
ford,   N.  J.,  we  saw  the  faint  glimmer 
of  a   headlight   approaching  us.     I   re- 
marked that  it  looked   as   if  it  was  on 
our  track.     The  engineer  said  in  reply: 
"That's    the    mail    coming    east;     you 
know    the    position    of    a    headlight    is 
rather    deceiving   at    such    a    distance," 
but  we  hadn't  gone  much  further  before 
we  discovered  that  it  was  on  our  track. 
At   that   time   two   short   blasts   of   the 
whistle  was  the  signal  for  brakes;  they 
were  given  several  times  in  quick  suc- 
cession,  the   engine   was   reversed,   "-id 
the    engineer,    pointing    to    the    tender 
brake,  said  to  his  fireman,  "Bill!"  and 
Bill    got    busy;    poor    fellow,    he    was 
killed  only  a  few  years  ago  in  a  collision 
after    running    this    same    train    for    3J 
years.     The   engineer,   as   good   a   man 
as  ever  pulled  a  throttle,  is  still  living, 
and  is  now  nearly  83  years   old.     But 
to  resume  my  story;  matters  were  get- 
ting serious  about  this  time,  and  there 
was  a  small  boy  in  that  cab  who  sud- 
denly  had   an    engagement    somewhere 
else,    because    he    preferred    to    be    "a 
live  coward  rather  than  a  dead  hero," 
so  I  dropped  down  on  the  step  on  the 
left  hand  side  and  hung  there  until  they 
got  too  close  for  comfort,  tlien  jumped. 


Old   Jersey   Central   Engine. 
Editor: 

I  note  in  the  December  number  of 
your  journal  an  inquiry  from  one  of 
your  correspondents  as  to  whether  any 
of  the  engines  using  the  old-time  dia- 
mond stacks  are  still  in  service,  and 
your  request  for  a  photograph  of  one 
of  them  for  reproduction.  I  cannot 
answer  your  correspondent's  question, 
but  write  to  say  that  I  have  the  neces- 
sary photo,  which  I  take  pleasure  in 
sending  you  herewith,  and  which.  I 
trust,  will  answ.er  your  purpose.  The 
gentleman  seated  in  the  cab  is  Mr.  C. 
G.  Williams,  at  one  time  master  me- 
chanic of  the  Jersey  Central  at  the 
Communipaw  shops. 

The  engine.  No.  35,  otherwise  known 
as   the  "New   York,"   was   one   of   sev- 
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ties,  when  Col.  R.  E.  Ricker  was  super- 
intendent and  general  manager  of  the 
Jersey  Central.  In  other  respects  the 
original  appearance  of  the  engine  is 
unchanged. 

Of  course,  I  was  only  a  small  boy 
when  these  engines  were  built,  but  I 
knew  them  pretty  well  for  many  years, 
and  as  I  write  it  brings  back  pleasant 
recollections  of  the  many  happy  hours 
spent  on  old  35.     I  recall,  however,  one 


throwing  myself  as  far  from  the  en- 
gine as  possible,  and  landed  in  a  heap 
in  the  snow  clear  of  the  train.  After 
rolling  over  a  few  times  I  picked  my- 
self up,  fortunately  none  the  worse  for 
my  experience. 

It  seems  a  coal  train  had  crossed 
over  to  let  the  mail  pass;  they  sent 
a  man  out  with  a  red  light  to  flag 
us,  but  the  wind  blew  his  light  out, 
and  he  might  as  well  have  been  in  Tex- 
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as  as  there,  for  all  the  good  it  did  us. 
However,  they  did  not  collide;  but  it 
was  a  close  shave,  and  a  collision  was 
only  prevented  by  the  coal  train  en- 
gineer backing  his  train.  Some  one  told 
him  he  took  an  even  chance  of  a  rear- 
end  collision  by  backing  without  know- 
ing how  the  crossover  was  set,  and  he 
said  "he  would  have  backed  them  into 
h — 11  rather  than  let  us  hit  him";  as  it 
was,  he  did  not  give  us  any  too  much 
room,  and  those  engines  did  not  look 
at  all  interesting  standing  so  close  to- 
gether with  their  headlights  glaring  at 
each  other  like  a  couple  of  one-eyed 
monsters   ready  to   grapple   in   a   fight. 

When  things  were  straightened  out  I 
got  on  the  engine  again  and  we  pro- 
ceeded, but  had  only  gone  a  few  sta- 
tions when  the  engineer  turned  and 
said:  "My  boy,  don't  you  think  it 
would  be  safer  and  better  for  you  to 
ride  in  the  cars  until  you  are  a  little 
older  and  your  legs  grow  longer?"  So 
I  went  back  at  the  next  station,  al- 
though I  didn't  want  to  one  bit,  but 
not  many  moons  had  passed  before  I 
was  in  the  cab  again,  and  I  have  been 
there  ever  since  whenever  the  oppor- 
tunity offered. 

In  closing,  I  want  to  say  that  I  did 
not  originally  take  the  photo  of  No.  35; 
the  one  I  am  sending  is  a  copy  I  made 
from  an  old  one  that  came  into  my 
possession  in  pretty  bad  condition  sev- 
eral years  ago.  I  thought  it  was  worth 
saving,  because  as  I  look  at  it,  it  seems 
like  gazing  upon  the  portrait  of  an  old 
friend  long  since  passed  away. 

F.    W.    BL,^UVELT. 

Neiv  York,  N.   Y. 


Boston    &   Albany    Engines. 

Editor: 

I  noticed  in  this  month's  issue  a  re- 
quest for  a  picture  of  an  engine  with 
the  old  diamond  stack.  I  am  enclosing 
you   two   pictures   of   engines   with   the 


B.  &    A.  ENGINE  NO.  752,  AT  BOSTON, 
MASS. 

■diamond  stack,  one  of  which  is  not  very 
,'good. 

Number  752  is  in  active  service,  be- 
ing used  in  construction  and  utility 
work,  with  headquarters  at  the  Beacon 
Park  (Boston,  Mass.)  roundhouse  of 
the  Boston  &  Albany  Railroad.  She 
has  cylinders   18  x  24  in.   I  think,  and 


50  in.  wheel  centers.  Number  739,  the 
other  engine,  is  the  same  size,  and  is 
waiting  to  be  broken  up  with  others  of 
the   same  kind. 

I  am  also  sending  you  a  picture  of 
one  of  the  new  Pacific  type,  which  was 
built  in  August,  1908.  The  sandbox  on 
this  engine  is  very  large,  and  is  oval  in 
shape.  This  class  has  cylinder  22  x 
28  in. 

Hoping  that  some  one  of  these  will 
prove  of  interest  to  you  and  the  readers 
of  Railway  and  Locomotive  Engineer- 
ing. F.  S.  Wyman. 

Waltham,  Mass. 


Extension   Piston   Rods. 

Editor: 

Reading  over  the   December  number 
of  Railway   and  Locomotive  Engineer- 
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ing  in  regard  to  extension  piston  rods, 
I  will  give  you  our  experience.  We 
received  about  seven  years  ago  10  en- 
gines 22  x  28  cylinders,  with  4  in. 
piston  rods,  with  the  extension  made 
like  Fig.   i. 

This  brass  gib  went  in  at  front  head 
and  was  put  in  place  before  tube  went 
over  piston.  The  lip  on  end  of  gib  was 
about  Ys  in.  and  about  3  in.  wide  by  Yz 
x  6  in.  long.  The  hub  on  end  of  tube 
was  cut  out  to  take  gib  after  hub  was 
bored  out;  that  made  the  extension 
piston  a  neat  fit  in  hub,  with  the  gib 
at  bottom  side  of  extension. 
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FIG.    2. 

Now  our  trouble  came.  In  a  short 
time,  when  the  gib  wore  off  about  3-16 
in.  and  the  cylinder  and  piston  wore  a 
little  more,  the  brass  gib  lifted  up  and 
went  down  in  the  cylinder,  knocked  out 
front  head,  broke  piston  head,  bent 
piston  rod,  and  laid  out  engine  for 
about  two  days,  getting  things  back 
in  shape  again.  I  will  tell  you  a  little 
more  about  this  on  some  24  x  32  in. 
cylinder  engines.  These  were  made 
somewhat  differently.  The  piston  was 
round  and  the  end  of  tube  had  a  cast 
hub  like  Fig.  2,  with  4J^  in.  piston 
rods.  This  hole  was  bored  out  about 
1-32  in.  larger  than  piston,  and  slipped 
on  after  head  and  piston  were  in  place, 
but  on  those  engines  this  tube  would 
hit    the    pilot    beam    if    the    crosshead 


was  on  the  front  end  of  guide  when 
putting  on.  Now,  you  see,  when  the 
piston  and  cylinder  wore,  say,  Js  in., 
and  the  roundhouse  man  would  line 
down  piston  head  to  center  of  cylinder 
the  extension  would  not  bear  on  top 
of  hub  on  tube.  What  was  the  good  of 
making   this   extension   to   carry   piston 
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head  when  about  all  the  wear  is  on  the 
top  or  the  Yt  in.  of  top  of  cylinder? 
I'hose  engines  ran  about  two  years  with 
them,  and  we  had  them  in  the  shop 
for  piston  failures  about  every  week  or 
two. 

We  then  took  off  the  front  head, 
placed  the  piston  at  front  of  cylinder, 
took  a  hack  saw  and  sawed  in  this 
piston  just  ahead  of  the  spider  nut; 
went  in  with  saw  about  i  in.,  took  a 
sledge,  hit  the  extension  a  few  good 
clouts  on  the  end  of  the  nose  and 
smiled.  After  this,  of  course.  Bill  then 
looked  around,  and  everybody  was 
smiling  in  the  roundhouse.  Then  he 
put  on  front  head  and  with  a  blank 
flange  to  take  the  place  of  tube  hub, 
the  engine  was  O.  K.  for  good,  and 
they  removed  the  remains  to  the  scrap 
bin,  where  it  should  have  been  about 
the  day  the  engine  came  from  the  mak- 
ers. Hoping  this  will  help  you  tell 
some  one  our  trouble,  I  don't  think 
the  man  who  invented  this  extension 
understood  piston  head  and  cylinder 
wear.  P.  J.  Connors, 

Foreman  B.  &  L.  E.  Ry. 

Greenville,  Pa. 


The   Nashua  &  Lowell  Railroad. 
Editor: 

A  schedule  of  tlie  motive  power  on 
the  old  Nashua  &  Lowell  Railroad  in 
1850,  a  copy  of  which  is  annexed,  may 
be  of  interest  to  those  who  care  to  see 
an  occasional  reference  to  the  early 
days  of  railroading.  This  road  was 
opened  for  travel  in  1838  with  an  equip- 
ment consisting  of  three  locomotives, 
three  passenger  cars,  with  a  capacity 
for  sixty  passengers  each,  and  twenty- 
four  freight  cars.  Charles  J.  Fox,  treas- 
urer of  the  road,  in  a  report  to  the  di- 
rectors in  1839,  wrote  as  follows: 

"In  our  engines  we  have  been  very 
fortunate.  The  'Mars'  and  'Jehu'  were 
built  by  H.  R.  Dunham  &  Co.  of  New 
York,    and    the    'Roebuck'    at    Lowell. 
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They  combine  speed  and  power,  two 
essential  requisites  in  a  good  locomo- 
tive. Our  freight  cars  are  moved  at 
the  rate  of  12  miles  per  hour,  and  our 
passenger  cars  at  the  rate  of  25  miles 
per  hour,  not  including  stops.  Since 
opening  of  our  road,  Oct.  8,  183S,  the 
engines  have  run  over  30,000  miles,  car- 
rying more  than  58,000  passengers  and 
8,000  tons  of  merchandise,  and  making 
over  1,000  regular  trips.     Not  a  trip  has 


The  Milo  is  known  to  fame  as  one  of  the 
victorious  engines  in  the  historic  Low- 
ell trials  of  locomotive  speed  and  pow- 
er in  1851.  Particulars  and  dimensions 
of  this  engine  furnished  in  1851  for  the 
official  report  of  the  tests  by  .Mr.  G.  B. 
King,  then  master  mechanic  on  the 
Boston  &  Lowell,  were,  in  part,  as  fol- 
lows: Milo — Freight  engine,  built  by 
Hinklcy  &  Drury;  rebuilt  by  the  Bos- 
ton &  Lowell  in  1851;  cylinders,  13J/  x 
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representative  Rhode  Island  engine  of 
the  late  60s.  Its  weight  was  63,800  lbs. 
cylinders  16  x  24  ins.,  and  drivers  5^  ft. 

Passenger  engines — Nashville,  bought 
December,  1847,  18  tons;  Indian  Head, 
bought  February,  1848,  18  tons;  Wil- 
ton, bought  March,  1848,  19  tons; 
Rolla,  bought  January,  1849,  18  tons; 
Roebuck,  bought  in  1838,  gj/i  tons; 
Mars  (old  and  useless),  1838,  10  tons. 
Freight  engines — Paugus,  bought  Oc- 
tober, 1849,  23  tons;  Logan,  bought 
January,  1850,  23  tons. 

W.  A.   Hazelboom. 

Boston,  Mass. 


been  lost  from  anj-  cause,  nor  has  the 
slightest  accident  occurred  to  any  pas- 
senger or  car.  This  fact,  while  it  shows 
the  safety  of  this  mode  of  transporta- 
tion, is  conclusive  proof  of  the  thor- 
ough construction  of  our  road,  the  ex- 
cellence of  our  machinery,  and  the  skill 
and  practice  of  the  individuals  in  our 
employment." 

The  number  of  engines  on  this  road 
had  been  increased  in  1857  by  the  ad- 
dition of  some  larger  and  more  modern 
locomotives  than  those  given  on  the 
list,  and  these  were  named  Jesse  Bow- 
ers, Milford,  Pennichuck,  Daniel  Ab- 
bot and  Boardman,  while  the  Jehu  and 
Roebuck  and  the  "old  and  useless" 
Mars,  of  which  such  goods  things  were 
said  of  old,  had  gone  into  the  primitive 
scrap  heap. 

In  1857  the  Boston  &  Lowell  Rail- 
road and  the  Nashua  &  Lowell  compan- 
ies entered  into  a  twenty-year  agree- 
ment for  the  joint  working  of  the  two 
companies  as  one  line,  under  the  title 
of  Boston,  Lowell  &  Nashua  Railroad. 
Just  previous  to  this  arrangement  the 
locomotives  on  the  Boston  &  Lowell 
and  their  appraised  valuations  were  as 
follows: 

Leader    $7,800   Woburn $5,800 

Storrow 7,800  Vulcan  S.250 

Higginson     ..  7,500   Milo    4,500 

Cloud    7,000    Vesta    4,250 

Eagle    7.000   Rumford    . . .   4,200 

Essex    7.000   Ajax   4,000 

Mars    6,500  McNeil 4,000 

Pawtucket   . .  6,000   Hector    3,500 

Rcni.-'.ins  nf  t'lc-  Fiviiu'  Baldwi'i...    1,000 


20  ins.,  outside  connected;  diameter  of 
boiler  38  in.;  length  of  same  11  ft.  2^  in.; 
88  tubes,  10  ft.  8  in.  long  and  2  in.  in 
diameter.  The  top  of  the  stack  was 
13  ft.  3  in.  from  the  rail,  and  was  14 
in.  in  diameter.  There  were  6  driving 
wheels  four  ft.  in  diameter,  and  no 
truck  or  trailing  wheels.  It  would  ap- 
pear from  the  information  quoted 
above  that  to  the  mechanical  depart- 
ment of  by-gone  days  of  the  Boston 
&     Lowell     Railroad,     rather     than     to 


Diamond    Stack   Engines. 

Editor: 

I  notice  in  the  December  issue  of 
R.\iLw.\Y  AND  Locomotive  Engineering 
that  a  correspondent  writes  you  for 
information  regarding  diamond  stacks 
on   locomotives  at  the  present  time. 

The  article  on  page  553  asks  if  your 
readers  can  give  the  desired  informa- 
tion. I  hereby  volunteer  information 
that  may  be  of  use  to  your  correspond- 
ent. 

In  the  West  Bay  City  jurisdiction  of 
the  Michigan  Central  (N.  Y.  C.  Lines), 
under  supervision  of  Mr.  T.  J.  Hennes- 
sy,  master  mechanic,  there  are  three 
0-4-0  Hinkley  switching  engines,  the 
8074,  8082  and  8084,  respectively,  that 
are  equipped  with  diamond  stacks,  and 
have  come  under  my  notice.  I  think 
possibly  there  are  some  4-4-0  engines 
on  the  north  end  of  Mackinaw  division 
that  are  in  service  under  Mr.  Hennes- 
sy,  whom  I  think  would  give  informa- 
tion in  regard  to  them. 

W.   A.   Clark, 

Drlroit.   Mich.        Engr.   Mich.   Cent. 


STEVVARTSTO'WN    R.MI.KOAD    E.NGINE,    "H  OPIuWELL."  AT  STEWARTSTOWN.  PA. 


Hinkley  &  Drury,  belongs  the  credit 
for  the  efficiency  of  The  Milo.  A  four- 
wheel  shifter  built  by  Hinkley,  named 
Milo,  replaced  the  old  engine  in  1873. 
Boston,  Lowell  &  Nashua  locomo- 
tive "Somerville,"  a  photograph  of 
which   accompanies   this   sketch,   was   a 


Old    Diamond    Smoke    Stack    Engine. 

Editor: 

In  response  to  your  call  for  photograph 
of  locomotive  with  diamond  stack,  I  en- 
close negative  of  such  a  locomotive,  now 
running  on  the  Stewartstown  Railroad, 
from  Stewartstown,  Pa.,  to  New  Freedom, 
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Pa.,  on  the  Northern  Central.  This  is  a 
Baldwin  engine,  15  x  22  in.  cylinders, 
built  in  1S82. 

Hoping  it  will  be  useful  to  you, 

E.  W.   Gkegory. 

HoffmanvUie,  Md. 


Ferrocarril  de  Guatemala. 

Editor: 

The  2ist  of  November  was  celebrated 
in  Guatemala  in  three  ways  this  year, 
one  being  that  of  the  birthday  of  their 
President,  and  as  birthdays  are  relig- 
iously kept  here,  this  day  is,  on  that  ac- 
count, celebrated  throughout  the  repub- 
lic. Another,  the  dedication  of  their 
postoffice,  which  has  just  been  rebuilt 
and  remodeled,  but  the  celebration  that 
is  of  most  interest  to  the  readers  of  The 
Railway  and  Locomotive  Engineering 
was  the  driving  of  the  first  spike  at  the 
little  town  of  Zacapa.  This  was  the 
celebration  of  the  commencement  of 
the  branch  of  the  Guatemala  Railroad 
that  is  to  run  from  Zacapa  to  Santa 
^na,  Salvador,  and  when  completed  will 
be  orither  link  in  the  chain  which  is  to 
connect  ^entral  America  with  the 
United  States  '  .;_  rail.  This  road  will 
also  give  Salvador  qT  outlet  to  the  At- 
lantic coast,  thereby  gumg  them  close 
connections  with  New  York  and  all 
parts  of   Europe. 

From  Zacapa  to  Santa  Ana  the  dis- 
tance is  96  miles,  and  though  the  coun- 
try is  somewhat  mountainous  in  parts, 
the  line  of  railroad  will  be  practically 
an  easy  one  to  build,  as  it  follows  the 
line  of  the  river  most  of  the  way.  That 
part  of  Salvador  reached  by  this  new 
branch  is  one  of  the  richest  coffee  grow- 
ing districts  of  Central  America,  and 
will  allow  the  grower  to  load  his  prod- 
ucts on  the  cars  and  ship  them  direct  to 
Puerto  Barrios,  where  the  cars  are  run 
alongside  of  the  vessels  and  transferred 
directly  to  the  steamer  bound  for  New 
Orleans,  New  York,  Hamburg,  or  Liv- 
erpool. Now  they  must  ship  to  the  Pa- 
cific coast,  and  as  the  Pacific  ports  are 
open  roadsteads,  the  shippers  must  pay 
lighterage  and  transfer,  and  again  at 
Panama.  The  road  will  also  tap  the 
banana  growing  districts  of  Salvador, 
and  give  the  people  closer  intercourse 
with  the  outside  world. 

The  Guatemala  Railroad  was  com- 
menced in  1SS4,  and  completed  last 
January.  It  aflfords  the  people  of  Guat- 
emala a  close  connection  with  the  out- 
side world.  Mail  now  reaches  the 
United  States  as  far  as  New  York  or 
San  Francisco  in  eight  days,  where  for- 
merly it  took  from  fifteen  to  thirty.  A 
merchant  can  now  go  to  New  Orleans, 
buy  his  goods  and  bring  them  back 
with  him  and  not  be  gone  more  than 
ten  days,  while  before  it  took  him  fif- 
"teen  to  twenty-two  days  to  make  the 
-trip  one  way. 

The  distance  from  Guatemala  City  to 


Zacapa  is  ninety-three  miles,  and  from 
Zacapa  to  Puerto  Barrios  is  102.  The 
construction  from  Zacapa  to  Guatemala 
was  one  of  great  difficulty,  there  being 
so  many  canyons  to  cross  and  many 
high  bridges  to  build.  The  last  and 
worst  of  these  canyons,  known  as  Las 
Vacas,  is  crossed  two  miles  outside  of 
Guatemala  City  by  a  bridge  750  ft.  long 
and   240   ft.   high. 

The  Guatemala  Central  Railroad, 
which  is  the  property  of  the  Pacific  Im- 
provement Company,  runs  from  the 
city  of  Guatemala  to  the  Pacific  coast, 
and  their  northern  terminal,  Mazatenan- 
go,  will  soon  begin  the  construction  of 
the  extension  of  their  branch  from  Maz- 
atenango  to  the  Mexican  border,  there 
to  connect  with  the  Pan-American. 
When  this  is  done  the  bad  impression 
that  the  public  have  formerly  had  of 
Central  America  will  quickly  become  a 
thing  of  the  past.  From  the  fact  that 
the  country  has  had  no  commercial  in- 
tercourse with  the  world,  it  is  yet  in  its 
infancv,    but    tlie    countrv    is;    fitted    to 


one  time  had  over  one  hundred  of  this 
type.  For  passenger  service  a  very  large 
wheel  was  used  on  some  of  the  engines, 
75  in.  in  diameter.  A  number  of  others 
had  72-in.  wheels,  and  the  majority  66-in. ; 
cylinders  18  by  24  in.,  a  total  weight  of  34 
Ions.  For  freight  service  there  were 
two  types,  a  very  large  number  like  the 
No.  39,  the  locomotive  donated  to  Pur- 
due, and  another  type  with  18^  by  28- 
in.  cylinders,  and  S4-in.  driving  wheels, 
weighing  39  tons.  The  No.  39  was  built 
in  1876,  has  18  by  26  cylinders,  6o-in. 
drivers,  and  weighs  34  tons.  Mr.  Wilson 
Eddy  built  his  type  as  late  as  1S81,  and 
some  would  have  undoubtedly  been  in  ser- 
vice within  a  few  years,  had  it  not  been 
for  the  great  expense  in  keeping  them  in 
service,  due  to  the  fact  that  contraction 
and  expansion  were  allowed  for  in  the 
saddle  instead  of  at  the  firebox.  Of  course 
the  engines  leaked  very  badly  and  were 
finally  put  out  of  service.  The  "Eddy 
Clocks"  were  remarkably  smart  engines 
and  the  writer  has  seen  many  a  large 
passenger    and    freight    train    hauled    by 


01. 1)  ■■i.niA"  (_Liii  w  NO.  15.  NOW  AT  I'UKDUK  uxi\' i;ksitv. 


grow  everything  known  on  any  other 
part  of  the  earth,  and  one  can  find  a 
climate  that  will  suit  him  exactly  at  all 
limes  of  the  year.  W.  W.  Collins. 

Zacapa,  Guatemala. 


Old   "Eddy    Clock"   for   Purdue. 
Editor : 

I  am  sending  you  a  photograph  of  one 
of  the  "Eddy  Clocks"  in  connection  with 
an  article  which  I  should  like  very  much 
to  have  you  publish,  as  I  think  it  will  be 
of  interest  to  readers  of  your  paper. 
Through  the  generosity  of  the  New  York 
Central  directors,  Purdue  University  is  to 
become  the  owners  of  an  old  Eddy  en- 
gine, which  was  for  many  years  in  daily 
freight  service  on  the  Boston  &  Albany 
Railroad.  This  is  a  valuable  addition  to 
the  Purdue  collection,  and  Prof.  Charles 
H.  Benjamin,  Dean  of  the  Schools  of  En- 
gineering, is  to  be  congratulated  on  his 
good   luck   in   obtaining  it.     The   road   at 


these  machines.  One  of  the  i8;54  by  28- 
in.  eight-wheelers  was  put  to  the  test  with 
a  Mogul,  built  by  the  Rhode  Island 
Works,  and  came  out  victorious.  The  No. 
39  has  for  a  number  of  years  been  used 
to  heat  cars  at  the  Worcester,  Mass.,  sta- 
tion, and  I  have  been  very  desirous  that 
it  be  preserved.  I  am  naturally  much 
gratified  that  it  has  come  to  pass. 

John  Worcester  Merrill. 

NeivtonviUe,  Mass. 

[A  letter  concerning  this  engine  was 
written  by  Mr.  Merrill  some  years  ago 
and  may  be  found  in  the  pages  of  Rail- 
way AND  Locomotive  Engineering  for 
February,    1905,  page  65.     Editor.] 


Derailment  of  Tenders. 

Editor: 

The  subject  of  derailment  of  tenders 
has  appeared  in  your  journal  a  number 
of  times,  and  I  am  wondering  if  you 
will  give  space  for  one  more  interested 
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mechanic's  ideas,  as  well  as  the  presen- 
tation of  some  past  experiences  and 
observations. 

I  would  refer  correspondents  to  the 
Vanderbilt  tank  of  seven  and  eight 
thousand  gallon  capacity  and  ask  them 
if  any  improvement  has  been  made  re- 
garding the  splashing  of  water.  Also  I 
ask  writers  to  note  the  four  side  bear- 
ings on  the  Vanderbilt  tank,  and  ii 
side  bearings  should  be  left  oflf  one 
set  of  trucks  of  tenders,  why  should 
the  same  idea  not  work  on  bo.x  cars  or 
coaches?  The  front  of  any  tender,  or 
at  least  the  majority  of  them,  are  more 
heavily  loaded  when  full  of  coal  than 
the  rear.  A  great  many  tenders  have 
the  same  capacity  springs  in  each 
truck;  why  let  the  back  truck  stand  all 
the  rolling  of  the  tender  and  break  a 
dozen  springs  in  that  truck  to  one  in 
the  front  truck? 

A  tender  is  virtually  a  pendulum  be- 
tween the  power  and  the  load,  and  it  is 
the  first  and  worst  load  a  locomotive 
must  handle  because  of  the  constant 
shifting  of  the  water  load.  Since  we 
know  the  load  shifts  badly,  particularly 
side  ways,  it  should  not  be  encouraged 
by  giving  it  half  support  with  only  one 
set  of  side  bearings  on  the  rear  truck. 
This  kind  of  a  load  also  shifts  badly  if 
track  conditions  are  not  up  to  standard. 
Why  do  we  condemn  the  construction 
of  tenders  when  we  know  of  numerous 
derailments  which  have  occurred  after 
a  tender  has  been  running  successfully 
for   days,   months  and  years? 

Do  tenders  pick  out  particular  spots 
to  get  oflf  the  track?  No;  very  often  a 
tender  is  derailed  and  re-railed  in  twen- 
ty to  thirty  minutes,  goes  into  the  ter- 
minal, where  a  number  of  officials 
await  the  tender  for  examination.  .A.f- 
ter  the  examination  has  been  completed 
and  a  comparison  made  of  fifteen  other 
tenders  with  the  guilty  one,  which  by 
the  way,  is  a  7,000-gallon  tank,  no  rem- 
edy can  be  applied  to  the  tender,  as 
nothing  is  found  wrong.  Then  after 
fifteen  days,  while  the  same  tender  is 
still  making  one  hundred  and  thirty 
miles  per  day,  all  kinds  of  speed, 
curves,  also  considering  the  fluctuation 
of  the  load,  the  correspondence  gets  to 
the  roundhouse  foreman,  general  fore- 
man and  master  mechanic,  and  they 
then  begin  to  stand  pat  and  conclude 
that  the  examination  was  held  at  the 
wrong  place,  and  wonder  why  that 
tender  ever  picked  out  that  spot  to 
get  oflf. 

I  know  of  a  road  which  has  equalizer 
trucks,  arch  bar  trucks,  Bettcndorf 
trucks,  and  home  made  trucks  (which 
would  be  hard  to  describe),  and 
I  know  of  but  one  tender  being 
derailed  in  one  year,  and  that  was 
caused  by  a  switch,  which  let 
the  tender  down  two  tracks  at 
once.     This   road   also   has   several   hun- 


dred 7,500-gallon  tanks.  The  brother, 
"who  is  a  rider  on  engines,"  intimates 
a  rigid  truck  on  account  of  no  lubrica- 
tion on  center  castings.  They  should 
be  lubricated,  but  how  about  a  Mogul 
locomotive  which  has  been  wrecked,  is 
minus  an  engine  truck  and  the  spring 
rigging  useless  on  account  of  frame  be- 
ing blocked  up  on  driving  boxes  with 
so  much  weight  on  the  No.  i  pair  of 
drivers  that  if  a  little  boy  were  to  step 
on  cylinders  the  back  wheels  would 
rise  off  the  rail.  All  the  six  or  eight- 
wheel  connected  engines  are  rigid,  and 
many  of  us  can  say  we  have  seen  them 
hauled  at  ten  or  twenty  miles  per  hour 
over  a  division,  and  only  the  front 
flanges  are  any  the  worse  for  the  usage, 
and  no  derailment. 

The  case  referred  to  is  simply  the 
weight  holding  wheels  to  the  rail,  and 
a  tender  which  rolls  badly  and  puts 
weight  with  a  blow  to  an  outside  bear- 
ing, like  a  tender  truck  has,  must  have 
some  tendency  to  lift  the  opposite  side 
and  cause  the  flange  to  mount  the  rail, 
particularly  a  new  cast  flange  which  is 
but  15-16  in.  high,  and  a  back  side 
bearing  carry  the  force  of  the  blow. 


Some  say,  "How  about  a  tender  that 
gets  ofiE  on  good  track?"'  I  would  sug- 
gest that  we  do  not  look  at  the  good 
track  where  the  tender  got  off,  but  go- 
back  a  short  distance  and  take  a  good 
look  at  the  place  where  the  rolling 
began. 

■  One  operation  that  has  never  been 
performed,  is  the  application  of  the 
track  level  to  a  low  joint  or  swingy 
track,  while  a  large  7,soo-gallon  tank, 
in  working  order,  ran  over  it  and  water 
rushed  to  one  side,  which  put  the  rail 
down  to  its  foundation  and  which  rail 
came  back  to  deceive  us  after  the  de- 
railment  had   occurred. 

F.   W.    SCHULTZ. 

McGhee,   Ark. 


MODKKN   LO.M)   H.VUI.ERS. 

I  have  ridden  on  two  engines  which 
have  run  scarcely  two  miles  after  tak- 
ing a  full  tank  of  water  when  the  ten- 
der was  derailed,  as  on  account  of  the 
height  of  the  center  of  gravity  they 
are  more  susceptible  to  derailments 
than  a  tank  half  full  of  v/ater,  as  the 
center  of  gravity  was  lowered  with  the 
use  of  water.  I  remember  an  in- 
stance where  one  side  bearing  was  lost 
and  the  water  ran  to  one  side  in  the  cis- 
tern, and  the  engineer  thought  the  tank 
would  tip  over  before  he  could  stop. 
This  instance  caused  the  replacing  of 
front  side  bearings. 

It  never  occurred  to  me  that  any  me- 
chanical men  were  in  the  "woods"  rela- 
tive to  knowing  how  to  build  a  tender 
complete,  but  it  has  occurred  to  me  that 
many  imagine  that  derailment  is  due  to 
one  cause  when  it  is  due  to  another. 
It  appears  that  at  every  tender  derail- 
ment a  suggestion  is  made  to  change 
the  construction  of  tenders.  I  would 
say  to  change  the  defect  which  started 
the  water  splashing  and  the  tender 
rolling. 


Harmony  Has  a  Cash  Value. 

Editor: 

Very  little  pains  or  judgment  seem 
to  be  used  in  hiring  new  men  for  fire- 
men. Whether  they  are  mentally  or 
physically  capable  of  ever  making  first- 
class  enginemen.  Has  the  developmznt 
of  the  locomotive  brought  th^^  On,  as 
one  of  its  results? 

What  are  the  re<;-uits  of  newly  pro- 
moted enginec^r  What  are  the  first 
year's  results  in  most  cases?  It  is 
usually  expense  for  making  a  new  en- 
ginemen to  each  company.  There  are  ex- 
ceptions, and  some  newly  promoted  men 
are  just  as  good  as  any  old  man,  but 
they  are  very  few  nowadays.  Who  is 
to  blame  for  this  condition  of  things? 

Is  there  enough  pains  or  instruction 
given  at  the  right  time,  or  is  this  in- 
struction followed  out  if  given  by  an 
engineer  in  most  cases  or  not?  A 
man  who  dares  to  insist  on  the  fireman 
doing  his  work  right  in  every  way  and 
trying  to  teach  him  to  fire  properly  and 
to  be  economical  in  the  use  of  fuel  will 
be  put  down  by  almost  every  fireman  as 
a  crank,  and  don't  want  to  fire  for  him. 
Most  of  the  newly  hired  men  work 
with  extra  engineers  who  will  not  insist 
in  most  cases  on  his  doing  his  work  prop- 
erly, and  when  he  comes  to  be  old  enough 
to  hold  a  regular  run  or  engine,  you  have 
to  make  most  of  them  over  again  and  be 
very  careful  that  you  do  not  ask  anything 
of  him  to  do  that  may  be  his  work  that 
he  has  not  been  instructed  to  do  before. 
As  most  men  hired  nowadays  come  from 
the  roundhouses,  they,  by  hearing  some  in- 
experienced persons  telling  them  what 
they  are  supposed  to  do  and  what  not  to 
do  when  they  become  firemen.  Most  of 
this  is  not  what  is  calculated  to  make  a 
first-class"  man  out  of  him. 

There  are  a  great  many  engineers  who 
do  not  try  to  help  their  firemen  or  in- 
struct them  in  their  work.  That  is,  a 
great  many  pounds  of  coal  can  be  saved 
in  a  trip  if  an  engineer  will  tell  the  fire- 
man when  they  are  almost  ready  to  leave 
so  that  he  can  get  his  fire  in  shape ;  also 
before   shutting  oflf   for   a   station,   so  he 
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can  let  his  tire  run  down  a  little,  so  the 
engine  will  not  be  wasting  steam  at  the 
safety  valves. 

So  little  attention  is  also  paid  by  some 
jnen  as  to  the  condition  of  the  firebox  and 
flues;  whether  they  are  kept  cleaned  out; 
that  is,  grate  openings  are  open  and  flues 
not  stopped  up.  A  great  deal  of  fuel  is 
wasted  in  this  way.  Also  allowing  en- 
gines to  run  with  valves,  cylinder  pack- 
ing, vacuum  and  relief  valves ;  water 
valve,  valve  stems  and  piston  packing, 
blowing,  wasting  a  great  deal  of  steam 
and  coal.  Why  would  it  not  pay  to  give 
a  little  more  attention  to  these  parts 
and  keep  them  in  first-class  condition, 
as  it  would  pay  for  itself  many  times 
over. 

Would  it  not  be  of  benefit  to  all  com- 
panies if  a  little  more  thought  and  more 
interest  was  shown  in  the  human  factor 
of  the  operation  of  the  roads.  Would  it 
not  pay  for  itself  in  better  services  and 
more  interest  for  the  company's  welfare 
and  bigger  dividends  to  the  owners  of  the 
same? 

Why  is  it  that  some  departments  of  a 
road  think  it  is  the  only  one?  This  is 
especially  true -.of  the  transportation  and 
mechanical  departn^ents  of  some  roads; 
they  are  always  pulling  apart  and  not  try- 
ing to  help  one  another  out,  when  if  they 
work  together  money  could  and  would 
be  saved  for  the  'company.  Is  it  not 
about  time  that  this  kind  of  work  was 
drawing  to  a  close  and  all  parties  work 
for  the  same  interest — the  owners  of  the 
road?  C.  F.  Sundberg. 

Sioux  City,  Iowa. 


service.  The  road  had  40  like  this  one, 
20  built  at  Springfield  by  the  B.  &  A., 
and  20  by  the  Rhode  Island  Locomo- 
tive Works,  the  only  difference  being 
that  the  latter  had  smooth  dome  cas- 
ings, like  that  shown  in  the  illustration. 
These  machines  had  20  x  26  in.  cylin- 
ders, 54  in.  drivers;  they  weighed  45 
tons,  and  had  52  in.  boilers.  They 
could  pull  heavy  freight  trains  at  slow 
speed,  but  needed  as  much  sand  as  the 
large  sandbo.x  would  hold  to  start  a 
load;  hence  the  name.  The  bells  on 
the  20  built  by  the  road  had  most  pe- 
culiar tone,  and  nearly  all  had  stacks 
like  the  743.  The  Concord  &  Montreal 
had  a  similar  stack  on  their  ten-wheel 
Manchester  engines. 

The  Harriman  Lines  engines  illus- 
trated in  your  paper  are  very  handsome 
machines,  and  I  notice  the  headlights 
are  not  placed  at  the  center  of  the 
boiler.  Of  all  the  changes  made  on  the 
locomotive  in  recent  years  this  chang- 
ing the  location  of  the  headlight  is  the 
most  hideous.     Only  a  few  roads  seem 


The  Diamond  Stack. 
Editor: 

I  have  been  a  regular  subscriber  to 
your  paper  for  fifteen  years,  and  think 
it  the  best  railroad  paper  published. 
It  is  certainly  very  interesting.  On 
looking  over  your  December  number  I 
notice  an  article  about  "diamond 
stacks";  what  roads  have  locomotives 
with  this  form  of  stack  and  where  they 
are  running? 


OLD    li.    6:   .M.    •S.V.ND   i.klNUEK." 

The  Boston  &  Maine  have  some  six- 
wheel  switchers,  the  Montpelier  & 
Wells  River  Railroad  a  tank  engine  in 
passenger  service,  and  the  Boston  & 
Albany  are  running  a  number.  En- 
closed please  find  photo  of  one  of  the 
old  "sand  grinders,"  so  called,  on  the 
latter  road.  This  engine  is  still  in 
service  on  a  short  freight  haul,  and 
there  are  a  number  of  others  in  gravel 


built  in  1853  at  the  shops  of  W.  Dun- 
mead  &  Co.,  Baltimore,  Md.  It  was 
the  forerunner  of  a  popular  class,  and 
many  more  were  built.  This  type  was 
a  sort  of  sequel  to  the  Winans  camel 
backs,  which  were  eight-coupled,  with- 
out trucks.  The  centrally  located  cab 
and  overhanging  firebo.x  were  retained 
on  the  Hayes  engines. 


OLD   TIMER   ON   THE   B.   &   O. 

to  be  willing  to  deform  their  locomo- 
tives to  such  an  extent. 

John   Worcester   Merrill. 
Boston,  Mass. 


Old  Timer  on  the  B.   &   O. 

Editor: 

I  take  particular  interest  in  the  views 
and  accounts  of  historic  locomotives, 
which  appear  from  time  to  time  in  the 
pages  of  Railw.w  and  Locomoth'e  'En- 

CINEERING. 

Believing  that  it  will  prove  of  inter- 
est to  fellow  readers,  I  am  sending  a 
picture  of  old  B.  &  O.  engine  igS.  It 
is  a  photographic  reproduction  of  a 
large  drawing,  which  hangs  in  the  office 
of  the  Dean  of  the  Engineering 
Schools,  Purdue  University.  This 
drawing  is  the  original,  made  of  the  en- 
gine by  Mr.  W.  S.  G.  Baker,  while  he 
was  an  apprentice  in  the  B.  &  O.  draft- 
ing room,  and  was  presented  by  him  to 
Purdue  University  soon  after  engine 
173  was  installed  in  the  museum  there. 
The  drawing  was  pasted  on  cardboard 
and  framed.  The  head  of  Washington, 
shown  on  the  headlight,  was  cut  from 
an  old  postage  stamp. 

Engine  198  was  designed  by  Mr. 
Samuel  J.  Hayes,  M.  M.,  of  the  B.  &  O., 
and  was  the  first  of  the  ten-wheel 
class  to  be  built  for  that  road.     It  was 


MICHIGAN    CENTRAL    ENGINE    NO.    8082, 
.\T  OWASSA,  MICH. 

The  198  is  described  by  Mr.  Baker 
as  being  the  first  ten-wheel  engine  ever 
built,  but  he  is  no  doubt  mistaken  in 
this.  The  Norris  engine  "Chesapeake," 
built  for  the  Philadelphia  &  Reading  in 
1847,  claims  this  distinction.  Possibly 
there  are  some  old  railroad  men  who 
can  tell  something  more  about  these 
old  B.  &  O.  engines. 

Gary,  Ind.  Robt.  C.  Schmid. 


Diamond  Stack  Switcher. 

Editor: 

I  enclose  a  photograph  of  a  diamond 
stack  engine  that  is  in  service  on  the 
Michigan  Central  at  Owossa,  Mich., 
and  which  I  have  been  running  for  the 
past  eight  months.  She  is  a  plain  slide- 
valve  engine  without  the  balance,  and 
you  can't  hook  her  over  without  open- 
ing the  cylinder  cocks  when  she  is  full 
of  steam.  She  is  also  equipped  with  a 
steam  brake  that  is  the  cause  of  much 
profanity  these  frosty  mornings.  Nev- 
ertheless, she  is  in  good  shape  and  does 
her  work  equally  as  well  as  her  sisters 
with  more  modern  stacks.  Hoping  that 
this  will  be  satisfactory  to  the  corre- 
spondent in  the  December  Railway  and 
Locomotive  Engineering 

J.  E.  Phillips. 

Bay  City,  W.  S.,  Mich. 


A    Locomotive    Monstrosity. 
Editor, 

Although  they  never  had  anything  to 
do  with  it,  the  Midland  Railway  Com- 
pany have  lately  issued,  with  their 
packets  of  six  photographic  post-cards 
of  Midland  engines,  a  card  represent- 
ing one  of  the  earliest  Scottish  engines. 
This  is  the  "Earl  of  Airlie,"  an  extraor- 
dinary machine,  built  by  Messrs.  J.  & 
G.  Carmichael,  of  Dundee,  and  put  to 
work  in  September,  1833.  It  will  read- 
ily be  conceived  from  the  construction 
of  the  engine  that  it  was  not  expected 
to  run  either  far  or  fast.  In  fact,  it 
was  intended  only  to  run  to  and  fro 
on  a  level  stretch  of  line  4^  miles  long, 
on  the  Dundee  &  Newtyle  Railway. 
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This  line  was  opened  in  December, 
1831,  its  short  length  of  only  iij^  miles 
comprising  two  very  steep  inclines  ris- 
ing from  Dundee,  and  one  pulling  into 
Newtyle,  whilst  there  were  two  levels 
each  454  miles.  At  first  horse  traction 
was  used  upon  these,  then  stationary 
engines  of  varying  power  being  sup- 
plied for  working  the  heavy  gradients. 
The  latter  were  straight,  but  the  level 
sections  contained  some  severe  curves. 
To   render  the   working  of  these   safer 


pie.  Horizontal  cylinders  working  the 
leading  wheels  could,  apparently,  have 
been  arranged  outside  the  frames.  The 
cylinders  were  11  x  18  in.  working  up- 
wards in  double  guide-bars,  the  result 
being  that  two  connecting  rods  were 
required  for  each  cylinder,  instead  of 
one.      The    slide-valves    resemble,    and 


working  pressure,  coke  being  burned. 
The  engines  were  very  small,  weighing 
but  gYz  tons,  which  was  no  doubt 
enough  for  rails  of  only  35  lbs.  per 
yard.  They  cost  but  $3,500  each,  and 
had  small,  roughly  built  tenders  carry- 
ing a  water  cask. 

The  Dundee  &  Newtyle  Railway,  like 


THE  "EARL  OF  AIRLIE,"  BUILT   1833- 

the  "Earl  of  Airlie"  and  its  mate,  the 
"Lord  Wharncliflfe,"  built  at  the  same 
time,  were  provided  with  bogies  or 
swivelling  trucks  under  the  trailing  end. 
They  were  certainly  the  first  bogie  en- 
gines in  Scotland;  in  fact,  there  were 
no  others  then  running  in  the  kingdom. 
It  is  known  that  Hedley's  "Puffing 
Billy"  geared  engine  of  1813  ran  on  two 
4-wheeled  bogies  for  some  years,  the 
road  being  too  weak  to  carry  it  upon 
fewer  than  8  wheels,  and  early  in  1833 
R.  Stephenson  &  Co.  had  sent  over  an 
engine  for  the  Schenectady  &  Sara- 
toga  line,   fitted    with   a   leading   bogie. 


Kin'E  .\NU  DUTM   rSF.I)  ON  THE  SVVANNINGTON  INCLINE. 


doubtless  were,  of  the  cylindrical  form 
patented  by  Richard  Roberts,  of  Man- 
chester, in  1832.  These  valves,  of 
wrought  iron,  were  formed  of  two 
tubes,  one  within  the  other,  the  larger 
one  having  holes  to  admit  direct  steam 
into  the  space  between  the  tubes.  The 
space  being  closed  at  both  ends,  the 
steam  escaped  through  slots  at  top  and 
bottom     into     the     working     cylinder. 


some  other  early  Scottish  lines,  was 
laid  to  a  gauge  of  54  in.,  nominally,  ac- 
tually 34}/2  in.  It  proved  a  heavy  loss, 
the  traffic  being  very  small,  and  the  cost 
of  keeping  three  stationary  and  two 
locomotive  engines,  besides  horses  on 
the  dock  branch  at  Dundee,  was  per- 
fectly ruinous.  In  later  years  it  was 
virtually  laid  out  afresh,  and  the  in- 
clines eliminated.  It  now  belongs  to 
the   Caledonian. 

The  "Earl  of  Airlie"  ran  till  1850, 
when  it  was  set  to  pumping  water.  The 
spring  buflfers  must  be  later  additions. 
.'\  tliird  engine  of  the  same  kind,  called 
the  "Trotter,"  was  built  in   1834. 

W.  B.  Paley. 

Chelsea,  S.   IV.,  England. 


COALVILLE    ENGINE    llOU.'iE,    MIDLAND    K.MLWAV,    ENGLAND. 


"Puffing  Billy,"  however,  had  been  re- 
stored to  its  original  4-wheelcd  state 
in  1830,  and  for  all  practical  purposes 
these  curious  machines  were  the  first 
bogie  engines  in  Great  Britain. 

Why  the  bell-crank  arrangement  was 
adopted  is  not  very  clear,  though  it 
was  neither  the  first  nor  the  last  exam- 


From  one  end  of  the  latter  the  exhaust 
steam  went  directly  to  the  blast-pipe, 
from  the  other  it  made  its  way  through 
the  inner  valve-tube. 

The  driving  wheels  were  54  in.  in 
diameter;  the  bogie  wheels  look  like  42 
in.  No  particulars  are  available  as  to 
the  heating  surface.     Fifty  lbs.  was  the 


Swannington   Incline   at   Leicester. 
Editor: 

The  Railway  Club  recently  paid  a  visit 
to  the  Leicester  &  Swannington  Railway, 
v.>hich  was  partly  opened  as  long  ago  as 
the  17th  of  July,  1832,  and  completed  in 
1833.  The  Swannington  Incline,  of  i  in 
17,  has  been  worked  by  rope  and  fixed 
engine  from  1833  to  the  present  day.  I 
am  in  the  group  sent,  at  the  extreme  right, 
with  my  hat  oflf. 

The  Coalville  engine  shed  of  the  Mid- 
land Railway  was  also  visited,  and  the 
view  gives  a  very  good  illustration  of 
English  track. 

The  ticket  enclosed  is  the  outward  half 
of  one  printed  specially  for  a  visit  to 
Groby  Jimction,  a  place  at  which  trains 
dc  not  stop,  in  regular  working;  it  is  not 
a  passenger  station. 

Clement  E.   Stretton. 

Leicester,  England. 
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Grinding    Triple    Valve    Piston    Rings. 

Editor: 

Every  mechanic  has  a  certain  method  in 
doing  a  piece  of  work  and  consumes  a 
certain  amount  of  time  in  doing  it,  and  it 
is  not  often  that  any  two  men  will  agree 
as  to  method  or  time  consumed. 

Not  long  ago  I  read  a  description  of  a 
machine  for  grinding  in  triple  value  pis- 
ton rings,  in  which  the  author  made  the 
statement  that  with  the  machine  a  ring 
could  be  ground  to  a  bearing  in  20  or  30 
minutes,  while  it  would  take  from  i  to 
3  hours  to  do  it  by  hand.  While  I  agree 
that  a  machine  of  this  kind  might  be  an 
advantage  when  8  or  10  could  be  kept  in 
operation  continuously,  I  do  not  agree 
that  the  work  could  be  any  better  or  more 
quickly  done  by  their  use  in  the  average 
size  railroad  repair  shop. 

My  excuse  for  writing  this  article  is 
the  hope  that  it  may  be  printed  in  Rail- 
way AND  Locomotive  Engineering,  and 
perhaps  bring  out  the  experiences  of 
other  men  engaged  in  this  line  of  work. 

In  working  up  a  triple  piston  ring,  it 
is  well  to  remember  that  the  condition  of 
the  slide  vah..  -ind  its  seat  plays  a  very 
important  part  in  i.  e  operation  of  releas- 
ing the  triple.  If  the  value  and  seat  are 
in  poor  condition,  there  may  be  so  much 
friction  between  them  that  the  force,  act- 
ing through  the  piston,  cannot  overcome 
it  and  release  the  triple,  even  though  it 
pass  the  ring  test  by  a  good  margin. 

The  first  thing  to  do,  then,  is  to  put 
valve  and  seat  in  first  class  condition  be- 
fore working  on  the  ring.  In  fitting  the 
ring  there  are  four  points  to  remember, 
any  one  of  them  being  at  fault,  may  cause 
the  triple  to  fail  to  release:  (i)  Condi- 
tion of  the  bushing  or  piston  chamber. 
(2)  Ring  fit  in  the  piston  slot.  (3)  Ring 
fit  in  the  bushing.  (4)  Grinding  the  ring 
to  a  bearing. 

If  the  bushing  has  a  shoulder  or  is  out 
of  round,  roll  it,  scrape  it  or  scrap  it; 
never  let  a  triple  valve  with  a  bad  bush- 
ing get  past  you,  even  if  it  stands  the  re- 
lease test,  as  it  is  almost  certain  to  cause 
trouble  on  the  road  sooner  or  later. 

If  the  ring  is  too  thick  for  the  piston 
slot,  it  may  be  dressed  down  by  rubbing 
it  on  a  piece  of  fine  emery  cloth,  placed 
on  a  flat  surface.  Press  the  ring  down 
with  the  fingers,  using  a  circular  motion, 
the  same  as  if  you  were  using  an 
eraser  on  a  blackboard.  This  is  much 
better  than  filing,  and  leaves  a  finer 
finish.  If  there  are  burrs  on  the  edges 
of  the  slot  they  may  be  removed  with 
a  fine  file.  The  ring  should  fit  the  slot 
just  so  it  can  be  turned  with  the  fingers 
when  in  place. 

In  fitting  the  ring  to  the  bushing  be 
very  careful  to  get  the  ends  filed  per- 
fectly parallel  and  fit  it  to  the  bushing 
just  a  trifle  tight.  Now  put  the  ring  in 
place,  with  the  opening  at  the  bottom 
and  about  one-half  inch  to  either  side 
of  the  lowest  point  of  the  piston,  and 


Pttach  the  valve  and  spring  to  the  pis- 
ton just  as  it  is  in  service.  Drop  a 
little  lard  or  signal  oil  on  valve 
and  ring,  but  never  use  abraisive  ma- 
terial of  any  kind  on  the  ring,  as  it  is 
not  necessary  .  Grasp  the  boss  on  the 
end  of  the  piston  firmly  with  a  short 
pair  of  tongs,  and  you  are  ready  for 
grinding.  Of  course  with  the  New 
York  quick-action  triple  you  will  use 
an  eyebolt  or  handle  in  place  of  the 
tongs.  Now  push  the  piston  in  place 
and  move  it  back  and  forth,  pulling 
the  ring  clear  out  of  the  bush- 
ing each  time.  If  the  ring  will  not 
spring  into  the  bushing  without  forcing 
down  the  ends  it  is  not  fit  to  use,  and 
should  be  thrown  away,  as  it  will  cause 
too  much  friction  and  wear  of  the  bush- 
ing. 

The    slide    valve    and    spring    guides 
the   piston    perfectly   true   in    the   bush- 


be    done,    and    when    ground    will    pass 
the   most   rigid   test. 

A.  W.  Vestal, 
Danville,  111.  C.  &  E.  I.  R.  R. 


NARROW  G.\UGE  ENGINE  ON  THE  C.  &  S. 

ing,  just  as  it  does  in  service.  By 
placing  the  widest  and  heaviest  part  of 
the  ring  at  the  top,  it  will  naturally 
work  around  to  the  bottom,  and  by 
placing  the  opening  at  the  bottom  again 
as  you  did  before,  except  on  the  other 
side  of  the  lowest  point  of  the  piston, 
you  will  grind  the  ring  equally  all 
around  the  bushing.  The  reciprocat- 
ing motions  may  be  made  as  fast  as 
you  can  work  your  arms,  and  it  should 
not  take  over  five  minutes  to  get  a 
perfect  bearing.  It  is  not  at  all  neces- 
sary to  grind  all  the  tool  marks  out,  as 
by  so  doing  you  simply  grind  the  ring 
away  and  increase  the  ring  opening. 

If  the  ring  bears  heavy  on  the  points, 
they  may  be  eased  off  slightly  with  a 
file.  When  through  grinding,  the  slide 
valve,  ring  and  bushing  should  be 
wiped  out  clean  and  then  oiled,  a  very 
little  with  thin  valve  oil  or  something 
equally  good. 

I  will  say  that  I  have  heard  a  great 
deal  of  adverse  criticism  of  this  meth- 
od of  grinding  a  ring,  many  claiming 
that  the  ring  should  not  be  ground  in 
with  the  slide  valve  attached  to  the  pis- 
ton, and  the  ring  should  never  be 
pulled  clear  of  tlie  bushing,  but  I  have 
never  seen  a  triple  injured  in  any  way 
by  doing  so. 

It  is  certainly  this,  the  quickest  way, 
and,  I  think,  the  best  way  in  which  it  can 


Narrow   Gauge   C.   &   S.   Engine. 

Editor  : 

I  enclose  you  photograph  of  Colorado 
&  Southern  narrow  gauge  passenger  loco- 
motive No.  7,  which  was  built  at  the  Den- 
ver shops  of  this  company  a  few  years 
ago.  This  is  one  of  the  engines  that  runs 
between  Denver  and  Silver  Plume,  over 
the  famous  "Georgetown  Loop,"  and  this 
type  of  locomotive  handles  six  narrow 
gauge  coaches  over  a  four  per  cent,  grade. 
Engine  carries  180  lbs.  of  steam  at  the 
present  time;  it  carried  190  lbs.  when 
originally  built.  These  engines  have  15 
X  i8-in.  cylinders,  weight  on  drivers,  64,- 
000  lbs.,  and  the  total  weight  of  engine 
and  tender  loaded  and  ready  for  service 
is  123,350  lbs.  C.  A.  Pratt. 

Denver,  Col. 


New  Mono-Rail  Line. 

People  with  defective  engineering 
knowledge  imagine  that  great  reduction 
of  friction  could  be  secured  by  running 
vehicles  upon  a  single  rail.  Some  ex- 
perience with  a  single  rail  railway  was 
obtained  with  a  line  built  near  Coney 
Island  a  few  years  ago,  but  the  opera- 
tion of  the  road  was  not  encouraging. 
There  are  some  monorail  lines  in  op- 
eration in  Ireland,  but  the  best  that  can 
be  said  about  them  is  that  the  first  cost 
is  low. 

Recent  reports  say  that  a  monorail 
line  will  soon  be  built  between  Bartow 
station  on  the  New  York,  New  Haven 
&  Hartford  Railroad  to  Belden  Point, 
City  Island,  and  will  take  the  place  of 


MONO-RAIL  LINE   IN    IRELAND. 

an  old  horse-car  line.  The  Public 
Service  Commission  gave  permission 
last  month  for  changing  the  motive 
power,  and  immediately  afterward  Bion 
L.  Burrows,  president  of  the  American 
Monorail  Company,  announced  that  the 
construction  work  would  begin  soon. 


Every  human  being  is  intended  to 
have  a  character  of  his  own,  to  be  what 
no  other  is,  to  do  what  no  other  can. 
This  docs  not  urge  you  to  be  known. 
as  the  greatest  liar  or  a  sword  eater. 
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Work  of  the  M.  C.  B.  Association. 

The  organizing  of  associations,  so- 
cieties and  clubs  for  tlie  purpose  of  pro- 
moting tilt  interests  of  railroads,  com- 
binations undertaken  and  entered  upon 
voluntarily  represents  elements  of  self- 
denial  and  unselfish  devotion  that  have 
never  received  deserved  appreciation. 
Associations  of  subordinate  railroad  of- 
ficials formed  to  better  the  business 
and  to  act  as  a  shield  against  unscrupu- 
lous dealings  on  the  part  of  competitors 
was  a  new  departure,  yet  this  was  the 
purpose  of  the  men  who  formed  the 
Master  Car  Builders'  Association. 

During  the  first  thirty  years  of  rail- 
road operating  there  was  comparatively 
little  interchange  of  cars  because  the 
lines  were  mostly  short,  with  few  junc- 
tion points.  As  extensions  and  consoli- 
dations progressed,  cars  began  to  make 
journeys  away  from  the  home  lines,  and 
no  provisions  were  made  for  repairs  or 
for  adjusting  compensation  for  damages 
sustained  in  wrecks  or  from  bad  usage. 
Damaged  cars  would  be  sent  home  as 
long  as  they  would  hold  together,  and 
no  person  was  authorized  to  refuse  bad 
order  cars  or  to  trace  the  damage  to  the 
point  of  its  origin. 

It  was  obviously  the  duty  of  the  gen- 
eral managers  of  the  various  railroads 
to  establish  rules  governing  the  move- 
ment of  all  freight  cars  belonging  to 
foreign    companies,    but    that    was    not 


done,  and  the  confusion  in  the  inter- 
change of  cars  was  becoming  a  crying 
evil.  The  disputes  that  arose  concern- 
ing damage  to  cars  were  naturally  re- 
ferred to  the  class  known  as  Car  Mas- 
ters, the  men  who  attended  to  the 
building  and  repair  of  cars. 

The  region  of  greatest  trouble  with 
car  interchange  was  along  the  Erie 
Canal,  which  embraced  all  the  junc- 
tions that  witnessed  the  interchange  of 
cars  between  New  England  railroads 
and  the  rest  of  the  country.  As  early 
as  1S64  we  find  Car  Masters  holding 
meetings  at  Albany  and  other  points 
to  talk  about  Car  Questions.  Some  of 
the  Car  Masters  displayed  the  charac- 
teristics that  made  them  masters  of 
men  and  the  desultory  coming  together 
of  men  having  common  interests  was 
changed  to  regular  meetings  with  re- 
sponsible officers.  John  Kirby  of  the 
Lake  Shore,  who  is  still  alive,  was  one 
of  the  active  moving  spirits. 

As  the  railroad  managers  of  that  day 
did  not  rise  to  the  occasion  of  estab- 
lishing rules  for  the  interchange  of  cars, 
the  Car  Masters  in  1866  formulated 
rules  of  interchange  of  cars  which  were 
accepted  by  railroad  companies,  al- 
though the  body  issuing  them  had  no 
authority  to  dictate  rules  to  others. 
It  was  a  case  very  frequently  dupli- 
cated in  America.  The  assumption  of 
authority  made  the  authority  good. 

The  Car  Masters  were  fond  of  where- 
as, resolved,  and  other  introductions  to 
decided  expressions  of  opinion.  The 
most  important  of  these  was:. 

Resolved,  That  in  case  of  any  dam- 
age or  repairs  of  any  kind  whatever,  it 
shall  be  the  duty  of  each  Car  Master 
to  instruct  his  inspector  to  place  on 
such  cars  a  card  stating  where  such 
damage  or  repair  was  done,  signed  by 
the  Car  Master  of  each  road  on  which 
it  was  done,  thereby  enabling  all  in- 
terested to  readily  ascertain  where  the 
damage  or  repair  was  done. 

This  robust  body  of  Car  Masters  met 
in  convention  in  Springfield,  Mass.,  May 
IS,  1867,  and  formed  the  Master  Car 
Builders'  Association.  Those  familiar 
with  the  work  done  by  the  Master  Car 
Builders'  Association  have  good 
grounds  for  believing  that  no  voluntary 
organization  the  world  has  ever 
seen  performed  services  of  equal  mag- 
nitude or  importance.  The  dominating 
purpose  of  the  Master  Car  Builders'  As- 
sociation when  formed  was  to  reduce 
the  prevailing  friction  connected  with 
car  interchange,  but  other  questions 
soon  arose  that  almost  pushed  inter- 
change matters  into  the  background. 
The  questions  relating  to  car  inter- 
change were  harmoniously  settled  at  the 
first  few  meetings,  a  spirit  of  fairness 
having  prevailed,  and  the  members 
found  themselves  free  to  devote  atten- 
tion   to    numerous    unsettled    questions 


relative  to  the  construction  details  of 
railroad   rolling   stock. 

When  the  Master  Car  Builders'  As- 
sociation was  formed  the  utmost  con- 
fusion prevailed  in  the  form  and  dimen- 
sions of  screw  threads  used  in  making 
bolts  and  nuts.  The  screw  is  as  old  as 
civilization,  improved  forms  having 
been  used  by  Archimedes,  250  B.  C. 
It  came  to  be  an  important  element  in 
the  mechanic  arts,  but  there  was  no 
uniformity  of  construction  details. 
With  the  great  development  of  the 
metal  trades  in  the  ipth  century  makers 
of  screw  threads  began  to  have  their 
"standards,"  the  sizes  and  shapes  being 
chosen  to  suit  the  taste  or  prejudice  of 
the  men  in  charge.  Diversity  in  the 
shapes  and  dimensions  of  screw  threads 
did  not  cause  much  inconvenience  while 
the  product  was  confined  to  a  particu- 
lar establishment  or  to  its  branches, 
but  when  similar  machines  were  sent 
out  from  different  establishments  with 
diversity  of  screw  threads,  prompt  re- 
pairing became  difficult.  William  Sellers, 
the  famous  machine  tool  maker,  ra<iue 
the  subject  of  screw  threadc  a  special 
study  and  devised  a  set  _,i  forms  and  di- 
mensions which  was'  indorsed  by  the 
Franklin  Institute  of  Philadelphia,  and 
recommended  by  that  organization  for 
general  adoption.  That  system  of 
screw  threads  was  adopted  by  the  U. 
S.  Government,  and  now  forms  the 
United  States  standard. 

The  Master  Car  Builders'  Associa- 
tion had  hardly  got  into  working  order 
when  the  agitation  favoring  the  adop- 
tion of  the  Sellers  screw  thread  began. 
At  that  time  there  was  great  confusion 
in  car  shops  with  screw  threads,  the 
variety  of  patterns  sometimes  moving 
superintendents,  foremen  and  others  to 
select  dimensions  that  were  a  little 
different  from  the  sizes  used  by  other 
people.  This  proved  particularly  awk- 
ward in  cars  that  required  repairs  at 
points  far  away  from  the  owners'  lines, 
and  frequently  led  to  tedious  delay, 
the  cars  being  kept  waiting  for  nuts 
and  bolts  of  the  original  dimensions. 
The  Master  Car  Builders'  Association 
adopted  the  Sellers  screw  threads  very 
promptly,  rnaking  them  one  of  its  first 
standards.  This  action  had  a  very  pow- 
erful influence  in  promoting  the  general 
adoption  of  the  standard  screw  threads, 
for  every  car  that  sustained  damage  on 
a  foreign  line  was  a  missionary  preach- 
ing the  advantage  of  improvement  in 
car  construction. 

Uniformity  in  car  construction  be- 
came a  favorite  subject  of  investiga- 
tion and  discussion  with  the  Master 
Car  Builders'  Association  for  many 
years.  They  never  succeeded  in  agree- 
ing upon  a  standard  form  of  car,  but 
the  light  thrown  upon  the  subject  had 
a  very  powerful  influence  in  improving 
the    design    of    freight    cars.      If    they 
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failed  to  agree  upon  a  finished  car, 
they  succeeded  in  establishing  standard 
parts  that  greatly  facilitated  the  work 
of  repairs  on  cars  away  from  the  roads 
of  the  owners.  One  of  the  first  moves 
made  towards  uniformity  was  estab- 
lishing a  form  of  tread  for  cast  iron 
wheels,  which  threw  various  dangerous 
shapes  out  of  use.  Standards  of  a.xles 
have  been  established  several  times, 
changes  having  been  made  from  time  to 
time  to  keep  pace  with  the  growing 
capacity  of  cars.  In  connection  with 
the  axle  and  size  of  journals,  standard 
bearings  with  oil  box,  wedges  and  lid 
were  made  uniform  to  suit  the  size  of 
axle  used,  standard  details  that  greatly 
facilitated  repairs.  Another  useful 
move  was  adopting  a  standard  brake 
head,  shoe  and  wedge,  things  that  were 
frequently  needing  renewal.  It  is  need- 
less to  follow  in  detail  the  useful  work 
done  by  the  association,  which  steadily 
exerted  its  powerful  influence  on  lines 
of  sound  progress. 

Having  devised  the  rules  of  car  in  in- 
terchange and  decided  upon  certain 
standard  parts,  it  was  only  natural  that 
misunderstandings  and  disputes  as  to  the 
'  interpretation  and  application  of  the  in- 
terchange rules  should  arise  as  the 
work  of  the  association  in  the  matter 
of  car  interchange  grew  and  widened. 
The  Master  Car  Builders  at  length  ap- 
pointed a  standing  committee  whose 
duty  it  was  to  report  at  each  conven- 
tion as  to  what  changes,  if  any,  should 
be  made  in  the  rules.  This  committee 
had  also  the  duty  of  deciding  what 
was  the  specific  meaning  of  the  rules 
in  case  any  two  railways  failed  to 
agree  in  adjusting  a  claim  for  damage 
to  cars.  The  committee  only  rendered 
a  decision  when  the  matter  was  re- 
ferred to  them.  In  this  way  there 
grew  up  what  one  might  almost  call 
a  systematic  and  uniform  interpreta- 
tion of  the  rules  which  has  been  of 
great  value  to  railways.  The  decisions 
rendered  were  like  judgments  of  the 
court,  and  formed  a  basis  of  interpreta- 
tion which  actually  reduced  the  amount 
of  car  litigation  between  companies. 
Cases  similar  to  those  already  decided 
were  not  tediously  argued  out  by  the 
parties  concerned,  as  it  was  known 
from  the  record  what  the'  decision  of 
the  arbitration  committee  would  be. 
This  was  the  result  of  the  automatic 
working  of  the  system,  though  the  com- 
mittee were  and  are  at  all  times  ready 
to  hear  and  judge  the  merits  of  every 
case  presented. 

Accidents  to  trainmen  and  to  yard- 
men had  become  painfully  frequent  in 
the  coupling  of  cars,  and  a  demand 
arose  for  an  automatic  coupler  that 
could  be  operated  without  having  peo- 
ple go  between  the  cars.  Various  State 
railroad  commissions  and  humanitarian 
people  kept  agitating  for  the  introduc- 


tion of  this  improvement.  The  diver- 
sity of  car  couplers  in  use  was  legion, 
the  link  and  pin  types  being  by  far  the 
most  common,  the  cheapest  and  the 
least  capable  of  being  rendered  auto- 
matic. The  Pennsylvania  and  a  few 
other  railroads  had  introduced  couplers 
of  a  knuckle  pattern  joining  on  a  ver- 
tical plane,  a  type  that  lent  itself  read- 
ily to  automatic  coupling.  When  pres- 
sure upon  the  railroads  for  the  adop- 
tion of  an  automatic  coupler  could  no 
longer  be  resisted  the  railroad  com- 
panies put  upon  the  Master  Car  Build- 
ers' Association  the  duty  of  deciding 
upon  the  form  of  coupler  to  be  adopted. 
A  protracted  conflict  waged  for  several 
years  between  the  advocates  of  the  dif- 
ferent types  of  couplers,  with  the  result 
that  the  knuckle  coupler  became  the 
standard.  In  this  decision  the  Master 
Car  Builders'  Association  performed  a 
great  duty  towards  humanity.  Much 
sacrifice  of  personal  interests  was  made 
when  the  association  decided  to  adopt 
what  was  known  as  the  Janney  type  of 
coupler,  for  a  vast  majority  of  the 
couplers  in  service  were  of  the  link  and 
pin  form. 

The  next  contribution  to  the  cause  of 
humanity  which  the  Master  Car  Build- 
ers' Association  was  called  upon  to 
make  was  selecting  a  continuous  brake 
for  the  control  of  freight  trains.  The 
Westinghouse  air  brake  had  been  ap- 
plied to  nearly  all  passenger  train 
equipment  of  the  country,  and  was 
perfectly  capable  of  controlling  freight 
trains,  but  an  idea  was  widespread  that 
a  cheaper  form  of  brake  could  be  used 
satisfactorily  on  freight  trains.  It  was 
finally  left  for  the  Master  Car  Build- 
ers' Association  to  decide  on  the  form 
of  brake  best  adapted  for  the  work  to 
be  done.  Very  exhaustive  tests  of  vari- 
ous brakes  were  made,  tests  that  left  no 
doubt  about  the  most  efficient  brake  for 
controlling  freight  trains.  It  is  need- 
less to  say  that  the  air  brake  came  out 
victorious,  and  is  now  in  general  use. 


Newspaper   Railroad   Happenings. 

There  is  a  time-honored  old  saying 
that  "talk  is  cheap."  So  it  is;  that  is, 
of  course,  a  certain  kind  of  talk.  A 
good  deal  of  what  one  sees  in  the 
daily  newspapers  is  very  cheap  talk, 
and  it  often  happens  that  when  the 
newspaper  talk  turns  to  railroad  mat- 
ters it  is  not  only  very  cheap,  but  it 
is  not  worth  a  rap.  As  an  example  of 
this  kind  of  thing  we  can  give  an  in- 
stance or  two  whi-h  have  come  under 
our  own  notice  in  pursuing  a  what  the 
police  would  call  a  "clue." 

Not  long  ago  a  very  respectable 
daily  paper  published  in  that  home  of 
culture  and  refinement,  generally  called 
Boston,  had  tlie  portrait  of  a  well- 
known  superintendent  of  motive  power 
of  one  of  our  leading  railways,  and  the 


letterpress  surrounding  the  portrait 
gave  details  of  a  marvelous  invention 
which  he  had  made,  and  which,  the 
paper  stated,  would  soon  be  tried  on 
his  road.  It  would  revolutionize  every- 
thing. Knowing  the  gentleman  very 
well,  we  interviewed  him  and  showed 
him  the  portrait  with  his  clean-cut  fea- 
tures and  forceful  face,  and  the  account 
of  his  marvelous  doings  aforesaid.  He 
smiled  sadly  and  looked  at  us  with 
wondering  eyes  as  he  disposed  of  the 
whole  matter  by  saying,  "I  wonder 
how  such  things  get  into  the  papers." 
He  had  not  invented  anything  and  no 
such  contrivance  as  was  described  was 
even  in  existence  anywhere. 

Another  epoch-making  discovery 
was  attributed  to  a  poor  fireman  on  a 
Western  road  by  several  of  the  New 
York  dailies.  The  sums  to  be  paid, 
mind  you  not  yet  handed  over,  but  com- 
ing his  way,  ran  into  six  figures,  with 
the  dollar  mark  in  front  of  them.  His 
poverty  was  vividly  contrasted  with 
his  prospective  opulence,  but  on  run- 
ning the  thing  to  earth,  by  writing  to 
the  superintendent  of  motive  power  of 
the  road  on  which  the  poor  fireman 
worked,  we  found  that  he  was  not  so 
miserably  poor  and  that  he  had  not  in-  , 
vented,  designed,  constructed  or  offered 
for  sale  anything  at  all. 

These  are  examples  of  tales  "made 
out  of  whole  cloth,"  for  the  consump- 
tion of  people  who  live  on  the  record  of 
death,  disaster,  foolishness  and  crime 
which  forms  the  staple  of  the  so-called 
"news"  of  the  day. 

There  is  another  class  of  "stories" 
in  which  something  is  true,  namely, 
that  somebody  has  invented  something, 
or  that  there  is  something  that  some- 
body is  eager  to  sell.  This  kind  of 
"story"  has  a  substratum  of  truth,  and 
we  have  had  some  good  examples  of 
this  kind.  Not  long  ago  we  were  told 
of  a  splendid  device  which  had  been 
enthusiastically  adopted  by  a  Western 
road,  and  this  road  was  represented  as 
going  ahead  with  the  new  device  in 
great  shape.  Investigation  proved  that 
the  road  was  "considering"  the  device 
and  might  possibly  give  it  a  limited 
trial.  No  adopting  it  as  a  standard  off- 
hand, and  no  mad  rush  to  equip  the 
road  with  it  from  end  to  end. 

The  kind  if  devices  which  are  most 
enthusiastically  boomed  by  the  sellers 
while  really  being  only  calmly  "consid- 
ered," and  that  with  the  aid  and  use 
of  a  powerful  microscope  by  the  al- 
leged eager  purchaser,  reminds  us  of 
the  doughty  salesman  of  whom  John 
A.  Hill  wrote  in  Locomotive  Engineer- 
ing long  ago,  when  he  said  that  this 
man  was  prepared  to  demonstrate 
either  with  a  hard  pencil  or  a  soft  one, 
on  any  kind  of  paper,  that  he  could  save 
30  per  cent  of  the  outlay  now  being 
made  by  the  railways. 
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Bernard  Shaw  says  if  you  want  to 
get  at  the  truth  of  a  matter,  you  ought 
to  have  it  put  before  you  by  both 
sides,  and  "argued  with  the  reckless 
bias  of  the  partisan."  That  is  all  right, 
for  then  you  get  both  sides  in  some 
kind  of  style.  The  trouble  with  the 
"stories"  of  which  we  are  speaking  is 
that  you  only  get  the  reckless  bias  of 
one  side,  with  the  truth  entirely  out  of 
sight.  There  is  one  thing  in  railroad 
matters  as  in  many  other  unexpected 
things  which  crop  up  in  daily  life  which 
puts  the  man  with  the  pencil  and  any 
old  piece  of  paper  very  severely  out  of 
business,  and  which  takes  no  notice  of 
reckless  bias,  however  praiseworthy, 
and  that  is  the  cool,  quiet,  deliberate 
judgment,  based  solely  on  that  rather 
cruel  but  wholesome  process  of  inves- 
tigation on  railways  known  as  the  ser- 
vice test. 


Keeping  Arms  of  Semaphones  Bright. 

For  some  time  past  the  signal  and 
paint  departments  of  the  Baltimore  & 
Ohio  Railroad  have  been  experimenting 
with  gold  leaf  as  a  covering  for  signal 
arms  in  an  eflfort  to  retain  distinctness 
of  color  without  having  to  resort  to 
painting  the  arms  three  or  four  times 
a  year.  Mr.  F.  P.  Patenall,  signal  en- 
gineer of  the  road,  is  greatly  pleased 
with  the  results  of  the  experiment, 
which  seems  to  justify  continuance  as 
standard  practice,  for  the  reason  that 
under  all  varieties  of  background  the 
arm  so  prepared  presents  a  more  dis- 
tinct aspect,  which  consequently  is  very 
favorable  to  the  runner,  as  the  aspect, 
which  is  most  clearly  defined,  is  none 
too  good. 

The  question  of  the  color  of  the  arm 
has  no  governing  importance,  as  in- 
structions to  the  runner  are  transmitted 
by  the  position  of  the  arm,  under  the 
three-position  method  of  signaling 
which  is  in  use  on  the  Baltimore  & 
Ohio.  The  use  of  gold  leaf  in  covering 
signal  arms  was  suggested  by  Mr.  \V.  S. 
Scheneck.  master  carpenter  of  the  Con- 
nellsville  division,  and  Mr.  J.  D.  Wright, 
general  foreman  painter  of  the  Mt. 
Clare  shops  at  Baltimore,  has  made  a 
special  study  of  this  application. 

In  order  to  prepare  a  suitable  founda- 
tion and  ground  for  the  gold  leaf,  new 
signal  arms  receive  three  or  four  coats 
of  paint,  according  to  the  roughness 
of  the  surface,  and  are  sandpapered 
down  thoroughly.  The  first  two  or 
three  coats  are  surfaced  similar  to  that 
used  for  the  foundation  coats  of  pas- 
senger cars,  and  applied  in  the  same 
manner,  or  they  may  be  made  with 
white  lead  tinted  with  yellow.  When 
the  latter  is  used  the  first  coat  of  lead 
is  thinned  with  one-half  linseed  oil  and 
one-half  turpentine,  and  the  subsequent 
coats  with  one-fourth  linseed  oil  and 
three-fourths  turpentine,   each   coat  be- 


ing sandpapered.  In  either  case,  it  is 
recommended  that  the  last  coat  be  made 
of  gold  color,  so  that  the  ground  will 
not  show  badly  when  the  leaf  begins  to 
wear  ofT.  After  the  foundation,  or 
ground,  has  been  prepared,  a  coat  of 
fatty  linseed  oil  sizing  is  applied.  This 
is  allowed  to  stand  about  twenty-four 
hours,  when  it  has  sufficient  adhesive- 
ness to  hold  the  leaf  without  dimming 
its  lustre.  The  gold  leaf  is  then  laid  on 
the  sizing,  and  the  surface  burnished 
with  raw  cotton.  Gold  leaf  applied  in 
this  manner,  it  is  claimed,  will  stand 
weather  exposure  for  fifteen  or  twenty 
years. 

The  cost  of  preparing  the  arms  in 
this  manner  averages  90  cents  each  in 
quantities,  and  it  is  believed  will  result 
in  considerable  economy  in  avoiding 
the  necessity  of  painting  arms,  which 
in  order  to  obtain  results  equal  to  the 
use  of  -gold  leaf  arms,  would  require 
the  painting  of  the  same  six  times  a 
year,  at  a  cost  of  approximately  25  cents 
per  arm,  or  a  total  of  $1.50  per  annum 
per  arm. 

To  maintain  these  gold  leaf  arms  in 
good  condition  a  mild  solution  of  oxalic 
acid  is  used,  with  which  the  arm  is 
sponged  ofT  at  intervals  as  may  be 
found  necessary  by  the  men  engaged  in 
the  maintenance  of  signal  appliances 
on  each  district. 


every  region  on  this  continent  is 
gauged  by  the  mileage  of  railroads  for 
each  inhabitant.  The  numbskulls  who 
throw  obstacles  against  the  extension 
of  railroads  are  enemies  to  the  com- 
munity in  which  they  live. 

The  proper  way  to  remedy  the  vicious 
legislation  of  the  past  is  to  work  up 
public  sentiment  in  favor  of  the  rail- 
road enterprises  which  have  converted 
wildernesses  into  fruitful  gardens  and 
fertile  farms,  to  acknowledge  publicly 
the  good  work  of  the  past  and  to  en- 
courage  pending  enterprises. 

We  feel  that  the  moment  is  auspi- 
cious for  a  long  and  strong  pull  by  all 
who  are  directly  interested  in  the  re- 
sumption of  railroad  activity.  The  rank 
and  file  of  railroad  men  can  give  sub- 
stantial aid  in  the  regeneration  of  busi- 
ness if  they  lay  resolutions  before  their 
local  boards  of  trade  and  write  letters 
to  their  senators  and  representatives, 
national  and  state. 


Railroad  Extension  Needed  in  the  Soath 

The  Southern  Commercial  Congress, 
with  delegates  representing  sixty-four 
commercial  organizations  in  fourteen 
Southern  States,  assembled  in  Wash- 
ington on  December  8.  unanimously  and 
with  spontaneous  and  enthusiastic  ap- 
plause passed  the  following  resolution, 
expressing  its  attitude  toward  railroads: 

"Railroad  construction  has  been  ex- 
tensive, but  the  rapid  commercial 
growth  of  the  South  requires  an  enor- 
mous increase  in  its  railroad  facilities 
to  transport  to  market  its  many  and 
varied  products.  The  construction  of 
such  adequate  facilities  can  be  accom- 
plished only  by  assuring  the  holders  of 
capital  that  such  enterprises  will  be 
sefeguarded  by  conservative  and  con- 
structive legislation,  and  we  urge  upon 
our  Southern  legislators  the  wisdom 
of  such  policy,  and  condemn  any  agita- 
tion leading  to  the  contrary. 

"We  favor  a  spirit  of  co-operation  be- 
tween the  people  and  railroads  and 
other  corporate  interests,  to  the  end 
that  the  required  confidence  of  investors 
may  be  established  in  the  securities  of 
the  corporations  of  the  South." 

That  was  very  timely  advice,  for 
some  of  the  Southern  States  Legisla- 
tures have  displayed  as  much  antipathy 
to  railroads  as  if  the  lines  of  transporta- 
tion were  useless  enterprises  eating  up 
the  people's  money  without  giving  a 
proper    equivalent.      The    prosperity    of 


Industrial  Accidents. 

It  is  customary  for  a  certain  class  of 
journalists  to  make  occasional  and 
sometimes  strongly  worded  comments 
on  the  frequency  of  accidents  on  rail- 
ways and  the  consequent  disasters  re- 
sulting therefrom  to  the  employees  and 
public  who  may  unfortunately  be  the 
innocent  victims.  Anything  endanger- 
ing the  safety  of  human  life  and  limb 
is  deplorable,  but  it  is  unjust  to  mag- 
nify or  distort  the  dangers  attending 
the  operation  of  one  kind  of  indjs- 
trial  activity,  and  ignore  or  minimize 
the  danger  attending  other  classes. 
When  it  is  borne  in  mind  that  there 
are  nearly  two  million  men  employed 
in  railroad  work  in  America  and  that 
their  work  consists  mainly  in  operat- 
ing mechanical  appliances  of  the  most 
intricate  and  powerful  kind,  accidents 
are  not  to  be  wondered  at,  and  the  best 
engineering  skill  is  constantly  em- 
ployed devising  new  methods  of  con- 
serving the  safety  of  railway  men  and 
the  public. 

From  the  census  reports  just  issued 
by  the  Department  of  Commerce  and 
Labor  covering  the  first  six  years  of 
the  present  century,  it  appears  that 
among  the  one  million  deaths  of  males, 
9  per  cent  were  due  to  accident.  It  may 
be  stated  that  a  large  majority  of  these 
accidental  deaths  were  due  to  causes 
more  or  loss  related  to  the  occupations 
of  the  injured  persons.  In  the  case  of 
sailors  17  per  cent,  of  the  deaths  re- 
corded were  due  to  accident.  Among 
electricians  the  rate  was  14  per  cent., 
while  among  linemen,  who  might  be 
classified  as  electric  workers,  no  less 
than  46  per  cent,  of  the  deaths  were 
due  to  accidents  almost  entirely  oc- 
curring in  their  occupation. 

In  the  case  of  railway  trainmen,  the 
report  covers  a  period  of  ten  years,  and 
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shows  that  the  death  rate  due  to  acci- 
dents during  that  period  did  not  at  any 
time  exceed  7  per  cent.,  and  it  is  grati- 
fying to  observe  that  there  is  a  gradual 
lessening  of  the  death  rate  due  to  acci- 
dental causes  among  railway  men.  It 
is  evident  that  the  reduction  of  acci- 
dent is  keeping  pace  with  the  improve- 
ment in  mechanical  devices  and  the 
more  substantial  construction  of  road- 
beds and  methods  of  signaling.  The 
introduction  of  the  air  brake  marked 
an  epoch  in  life-saving  among  railway 
men.  The  same  is  true  of  the  adop- 
tion of  the  automatic  coupler,  and 
doubtless  further  improvements  will 
continue  to  work  for  the  safeguarding 
of  human  life  in  the  great  and  growing 
field  of  railroad  operation. 

It  may  be  added  that  in  some  of  the 
industries  allied  to  railroad  work  the 
death  rate,  owing  to  accidents,  is  near- 
ly as  high  as  among  the  railway  men 
themselves.  Among  the  bolt  and  nut 
workers  in  Pennsylvania  the  fatal  acci- 
dent rate  approaches  6  per  cent.,  and  in 
miscellaneous  steel  and  iron  work  gen- 
erally the  rate  is  nearly  5  per  cent. 

From  these  figures  it  will  be  seen 
that  the  accidental  death  rate  among 
railway  men  is  below  the  average,  and 
very  far  below  the  rate  prevalent 
among  men  engaged  in  some  other  in- 
dustries, and  of  which  we  hear  little. 
The  census  report  is  very  valuable  in 
calling  public  attention  to  these  facts, 
and  it  is  to  be  hoped  that  less  acri- 
mony will  be  shown  in  the  future  by 
the  press  towards  that  large  and  im- 
portant body  of  men  engaged  in  rail- 
road work. 

In  calling  attention  to  these  facts  and 
figures,  we  may  say  that  we  are  strong- 
ly of  opinion  that  in  addition  to  the 
valuable  improvements  in  the  mechani- 
cal devices  used  on  railways  and  which 
tend  in  the  direction  of  safety,  there 
is  a  spirit  of  growing  thoughtfulness 
among  railway  men,  partly  the  result 
of  better  educational  facilities,  and 
partly  arising  from  the  very  fact  that 
the  importance  and  magnitude  of  their 
operations  are  such  that  the  public  eye 
has  become  focused  upon  them  almost 
to  the  exclusion  of  other  industrial  oc- 
cupations, where  there  is  as  much  if 
not  more  need  of  a  spirit  of  incessant 
watchfulness.  We  believe  that  out  of 
these  conditions  has  grown  a  serious 
determination  among  railway  men  to 
exert  themselves  to  the  utmost  to  the 
end  that  a  reproach,  which  is  not  whol- 
ly deserved,  may  be  taken  away,  and 
further,  that  the  safety  of  the  general 
public  and  their  own  safety  may  be 
more  fully  conserved,  and  it  is  the 
growth  and  steady  upbuilding  of  this 
serious  desire  on  the  part  of  the  men 
themselves  to  maintain  a  high  standard 
of  safe  railroad  operation  that  the  hope 
of  the   future   must   largely   depend. 


Technical  Rulings. 

The  Interstate  Commerce  Commission 
has  ruled  that  the  sale  by  the  railroad 
companies  of  special  rate  commutation 
tickets  to  school  children  and  students  is 
discrimination  against  the  general  travel- 
ing public  and  must  be  stopped.  If  there 
is  any  act  of  stupid  meddling  that  can  be 
done  to  annoy  or  oppress  the  patrons  of 
railroads  the  high  dignitaries  forming  the 
Interstate  Commerce  Commission  may  be 
depended  upon  to  perform  it  and  to  claim 
credit  for  actions  that  would  bring  the 
blush  of  shame  to  ordinary  people. 

One  of  the  remarks  contained  in  the 
judgment  of  the  United  States  Supreme 
Court  recently  delivered  in  the  Harriman 
case  seems  to  be  clear  as  to  the  functions 
of  the  Commission.  Speaking  of  the  law 
which  called  the  Interstate  Commerce 
Commission  into  being  the  court  says : 

"The  main  purpose  of  the  act  was  to 
regulate  the  interstate  business  of  car- 
riers, and  the  secondary  purpose,  that  for 
which  the  Commission  was  established, 
was  to  enforce  the  regulations  enacted." 

In  the  matter  of  freight  rates,  rail- 
ways are  not  allowed  to  charge  a  less 
ratf  to  the  large  shipper  or  a  higher  rate 
to  the  small  shipper.  As  a  general  prop- 
osition this  is  approved  of  by  the  public 
as  fair.  When  it  comes  to  local  passen- 
ger travel,  the  lesser  rate  given  to  those 
who  travel  regularly  day  by  day,  and  the 
higher  rate  charged  to  the  occasional 
traveler  is  regarded  as  fair  by  the  gen- 
eral public,  because  anyone  can  become  a 
"commuter,"  if  he  so  desires  it.  The 
school  children's  case  would  seem  to  be 
analogous  as  no  student  was  heretofore 
excluded.  Now  the  Commission  regards 
the  school  rate  as  an  infraction  of  the 
law.  There  seems  to  be  a  tendency  to 
lean  toward  the  technical  interpretation 
of  the  law  rather  than  be  governed  by  its 
spirit  in .  this  ruling  about  the  school 
tickets.  If  one  set  of  men  only  were 
allowed  to  "commute,"  or  if  only  one  set 
of  students  could  buy  school  tickets,  there 
would,  to  our  way  of  thinking,  be  a 
deviation  from  the  spirit  of  the  law.  But 
■we  fail  to  see  how  commuters'  rates  or 
school  tickets  create  any  hardship  to  the 
public. 

What  appears  to  particularly  delight 
the  hearts  of  the  men  forming  the  Inter- 
state Commerce  Commission  is  to  declare 
as  illegal,  acts  of  benevolence  performed 
by  railroad  officials.  Railroad  managers 
have  always  been  noted  for  kindly  acts 
towards  old  employes  and  their  families, 
but  such  acts  are  gall  and  bitterness  to 
the  members  of  the  Interstate  Commerce 
Commission  and  they  have  been  pointed 
cut  with  skulking  persistence  and  de- 
nounced as  violation  of  law.  The  law 
permits  railroad  managers  to  grant  trans- 
portation for  their  own  employes  and  to 
other  railroad  people,  but  as  soon  as  a 
person  retires  under  the  burden  of  years 
he  is  a  pariah   in  the  eyes  of  the   Inter- 


state Commerce  Commission  and  any 
courtesies  extended  to  him  or  to  his  fam- 
ily by  his  old  employer  subjects  the 
benevolent  official  to  pains  and  penalties. 
Talk  about  white  men's  burdens.  The 
Interstate  Commerce  Commission  forms 
cne  of  the  most  harrassing  burdens  placed 
upon  the  American  people. 


Capital  and  Labor  Reasoning  Together. 

There  was  a  great  display  of  speech- 
making  ability  at  the  annual  banquet  of 
the  National  Civic  Federation  held  in 
New  York  last  month.  Among  the  popu- 
lar speakers  were  President-elect  Taft, 
Andrew  Carnegie,  John  Mitchell,  M.  E. 
Ingalls  and  others.  The  relations  be- 
between  capital  and  labor  were  freely  dis- 
cussed and  the  President-elect  showed 
that  he  had  the  interests  of  the  working 
people  very  much  at  heart.  One  of  the 
worst  iniquities  that  workmen  of  all 
classes,  railroad  men  included,  suffer  is 
the  difficulty  of  collecting  damages  for 
injuries  caused  by  the  fault  of  the  em- 
ployers. The  speaker  intimated  that 
means  for  effecting  remedies  against  this 
species  of  injustice  would  receive  his 
hearty  support. 

Mr.  M.  E.  Ingalls  made  an  energetic 
plea  for  the  repeal  of  the  Sherman  Law 
which,  he  asserted,  did  great  injustice  to 
people  carrying  on  a  legitimate  business. 
He  said  that  if  the  law  was  strictly  en- 
forced every  person  who  has  organizing 
ability  is  liable  to  get  into  the  peniten- 
tiary. - 

John  Mitchell  and  Samuel  Gompers 
talked  on  a  subject  that  has  excited  con- 
siderable controversy.  They  both  asserted 
that  when  the  business  panic  came  on 
they  exercised  all  their  influence  to  pre- 
vent the  reduction  of  wages  and  that 
their  efforts  had  been  particularly  suc- 
cessful with  railroad  companies.  They 
claimed  to  be  the  authors  of  the  new 
economic  doctrine  that  preventing  the 
reduction  of  wages  maintained  the  high 
prices  of  commodities  which  is  accelerat- 
ing the  return  of  prosperity.  The  wage 
scale  was  very  generally  maintained,  that 
is  true.  But  an  immense  number  of  wage 
earners  lost  their  jobs.  Reduction  of 
labor  cost,  that  is,  a  readjustment  of 
prices  or  liquidation,  was  forced  upon 
employers  as  the  alternative  to  shutting 
down  or  to  bankruptcy.  In  the  first  seven 
months  of  the  year  the  railroads  cut 
down  their  operating  expenses  $100,- 
000,000.  Of  the  gross  earnings  of  the 
railroads  of  the  country  rather  more  than 
40  per  cent,  goes  to  labor.  In  the  operat- 
ing expense  account,  of  course,  labor 
stands  for  a  larger  percentage.  Probably 
50  per  cent,  of  the  $100,000,000  reduction 
in  operating  expenses  was  due  to  saving 
in  labor  cost.  Since  wages  were  not  re- 
duced, or  were  reduced  in  very  few  cases, 
this  saving  must  have  been  effected  by 
the  discharge  of  employes.  It  would  ap- 
pear,   therefore,    that    the    wage    earners. 
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after  all,  had  to  submit  to  their  propor- 
tionate share  of  liquidation  or  readjust- 
ment. 

The  question  now  in  controversy  is : 
whether  it  was  best  for  many  railroad 
men  and  others  to  lose  their  employment 
altogether  while  a  reduced  force  was  re- 
ceiving full  pay,  or  whether  it  would 
have  been  better  to  have  held  on  a  full 
force  with  less  pay.  We  think  that  keep- 
ing up  pay  and  prices  was  the  better 
policy  for  the  country  at  large,  although 
it  inflicted  much  hardship  upon  part  of 
the  community. 


To  Detect  Overheated  Boiler  Sheets. 

When  that  supreme  accident — a  boiler 
explosion — happens  to  a  locomotive  we 
are  frequently  asked  to  give  an  opinion 
as  to  the  cause  of  the  accident,  especially 
when  the  rupture  has  begun  in  the  fire- 
box. When  that  happens  the  officials  of 
the  road  nearly  always  charge  the  ex- 
plosion to  low  water  and  try  to  saddle  the 
blame  upon  the  engineer.  Boiler  explo- 
sions are  much  oftener  caused  by  broken 
staybolts  or  furrowed  seams  than  by  low 
water;  but  low  water  is  an  easy  explana- 
tion that  is  readily  understood  and  it 
tends  to  relieve  the  company  from  the 
payment  of  damages  caused  by  the  acci- 
dent. When  a  boiler  explosion  happens 
ive  are  always  ready  to  assist  those  in- 
vestigating the  case,  but  opinions  are 
worth  very  little  unless  the  person  has 
been  able  to  make  a  thorough  investiga- 
tion on  the  spot  and  to  subjeat  the 
fractured  parts  to  a  most  searcliing  ex- 
amination. 

There  is  much  popular  misconseption 
concerning  the  probable  cause  of  boiler 
explosions  and  enginemcn  are  very  little 
better  informed  than  the  loquacious  head 
brakeman  about  tlie  causes  that  are  most 
liable  to  convert  a  boiler  into  destructive 
fragments  flying  through  the  air  with 
disaster  on  their  wings.  Examination 
catechisms  designed  to  find  out  the  extent 
of  an  engineman's  knowledge  never 
questions  him  concerning  what  he  knows 
about  boiler  explosions.  Nevertheless 
every  intelligent  engineer  ought  to  be 
familiar  with  the  literature  of  boiler  ex- 
plosions for  his  own  protection  or  de- 
fence. The  best  condensed  information 
upon  this  subject  that  we  know  of  is  the 
book,  "Twentieth  Century  Locomotives," 
published  by  the  Angus  Sinclair  Publish- 
ing Company.  Much  useful  information 
is  also  to  be  found  in  the  annual  reports 
of  the  Master  Mechanics'  Association  and 
in  the  back  volumes  of  Railway  and 
Locomotive  Engineehinc. 

When  a  boiler  explosion  happens  it 
is  of  the  very  greatest  importance  that 
particular  notice  be  taken  of  the  frac- 
tures and  notes  made  of  the  appearance 
of  the  sheets.  Low  water  always  pro- 
duces excessive  heating.  If  the  tem- 
perature rises  sufficiently  to  weaken  the 
material,  failure  may  occur  by  stripping 


of  the  stay  bolts  or  rupture  of  the 
sheets  by  bulging  between  the  stay 
bolts  or  otherwise.  If  the  temperature 
has  raised  the  material  to  a  low  red 
or  bright  red  .color  the  effects  of  this 
can  be  readily  determined  by  super- 
ficial inspection.  While  the  fire  side 
will  show  red  rust  or  a  black  color, 
the  water  or  steam  side  will  invariably 
show  a  typical  steel  blue  scale,  which 
will  not  disappear  even  after  years,  as 
it  is  a  so-called  rustless  coating.  If  this 
be  once  oiled  it  will  always  be  distin- 
guishable, even  if  the  plates  should  be 
exposed  to  moisture  and  gases  for 
years.  The  color  of  this  scale  will  de- 
pend somewhat  upon  the  temperature 
at  which  it  was  produced,  being  bright- 
est at  those  points  where  temperature 
was  highest. 

The  foregoing  paragraph  is  copied 
from  an  article  in  "Twentieth  Century 
Locomotives,"  the  whole  of  which 
ought  to  be  familar  to  every  engine- 
man,  for  the  information  given  will  en- 
able any  intelligent  man  to  tell  when  a 
sheet  has  been  overheated.  Information 
of  this  character  is  of  much  greater 
practical  value  to  railroad  men  than 
90  per  cent,  of  the  stuflf  given  out  in 
the  text  books  of  the  most  pretentious 
correspondence  schools. 


To    Defend    Railroad    Interests. 

The  Railway  Business  Association  has 
taken  up  the  work  of  urging  that  every- 
one interested  in  speedy  return  to  activity 
of  transportation  interests,  and  a  resump- 
tion on  the  part  of  the  railroads  of  pur- 
chases of  material  and  equipment,  will  at 
once  address  demands  upon  their  legisla- 
tive representatives  in  State  and  national 
capitals  for  reasonable  enactments  and  for 
a  favorable  attitude  toward  a  fair  adjust- 
ment of  rates.  That  the  campaign  is  to 
be  an  aggressive  one  is  indicated  by  the 
selection  of  Mr.  G.  M.  Basford,  assistant 
to  the  president  of  the  .American  Locomo- 
tive Company,  as  acting  secretary.  Mr. 
Basford  will  give  undivided  attention  for 
several  months  to  the  effort  which  the 
association  is  making  to  show  the  public 
that  anything  hurting  railroads  also  hurts 
whole  communities  of  people  directly  and 
hosts  of  others  indirectly,  and  that  there 
is  immediate  necessity  for  a  change  tow- 
ard moderation  and  calmness  in  railroad 
legislation. 


BooK  Notices 

Valve   Setting,   by   Herbert   E.   Collins. 

Published  by  the  Hill  Publishing  Co., 

New  York.     209  pages,  6  in.  x  9  in. 

Profusely    illustrated,    cloth.      Price, 

$2.00. 

There  are  a  number  of  books  giving 
particulars  in  regard  to  the  proper  ad- 
justment of  some  particular  system  of 
valve-gearing,    but    there    are    very   few 


that  even  attempt  to  give  a  general  de- 
scription of  the  various  gearings  most 
commonly  in  use.  In  the  work  before 
us  there  is  a  very  extensive  variety  of 
movements  fully  described  and  illus- 
trated, and  the  work  cannot  fail  to 
meet  with  the  warm  approval  of  those 
expert  mechanicians  who  give  their  at- 
tention to  the  important  problem  of  the 
proper  adjustment  of  the  valve-gearing 
of  steam  engines.  Valuable  chapters 
are  also  added  in  relation  to  the  du- 
plex pump  and  air  compressors. 


Machine    Shop    Calculations,    by    Fred. 
H.    Colvin.      Published    by    the    Hill 
Publishing     Co.,     New     York.       174 
pages,  cloth  binding,  numerous  illus- 
trations.     Price,  $1.00. 
The   reduction   of   manual   labor   and 
the    rapid   introduction   of   labor-saving 
machinery  render  machine   shop  calcu- 
lations   of    much    more    frequent    occur- 
rence than  formerly,  and  hence  a  book 
of  this  kind  has  become  an  absolute  ne- 
cessity to  every  well-equipped  machin- 
ist.    The  work  shows  a  mastery  of  the 
subject.     The   size   is   well   adapted   for 
handy  use,  while  the  letterpress,  paper 
and  binding  are  all  in  the  usually  sub- 
stantial   and    elegant   style    of   the    Hill 
publications. 


Power  Railway  Signalling,  by  H.  Ray- 
nor  Wilson.  Published  by  the  Rail- 
way Engineer,  London,  Eng.  Price, 
foreign,  19  shillings. 
This  book,  which  is  a  large  quarto 
volume,  beautifully  illustrated  and  fine- 
ly printed,  contains  342  pages.  The 
book  opens  with  the  consideration  of 
instruments,  the  lock  and  block  sys- 
tem, early  history,  British  and  foreign. 
Next  come  contact  makers,  slots  re- 
placers,  detectors  and  insulated  joints, 
interlocking,  the  working  of  a  single 
lines,  tablet  and  electric  staff  systems. 
The  progress  of  automatic  signaling  in 
America  is  described  and  reasons  are 
given  for  the  slow  progress  made  in 
Great  Britain.  The  signals  for  electric 
tramways,  accessories,  etc.  Various 
kinds  of  locomotive  cab  signals  are 
described,  and  a  very  full  review  of 
the  construction  and  working  of  sig- 
naling and  interlocking  power  plants. 
The  work,  which  is  the  result  of 
painstaking  and  careful  work  on  the 
part  of  the  author,  forms  a  valuable 
compendium  of  power  signaling  as  used 
in  Great  Britain  and  .America. 


An  Irish  engineer  having  been  asked 
to  explain  what  steam  was,  said: 
"Stame  is  water  gone  crazy  wid  de 
heat." 


Every  railroad  man  with  any  inclina- 
tion towards  reading  ought  to  ask  for 
our  Book  of  Books,  sent  free  on  re- 
quest. 
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Applied  Science  Department 


Elements  of  Physical  Science. 

Second  Series. 
IV.  Heat  Applied  to  Water. 
Water  is  composed  of  the  two  gases 
known  as  hydrogen  and  oxygen.  The 
gases  combine  in  the  proportion  of  two 
volumes  of  hydrogen  to  one  of  o.xygen. 
Hence,  in  scientific  chemical  symbols 
the  substance  known  as  water  is  de- 
scribed as  H,0. 

When  heat  is  applied  under  a  vessel 
containing   water,   the   water   begins   to 
assume  a  gaseous  state  known  as  steam. 
The  composition  of  steam  coincides  ex- 
actly   with    water,    the    original    gases 
from   which   it  is  formed   retaining  the 
same  relation  to  each  other.     The  for- 
mation  of  steam   assumes   the   form   of 
bubbles     rising     towards     the     surface. 
The  upper  layers  of  water  condense  the 
heated  bubbles  until   the   whole   of  the 
body  of  water  is  heated  until  it  reaches 
a   temperature   of  212   deg.    Fahrenheit, 
when    the    bubbles    break    through    the 
surface  and   boiling  begins. 
,     It  may  be  noted  that  the  variations 
in  pressure  on  the  surface  of  the  water 
affect   the   temperature   at   which   water 
boils.     On  the  surface  of  the  earth,  the 
weight  of  the  atmosphere  is  about  14.7 
lbs.  per  sq.  in.  near  the  level  of  the  sea. 
In  higher  altitudes,  where  the  air  is  cor- 
respondingly lighter,  the  pressure  on  all 
bodies    is    lessened,    and    consequently 
the   boiling   of   water,    or   the    breaking 
through  of  the  heated  bubbles,  will  oc- 
cur at  a  lower  temperature.     At  a  pres- 
sure of  10  lbs.  per  sq.  in.  water  will  boil 
at    193   deg.,   and   at   5   lbs.    the    boiling 
point  will  be  reached  at   162  deg.     On 
the   top   of  high  mountains   it   is   found 
that  in  the  rare  atmospheres  water  can 
be  made  to  boil  by  the  absorption  of  so 
little  heat  as  not  to  properly  cook  an 
egg.     The   increase   of   pressure    above 
the  atmosphere  has  a  corresponding  ef- 
fect   in    retarding    the    point    at    which 
boiling  occurs.    At  a  pressure  of  30  lbs. 
per  sq.  in.  water  boils  at  250  deg.   P.,  at 
60  lbs.   it  requires   295   deg.,   and   at    150 
lbs.,  360  deg.   F.  are  necessary  to  pro- 
duce  the   ebullition   known   as    boiling. 
It   should   be   remembered   that   in    the 
case   of  steam  gauges,  pressure   is   cal- 
culated from  that  of  the  atmosphere,  so 
that    whatever    a     gauge     indicates    in 
steam  pressure,  about  15  lbs.  should  be 
added  to  ascertain  the  actual  pressure. 
In     all     calculations     regarding     the 
transforming  of  heat  through  water  into 
mechanical    work,    the    heat    unit,    so- 
called,  is  used.     This  unit  is  the  quanti- 
ty of  heat  required  to  raise  the  temper- 


ature of  one  pound  of  water  one  degree 
of  heat,  the  water  being  at  a  tempera- 
ture slightly  above  the  freezing  point. 
It  should  be  remembered  that  as  water 
increases  in  temperature  an  increasing 
quantity  of  heat  is  required  to  raise  the 
temperature  one  degree.  This  is  ow- 
ing in  some  measure  to  the  expansion 
of  the  water  and  consequent  disappear- 
ance of  heat  in  internal  as  well  as  ex- 
ternal work. 

A  simple  process  in  noting  the  phe- 
nomena connected  with  the  mechanical 
power  developed  by  the  application  of 
heat  to  water  and  the  resultant  conver- 
sion of  water  into  steam  may  be  ob- 
served by  placing  one  pound  of  water 
at  a  temperature  of  32  deg.  F.  in  a  glass 
tube    of   indefinite    length   and    open    at 


process  of  raising  the  temperature  of 
the  water  from  32  deg.  to  212  deg.,  and 
compare  it  with  the  time  taken  for  the 
vaporization  of  the  water.  It  will  be 
found  that  if  it  took  10  minutes  to  reach 
the  boiling  point,  it  will  take  55  min- 
utes for  the  water  to  disappear  in  the 
form  of  vapor.  This  ratio  of  i  to  51/2 
will  manifest  itself  with  any  quantity 
of  water  subjected  to  any  constant 
amount  of  heat.  The  number  of  heat 
units  expended  in  vaporizing  the  water 
will,  therefore,  be  180  units,  necessary 
to  produce  boiling  water,  added  to  990 
units  used  in  changing  the  water  into 
steam,  making  a  total  of  1170  units. 

The  space  occupied  by  the  steam 
amounts  to  1644  times  more  than  the 
space  originally  occupied  by  the  water, 
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the  top,  the  cross  sectional  area  of  the 
tube  being  i  sq.  ft.,  or  144  sq.  in.  As 
one  pound  of  water  measures  27.7  cu. 
in.,  the  depth  of  the  water  in  the  bottom 
of  the  tube  will  be  a  little  less  than  one- 
fifth  of  an  inch,  or  .1923  in.  A  flame  of 
a  spirit  lamp  or  other  steady  heat  ap- 
plied beneath  the  tube  will  cause  an 
increase  in  temperature  of  the  water 
until  212  deg.  F.  is  reached.  It  will  be 
noted  that  180  units  of  heat  have  been 
already  expended  in  raising  the  water 
to  this  temperature.  The  water  will 
then  begin  boiling  and  will  be  gradually 
evaporated  into  steam,  but  the  tempera- 
ture will  continue  the  same  until  vapor- 
ization is  completed.  It  is  interesting 
to    note    the    exact    time    taken    in    the 


and  in  a  tube  of  the  size  referred  to, 
would  form  a  column  26.36  ft.  in  height. 
Calculating  the  weight  of  the  atmos- 
phere at  sea  level  as  14.7  lbs.  per  sq. 
in.,  the  atmospheric  pressure  in  the 
tube  would  amount  to  2,116.8  lbs.  Rais- 
ing this  weight  a  height  of  26.36  ft. 
amounts  to  55,798  foot-lbs.  of  actual 
work  accomplished  by  the  evaporation 
of  one  pound  of  water  at  atmospheric 
pressure. 

It  will  be  readily  noted  that  while 
this  large  volume  of  steam  has  exhibit- 
ed a  great  amount  of  energy  in  raising 
and  suspending  the  atmosphere,  it  could 
not  be  used  at  this  low  pressure  for  the 
lightest  kind  of  motive  power,  but  in- 
stead of  allowing  the  steam  to  exert  its 
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expansive  (luality  on  the  atmosphere 
limited  to  the  tube  referred  to,  we  shall 
suppose  a  condition  where  the  tube 
would  be  enclosed  at  the  upper  end 
and  a  piston  filling  the  tube  and  weigh- 
ing 130  lbs.  per  sq.  in.  was  placed  on 
the  surface  of  the  water,  it  would  be 
found  that  the  water  would  not  boil  un- 
til 355  deg.  F.  had  been  reached.  Steam 
will  then  be  formed  and  the  piston 
slowly  raised  until  the  water  has  be- 
come completely  vaporized.  The  vol- 
ume now  occupied  by  the  steam  would 
be  192  times  greater  than  that  occupied 
by  the  water,  and  the  piston  with  its 
weight  of  20,880  lbs.  would  be  raised 
and  suspended  over  3  ft.  This  is  ex- 
actly what  occurs  in  the  steam  engine, 
the  difference  being  that  in  our  experi- 
mental calculation  there  is  no  allow- 
ance for  loss  by  condensation  or  leakage, 
both  important  factors  in  the  transfer- 
ence of  steam  into  mechanical  energy. 
Under  the  best  conditions  the  loss  is 
very  great,  although  the  many  im- 
provements in  steam  engine  construc- 
tion have  made  the  loss  much  less  than 
in  the  earlier  forms  in  which  the  steam 
engine  was  used. 


Celebrated  Steam  Engineers. 

XV. — Mark  and  Isambard  Brunel. 

Another  noteworthy  illustration  of  the 
engineering  talent  descending  from  father 
to  son  occurs  in  the  case  of  the  Brunei 
family.  They  were  of  Norman  descent 
and  the  elder  Brunei  was  a  fugitive  from 
France  during  the  Revolution  in  1792. 
His  qualities  as  an  engineer  found  ready 
employment  in  the  United  States,  and  he 
was  engaged  in  canal  construction  and 
other  work.  The  beginning  of  the  nine- 
teenth century  saw  him  in  England,  where 
he  successfully  introduced  the  manufac- 
ture of  ship's  blocks  by  machinery,  from 
which  the  inventor  derived  much  profit. 
He  was  warmly  encouraged  by  the  Brit- 
ish government  and  introduced  many  im- 
provements in  sawmills,  nail-making 
machines  and  cotton-winding  machines. 
He  invented  the  first  machine  used  in 
making  shoes,  his  machines  furnishing 
shoes  for  the  British  navy.  He  intro- 
duced steam  vessels  on  the  river  Thames, 
and  his  steam  launches  were  the  first 
steam  vessels  used  in  towing  ships  out 
to  sea.  He  was  also  the  first  to  experi- 
ment with  liquid  gases  as  a  source  of 
motive  power,  and  this  was  greatly  helped 
by  his  son  Isambard,  who  also  was  of 
great  assistance  to  his  father  in  the  at- 
tempt to  construct  a  tunnel  under  the 
Thames.  This  was  the  first  attempt  at 
tunnel  construction  under  a  river,  and 
after  meeting  with  many  disasters  was 
finally  completed  and  opened  to  the  pub- 
lic in  1843. 

Isambard,  after  his  experience  with  the 
Thames  tunnel,  gave  his  attention  to  rail- 
road work,  and  after  showing  hiuch  skill 
in    various    engineering   projects   he   was 


appointed  engineer  of  the  newly  projected 
Great  Western  Railway  of  England. 
This  great  work  was  so  far  in-  advance 
of  anything  of  a  similar  kind  that  Isam- 
bard Brunei  was  universally  recognized 
as  the  leading  railroad  engineer  of  his 
time.  For  solidity  of  construction  and 
for  skill  and  beauty  of  design  the  rail- 
road is  still  among  the  foremost  exam- 
ples of  railroad  engineering.  The  great 
bridges  are  particularly  beautiful,  and 
after  sixty  years  of  growing  service  are 
as  changeless  as  the  Pyramids.  At  this 
time  Brunei  introduced  the  broadest 
gauge  ever  used  on  railways.  He  main- 
tained that  a  seven-foot  gauge  was  a 
great  and  growing  necessity.  It  is  now 
generally  conceded  that  Brunei  was  right, 
but  as  the  locomotives  constructed  by  the 
Stephensons  and  others  were  nearly  all 
of  the  4  ft.  SVa-in.  gauge,  it  was  found 
impossible  to  change  the  standard  already 
adopted. 

Mr.  Brunei  had  also  followed  his  fa- 
ther's footsteps  in  the  matter  of  develop- 
ing steam  navigation.  As  early  as  1835 
he  suggested  the  construction  of  a  steam- 
boat calculated  to  make  voyages  from 
Bristol,  England,  to  New  York.  This 
seemed  so  impracticable  to  the  legisla- 
tors of  the  time  that  it  was  with  much 
difficulty  that  Brunei's  scheme  was  al- 
lowed to  take  form.  The  Great  West- 
ern was  launched  in  1838,  and  was 
speedily  followed  by  the  Great  Britain, 
the  first  large  iron  steamship,  and  the  first 
in  which  the  screw  propeller  was  success- 
fully used.  The  success  attending  the 
introduction  of  these  great  ships  induced 
Brunei  to  further  advance  in  the  same 
direction,  and  after  encountering  many 
obstacles  he  constructed  for  the  Australia 
Mail  Company  the  Great  Eastern.  This 
ship,  680  ft.  in  length,  83  ft.  in  breadth 
and  53  ft.  in  depth,  was  of  such  surpas- 
sing dimensions  that  its  first  voyage  to 
New  York  was  hailed  as  an  international 
event  of  the  highest  importance.  It  need 
hardly  be  stated  in  the  fifty  years  that 
have  elapsed  since  the  launching  of 
Brunei's  great  ship,  there  has  been  great 
progress  made  in  naval  construction,  es- 
pecially in  the  matter  of  speed,  but  the 
gross  size  of  the  Great  Eastern  has 
not  been  materially  surpassed. 

As  a  general  engineering  constructor 
Brunei's  activity  was  marvellous.  He  was 
generally  occupied  in  several  important 
problems  at  the  same  time.  In  the  con- 
struction of  docks  and  piers  and  floating 
batteries  and  temporary  hospitals  and 
labor-saving  devices  he  performed  the 
work  of  a  dozen  men.  He  died  shortly 
after  the  launching  of  his  great  ship  at 
the  early  age  of  fifty-three.  Between  the 
father  and  son  there  is  great  similarity. 
If  the  young  son  accomplished  more,  his 
opportunities  were  greater.  Both  were 
engineers  of  great  natural  aptitude  per- 
fected by  education  and  broadened  by  the 
widest  experience. 


Questions  Answered 


ENGINE   TRUCK   CENTER    CASTING    WE.\R. 

1.  L.  C.  B.,  Covington,  Ky.,  writes: 
We  have  some  Atlantic  pipe  engines 
that  are  cutting  out  the  back  of  the 
center  plate  on  the  engine  truck.  One 
would  naturally  suppose  that  masmuch 
as  the  truck  is  pushed  by  the  engine, 
the  front  part  of  the  center  plate 
would  wear  first,  but  it  does  not.  The 
engine-truck  carries  its  portion  of  the 
weight,  and  it  also  has  a  brake  on  the 
truck.  Why  is  the  back  portion  of  the 
center  casting  worn  on  this  engine? — 
A.  It  is  not  easy  to  give  you  an  au- 
thoritative answer  without  more  data, 
but  a  probable  cause  for  this  wear  of 
the  back  portion  of  the  center  casting 
is  that  the  truck  may  be  high  and  the 
front  end  of  the  engine  carried  so  that 
the  weight  comes  more  on  the  back 
portion.  This  would  hold  the  truck  so 
that  it  would  be  pushed  from  the  back. 
The  trailing  truck  may  not  fully  carry 
its  quota  of  weight,  which  would  help 
to  cause  the  weight  on  the  front  to  be 
on  the  back  portion  of  the  engine  truck 
center  plate.  The  counterbalancing  of 
the  engine  may  not  be  as  good  as  it 
might  be,  and  these  things  might  cause 
the  engine  to  work  up  and  down  slight- 
ly at  the  front,  and  thus  cause  the 
wear  of  which  you  write. 

COMPRESSION  OF  AIR. 

2.  A.  H.,  Wheeling,  W.  Va.,  asks:  i. 
What  decimal  is  used  to  reduce  the  cubical 
contents  of  a  reservoir  filled  with  com- 
pressed air  to  cubic  inches  of  free  air? 
— A.  To  find  the  number  of  cubic  inches 
of  free  air  in  a  reservoir  charged  with 
compressed  air,  multiply  the  capacity 
of  the  reservoir  in  cubic  inches  by  the 
number  of  atmospheres  it  contains. 
2.  How  do  you  find  the  number  of  cubic 
inches  or  feet  of  free  air  it  will  take 
to  charge  a  reservoir  to  a  given  pres- 
sure?— A.  Multiply  the  capacity  of  the 
reservoir  in  cubic  inches  by  the  number 
of  atmospheres  required.  For  instance, 
to  charge  a  reservoir  to  70  lbs.  will  re- 
quire about  six  atmospheres;  to  charge 
it  to  no  lbs.  will  require  over  eight  at- 
mospheres, or  eight  times  the  capacity 
of  the  reservoir. 

A  pressure  of  14.7  lbs.  is  referred  to  as 
an  atmosphere;  15  lbs.  will  answer  for 
practical  purposes,  although  tables  giv- 
ing the  exact  number  of  atmospheres 
required  to  compress  air  to  different 
pressures  can  be  found  in  Kent's  Me- 
chanical Engineers'  Pockctbook.  In 
calculations  of  this  kind  it  should  be 
remembered  that  in  charging  a  loco- 
motive reservoir  or  a  train  of  cars,  say 
to  70  lbs.  pressure,  requires  approxi- 
mately 5  atmospheres,  and  as  the  reser- 
voir of  the  train  contains  i  atmosphere 
before  the  compressor  is  started,  it  will 


January,   1909. 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING 


23 


only  be  necessary  to  compress  about 
S  times  the  amount  of  atmospheric 
pressure  already  contained. 

BR.\ZING    PIPES. 

3.  C.  E.  R.,  Dansville,  N.  Y.,  writes: 
Please  give  me  a  receipt  for  brazing 
copper  and  brass  and  iron  pipe. — A 
good  brazing  metal  for  copper  pipes  and 
flanges  can  be  made  by  melting  16 
parts  of  copper  with  3  of  zinc.  Brazing 
solder  for  copper  and  brass  or  iron 
pipes  is  made  of  equal  parts  of  copper 
and  zinc. 


Photographing    Moving    Objects. 

By  Geo.  S.  Hodcixs. 
In  that  fascinating  book  "Looking 
Backward,"  written  hopefully  by  Edward 
Bellamy,  and  picturing  the  time  when 
mankind  will  live  under  ideal  condi- 
tions, there  is  a  striking  passage,  which 
are  the  words  of  the  householder  in  the 
model  city  there  described.  He  of  the 
distant  future,  addressing  a  man  of  our 
day,  who  by  a  strange  accident  has  sur- 
vived until  the  time  when  enlightened 
civilization  shall  have  swept  away  much 
of  the  selfishness  and  the  toil  of  life. 
He  says  in  answer  to  the  wondering  ad- 
miration of  his  guest,  as  some  new  tri- 
umph of  physical  science  is  revealed.  "No 
doubt  you  have  yourself  made  the  ob- 
servation that  nothing  in  this  world  can 
be  truly  said  to  be  more  wonderful  than 
anything  else.  The  causes  of  all  phe- 
nomena are  equally  adequate,  and  their 
results   equally  matters  of  course." 

Among  the  many  triumphs  of  physical 
science  at  which,  like  the  man  in  the 
storj-,  we  are  constrained  to  express  de- 
lighted admiration,  there  are  none  more 
cleverly  worked  out  than  the  achieve- 
ments of  modern  photography.  Not  only 
has  the  telescope-lens  brought  distant  ob- 
jects near  and  mapped  and  measured 
the  inaccessible  mountain  regions,  but  at 
the  bidding  of  the  camera  and  the  flash- 
light, moving  objects  stand  still,  so  that 
even  the  minute  details  of  the  momentary 
swirl  of  a  white  plume  of  hot  steam,  or 
the  flutter  of  a  flag,  are  caught  and  re- 
produced  with   unerring  fidelity. 

Speaking  of  the  photographing  of  a 
fast  train  some  details  were  given  in  the 
columns  of  this  paper  concerning  the 
way  the  Twentieth  Century  Limited  on 
the  New  York  Central  was  snapped  by  a 
camera,  where  the  total  exposure  of  the 
sensitive  plate  lasted  but  the  one-thou- 
.sandth  of  a  second.  At  the  speed  the 
train  was  then  moving,  90  miles  an  hour, 
it  passed  over  one  hundred  and  thirty- 
two  feet  in  each  second,  and  during  the 
brief  time  the  eye  of  the  camera  was 
focused  on  the  fl>'ing  train,  it  was  never- 
theless able  to  pass  over  a  space  of  one 
and  one-half  inches,  or  a  little  less  than 
the  width  of  two  postage  stamps  placed 
side    by    side.      In    comparison    to    this 


comparatively  insignificant  movement  of 
the  train,  a  ray  of  sunlight  186  miles  long 
had  dashed  in  through  the  shutter-slit, 
and  had  written  the  record  of  the  train 
on  the  silver  salts  of  the  plate. 

The    wonders    of    the    kinetograph    are 
well   known    to    theatre-goers    nowadays. 
This    machine,    which    takes    the    photo- 
graphs    for     the     projecting     apparatus 
used  indoors,  is  able  to  secure  negatives 
at  the  rate  of  about  40  per  second  on  a 
continuous    ribbon   of    transparent   sensi- 
tized celluloid.    Each  photograph  is  about 
I    inch    wide    by    M    of    an    inch    high. 
These    are    really    separate    pictures,    of 
what  one  might  call  momentary  poses 
each    differing    from    the    preceding    one 
in    an    almost    imperceptible    degree,    yet 
no    two    exactly    alike.     Although    these 
photographs    are    taken    at    the    rate    of 
about  40  a  second,  the  actual  time  of  ex- 
posure is   very  much   less   than  this,    for 
the  reason  that  after  the  shutter  of  the 
lens  has  admitted  light  to  the  tiny  "plate" 
a  period  of  darkness  must  intervene,  in 
which   the   mechanism   shifts    the    ribbon 
and  places  a  new  "plate"  before  the  eye 
of  the  camera.     A  mo\4ng  picture  lasting 
45  seconds  would  at  this   rate   require  a 
band  of  celluloid  about  130  ft.  long.    The 
spectator  as  he  views  such  a  picture  full 
of  varied  life  and  activity,  showing  per- 
haps a  gang  of  section  men  getting  clear 
of    an    express  .train,    just    in    time    to 
avoid  accident,  will  see  the  whole  train 
move  past  with  the  flash  and  play  of  light 
and  shade   on  the  moving  parts,  but  he 
will   probably   not   realize   that   the   laws 
of  optics  and   mechanics   have  been  act- 
ing together,  while  they  provide  entertain- 
i-.ent    for    three-quarters    of    a    minute. 
The    picture    so    full    of   swing    and    go, 
short  as  it  lasts,  nevertheless  requires  the 
illumination,    obscuring    and    shifting    of 
no   less  than  2,070  separate  photographs. 
The  crowning  achievement  in  the  pho- 
tographing  of   moving   objects    has   been 
that   of   Prof.   A.   M.  Worthington,  head 
master  of  the   Royal   Naval   Engineering 
College  at  Devenport,  England.   He  has 
made  an  exhaustive  "Study  of  Splashes," 
the  records  of  which  are  embodied  in  a 
work   bearing   that    title.     Prof.    Worth- 
ington   has    been    able    to    photograph    a 
drop  of  water  or  other  liquid  as  it  falls 
from    a    little    smoked-glass    dish    into    a 
bowl  of   milk,  and  he   has   been   able   to 
reproduce  the  minute  oscellations  of  the 
drop   itself   as    it    changes    from   egg   to 
orange-shape  in  its  fall  of  16  ins.,  and  he 
has  shown  us  the  drop  at  the  moment  of 
contact    with    the    surface    of    the    milk, 
then    as    it    penetrates    the    surface    and 
throws    up    a    liquid    coronet    around    it, 
then  after  it  has  disappeared,  the  liquid 
coronet  subsides  and  the  rebound  sets  in, 
producing    a    momentarily    standing   col- 
umn   of   milk    with    the   particle    of    the 
original    drop    on    top    and    the   outward 
motion  of  the  circular  ripple  as  the  col- 
umn of  milk  sinks  down.  ,The  sequence 


of  events  is  wonderfully  portrayed  in  the 
series  of  separately  taken  photographs. 
The  pictures  are  not  those  of  one  par- 
ticular drop  followed  through  the  cycle 
of  its  changes,  but  are  a  series  made  up 
of  the  photographs  of  the  behavior  of 
succeeding  drops  taken,  each  one  at  a 
later  phase,  but  so  timed  as  to  present 
an  orderly  array  of  progressive  move- 
m.ents.  In  this  work  the  moving  picture 
machine  or  the  snap-shot  camera,  rapid 
as  they  both  undoubtedly  are,  would  be 
far  too  slow  to  catch  the  movements  of 
the  fluid  and  hold  them  for  investigation 
under  the  eyes  of  the  trained  specialist. 
The  splash  photographs  are  taken  by 
means  of  a  brilliant  electric  spark,  de- 
rived from  a  pair  of  Leyden  jars,  the 
light  focused  by  a  strong  lens  on  the 
surface  of  the  liquid.  The  camera,  pro- 
vided with  a  highly  sensitive  plate,  is 
uncovered  all  the  time,  in  complete  dark- 
ness, awaiting  the  illumination  of  the 
electric  spark. 

At  the  precise  moment  when  the  splash 
has  developed  to  the  required  stage  the 
electric  condensers  discharge  and  the  rec- 
ord is  complete.  No  mechanical  contri- 
vance of  shutter  or  cap  could  compare  in 
startling  rapidity  with  the  fleeting  illumi- 
nation which  Prof.  Worthington  has  been 
able  to  get  with  this  accurately  timed  elec- 
tric spark.  The  duration  of  the  flash  is  less 
than  the  three  one-millionth  of  a  second, 
a  period  of  time  so  almost  inconceivably 
brief  that  it  can  only  be  figured  in  the 
mind  by  comparison  with  things  with 
which  we  are  familiar.  The  time  in 
which  the  sensitive  salts  on  the  plate  are 
attacked  by  the  actinic  rays  of  light,  is 
to  one  whole  second,  in  the  same  propor- 
tion as  one  day  is  to  a  thousand  years. 
This  infinitesimal  fraction  of  a  second  is 
nevertheless  long  enough  for  a  ray  of 
light  more  than  half  a  mile  long  to 
stream  in  and  fully  record  and  fix  one 
passing  phase  in  the  short  and  evanes- 
cent life  of  the  splash. 

The  work  of  Prof.  Worthington  which 
has  extended  over  a  period  of  about  four- 
teen years  has  been  pursued  for  a  seri- 
ous scientific  purpose.  A  glimpse  at  the 
import  of  the  experiments  with  the 
splash  of  a  drop,  is  gained  by  a  study  of 
two  very  striking  photographs  which  he 
reproduces.  They  show  the  permanent 
splashes  made  by  a  heavy  projectile  en- 
tering a  ship's  armor-plate.  The  coro- 
nal form  of  the  water  splash  is  approxi- 
mately present  in  the  hard  steel  and  the 
ring  of  disturbed  metal  surrounds  the 
cavity  made  by  the  shot.  The  armor- 
plate  splash  and  that  of  the  drop  in  the 
bowl  of  milk  show  something  of  the 
same  characteristics  and  the  study  of 
splashes  removes  as  it  were  that  sharp 
line  of  demarcation  which  we  are  ac- 
customed to  suppose  divides  the  solid 
from  the  fluid  and  it  throws  a  strong 
light  on  the  doctrine  of  the  fundamen- 
tal oneness  of  all  forms  of  matter. 
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High   Brake   Cylinder  Pressures. 
By   G.   W.   Kjehm. 

With  a  brake  pipe  pressure  of  no  lbs. 
an  emergency  application  of  the  brake 
will  result  in  a  brake  cylinder  pressure  of 
85  to  88  lbs.  per  square  inch  where  the 
quick  action  triple  valves  are  used.  The 
high-speed  reducing  valves  will  then 
reduce  this  pressure  to  60  lbs.  in  from 
18  to  33  seconds,  depending  upon  the 
amount  of  brake  pipe  reduction,  and  it 
is  roughly  estimated  that  it  will  reduce 
this  pressure  in  about  the  same  time  the 
speed  of  the  train  will  have  reduced 
from  60  or  70  miles  per  hour  to  about  20. 
This  action  is  intended  to  prevent  the 
liability  of  wheel  sliding  as  the  coefficient 
of  brake-shoe  friction  increases  rapidly 
with  the  decrease  in  the  speed  of  the  train. 

A  high  initial  brake  cylinder  pressure 
is  reduced  slowly  at  first,  increasing  in 
volume  until  a  wide  open  port  in  the  re- 
ducing valve  is  attained,  when  the  pres- 
sure is  reduced  rapidly  to  the  tension  of 
the  adjusting  spring. 

This  action  occurs  regardless  of  the 
speed  of  the  train ;  if  the  speed  is  70  miles 
per  hour  the  brake  cylinder  pressure  will 
have  reduced  to  60  lbs.  by  the  time  the 
train  is  brought  to  a  stop,  but  if  the  speed 
is  but  30  or  35  miles  per  hour  and  the 
brake  is  used  in  the  emergency,  as  it 
often  is,  the  train  will  be  stopped  before 
the  reducing  valves  have  had  sufficient 
time  in  which  to  reduce  the  brake  cylin- 
der pressure  to  any  appreciable  extent, 
yet  the  introduction  of  the  high-speed 
brake  has  been  the  means  of  greatly  re- 
ducing the  number  of  slid  flat  wheels. 

The  condition  of  some  reducing  valves 
and  the  number  of  valves  found  with 
corks  and  other  obstructions  in  the  port 
through  the  bottom  cap  show  that  they 
have  been  inoperative,  that,  if  they  have 
reduced  the  brake  cylinder  pressure  at 
all  it  has  been  but  a  very  small  amount 
and  the  train  has  been  stopped  with  the 
high-brake  cylinder  pressure  on  this  car 
whenever  it  has  entered  the  cylinder,  yet 
the  wheels  of  the  car  show  no  indica- 
tion of  the  wheel  sliding. 

With  the  Westinghouse  Air  Brake  Com- 
pany's L.  N.  passenger  car  equipment  a 
lio-lb.  brake  pipe  pressure  and  an  emer- 
gency or  quick  action  application  of  the 
brake  results  in  a  brake  cylinder  pressure 
of  approximately  100  lbs.  per  square  inch, 
and  is  retained  in  the  cylinder  until  the 
stop  is  completed,  unless  a  portion  of  it 
is  intentionally  exhausted  and  this  does 
not  result  in  wheel  sliding,  or  if  the  wheel 
is  picked  up  and  slid  it  occurs  so  near  the 
end  of  the  stop  that  no  injury  to  the 
wheel   results. 


It  is,  however,  a  well-known  fact  that 
wheels  have  been  slid  and  ruined  when  the 
brake-pipe  pressure  was  but  70  or  90  lbs., 
and  it  is  also  a  well-know  fact  that  simply 
increasing  the  pressure  in  the  brake  pipe 
will  not  in  all  cases  prevent  wheel  sliding, 
although  the  action  of  the  high-speed  re- 
ducing valves  in  blowing  down  the  pres- 
sure in  the  brake  cylinders  with  short 
piston  travel  while  the  heavy  brake  pipe 
reduction  at  the  same  time  brings  the 
pressure  in  the  cylinder  with  the  long 
piston  travel  up  to  the  adjustment  of  the 
reducing  valve,  equalizing  the  braking 
power  to  a  certain  extent,  and  compelling 
each  car  to  do  its  own  share  of  the 
braking  to  stop  the  train,  has  a  tendency 
to  prevent  wheel  sliding. 

There  is  no  logical  reason  for  opposing 
a  high-brake  cylinder  pressure  on  the 
ground  that  it  endangers  wheel  sliding, 
inasmuch,  as  it  has  never  been  clearly 
shown  that  a  high-brake  cylinder  pressure 
alone  has  been  the  cause  of  a  flat  wheel, 
but  it  has  been  demonstrated,  beyond 
question,  that  unequal  braking  power,  or 
rather  the  braked  weight  of  the  train  in 
stopping  the  unbraked  weight  when  this 
weight  is  excessive,  is  responsible  for 
wheel  sliding,  and  if  every  wheel  in  the 
train  is  properly  braked  and  each  brake 
is  doing  its  own  share  of  the  work  in 
stopping  the  train  the  wheels  cannot  be 
injured  by  any  brake  cylinder  pressure 
yet  developed. 

The  principal  argument  in  favor  of 
the  high^brake  cylinder  pressure  is  the 
increased  weight  of  the  modern  passenger 
car  and  consequently  the  increased  losses 
in  braking  power. 

If  the  50,000-Ib.  passenger  car  is  braked 
at  90  per  cent,  of  its  weight,  the  unbraked 
weight  is  5,000  lbs,  while  the  ioo,ooo-lb. 
car  braked  at  90  per  cent,  of  its  weight 
has  an  unbraked  weight  of  10,000  lbs.,  and 
in  calculating  the  braking  power  of  the 
car,  the  square  of  the  brake  cylinder  mul- 
tiplied by  the  pressure  per  square  inch  is 
supposed  to  be  the  cylinder  value,  and  this 
multiplied  by  the  total  leverage  of  the  car 
is  supposed  to  represent  the  power  trans- 
mitted to  the  brake  shoes. 

There  is,  however,  a  serious  loss  of 
braking  power  due  to  the  tension  of 
brake-beam  release  springs,  resistance  of 
brake  gear  attached  to  the  car  body,  to 
the  car  trucks,  and  a  loss  due  to  brake 
cylinder  packing  leather  friction  and  the 
compression  of  the  cylinder  release  spring. 

A  paper  setting  forth  those  losses  in  de- 
tail was  read  at  the  1908  convention  of 
the  Air  Brake  .^ssociation,  and  in  select- 
ing two  cars  from  a  table,  accompanying 


the  paper,  one  with  a  lo-in.  cylinder 
and  a  calculated  power  of  4,712  lbs.  shows 
a  loss  of  477  lbs.,  due  to  packing  leather 
friction  and  the  tension  of  the  cylinder 
release  spring  at  8  ins.  piston  travel, 
while  a  car  with  an  i8-in.  cylinder  and  a 
calculated  cylinder  value  of  15,268  lbs. 
shows  a  loss  of  1,488  lbs.  from  the  same 
cause,  which  is  a  loss  in  the  cylinder 
itself,  and  must  be  multiplied  by  the  to- 
tal leverage  of  the  car  to  find  the  total 
loss  at  the  brake  shoes  or  rather  to  show 
a  calculated  braking  power  that  never 
existed. 

The  remaining  efficiency  of  the  cylinder 
multiplied  by  the  total  leverage  was 
shown  to  suffer  another  loss  of  1,620 
lbs.  for  the  car  with  the  lo-in.  cylinder 
and  2,880  lbs.  for  the  car  with  the  18-in. 
cylinder  due  to  the  resistance  of  the  car 
body  levers,  special  release  springs,  brake- 
beam  levers  and  compressing-brake  beam 
release  springs. 

Another  car  equipped  with  a  14-in.  cyl- 
inder, developing  a  calculated  force  of 
9,236  lbs.  and  transmitting  to  the  brake 
shoes  a  calculated  force  of  92,360  lbs., 
shows  a  loss  of  18  per  cent,  of  the  calcu- 
lated braking  power  and  at  a  brake  cyl- 
inder pressure  of  15  lbs,  per  square  inch, 
the  actual  braking  power  is  but  37  per 
cent,  of  the  calculated  efficiency,  showing 
a  loss  of  63  per  cent. 

This  alone  furnishes  sufficient  cause  for 
either  higher  brake  cylinder  pressure, 
higher  percentage  of  braking  power  or  in- 
creased leverage,  the  latter  being  the  most 
undesirable. 

Another  reason  the  higher  brake  cyl- 
inder pressure  can  be  employed  without 
injury  to  the  wheel  is  on  account  of  the 
varj'ing  coefficient  of  brake  shoe  friction. 

It  appears  that  prior  to  the  year  1878, 
calculating  the  resistance  to  motion  be- 
tween the  surfaces  of  two  metals  when 
pressed  together  consisted  merely  of  once 
establishing  a  coefficient  of  friction  for 
the  particular  metals,  which,  multiplied 
by  the  force  pressing  the  surfaces  to- 
gether, was  the  resistance  to  motion ;  it 
was,  of  course,  recognized  that  added  ad- 
hesion increased  the  friction  and  lubricat- 
ing the  surfaces  reduced  it. 

The  Westinghouse-Galton  tests  in  that 
year  upset  the  theory  that  the  frictional 
resistance  of  two  rubbing  surfaces  re- 
mained constant  under  all  other  condi- 
tions, and  it  was  discovered  among  other 
facts  that  the  coefficient  of  brake-shoe  fric- 
tion, while  it  increased  with  the  decrease 
in  the  speed  of  the  wheel,  decreased  with 
the  time  of  application  and  with  the  in- 
crease of  the  pressure  forcing  the  shoe 
against  the  wheel. 
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This  coefficient  of  friction  is  the  actual 
resistance  exerted  to  prevent  the  wheel 
from  revolving;  a  percentage  of  the  pres- 
sure forcing  the  shoe  against  the  wheel 
reduces  proportionally  the  efficiency  of 
the  higher  brake  cylinder  pressure,  or  if 
the  actual  holding  power  of  the  shoe 
pressed  against  the  wheel  by  the  force  re- 
sulting from  a  60-lb.  brake  cylinder  pres- 
sure is  a  certain  per  cent,  of  the  pressure 
forcing  it  against  the  wheel,  increasing 
the  pressure  to  85  or  100  lbs.  will  result 
in  a  holding  power  of  a  less  per  cent,  of 
the  force  pressing  the  shoe  against  the 
wheel,  all  other  conditions  being  equal. 

To  just  what  extent  the  decrease  in  the 
coefficient  of  friction  due  to  the  increase 
in  the  time  of  application  at  a  constant 
speed  affects  the  coefficient  of  friction 
during  the  stop  has  rot  yet  been  fully  de- 
termined ;  however,  a  loss  due  to  the  length 
of  time  of  the  application  exists.  Again, 
the  hard  or  heavily  chilled  brake  shoes 
necessary  in  the  high-speed  service  have 
a  lower  coefficient  of  friction  at  the  begin- 
ning of  the  stop  than  the  softer  cast-iron 
shoes,  and  while  the  last  50  or  100  ft.  of 
the  stop  may  be  of  the  utmost  importance 
in  case  of  an  open  draw-bridge  or  danger 
of  a  rear-end  collision,  the  advantage  of 
the  high-brake  cylinder  pressure,  at  the 
beginning  of  the  stop,  where  time  is  the 
chief  consideration,  should  not  be  over- 
looked, for,  in  order  to  make  the  shortest 
possible  stop,  the  brake  must  become 
highly  efficient  in  the  first  few  seconds  of 
time  after  the  application,  a  speed  of  60 
miles  per  hour  means  88  ft,  per  second. 
If  there  is  any  expense  and  annoyance 
due  to  wheel  sliding,  the  cause  of  sliding 
should  first  be  removed  and  the  brake  cyl- 
inder pressure  looked  after  later  on  if 
found  necessary,  for  instances  are  known 
where  wheels  were  slid  1,000  ft.  during 
a  stop  and  showed  a  flat  spot  of  less  than 
an  inch,  proving  conclusively  that  there 
was  practically  no  weight  resting  on  the 
wheel  when  it  was  slid. 


Brake   Cylinder   Leakage. 

A  paper  upon  the  subject  of  a  "Prac- 
tical and  Efficient  Test  for  Brake  Cyl- 
inder Leakage  to  Be  Made  While  on 
Shop  and  Repair  Work"  was  discussed 
at  the  1908  convention  of  the  Air 
Brake  Association,  a  copy  of  the  pro- 
ceedings of  which  should  be  in  the 
possession  of  everyone  connected  with 
the  operation  and  maintenance  of  the 
air  brake. 

The  discussion  concluded  with  the 
recommendation  that  "Brake  cylinders 
on  all  cars  and  engines  should  be  tested 
for  leakage  after  being  cleaned,  which 
leakage  must  not  exceed  five  pounds 
per  minute  from  a  cylinder  pressure  of 
50  lbs.  with  the  triple  valve  in  release 
position;  if  a  test  for  cylinder  leakage 
is  made  without  a  gauge,  the  brake  pis- 
ton must  not  move  back  over  one-quar- 


ter  of  an   inch   in   three   minutes   after 
brake  has  been  applied." 

The  test  of  S  lbs.  leakage  per  minute 
consists  of  screwing  an  air  gauge  into 
the  exhaust  port  of  the  triple  valve,  ap- 
plying the  brakes  in  full  and  releasing 
to  note  the  fall  of  pressure  as  indicated 
by  the  gauge. 

The  sliding  back  movement  of  the 
piston,  or  the  receding  piston  test  is 
not  so  accurate  or  reliable,  for  the  rea- 
son that  the  test  is  based  upon  the  as- 
sumption that  the  piston  will  recede 
into  the  brake  cylinder  a  certain  dis- 
tance for  a  certain  number  of  pounds 
decrease  of  pressure  in  the  cylinder. 

The  piston  should,  of  course,  remain 
out  the  maximum  distance  of  its  travel 
during  the  test,  but  if  there  is  any  re- 
ceding movement  of  the  piston,  it 
should  not  be  over  one-fourth  of  an 
inch  in  three  minutes. 

This  movement  is,  of  course,  affected 
by  the  brake  cylinder  pressure,  piston 
travel,  total  leverage  of  the  car,  and 
packing  leather  friction  for  leakage 
from  the  brake  pipe  may  prevent  the 
separation  of  the  brake  cylinder  and 
auxiliary  reservoir;  pressures  which 
would  increase  the  volume  of  brake  cyl- 
inder pressure  or  leakage  from  the 
brake  cylinder  into  the  brake  pipe  would 
affect  the  movement. 

There  would  be  different  cylinder 
pressures  for  difference  in  piston  travel, 
the  higher  leveraged  car  would,  under 
ordinary  conditions,  show  more  move- 
ment from  the  same  reduction  in  cylin- 
der pressure  than  the  low  leveraged 
car,  and  considerable  packing  leather 
friction,  resulting  from  improperly  lu- 
bricated cylinders  or  unnecessarily  wide 
packing  leathers,  would  prevent  the 
piston  from  receding  the  same  distance 
into  a  cylinder  that  it  ordinarily  would; 
nevertheless,  it  is  a  good  test  where 
there  is  not  sufficient  time  to  attach  a 
gauge. 

It  has  been  found  from  a  number  of 
tests  that  the  average  loss  of  brake  cyl- 
inder pressure  at  %  in.  piston  recession 
is  about  15  lbs. 

This  is  far  from  a  severe  test,  for  the 
brake  cylinder  and  its  connections 
should  be  absolutely  tight  and  free 
from  leakage,  and  at  a  first  glance  it 
would  appear  that  any  instructions  or 
recommendations  that  refer  to  a  per- 
missible leakage  from  the  brake  cylinder 
are  wrong,  but  if  the  recommendation 
is  followed  out  to  the  letter,  or  in  good 
faith,  the  efficiency  of  the  air  brake  will 
be  greatly  increased  in  some  quarters 
where  not  only  the  brake  cylinder  but 
all  parts  of  the  air  brake  equipment  are 
neglected. 

Sometimes  a  great  deal  of  attention 
is  paid  to  the  triple  valve;  it  is  cleaned 
regularly,  and  care  is  taken  to  see  that 
all  parts  of  the  valve  are  in  good  con- 
dition,  that    the   valve    is    entirely    free 


from  leakage,  and  will  pass  a  specified 
test,  while  the  brake  cylinder  is  scarcely 
given  a  thought  until  it  is  in  such  con- 
dition that  the  brake  will  not  apply. 

The  brake  cylinder  is  intended  to 
utilize  the  power  of  the  compressed  air, 
and  whether  it  does  this  must  be  deter- 
mined by  test;  if  it  does  not,  the  triple 
valve  can  create  no  braking  power,  and 
the  attention  given  the  triple  valve  is 
a  waste  of  time,  considering  its  effect 
in  stopping  the  car,  but  the  care  of  the 
triple  valve  should  always  be  encour- 
aged; it  will  at  least  have  a  tendency 
to  prevent  the  undesired  quick  action, 
but  it  is  safe  to  say  that  the  damage  to 
lading  and  equipment  resulting  from  un- 
desired quick  action  is  slight  compared 
with  that  resulting  from  a  lack  of  brak- 
ing power  due  to  brake  cylinder  leak- 
age. 

Brake  cylinders  on  cars  and  locomo- 
tives in  freight  service  do  not  receive 
the  attention  they  should,  and  locomo- 
tive brake  cylinder  leakage  sometimes 
occurs  under  peculiar  conditions.  It 
would  be  an  advantage  if  every  locomo- 
tive was  equipped  with  a  gauge  show- 
ing brake  cylinder  pressure,  but  as  this 
cannot  very  well  be  done,  a  gauge 
should  be  attached  at  certain  periods  by 
the  inspector,  and  a  gauge  will  often 
show  leakage  that  is  difficult  to  locate, 
even  after  knowing  that  it  does  exist. 
Owing  to  their  different  locations,  some 
locomotive  brake  cylinders  require  more 
lubrication,  or,  rather,  more  frequent 
lubrication  and  attention  than  others, 
and  when  they  are  given  attention  the 
studs  in  the  piston  and  the  expander 
ring  should  also  be  given  attention  as 
well  as  the  packing  leather. 

There  is  often  a  serious  loss  of  brak- 
ing power  on  the  locomotive  on  ac- 
count of  a  considerable  amount  of  the 
auxiliary  reservoir  air  escaping  past 
the  packing  leathers  before  they  have 
set  firmly  against  the  walls  of  the  cyl- 
inder; this  will  result  in  no  serious 
loss  of  brake  cylinder  pressure  if  the 
E.  T.  equipment  is  used,  but  the  good 
features  of  the  distributing  valve  are 
no  excuse  for  brake  cylinder  leakage. 
The  difference  in  the  number  of- 
strokes  per  minute  of  the  pump  when 
the  independent  brake  is  applied  and 
when  released  represents  the  amount 
of  brake  cylinder  leakage  and  this  leak- 
age is  very  undesirable,  as  the  engine 
and  tender  brake  are  usually  held  ap- 
plied on  descending  grades,  while  the 
train  brakes  are  released  and  recharged 
and  brake  cylinder  leakage  at  this  time 
has  the  same  effect  as  brake  pipe  leak- 
age, and  e.xcessive  brake  cylinder  leak- 
age on  the  engine  equipped  with  the 
E.  T.  brake  is  liable  to  prevent  an 
otherwise  prompt  recharge  of  the  train 
brakes  and  result  in  a  loss  of  train, 
control. 
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Electrical  Department 


Transformers. 

By    W.    B.    KOOWENHOVEN. 

The  name  transformers  is  applied  by 
electricians  to  devices  for  changing  the 
voltage  or  pressure  of  an  electri- 
cal circuit.  The  term  transformer 
in  its  broadest  sense  may  be  applied 
to  any  piece  of  apparatus  that  is 
used  for  either  decreasing  or  in- 
creasing the  voltage  of  either  di- 
rect or  alternating  current  systems. 
There  are  two  electrical  currents  in 
commercial  use  to-day,  direct  and  alter- 
nating. The  direct  current  is  one  that 
flows  in  one  direction  and  one  direction 
only.  An  alternating  current  flows 
first  in  one  direction  and  then  in  the 
opposite,  changing  its  direction  of  flow 
at  regular  intervals. 

Consider  for  a  moment  a  simple  di- 
rect current  circuit,  consisting  of  one 
generator,  one  motor  and  two  wires  for 
carrying  the  current.  The  direct  cur- 
rent flows  out  of  one  terminal,  which 
is  called  the  plus  or  positive  terminal 
of  the  generator,  and  through  one  wire 
to  the  motor.  It  drives  the  motor  and 
returns  through  the  other  wire  to  the 
negative  terminal  of  the  generator,  thus 
completing  the  circuit.  This  direct  cur- 
rent circuit  may  be  compared  to  a 
water  pumping  system,  where  a  steam- 
driven  pump  supplies  water  through  a 
pipe  to  a  water  wheel.  From  the  wheel 
the  water  is  returned  to  the  suc- 
tion end  of  the  pump  through  another 
pipe.  The  steam-driven  pump  corre- 
sponds to  the  direct-current  generator 
of  the  electrical  circuit,  the  water  wheel 
tc  the  motor,  and  the  two  pipes,  one 
for  delivery  and  the  other  for  the  re- 
turn of  the  water,  to  the  two  wires  of 
■the  electrical  circuit. 

An  alternating  current  flows  first  in 
one  direction  and  then  in  the  opposite 
direction.  The  current  alternates  or 
pulsates  back  and  forth  at  regular  in- 
tervals. The  number  of  these  alterna- 
tions in  one  second  divided  by  two  is 
known  to  electricians  as  the  frequency 
in  cycles  per  second.  Consider  an  al- 
ternating current  circuit  similar  to  the 
simple  direct  current  circuit  just  de- 
scribed. The  difference  being  that  the 
generator  produces  alternating  instead 
of  direct  current,  and  that  the  motor  is 
an  alternating  current  motor.  Now  the 
current  would  flow  first  from  one  ter- 
minal of  the  generator  for  a  fraction 
of  a  second,  and  then  from  the  other 
terminal  for  an  equal  time.  This  cur- 
rent alternating  back  and  forth  through 
the  circuit  would  drive  the  motor.     A 


pumping  system  similar  to  this  would 
consist  of  a  pump  without  any  valves; 
both  ends  of  the  water  cylinder  being 
connected  to  separate  pipes.  On 
the  forward  stroke  of  the  pump  the 
water  would  flow  out  through  one  pipe 
and  in  through  the  other,  and  on  the 
back  stroke  the  direction  of  the  flow 
would  be  reversed.  Suppose  the  ends 
of  these  two  pipes  to  be  conenct- 
ed  to  a  peculiar  water  wheel,  built  to 
handle  this  current  of  water  flowing 
first  in  one  direction  and  then  in  the 
opposite.  The  water  wheel  would  cor- 
respond to  the  motor  of  the  alternat- 
ing current  circuit,  and  the  water  flow- 
ing first  in  one  direction  through  the 
pipe  and  then  in  the  opposite,  would 
correspond  to  the  alternating  current 
of  the  electrical  circuit,  and  would 
drive  the  water  wheel  or  motor  steadily 
round  in  one  direction.  The  number 
of  strokes  or  alternations  of  the  pump 
per  second  divided  by  two  would  equal 
the  frequency  in  cycles  per  second  of 
the  pumping  system. 


PRIMARY  AND   SECONDARY   COILS. 

A  transformer,  as  was  stated  before, 
is  a  piece  of  electrical  apparatus  for  in- 
creasing or  decreasing  the  voltage  or 
pressure  of  an  electrical  circuit.  One 
of  the  most  important,  if  not  the  great- 
est advantage  possessed  by  alternating 
over  direct  current  is  the  ease  and  sim- 
plicity with  which  it  may  be  trans- 
formed or  changed  from  a  low  voltage 
to  a  higher  voltage,  or  vice  versa.  It 
is  necessary  to  use  a  rotating  machine 
to  transform  or  change  the  voltage  of 
a  direct  current  circuit.  Rotating  ma- 
chines are  more  or  less  complicated, 
and  require  a  starting  device,  and  de- 
mand constant  care  and  attention. 
These  rotating  transformers  for  direct 
current  are  usually  not  called  trans- 
formers, but  are  known  as  motor  gen- 
erators and  dynamotors.  Space  is 
here  too  limited  to  describe  these  ma- 
chines. 

Transformers  for  changing  the  volt- 
age of  an  alternating  current  circuit  are 
stationary,     and     contain     no     moving 


parts.  They  require  no  starting  de- 
vice, and  are  very  compact  and  simple 
in  construction,  and  their  maintenance 
cost  is  low.  Alternating  current  trans- 
formers are  technically  known  as  static 
transformers,  but  this  name  is  usually 
abbreviated  to  the  simple  term  trans- 
former. They  are  the  most  efficient 
piece  of  electrical  apparatus  in  com- 
mercial use. 

It  is  very  often  necessary  in  electrical 
work  to  send  the  current  some  distance 
from  the  power  house  to  the  place  where 
it  is  to  be  used.   This  is  due  to  the  fact 
that  the  best  position  for  a  power  house 
is  the  place  where  its  supplies  of   coal  and 
water  may  be  obtained  most  easily  and 
economically,  while  the  point  of  applica- 
tion is  often  at  a  distance.    A  line  of 
wire    is    used    to    transmit    the    power 
from  the  generators  to  its  destination. 
These  lines  are  called  transmission  lines. 
Now  the  copper  wire  which  is  employed 
in  constructing  the  line  offers  a  resist- 
ance to  the  passageof  the  electrical  cur- 
rent in  much  the  same  way  that  a  water 
pipe  offers  resistance  to  the  passage  of 
water  through  it,  due  to  friction.     This 
resistance   to   the   passage   of  the   elec- 
tric    current     is     overcome     by     the 
\oltage     or     pressure,     and     a     certain 
amount    of    electrical    power   is   lost    in 
the   line   as   a   result.     The   amount   of 
power   lost   depends   upon   the   current 
flowing  and  the  resistance  of  the  wire. 
In  the  pipe  line,  the  resistance  or  fric- 
tion    offered     by     the     pipe     is     over- 
come by  the  pressure  and  the  amount 
of  water  power  lost  depends  also  upon 
the   resistance  offered  by  the  pipe  and 
the    quantity    of    water    flowing.      The 
quantity  of  water  flowing  through  the 
pipe   is   similar  to   the   quantity   of   the 
electric    current    flowing    through    the 
wire,   the   terms   voltage   and    pressure 
are   analogous,   and   the   power   lost   is 
due  to  the  resistance. 

The  value  of  the  horse  power  repre- 
sented by  the  water  in  the  pipe  is 
equal  to  the  quantity  of  the  water  de- 
livered in  a  given  time,  multiplied  by 
its  pressure,  and  in  the  electrical  cur- 
rent the  same  is  true,  namely,  that  the 
power  equals  the  quantity  of  current, 
or  simply  the  current,  as  it  is  usually 
called,  multiplied  by  its  voltage.  Thus, 
as  the  power  lost  in  the  transmission 
system  depends  upon  its  resistance  and 
the  current,  it  follows  that  if  the  pres- 
sure of  voltage  be  increased  the  cur- 
rent will  decrease  for  the  same  amount 
of  power,  and  the  loss  in  the  transmis- 
sion line  will  be  less.     Therefore  it  is 
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•economical  to  send  power  over  a  trans- 
mission line  at  a  high  voltage  with  a 
small  current  value,  because  the  loss 
ir  the  line  will  depend  upon  the  value 
of  the  current. 

Alternating  current  generators  are 
built  that  will  generate  current  at  a 
pressure  as  high  as  11  thousand  volts, 
but  this  is  not  high  enough  for  eco- 
nomical transmission  purposes  where 
voltages  as  high  as  66,000  volts  are 
used.  It  would  be  very  difficult,  even  if 
possible,  to  build  machine  that  would 
generate  a  voltage  as  high  as  that  de- 
manded by  the  line,  and  it  becomes 
necessary  to  employ  transformers  to 
raise  the  generator  voltage  high  enough 
for  economical  transmission  of  the 
power. 

When  a  wire  passes  through  a  mag- 
netic field  it  is  said  to  cut  the  mag- 
netism or  magnetic  lines,  as  they  are 
called,  that  come  from  the  magnet,  and 
a  voltage  is  induced  or  generated  in 
the  wire.  If  the  wire  is  held  stationary 
and  the  magnetic  field  be  moved  the 
same  result  is  produced.  Nearly  all 
generators  are  built  with  moving  con- 
ductors and  a  stationarj'  magnet  field. 
But  a  transformer  depends  upon  the 
second  method  for  its  operation,  that 
■of  moving  its  magnetism  while  its 
wires  remain  stationary. 

To  make  the  principle  upon  which 
a  transformer  operates  clear,  suppose 
that  a  coil  of  100  turns  of  wire  is 
wound  upon  an  iron  core.  This  coil  is 
supplied  with  current  from  a  generator 
that  produces  alternating  current  at  a 
pressure  of  100  volts,  thus  giving  one 
volt  to  each  turn  of  the  coil.  The  cur- 
rent will  set  up  in  the  iron  core  a  mag- 
netic field,  and  this  magnetic  field  will 
change  its  direction  every  time  the  cur- 
rent alternates  from  one  direction  to 
the  opposite.  First  one  end  of  the 
core  will  be  a  north  pole  and  then  the 
opposite  end;  the  frequency  of  the 
changes  would  be  the  same  as  that  of 
the  supply  current.  Now  wind  on  this 
same  iron  core  a  second  coil  of  200 
turns.  The  magnetic  field  of  the  first 
coil  would  cut  the  200  turns  of  the  sec- 
ond coil  first  in  one  direction  and  then 
in  the  other,  and  would  induce  or  gen- 
erate one  volt  for  every  turn,  or  a  total 
of  200  volts  for  the  200  turns.  This 
200  volts  could  be  used  to  light  an  in- 
candescent lamp. 

These  two  coils  wound  on  the  iron 
core  constitute  a  simple  transformer. 
The  first  coil  is  called  the  primary  coil 
because  the  electrical  energy  is  sup- 
plied to  it,  and  the  second  coil  is  called 
a  secondary,  because  it  delivers  electri- 
cal energy.  The  secondary  voltage  di- 
vided by  the  primary  voltage  is  called 
the  ratio  of  transformation,  and  in  this 
case  is  i  to  2;  it  is  equal  to  the  amount 
of  change  produced  in  the  voltage  by 
a  transformer.  As  the  voltage  depends 
directly  upon  the  number  of  turns,  the 


ratio  of  transmission  may  also  be  con- 
sidered to  be  practically  equal  to  the 
ratio  of  the  turns  in  the  secondary  to 
the  turns  in  the  primary  coil.  This 
may  be  expressed  as  follows: 

No.  Secondary  Turns  Secondary  Voltage 

No.    Primary    Turns  Primary    Voltage 

If  in  the  simple  transformer,  just  de- 
scribed, the  100  volt  had  been  supplied 
to  the  coil  of  200  turns,  there  would  be 
but  one-half  a  volt  to  each  turn,  and  in 
the  first  coil  there  would  be  induced 
only  50  volts.  The  ratio  of  the  trans- 
former would  now  be  2  to  i,  the  200- 
turn  coil  being  the  primary  and  the  100 
turn  coil  the  secondary.  In  the  first 
case  the  transformer  raised  the  voltage 
and  it  would  be  called  a  step-up  trans- 
former; when  its  conections  are  re- 
versed, as  in  the  second  case,  it  would 
become  a  step-down  transformer,  be- 
cause it  lowered  the  voltage. 

The  static  transformer  consists  of 
two  electrical  and  one  magnetic  circuit; 
the  primary  coil  receives  the  electrical 
energy  from  the  generator,  and  forms 
one  electrical  circuit;  the  secondary  de- 
livers it  to  the  line,  and  forms  the  other 
electrical  circuit;  and  the  iron  forms 
the  magnetic  circuit  between  the  two. 
The  two  electrical  circuits  are  sur- 
rounded or  linked,  as  it  is  called,  by 
the  one  magnetic  circuit. 

Commercial  transformers  are  of  two 
types,  the  core  and  the  shell.  In  the 
core  type  the  coils  are  wound  upon  the 
iron  core,  from  which  they  derive  their 
name.  In  the  shell  type  the  iron  sur- 
rounds the  coils  like  a  shell.  As  to 
their  relative  advantages  there  has  been 
an  almost  endless  discussion  by  the 
manufacturers;  however,  their  principal 
difference  relates  more  to  the  ease  of 
manufacture  than  to  operating  condi- 
tions. Neither  the  iron  core  nor  the 
shell  is  made  from  one  solid  piece  of 
metal,  because  the  alternating  magnetic 
field  which  sets  up  the  voltage  in  the 
secondary  coil  would  at  the  same  time 
produce  a  voltage  in  the  iron.  This 
voltage  produced  in  the  iron  would 
cause  a  current  to  flow  first  around 
through  the  iron  in  one  direction  and 
then  in  the  other.  These  currents  are 
called  eddy  currents,  because  their  rise 
and  fall  resembles  that  of  the  tide  at 
the  seashore.  To  reduce  these  eddy 
currents  the  iron  is  built  up  of  lamina- 
tions of  thin  sheets,  which  are  usually 
painted  with  Japan  lacquer  to  insulate 
them  electrically  from  each  other.  The 
lacquer  does  not  interfere  with  the 
magnetic  properties  of  the  iron.  These 
laminations  are  a  few  thousandths  of 
an  inch  in  thickness,  and  serve  to  break 
up  the  eddy  currents  so  that  the  loss 
due  to  them  is  very  small. 

The  secondary  and  primary  coils  of 
a  transformer  are  usually  wound  on 
bobbins.  The  layers  of  wire  are  care- 
fully insulated  from  each  other,  and  the 


whole  coil  is  shellaced  and  dried  in  a 
vacuum.  This  removes  completely  any 
moisture  that  may  be  present.  The  low- 
voltage  coils  or  low  tension  side,  as  it 
is  called,  of  a  large  transformer,  are 
sometimes  wound  with  rectangular  wires 
to  economize  space.  Either  the  primary 
coil  or  the  secondary  coil,  or  both,  are 
usually  divided  into  two  separate  coils. 
This  not  only  simplifies  their  construc- 
tion, but  permits  the  use  of  the  trans- 
former for  more  than  one  ratio.  The 
coils  and  the  core  are  mounted  in  a 
case,  usually  made  of  cast  or  sheet 
iron. 

As  transformers  are  generally  sub- 
jected to  almost  continual  operation, 
and  as  they  are  inclosed  in  a  case,  some 
method  of  cooling  them  is  necessary. 
On  the  small  sizes  oil  or  air  is  de- 
pended upon.  When  oil  is  used  it 
serves  not  only  to  absorb  the  heat,  but 
also  acts  as  an  insulator.  The  oil  used 
is  a  mineral  oil,  and  the  presence  of 
water,  even  in  very  minute  quantities, 
reduces  materially  the  insulating 
properties  of  the  oil.  An  excellent  test 
for  the  presence  of  water  is  to  dip  a 
red  hot  nail  into  the  oil.  If  a  crackling 
is  heard,  water  is  present. 

In  the  large  transformer  oil  alone  is 
not  sufficient  for  keeping  them  cool, 
and  a  coil  of  brass  or  copper  water  pip- 
ing is  introduced  into  the  upper  part 
of  the  transformer  case.  Cold  water  is 
circulated  through  the  piping  and  serves 
to  absorb  the  heat  from  the  oil.  Some- 
times no  oil  is  used,  but  the  trans- 
former is  built  with  ventilating  pass- 
ages or  ducts,  and  a  blast  of  air  is 
forced  through  them,  serving  to  keep 
the  temperature  low. 

Suppose  that  in  a  certain  railway  sys- 
tem the  alternating  current  generators 
in  the  powerhouse  generated  current  at 
a  voltage  of  6,600  volts.  This  current 
is  led  to  step-up  transformers  whose 
ratio  is  i  to  5.  These  step-up  the  volt- 
age to  33,000  volts,  and  deliver  it  to  the 
transmission  line,  which  carries  the  cur- 
rent to  the  substations.  Before  the  cur- 
rent can  be  fed  to  the  rotary  converters 
its  voltage  must  be  lowered,  so  it  is  fed 
to  step-down  transformers,  whose  ratio 
is  10  to  I ;  then  to  the  converters. 

In  steam  engineering  there  is  a  fairly 
good  analogy  in  the  reducing  valve  on 
the  locomotive,  which  reduces  the  boiler 
pressure  to  a  low  pressure  suitable  for 
heating  the  cars.  The  high  steam  pres- 
sure in  the  boiler  corresponds  to  the 
high  voltage  of  the  line.  The  voltage 
must  be  reduced  or  stepped  down  be- 
fore it  is  suitable  for  the  converters, 
and  the  steam  pressure  must  also  be  re- 
duced before  supplying  it  to  the  heat- 
ing pipes  in  the  cars.  A  small  volume 
of  steam  at  high  pressure  becomes  a 
large  volume  at  a  low  pressure,  and  in 
the  same  manner  a  small  current  at  a 
high  voltage  becomes  a  large  current 
at  a  low  voltage. 
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THE  WHEEL  BASE  OF  RAILWAY  ROLLING  STOCK 


The  annual  cost  for  maintenance  of 
track,  both  as  to  road  bed  as  well  as 
ties  and  rails,  depends  largely  upon 
the  arrangement  of  engine  wheel  base 
and  trucks,  as  well  as  upon  trucks  under 
cars.  This  is  not  so  obvious  to  the  ma- 
jority of  mechanical  department  offi- 
cials, as  they  do  not  usually  have  the 
opportunity  to  observe  and  study  the 
signs  of  gradual  destruction  and  con- 
sequent expense  so  involved,  for,  as  a 


FIG.  I. 
rule,  they  only  see  the  results  of  an 
extreme  case,  such  as  when  a  derail- 
ment occurs,  and  then  they  rarely  have 
a  chance  to  examine  the  track  as  well 
as  the  rolling  stock,  on  account  of  the 
road  gang  having  to  get  the  former 
into  working  condition  again  in  the 
shortest  possible  time,  and  the  blame 
for  derailment  is  usually  put  upon  the 
rolling  stock  without  any  competent 
"devil's  advocate"  for  the  accused  be- 
ing present,  so  as  to  get  at  the  remote 
and  probable  true  cause.  Under  these 
conditions  the  charge  is  commonly  for- 
mulated by  an  official,  who,  while  per- 
fectly able  in  his  own  department,  can- 
not be  expected  to  know  the  mechan- 
ics of  the  machine,  or  the  effect  of  cer- 
tain forms  of  construction  in  detail. 

We  are  all  perfectly  familiar  with  the 
difficulty  of  pulling  out,  or  pushing  in, 
a  drawer  in  a  piece  of  furniture  when 
the  drawer  is  very  wide  and  short, 
the  least  angularity  in  the  moving 
force,  or  friction,  causing  it  to  bind 
and  lock  in  a  diagonal  position.  This 
tendency  is  absent  with  a  narrow,  deep 
drawer,  on  account  of  the  length  of 
the  guiding  slide,  but  in  one  that  is 
square,  or  nearly  so,  the  locking  tend- 
ency depends  upon  the  lateral  play  in 
the  guides,  to  a  great  extent  in  a  di- 
rect ratio,  and  also  to  the  point  of  ap- 
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in.    gauge,    when    the    truck    is    out    of 
square,  causing  one  of  the  leading  pair 
of  wheels  to  bind  on  the  flange  against 
the    rail,    and    by    its    own    friction    in- 
creases  the   locking   effect,   pushes   the 
truck    still   further   out   of   square,   and 
tends    to    spread    the    track,    while    the 
leading  edge  of  the  flange  on  the  bind- 
ing wheel  tries  to  mount  the  rail,  and 
failing  to  do  so  acts  like  a  pair  of  scis- 
sors  or   shear   blades,   destroying   both 
its  own  flange  and  the  rail  head.     This 
flange   pressure   increases   greatly   with 
increase  of  gauge,  as  is  usual  on  curves, 
and   when  a   sharp  flange   is   formed  it 
will    actually    shear   strips   off   the    rail. 
The  flange  of  a  steel  tired  wheel  will 
cut    away    and    form    a    sharp    flange 
quicker   than   a   cast   iron   wheel  under 
these  conditions,  and  the  writer  has  had 
cases   where   the   flange   was   only  9-16 
in.  thick  at  the  root,  as  in  sketch.  Fig.  i. 
It  will  be  obvious  that  this  action  is 
increased  on  such  curves  as  are  oppo- 
site in  curvature  to  the  direction  which 
the  wheels  tend  to  take  (Fig.  2),  as  well 
as  by  the  widening  of  the  gauge,  which 
is    therefore    undesirable,    but    is    ren- 
dered  necessary   to   some    extent   as    a 


rigid  truck  to  work  without  derailment. 
An  18  X  24  in.  six-wheel  switcher 
with  10  ft.  0  in.  fixed  wheel  base,  and 
blind  tires  on  centre  pair,  was  put  on 
the  service,  and  easily  hauled  such 
trains  with  the  curve  closed  to  nearly 
standard  gauge.  As  the  driving  wheels 
of  the  engines  taken  off  did  not  show 
any  indications  of  striking  the  outer 
rail,  and  their  flanges  were  not  cut 
sharp,  the  cutting  could  only  be  done 
by  the  freight  cars,  as  it  did  not  occur 
after  the  gauge  was  closed. 
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plication  of  the  pull,  and  the  direction 
of  pull.  When  a  drawer  is  once  locked 
diagonally  enough  force  to  wreck  the 
drawer,  or  burst  out  the  guides  later- 
ally may  be  applied  without  getting  it 
to  slide. 

From  the  foregoing  illustration  we 
may  derive  a  comprehension  of  the  ef- 
fect of  a  truck  under  a  freight  car  or 
tender,  having  a  wheel  base  of  4  ft- 
10  in.,  on  a  track  of  standard  4  ft.  8Va 


FIG.  3- 
compromise  for  the  impossibility  of 
making  an  engine  with  a  straight  cen- 
tre line  conform  theoretically  to  a 
curved  track,  and  the  less  it  is  adopted 
or  required,  the  more  easily  can  the 
cars  be  hauled,  thus  saving  power,  and 
with  less  damage  both  to  themselves 
and  the  track.  The  reluctance  or  re- 
sistance of  the  trucks  to  curving  is  also 
greatly  increased  when  the  load  is  car- 
ried on  the  side  bearings,  and  the  lock- 
ing effect  may  be  thus  produced  with 
trucks   which   are   perfectly  square. 

To  illustrate  this  point,  an  instance 
may  be  quoted  where  trouble  was  ex- 
perienced on  a  wharf  track,  having  a 
22  deg.  reverse  curve  on  a  i  per  cent. 
grade.  Two  locomotives,  eight-wheel 
type,  one  having  16  x  24  in.  cylinders,  with 
8  ft.  fixed  wheel  base,  and  rigid  centre 
truck,  and  the  other  17  x  24  in.  cylin- 
ders, with  8^2  ft.  fixed  wheel  base  and 
swing  truck,  could  only  haul  30  empty 
freight  cars  of  40,000  to  60,000  lbs.  ca- 
pacity, at  about  2  miles  an  hour.  On 
inspection,  after  the  train  passed,  sliv- 
ers of  rail  up  to  about  S  in.  long,  wedge 
shaped  in  section,  and  hot,  were  found 
inside  the  outer  rail  on  the  curve  (see 
Fig.  3),  and  the  gauge  of  track  was 
found  to  be  4  X  9)4  in.,  having  to  be  so 
made  to  allow  the  locomotive  with  the 


FIG.  4- 
As    widening    on    curves,    then,    is    a 
modification  required  on  account  of  the 
engine    wheel   base,   it   is    advisable   to 
look  into  and  analyze  as  far  as  possi- 
ble   the   design   and   results    of   various 
arrangements.      Something   like   twenty 
years    ago    some    ten-wheel    passenger 
engines    were    built    which    had    swing 
trucks  and  blind  tires  on  the  front  pair 
of   drivers.     These   engines   when   they 
struck  a  curve  had  too  little  guidance 
from  the  truck  till  they  got  well  on  the 
curve,  and  consequently  headed  for  the 
ditch    until    they    reached    the    limit    of 
play  of  the  truck   (see  Fig.  4)>  with  the 
main  driver  flange  binding  on  the  outer 
rail,     and     remained     in     this     posture 
through   the   curve   when   they   righted 
with    a    wriggle.      The    opposite    curve 
produced  the  complementary  effect,  and 
the  result  was  two  treads  on  the  blind 
front  tires  about  2;/  in.  center  to  cen- 
ter, and  cut  flanges  on  the  main  driv- 
ers, and  eventually  broken  main  axles, 
due  to  heavy  flange  pressure. 

In  the  meantime,  however,  some  of 
these  engines  were  equipped  with  a 
rigid  center  truck,  and  the  result  was 
that  they  went  round  curves  with  a 
saw-tooth  motion,  like  a  fish  in  an 
aquarium  tank,  bobbing  its  nose  against 
the   glass   as   it   goes.     The   wheel   base 
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was  too  rigid  and  the  main  drivers  cut 
their  flanges  against  the  inside  rail, 
while  the  truck  wheels  rapidly  ac- 
quired side  play,  sometimes  as  much  as 
254  in.,  and  the  repairs  to  truck  boxes 
on  account  of  side  wear,  up  to  54  >"• 
and  even  %  in.  deep,  could  not  be  kept 
up  with  in  the  shops. 

During  this  period  a  couple  of  en- 
gines were  equipped  with  blind  tires 
on    center    drivers    instead    of    on    the 
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front,  and  swing  trucks  with  lateral 
spring  control,  and  were  operated  on 
a  very  crooked  division  with  perfect 
satisfaction,  so  that  it  became  standard 
practice,  and  not  too  soon,  as  the  crop 
of  cracked  main  axles  which  were  re- 
moved soon  after    indicated. 

If  we  pause  for  a  little  time  to  con- 
sider the  action  and  direction  of  the 
forces  called  into  play,  it  is  plain  that 
if  a  six-wheel  switcher  with  main 
wheels  having  blind  tires   is  placed  upon 


FIG  6. 

a  curved  track,  the  center  line  of  the 
«ngine  will  form  a  chord  to  the  curve, 
extending  from  the  center  of  the  front 
axle  to  the  center  of  the  back  axle,  at 
right  angles  to  a  radius  of  the  curve 
which  bisects  the  fixed  wheel  base,  and 
there  will  be  no  lateral  strain  upon  the 
flanges  and  rails  (other  than  any  wedg- 
ing action,  which  may  be  caused  by 
tight  flanges),  and  also  no  bending  of 
the   engine   frame. 

If  this  engine  pulls  a  train  on  the 
curve,  then  the  angular  pull  of  train,  P 
(see  Fig.  5),  will  cause  the  back  wheels 
to  bind  on  the  inner  rail  at  B,  and  the 
front  wheels  to  bind  on  the  outer  rail 
at  A.  The  resistance  of  the  point  B 
will  form  a  fulcrum,  and  the  force  at 
A  will  depend  on  the  ratio  of  the  lev- 
erages a  and  b,  that  is,  if  a  is  small  and 
b  great,  the  turning  effect  on  the  en- 
gine will  be  small,  and  also  the  flange 
pressure  at  A,  and  vice  versa,  so  that 
a   long  overhang  from   B   to   the   draw 
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bar  pin  will  tend  to  cut  the  front 
flange,  also  to  bend  the  frame  and 
spread  the  track. 

Now  suppose  the  engine  to  have  a 
front  truck,  either  two  or  four-wheel, 
as  a  mogul  or  ten-wheeler;  then,  in  or- 
der to  get  the  truck  on  the  track,  it 
must  be  jacked  over  to  the  correct  po- 
sition with  a  force  depending  upon  the 
method  of  truck  suspension  and  degree 
of  curvature,  and  when  in  place  it  ex- 
erts the  same  force  to  tend  to  swivel 
the  engine  round  until  the  lateral  force 
is  divided  between  the  truck  and  the 
back  wheel  against  the  outer  rail  and 
resisted  by  the  front  driver  against  the 
inner  rail. 

This  is  how  the  guiding  force  of  the 
truck  is  provided,  and  it  tends  to  pull 
the  outer  front  wheel  away  from  the 
■outer  rail,  against  which  it  would  nat- 


urally run,  on  account  of  the  center 
line  of  the  engine  being  a  chord  on  the 
curve;  it  also  tends  to  bend  the  engine 
frame  to  suit  the  curve.  There  is  an- 
other force  also  tending  to  cause  the 
outer  leading  wheel  to  hug  the  outer 
rail,  and  that  is  the  angular  pull  of  the 
train  on  the  curve  pulling  the  back  end 
of  the  engine  against  the  inner  rail. 
If,  therefore,  the  outer  front  driver 
flange  is  to  be  prevented  from  cutting, 
the  lateral  force  of  the  truck  inward 
must  be  sufficient  to  overbalance  both 
of  these  outward  tendencies,  and  should 
increase  with  the  degree  of  curvature. 
If  the  guiding  power  of  the  truck  is  too 
small,  the  inertia  of  the  engine  tending 
to  make  it  travel  in  a  straight  line,  also 
causes  it  to  be  projected  against  the 
outer  rail  on  entering  a  curve  and  tends 
to  overturn  the  rail,  or  disturb  the 
track  sideways. 

Let  us  now  go  back  to  the  six-wheel 
switcher  and  consider  the  forces  when 
the  center  tires  have  flanges,  as  well  as 
the  front  and  back  tires.  It  is  evident 
that  the  middle  flange  on  the  inside, 
when  on  a  curve,  binds  on  the  inner 
rail,  tending  to  bend  the  frame  to  the 
curve,  and  to  open  the  gauge;  when  the 
engine  hauls  a  train  the  angular  pull 
of  the  train  acts  on  the  inner  main 
flange  as  a  fulcrum,  see  Fig.  6,  at  C, 
with  the  distance  a  as  a  lever,  and  forces 
the  front  outer  flange  at  A  against  the 
rail  on  the  short  lever  b.  There  is,  there- 
fore, a  great  force  tending  to  spread  the 
track,  and  this  turning  movement  is  limited 
when  the  back  inside  driver  comes 
against  the  inner  rail  at  B.  Otherwise 
it  would  derail  the  engine  if  the  curve 
was  great.  This  action  is  not  relieved 
to  any  extent  by  setting  the  front  and 
back  tires  in,  because  the  inset  back 
tire  lets  the  engine  turn  just  as  much 
as  the  front  tire  is  set  in;  but  the  engine 
is  then  at  a  greater  angle  to  the  direc- 
tion of  motion,  and  the  outer  flanges 
are  at  a  worse  cutting  angle.  The  same 
reasoning  holds  good  for  a  mogul,  or 
10  wheel,  engine  wheel  base,  as  the 
turning  fulcrum  point  is  shifted  by  the 
main  flange  from  the  back  wheels  to 
the  main  wheels,  so  that  the  truck  loses 
in  guiding  power  by  acting  on  a  shorter 
distance,  while  the  angular  train  pull 
has  a  longer  lever  to  act  upon  and 
force  the  front  of  the  engine  outwards. 
In  addition  to  the  wear  and  tear  pro- 
duced in  the  above  manner,  the  inset 
of  front  and  back  tires  permits  the  en- 
gine, when  on  straight  track,  to  run 
with  a  nosing  or  twisting  motion,  es- 
pecially if  the  counterbalance  is  not 
very  perfect.  This  soon  develops  side 
wear  on  the  truck  boxes,  and  looseness 
in  the  truck,  thereby  losing  guiding 
power,  which  reacts  on  both  track  and 
engine.  The  insetting  of  front  and  back 
tires  also  induces  more  wear  on  frogs 
and  guard  rails  by  contact  with  the  in- 


ner wheel  flange;  the  steady  or  con- 
stantly active  destructive  action  thus 
produced  is  not  visible,  but  exists,  and 
is  important. 

It  is  easy  to  persuade  ourselves  that 
these  flange  strains  are  not  important 
because  they  are  far  below  any  imme- 
diate breaking  strain,  but  it  is  the  per- 
petual repetition  which  causes  failure 
and  the  consequent  expense. 

The  writer  has  seen  a  case  where  a 
mogul  engine  with  all  flanged  tires  newly 
turned  to  gauge,  :.nd  to  the  M.  M.  Asso- 
ciation form  of  tread,  that  in  less  than  400 
miles'  running  caused  the  corner  of  the 
rail  to  wear  the  root  of  the  flange  so 
heavily  that  the  flow  of  metal  formed 
fins,  as  shown  in  sketch  (Fig.  7),  and  of 
course  there  was  equivalent  wear  of 
rail  over  the  400  miles. 

It  should  also  be  borne  in  mind  that 
the  whole  lateral  force  of  the  truck 
which  is  useful  to  bring  the  engine  into 
line  with  the  track  when  running  for- 
wards is  detrimental  to  it  when  run- 
ning backwards,  causing  the  outer  back 
flange    to    bind  on  the  outer  rail,  and  this 
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is  increased  when  the  engine  is 
equipped  with  flange  tires  on  the  main 
drivers,  and  still  more  so  by  the  re- 
sistance of  the  train  if  it  is  backing  up 
by  the  angularity  of  the  pushing  force 
tending  to  make  the  back  end  buck  out 
sideways. 

It  will  therefore  now  be  evident  that 
if  we  find  it  is  necessary  to  equip  an 
engine  with  a  rear  truck,  either  to  pro- 
tect the  back  wheels  for  backward  run- 
ning, or  to  carry  the  back  overhang  of 
the  engine,  that  the  lateral  force  re- 
quired to  put  this  truck  on  the  track 
on  a  curve  will  neutralize  the  guiding 
force  of  the  front  truck  when  running 
forward,  because  it  assists  the  angular 
force  or  pull  of  the  train   to  keep  the 
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engine  in  line  with  itself,  causing  the 
engine  to  swing  round  its  center  as  a 
pivot,  and  bring  the  outer  front  driving 
flange  hard  against  the  outer  rail. 

This  action  is  more  powerful  when 
main  drivers  are  flanged  than  when 
blind,  as  shown  previously  by  the  dif- 
ference in  leverage;  and  that  truck 
which  has  the  greater  distance  from 
the  main  drivers,  x  or  y,  (Fig.  8),  will 
(if  the  weight  on  each  be  the  same) 
bring  the  engine  nearer  its  own  center 
line;  so  that  a  heavily  loaded  distant 
back  truck  will   (both  by  leverage  and 
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weight)  exercise  control  over  a  lightly 
loaded,  closely  set,  front  truck,  and  vice 
versa.  The  swing  hangers  or  other  lat- 
eral provision  for  side  resistance  may 
be  carefully  designed  to  avoid  pulling 
the  back  end  of  the  engine  into  line 
■with  the  train,  which  in  turn  renders 
it  useless  as  a  leading  truck. 
'  The  writer  knows  of  a  case  in  which 
an  eight-wheel  engine,  with  front  truck 
having  a  ball  center,  was  converted  into 
a  double-ender  tank  engine  (Fig.  9),  with 
a  radial  truck  at  the  back  to  carry  the 
coal  bunker  and  part  of  the  water  tank. 
When  operated,  this  engine  constantly 
gave  trouble  when  running  backwards 
by  the  back  truck  jumping  the  track, 
until  its  guiding  power  was  practically 
dispensed  with  by  giving  it  very  free 
lateral  motion. 

Engines  which  have  a  long  overhang 
at  the  back  end,  from  the  fixed  wheel 
base  to  the  pin  in  front  end  of  the 
tender  drawbar  (see  Fig.  10),  are  there- 
fore most  easily  deflected  from  the  de- 
sired direction  by  the  pull  of  the  tender, 
and  in  turn  exercise  a  strong  lateral 
force,  F,  tending  to  throw  the  tender 
off  the  track  towards  the  outside  of  the 
track  on  a  curve,  especially  at  a  frog, 
which  may  explain  spme  of  the  derail- 
ments which  have  been  under  discussion 
of  late.  To  illustrate  this,  on  one  occa- 
sion a  coach  about  70  ft.  long  in  the 
body  was  being  turned  by  an  ordinary 
ID-wheel  engine  on  a  Y,  which  had  a 
rather  short  curve,  connecting  two 
main  lines.  The  engine  and  coach  were 
backing,  and  when  the  back  truck  of 
the  tender  reached  the  frog  at  the  en- 
trance to  the  curve,  it  promptly  de- 
railed on  the  outside  of  the  curve.  It 
was  pulled  on  again,  and  pushed  slow- 
ly, but  mounted  the  frog  again.  The 
coach  was  then  disconnected,  and  the 
tender  pushed  against  it  without  coup- 
ling, as  the  couplings  were  quite  a  dis- 
tance apart,  and  no  derailment  oc- 
curred. 

As  the  average  tires  and  rails  may  be 
taken  to  be  of  about  equal  hardness, 
and    as    a    revolving    or    moving    body 


working  upon  a  standing  body  is  usu- 
ally less  detruded  or  affected  than  the 
standing  body,  for  example,  in  the  blind 
saw  used  for  cutting  rails,  etc.,  which 
has  usually  less  material  removed  than 
the  work  operated  upon),  we  may  take 
for  granted  that  more  material  is  re- 
moved from  the  rails  than  from  the 
•wheels,  and  also  that  the  rails,  frogs, 
etc.,  suffer  more  damage  by  displace- 
ment than  the  engine  shows,  so  conse- 
quently the  cost  of  maintenance'  is  in- 
creased if  such  wheel  base  and  other 
arrangements  are  not  adopted   as  con- 


form with  the  least  strain  to  the  near- 
est theoretical  conditions  to  reduce 
curve  resistance. 

So  far  as  the  locomotive  is  concerned, 
one  of  the  clearest  indications  of  ex- 
cessive flange  pressure  on  curves  is 
found  in  the  breaking  of  main  axles, 
either  under  the  wheel  seat  or  between 
the  wheel  and  the  center  of  the  jour- 
nal. This  type  of  failure  does  not  of- 
ten occur  with  a  back  driving  axle,  and 
even  more  rarely  with  a  front  axle,  and 
is  usually  construed  as  being  caused  by 
the  cylinder  pressure  acting  on  the  long 
main  crank  pin  as  a  lever.  There  are 
two  important  reasons  why  this  is  not 
entirely  the  case,  firstly,  that  some- 
times the  front  or  back  axles  fail,  which 
cannot  be  caused  by  cylinder  pressure, 
and,  secondly,  if  the  cylinder  pressure 
were  the  only  cause,  the  cracks  in  the 
axle  would  be  developed  on  both  sides 
at  right  angles  to  the  crank  pin  (see 
Fig.  11),  which  has  never  been  the  case 
in  the  writer's  experience  in  many 
years.  The  cracks  are  always  found  to 
be  at  an  angle  such  as  indicated  in  Fig. 
12.  This  seems  to  show  that  the  max- 
imum bending  stress  is  a  combination 
of  the  cylinder  pressure   and  a   regular 


FIG.  It. 


recurring  flange  pressure,  due  to  the 
lateral  twist  of  the  engine,  probably 
due  to  defective  counterbalancing,  and 
which  would  be  naturally  increased  by 
such  an  arrangement  as  insetting  the 
front  and  back  tires,  as  it  permits  a 
pressure  to  become  a  blow  by  provid- 
ing distance  in  which  to  operate.  The 
breaking  of  a  main  axle  in  the  location 
and  manner  shown  where  the  driving 
wheels  have  blind  tires  is  practically 
unknown;  whereas,  both  driving 
wheels,  having  flanges,  have  been 
known  to  break  off  one  axle  in  the  same 
accident. 

The  writer  had  on  one  occasion  an 
opportunity  to  examine  a  very  heavy 
passenger  engine  which  was  under  re- 
pair, the  principal  trouble  being  that 
sharp  flanges  had  developed  on  all 
driving  wheels  to  such  an  extent  that 
the  tires  had  to  be  turned  down  about 
Yj,  in.  in  order  to  get  a  good  flange 
again.  All  drivers  had  flanges,  and  the 
front  and  back  tires  had  been  set  in,  as 
is  common  practice  on  some  roads.  The 
engine  was  new  and  had  only  been  in 
service  for  a  period  of  about  four 
months,  but  not  continuously.  It  would 
appear  that  there  must  have  been  great 
wear  upon  the  track,  and  expense,  with 
risk  of  derailment,  and  it  is  reasonable 
to  think  that  such  a  result  shows  defec- 
tive engineering. 


In  mediaeval  times,  when  knights- 
wore  plate  armor,  the  best  point  of  at- 
tack and  most  liable  to  produce  effective 
results,  was  to  strike  at  the  joints;  and 
the  point  where  departments  overlap, 
or  should  do  so,  is  the  joint  where  the 
general  manager  can  penetrate  and  get 
in    his    lance    called    "Please    explain," 


FIG.   12. 

and  while  he  may  have  too  many  irons 
in  the  fire  to  spare  more  than  one  or 
two  of  his  "argus  eyes"  for  the  pur- 
pose, he  could  well  be  represented  by 
a  qualified  champion  who  was  both 
knight  and  armorer,  and  expert  at  both- 
making  and  breaking  joints. 


1908    Master    Mechanics'    Proceedings. 

The  Report  of  the  Proceedings  of  the 
Forty-first  Annual  Convention  of  the 
American  Railway  Master  Mechanics' 
Association.  456  pages,  cloth,  with 
leather  back  and  corners.  Numerous 
illustrations  and  folding  plates.  Price 
$1.50.  The  annual  volumes  published 
by  the  IMaster  Mechanics'  Association 
under  the  able  supervision  of  the  secre- 
tary, Mr.  Jos.  \V.  Taylor,  has  come  to 
be  recognized  as  among  the  most  valu- 
able contributions  to  railroad  literature. 
The  variety  and  importance  of  the  sub- 
jects discussed,  and  the  recognized  abil- 
ity of  the  accomplished  railway  men 
taking  part  in  the  discussions,  render 
the  work  of  much  real  value.  It  should 
be  in  the  hands  of  all  the  leading  rail- 
way men  who  desire  to  keep  abreast 
of  the  marked  improvements  in  the 
mechanical  railway  appliances  of  our 
time.  The  book  can  be  had  on  appli- 
cation to  Mr.  J.  W.  Taylor,  Old  Colony 
Building,  Chicago. 


1908  M.  C.  B.  Association  Proceedings^ 

The  Report  of  the  Proceedings  of  the 
Forty-second  Annual  Convention  of  the 
Master  Car  Builders'  Association.  708 
pages,  cloth,  with  numerous  illustra- 
tions and  folding  plates.  Price  $1.50. 
The  growing  importance  of  the  annual 
meetings  of  the  Car  Builders'  Associa- 
tion finds  its  reflex  in  the  growing  size 
of  the  annual  report  of  the  proceedings. 
There  is  a  marked  improvement  this 
year  in  the  excellence  of  the  drawings 
ilustrating  the  various  subjects.  The 
paper  and  presswork  are  of  the  best, 
and  the  volum'c  is  altogether  the  high- 
water  mark  in  literary  and  artistic  ex- 
pression of  the  Master  Car  Builders' 
Association.  The  book  can  be  had  on 
application  to  Mr.  J.  W.  Taylor,  secre- 
tary. Old  Colony  Building,  Chicago,  111. 
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AMONG  THE  WESTERN   RAILROAD  MEN 


"Dy    James    K^ennedy 


The  Western  railway  men  of  the 
twentieth  century,  .equipped  with  all 
modern  appliances,  and  furnished  with 
every  facility  for  work,  are,  compara- 
tively speaking,  among  the  most  com- 
fortably situated  of  working  men. 
Travellers  from  the  East  have  their 
eyes  opened  at  the  magnificence  of  the 
palace  cars.  This  lu.xuriance  of  equip- 
ment seems  to  run  into  the  offices  of 
the  mechanical  department,  and  the 
visitor  in  the  shop  finds  not  only  the 
best  that  the  East  can  show,  but  much 
that  is  only  to  be  seen  in  the  West. 
Apart  from  the  superbly  equipped 
shops  and  roundhouses,  there  is  a  new- 
ness and  elegance  about  the  finely  fur- 
nished dining  rooms,  the  commodious 
lavatories,  or  dressing  rooms,  as  they 
might  properly  be  called,  that  amazes 
one  not  accustomed  to  the  new  order 
of  things.  What,  with  reading  rooms 
and  smoking  rooms  and  gymnasiums 
and  bath  rooms,  not  to  speak  of  the  in- 
structing rooms,  where  the  arts  and 
sciences  are  taught  by  accomplished 
and  gentlemanly  instructors,  one  can- 
not help  envying  the  young  railway 
men  of  the  West  and  contrasting  their 
condition  with  the  melancholy  bare- 
ness of  our  vanished  youth  when  we 
lived  and  moved  and  had  our  troublous 
being,  like  overworked  quadrupeds,  in 
the  slimy  pits  and  ramshackle  railroad 
rookeries  of  the  last  century. 

Then  the  piecework  that  used  to 
haunt  our  waking  hours  like  Banquo's 
ghost,  and  would  not  down,  has  now 
become  a  source  of  mutual  satisfaction 
to  employer  and  employee.  Expert 
committees  fix  the  rate,  generous  bo- 
nuses are  allowed  to  those  clever  me- 
chanics who  finish  a  job  in  less  than 
the  specified  time.  The  incentive  to 
industry  is  great.  One  can  see  it  in 
the  increased  velocity  of  the  myriad 
machines,  but  mere  muscular  activity 
seems  relaxed.  The  thoughtful  faces  of 
the  intelligent  mechanics  are  not  the 
fnces  of  overworked  men.  There  is  an 
air  of  studiousness  and  even  elegance 
about  many  of  them.  This  is  particu- 
larly so  in  the  case  of  the  younger 
engineers,  who,  when  their  trips  are 
completed  and  their  overalls  are  laid 
aside,  adjourn  to  the  finely  furnished 
club  rooms,  or  walk  out  in  public 
places  clothed  and  in  their  right  mind. 
The  saloon  has  little  or  no  part  in  their 
existence.  It  is  the  reading  room  or 
the  home  circle  that  attracts  and  in- 
terests them. 

ON   THE    SANTA    FE. 

We  had  the  pleasure  of  meetiiig  Mr. 
E.   P.   Ripley,   the   worthy  president   of 


the  Santa  Fe  system.  His  work  has 
been  largely  in  the  operating  depart- 
ment of  several  leading  railways,  but 
his  studious  and  trained  mind  has  mas- 
tered all  the  engineering  problems  of 
railroad  work.  We  were  agreeably 
surprised  at  his  complete  knowledge  of 
locomotive  engineering  and  the  me- 
chanical appliances  used  in  machine 
shops.  He  is  a  thoroughly  accom- 
plished all  round  railroad  man,  pol- 
iphed  by  Eastern  education  and  expe- 
rience, and  broadened  by  the  vastness 
of  Western  enterprise.  He  spoke 
hopefully  of  the  future  of  the  great 
Southwest  which  owes  so  much  to  the 
Santa  Fe  system.  The  road  is  now 
operated  in  twelve  States  and  terri- 
tories,  and   there   are   millions   of  acres 


common  sense  would  come  back  to  the 
legislative  bodies  in  the  fulness  of  time, 
but,  like  the  sensible  man  that  he  is,  he 
is  not  praying  for  miracles. 

In  spite  of  the  legislative  hindrances, 
however,  very  great  advances  arc  be- 
ing made  in  the  condition  of  the  road, 
and  -the  mechanical  appliances  in  the 
repair  shops.  All  along  the  vast  rail- 
road the  improvement  in  construction 
work  is  particularly  marked.  Steel 
bridges  and  concrete  culverts,  massive 
as  granite,  were  numerous.  Many  of 
the  roundhouses  also  were  of  concrete, 
and  the  engine  pits  and  flooring  were 
smooth  as  alabaster.  Every  known  me- 
chanical equipment  was  in  polished 
profusion,  and  a  spirit  of  intelligent 
activity  heightened  by  the  assurance  of 
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of  land  in  that  section  of  the  country 
that  is  still  in  much  need  of  transpor- 
tation facilities.  The  Santa  Fe  is  ready 
to  make  the  extensions,  but  has  been 
met  by  the  Legislature  of  several 
States  in  a  spirit  not  calculated  to 
encourage  the  construction  of  new 
branches.  It  is  difficult  to  understand 
what  possesses  the  legislative  mind 
when  laws  are  passed  increasing  the 
operating  expenses  of  railroads  and  de- 
creasing their  possibility  of  earnings. 
The  result  is  of  the  most  pernicious 
kind.  Enterprises  of  great  pith  and 
moment  are  turned  aside.  Skilled  en- 
gineers and  artisans  are  compelled  to 
look  elsewhere  for  employment,  and 
capital  already  invested  finds  a  shrink- 
age in  earned  interest  that  docs  not  at- 
tract the  money  market.  Mr.  Ripley 
seemed  confident  that  some  measure  of 


a   revival   of  industrial   growth   was  ev- 
erywhere  manifest. 

At  the  company's  shops  at  Topeka, 
Kan.,  we  had  the  opportunity  of  ob- 
serving an  interesting  experiment  in 
flue  welding.  Not  the  welding  of  a  short 
new  piece  to  an  old  flue,  but  a  welding 
of  the  flue  to  the  flue  sheet.  Mr.  H. 
W.  Jacobs,  assistant  superintendent  of 
motive  power,  had  been  experimenting 
for  some  time  with  an  improved  super- 
heater  of  his  own  designing.  Part  of 
this  superheater  apparatus  resembled 
a  short  section  of  the  barrel  of  the 
boiler  constructed  with  a  view  of  being 
fitted  into  the  smoke-box.  It  consist- 
ed of  two  flue  sheets  not  more  than 
one  foot  apart  enclosed  by  a  circular 
band  riveted  to  the  flue  sheets.  Into 
this  shell  two  or  three  hundred  flues 
were  fitted  and  expanded  in  the  usual 
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way.  ivlr.  George  Eraser,  the  foreman 
blacksmith,  was  superintending  the  op- 
eration of  welding  the  ends  of  the  flues 
to  the  flue  sheet.  A  blast  pipe  at- 
tached to  an  acetylene  generator  and 
a  compressed  air  tank  conducted  the 
necessary  heating  blast,  which  was  reg- 
ulated by  two  adjustable  valves  and 
applied  through  a  porcelain  nozzle 
around  the  outer  edge  of  the  project- 
ing flue  end.  It  was  surprising  how 
rapidly  this  end  of  the  flue  whitened 
and  fell  away  from  the  intense  heat  of 
the  small  jet  of  dazzling  flame.  Pres 
ently  the  steel  sheet,  half  an  inch  thick, 
brightened  into  incandescence  and 
emitted  fiery  sparkles,  the  flue  and  the 
flue  sheet  fusing  into  one  solid  mass. 
A  piece  of  three-eighths  round  iron  in 
the  hand  of  the  operator  helped  to  feed 
the  fusing  metal  like  soldering.  It 
looked  as  if  much  of  the  metal  would 
be  burned  away,  but  Mr.  Eraser  as- 
sured us  that  the  half  inch  flue  sheet 
was  over  five-eighths  thick  when  the 
operation  was  completed.  It  looked 
like  a  solid  piece  of  metal.  This  work 
is  especially  severe  on  the  eyes  of  the 
operators,  but  if  the  flues  can  be  se- 
curely welded  to  the  flue  sheets  in  this 
way  beyond  the  possibility  of  leaking, 
it  would  be  a  gain  of  inestimable  value, 
not  only  in  the  construction  of  an  aux- 
iliary superheater,  but  in  securing  flues 
to  flue  sheets  generally.  As  may  be 
imagined,  the  use  of  the  shell  so  con- 
structed was  to  act  as  a  reservoir  for 
the  steam  while  passing  from  the  dry 
pipe  to  the  steam  pipes,  the  flues  al- 
lowing the  gases  from  the  firebo.x  to 
pass  through   and   adding  whatever  ex- 


spring  leaves  and  pressed  into  enduring 
fastness  at  one  heat.  The  skilled  work- 
men become  practically  mere  specta- 
tors of  the  modern  process  of  machine 
forging. 

In  passing  along  the  far  stretching 
railway,  which  rivals  the  Canadian  Pa- 
cific   in    approaching    10,000    miles    in 


ROUNDHOUSE     AT     S.\N     LUIS      OBISPO. 

length,  a  stranger  cannot  fail  to  be 
struck  with  the  clocklike  exactness  of 
the  arrival  and  departure  of  trains. 
The  stories  we  have  heard  of  Western 
trains  running  four  or  five  days  behind 
time  fall  into  their  proper  province  as 
romances  in  view  of  our  experience  on 
the  Santa  Fe.  An  Eastern  watch  as  it 
falls  behind  time  as  we  approach  the 
land  of  the  setting  sun  can  be  safely 
set  by  watching  the  names  of  the  sta- 
tions and  referring  to  the  Santa  Fe 
time  tables. 

To  one  having  an  eye  to  scenic  mar- 
vels the  Santa  Fe  has  wonders  pecu- 
liarly its  own.  Mountains  in  purple 
splendor,   the   silvery   flasli   of   lake   and 
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and  the  appalled  vision  is  presented 
with  a  spectacle  of  natural  grandeur  at 
once  beautiful  and  terrible.  The  cleft 
in  the  earth  is  a  mile  deep  and  nearly 
fifteen  miles  wide.  As  you  look  across 
the  great  gorge  the  stupendous  mag- 
nificence of  the  scene  seems  to  grow 
beyond  the  reach  of  human  vision.  The 
jutting  capes  and  storied-towers  and 
pinnacled-castles  cluster  confusedly. 
Lengthwise  the  amazing  scene  stretches 
into  infinitude.  Far  as  the  eye  can 
reach  are  precipitous  crags  upon  crags. 
The  rifted  rocks,  rainbow  hued,  show 
layers  of  green  and  red,  russet,  blue, 
orange  and  alabaster.  Beneath  are 
gloomy  forests,  through  which  the  Col- 
orado river  foams  and  flashes.  To  ex- 
plore the  myriad  recesses  of  this  mar- 
vellous mystery  of  nature  seems  utter- 
ly beyond  human  endeavor  and,  like  a 
lurid  lightning  flash,  one  brief  look  at 
this  overwhelming  panorama  of  colos- 
sal grandeur,  and  it  has  burned  itself 
into  the  memory  forever. 


tra  modicum  of  heat  they  possessed  to 
the    enclosed    steam. 

Machine  forging  in  the  blacksmiths' 
shops  of  the  Santa  Fe  has  reached  a  de- 
gree of  intricacy  in  design  and  a  per- 
fection in  detail  that  leaves  little  for 
the  finishing  machines  to  do,  except 
polishing.  Eccentric  rod  jaws,  link 
hangers,  and  even  link  saddles  are 
squeezed  into  being  at  one  stroke  of 
the  ponderous  machines.  Spring  bands 
are   welded   and   placed   loosely   on    the 


stream,  the  far  stretching,  flower  span- 
gled prairies,  the  ever  changing  fan- 
tasies in  azure,  damask,  emerald  and 
gold,  are  all  over  the  West,  but  it  is 
only  on  the  Santa  Fe  that  you  come  on 
that  wonder  of  wonders. 

THE  GRAND  C.\NVON  OF  ARIZONA. 

Like  Niagara,  you  come  on  the  aw- 
ful scene  unexpectedly.  The  country 
is  slightly  undulating,  and  suddenly 
you  are  on  the  brink  of  a  dread  abyss, 


The  Men  Can  Speak. 

The  Erie  Railroad  have,  in  a  general 
notice  to  their  new  book  of  rules,  stated 
that  all  employees  are  in  line  for  promo- 
tion, and  will  be  given  increased  responsi- 
bilities and  compensation  as  their  ability 
may  warrant  and  the  requirements  of  the 
company  demand.  The  duty  of  being 
good  citizens  as  well  as  good  railroad  men 
is  also  pointed  out  as  a  necessity,  and 
care  and  diligence  in  the  performance  of 
their  duties  is  inculcated.  An  employee 
is  expected  to  be  prudent  and  careful 
concerning  his  own  safety,  the  safety 
of  the  patrons  of  the  road,  and  of  his 
fellow  employees. 

The  old  idea  prevalent  on  many  roads 
that  some  railroad  rules  are  made  to  pro- 
tect the  company  in  court  and  not  neces- 
sarily to  be  obeyed  on  the  road  is  squarely 
dealt  with  by  the  Erie.  The  general  no- 
tice says :  "When  it  is  the  opinion  of  any 
person  whose  duty  it  is  to  enforce  a  rule 
that  the  rule  cannot  be  enforced  in  the 
interest  of  the  company  or  in  fairness  to 
employees,  he  is  required  to  bring  the 
rule  to  the  attention  of  his  superior  offi- 
cer. Employees  are  invited  to  call  the 
attention  of  their  superior  to  any  rule 
which,  in  their  opinion,  is  superfluous,  im- 
practicable, or  unfair." 


Colorado  claims  the  distinction  of 
h.iving  the  highest  railways  in  the 
world.  There  are  over  a  dozen  sta- 
tions on  the  various  railwaj's  where  the 
height  is  over  10,000  feet  above  the  sea 
level,  the  highest  being  at  Pike's  Peak, 
where  the  altitude  is  given  as  14,108 
feet. 


The  most  popular  railroad  book  this 
season  among  railroad  people  is  the 
"Railroad  Men's  Catechism,"  by  Angus 
Sinclair.    Send  for  it. 
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Items  of  Personal  Interest 


Jlr.  S.  B.  Pugh  has  been  placed  in 
charge  of  the  car  department  of  the 
Denver  &  Rio  Grande  at  Denver,   Col. 

Mr.  J.  W.  Sasser  has  been  appointed 
master  mechanic  of  the  Seaboard  Air 
Line,  with  headquarters  at  Savannah, 
Ga. 

Mr.  Manual  Parra  has  been  appoint- 
ed master  mechanic  on  the  Mexican 
Railway,  with  headquarters  at  Apizaco, 
Mex. 

Mr.  H.  Carrick  has  been  appointed 
assistant  division  master  mechanic  of 
the  Oregon  Short  Line,  with  offices  at 
Pocatello,  Idaho. 

Mr.  Bay  B.  Fisk  has  been  appointed 
traveling  fireman  on  the  West  Iowa 
division  for  the  Chicago  &  Northwest- 
ern Railway,  at  Boone,  la. 

Mr.  T.  N.  Ely,  chief  of  motive  power 
of  the  Pennsylvania,  has  been  granted 
a  protracted  leave  of  absence  to  visit 
Italy,   France   and   Egypt. 

Mr.  Calvin  Sebreck,  formerly  an  en 
gineer  on  the   Big  Four,  has  been  ap- 
pointed   road    foreman    of   engines    for 
the   Indianapolis  division  of  that  road. 

Mr.  B.  H.  Lent  has  been  reappoint- 
ed road  foreman  of  engines  of  the  Ari- 
zona division  of  the  Atchison,  Topeka 
&  Santa  Fe,  with  office  at  Needles,  Cal. 

Mr.  J.  B.  Cozart,  formerly  master 
mechanic  of  the  Mexican  Railway  at 
Apizaco,  has  resigned  to  accept  a  sim- 
ilar position  with  the  Pan-American 
Railroad. 

Mr.,  J.  T.  Robinson,  master  mechanic 
of  the  Seaboard  Air  Line  at  Savannah, 
Ga.,  has  been  appointed  master  me- 
chanic on  the  same  road  at  Jackson- 
ville,  Fla. 

Mr.  John  Bowden,  formerly  master 
mechanic  on  the  Baltimore  &  Ohio  Rail- 
road at  Parkersburg,  W.  Va.,  has  been 
transferred  on  the  same  road  to  Gar- 
rett,  Ind. 

Mr.  G.  T.  Fulton  has  been  appointed 
district  master  mechanic  of  the  Lake 
Superior  division  of  the  Canadian  Pa- 
cific Railway,  with  office  at  Carleton 
Junction,  Ont. 

Mr.  George  K.  Anderson  has  been  ap- 
pointed road  foreman  of  engines  of  the 
Albuquerque  division  of  the  Atchison, 
Topeka  &  Santa  Fe,  with  office  at 
Winslow,  N.  M. 

Mr.  George  S.  Hodgins,  managing 
editor  of  Railway  and  Locomotive  En- 
gineering, has  recently  been  elected  a 
member  of  the  American  Society  of 
Mechanical  Engineers. 

Mr.  J.  M.  Burke,  formerly  road  fore- 
man   of    engines,   Jias    been    appointed 


district  master  mechanic  on  the  Cana- 
dian Pacific  Railway,  with  office  at 
Brownsville  Junction,  Me. 

Mr.  W.  C.  Brown,  vice-president 
New  York  Central  Lines,  will  very 
probably  succeed  to  the  position  va- 
cated by  Mr.  W.  H.  Newman  as  presi- 
dent. Mr.  Brown  entered  railway 
service  June,  1869,  as  a  section  hand 
on  the  Chicago,  Milwaukee  &  St.  Paul 
Railway;  from  March,  1870,  to  June, 
1872,  he  was  telegraph  operator  on  the 
same  road;  from  June,  1872,  to  March. 
1S75,  train  dispatcher  on  Illinois  Cen- 
tral Railroad;  from  1875  to  1881  he  was 
train  dispatcher  on  several  railroads. 
January,  1881,  to  July,  1884,  train- 
master; July,  1884,  to  January,  1887,  as- 


W.   C.    BROWX. 

sistant  superintendent  of  the  C,  B.  & 
Q. ;  January,  1887,  to  August,  1890,  su- 
perintendent same  road;  August,  1890, 
to  Januarj',  1896,  general  manager  of 
the  Hannibal  &  St.  Joseph  and  Kansas 
City,  St.  Joseph  &  Council  Bluffs 
roads  (Burlington  system);  May, 
1891,  to  January,  1896,  also  general 
manager  Chicago,  Burlington  &  Kansas 
City  Railway,  and  the  St.  Louis, 
Keokuk  &  Northwestern  Railroad; 
January.  1896,  to  July,  1901,  general 
manager  Chicago,  Burlington  & 
Quincy  Railroad;  July,  1901,  to  Febru- 
ary, 1902,  vice-president  and  general 
manager  Lake  Shore  &  Michigan 
Southern  Railway;  February,  1902,  to 
date,  vice-president  New  York  Central 
&  Hudson  River  Railroad  and  Lake 
Shore  &  Michigan  Southern  Railway; 
also  vice-president  Michigan  Central 
Railroad,  Cleveland,  Cincinnati,  Chi- 
cago &  St.  Louis  Railway,  West  Shore 
Railroad,  New  York  &  Ottawa  and 
Rutland    and    the    Indiana,    Illinois    & 


Iowa.  Mr.  Brown  has  been  a  practical 
railroad  man  and  his  varied  experience 
and  his  work  will  admirably  fit  him  for 
the  office  of  president  of  the  New  York 
Central  lines  if  the  board  of  directors 
make  the  appointment,  as  it  is  expected 
that  they  will. 

]Mr.  W.  J.  Spearman  has  been  ap- 
pointed general  foreman  of  the  Mis^ 
souri  Pacific  Railroad  and  the  St.  Louis, 
Iron  Mountain  &  Southern,  with  head- 
quarters at  Kansas  City,  Mo.,  vice  Mr. 
.\.  Hewitt,  assigned  to  other  duties. 

The  offices  of  ilr.  M.  S.  Monroe, 
master  mechanic,  and  J.  P.  Callahan, 
master  car  builder,  of  the  Chicago, 
Lake  Shore  &  Eastern,  have  been 
moved  from  South  Chicago,  111.,  to 
Gary,  Ind. 

Mr.  C.  A.  Stark,  formerly  division 
master  mechanic  on  the  Canadian  Pa- 
cific Railway  at  North  Bay,  Ont.,  has 
been  appointed  general  foreman  on  tliat 
road,  with  headquarters  at  Carleton 
Junction,   Ont. 

Mr.  John  L.  Walker,  formerly  auditor 
for  the  Buda  Foundry  &  Mfg.  Co.,  has 
resigned  to  accept  a  position  as  mana- 
ger of  the  "Use-Em-Up"  Socket  depart- 
ment of  the  American  Specialty  Com- 
pany, Chicago,  111. 

Mr.  Willis  C.  Squire  has  accepted 
the  agency  for  the  railway  trade  in  the 
Chicago  territory  of  the  Falls  Hollow 
Staybolt  Company  of  Cuyahoga  Falls, 
Ohio.  His  headquarters  will  be  at  209 
Western   Union   Building,   Chicago,   111. 

Mr.  J.  F.  Tilton,  superintendent  of  the 
general  shops  of  the  Mexican  Central 
Aguascalientes,  has  been  assigned  to  other 
duties  and  has  been  succeeded  by  Mr.  J. 
E.  Hickey,  who  has  been  master  mechanic 
of   the   International  at   Durango. 

Mr.  A.  N.  McGill,  formerly  master 
mechanic  on  the  Lehigh  Valley  Rail- 
road at  Wilkes-Barre,  has  been  ap- 
pointed assistant  superintendent  of  mo- 
tive power  on  that  road,  with  head- 
quarters at  South   Bethlehem,  Pa. 

Mr.  J.  E.  Hickey,  master  mechanic 
of  the  International  Railway  of  Mexi- 
co, has  been  appointed  superintendent 
of  shops  of  the  Mexican  Central  at 
Aguascalientes,  Aguas,  Mex.,  vice  Mr. 
G.   F.  Tilton,  assigrned  to  other  duties. 

Mr.  H.  F.  Staley,  general  foreman 
of  the  Norfolk  &  Western  at  Bluefield. 
W.  Va.,  has  been  appointed  master 
mechanic  of  the  Carolina,  Clinchfield 
&  Ohio,  with  offices  at  Johnson  City. 
Tenn.,  vice  Mr.  H.  L.  Hobbs,  trans- 
ferred. 
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Mr.  J.  H.  Hines  has  been  appointed 
general  foreman  of  the  car  department 
of  the  Pennsylvania  division  of  the 
New  York  Central  &  Hudson  River 
Railroad  at  Jersey  Shore,  Pa.,  vice  Mr. 
J.  Q.  Simcox,  resigned  on  account  of 
ill  health. 

Mr.  John  Burns,  formerly  general 
foreman  on  the  Canadian  Pacific  Rail- 
way at  North  Bay,  Ont.,  has  been  ap- 
pointed district  master  mechanic  of  the 
Lake  Superior  division  on  that  road  at 
North  Bay,  vice  Mr.  H.  Gates  Reid, 
promoted. 

Mr.  Alexander  S.  Mitchell  has  ac- 
cepted the  agency  of  the  railway  and 
boiler  trade  in  the  New  York  territory 
of  the  Falls  Hollow  Staybolt  Com- 
pany of  Cuyahoga  Falls,  Ohio,  with 
headquarters  at  45  Broadway,  New 
York  City. 

Mr.  Frederick  Regan,  for  some  years 
with  the  Chicago  &  Alton  Railroad  in 
the  mechanical  department,  has  been 
appointed  master  mechanic  for  the 
southern  division  of  the  Kansas  City 
Southern  Railway,  with  headquarters 
at  Shreveport,  La. 

Mr.  H.  D.  Van  Valin,  general  fore- 
man at  the  Baltimore  &  Ohio  shops 
at  Parkersburg,  W.  Va.,  has  been  pro- 
moted to  the  position  of  master  me- 
chanic, and  placed  in  charge  of  the 
Ohio  division  shops,  vice  Mr.  John 
Bowden,  transferred. 

Mr.  R.  D.  Smith,  formerly  road  fore- 
man of  locomotives  on  the  Canadian 
Pacific  Railway  at  Medicine  Hat,  Alta., 
has  been  appointed  master  mechanic  of 
the  Western  division  of  that  road.  The 
position  of  road  foreman  and  locomo- 
tives has  been  abolished. 

Mr.  D.  D.  Robertson,  formerly  mas- 
ter mechanic  on  the  Lehigh  Valley 
Railroad  at  Sayre,  Pa.,  has  been  trans- 
ferred as  master  mechanic  on  that  road 
to  Wilkcs-Barre,  Pa.,  with  jurisdiction 
between  Sayre  and  Mauch  Chunk,  vice 
Mr.  A.  M.  McGill,  promoted. 

Mr.  W.  D.  Knott  has  been  appointed 
purchasing  agent  of  the  Atlanta,  Bir- 
mingham &  Atlantic,  with  offices  at 
Atlanta,  Ga.  The  duties  of  purchasing 
agent  have  previously  been  performed 
by  Mr.  Alexander  Bonnyman,  the  gen- 
eral manager  of  the  road. 

Mr.  C.  F.  Smith  has  been  appointed 
master  mechanic  of  the  Tombigbee  Val- 
ley Railroad  Company,  with  headquarteri 
at  Calvert,  Ala.,  in  charge  of  all  steam 
and  electrical  appliances  of  the  company. 
Mr.  Smith  formerly  occupied  the  position 
of  railway  representative  of  the  Cataract 
Refining  Company,  of  Buffalo,  N.  Y.,  and 
is  well  known  in  the  mercantile  world. 

The  International  Railway  Fuel  Asso- 
ciation has  recently  been  organized.  The 
object  of  this  association  is  to  advance 
the  interests  of  the  employer  by  recom- 
mending the  adoption  of  the  best  methods 


of  purchasing,  inspection,  weighing,  dis- 
tributing, handling  and  accounting  for 
fuel. 

The  officers  of  the  new  association  are 
as  follows:  Messrs.  Eugene  McAuliffe, 
president,  general  fuel  agent  Rock  Island 
Frisco  Lines,  Chicago,  lU. ;  Thomas  Britt, 
first  vice-president,  general  fuel  agent 
Canadian  Pacific,  Montreal,  Canada;  G. 
R.  IngersoU,  second  vice-president,  pur- 
chasing agent  L.  S.  &  M.  S.  Ry.,  Cleve- 
land, Ohio;  D.  B.  Sebastian,  secretary, 
fuel  supervisor,  C.  &  E.  I.  R.  R.,  and  E. 
&  T.  H.  R.  R.,  Chicago,  111.;  J.  McMan- 
amy,  treasurer,  road  foreman  of  engines. 
Fere  Marquette  Ry.,  Grand  Rapids,  Mich. 
In  addition  to  the  above  named,  the  fol- 
lowing gentlemen  were  elected  to  serve 
en  the  Executive  Committee  for  two 
years:  Messrs.  C.  F.  Richardson,  fuel 
agent,  St.  L.  &  S.  F.  R.  R.,  St.  Louis, 
Mo.;  S.  L.  Yerkes,  fuel  agent.  Queen  & 
Crescent  System,  Lexington,  Ky. ;  J.  H. 
Hibben,  fuel  agent,  M.  K.  &  T.  R.  R., 
Parsons,  Kan. 

Mr.    W.     H.    Newman   has   resigned 
from  the  presidency  of  the  New  York 
Central  Lines  after  forty  years  of  con- 
tinuous   railroad    service.      He    began 
railroad  w^ork  in   1869  as  station  agent 
on     the     Texas     &    Pacific.       He    sub- 
sequently   passed    through    the    higher 
grade   as  general  freight  agent  on  the 
same    road.      Later    he    became    traffic 
manager   of   the    Southwestern    system 
lines  in  Texas  and  Louisiana.     In  1887 
he     became     traffic     manager     of     the 
Missouri  Pacific  System,  and  later  was 
elected  third  vice-president  of  the  same 
company.      He    was    also    elected    third 
vice-president  of  the  Chicago  &  North- 
western in  1896  and  second  vice-presi- 
dent   of    the    Great    Northern    in    1898. 
In  1901  he  was  elected  president  of  the 
Lake  Shore  &  Michigan  Southern,  and 
in  190S  became  president  of  the  N.  Y.  C. 
&  H.  R.  R.  R.     He  was  also  president  of 
the  Michigan  Central,  Big  Four,  the  Indi- 
ana   Harbor    R.    R.,    the    Lake    Erie    & 
Western    R.    R.,    and    the    Indiana,    Ill- 
inois  &   Iowa.     Mr.   Newman   has  held 
these   important   offices   with   credit   to 
himself   and   benefit   to   the   companies 
he  has   served,   and  has   retired  volun- 
tarily  for   the   purpose    of   securing   to 
himself  more  leisure  and  freedom  than 
would  be  possible  as  a  chief  executive 
officer  of  the  New  York  Central  lines. 
Mr.    Thomas    Tait,    who    at    one    time 
was    manager    of    transportation    on    the 
Canadian    Pacific    Railway    in    Montreal, 
has   been    for   a   number   of   years   chief 
commissioner  of  railvv-ays  for  the  govern- 
ment, of  the  Victorian  Railways  of  Aus- 
tralia.     Mr.    Tait    was    known    on    the 
C.   P.  R.  as  a  painstaking  and  conscien- 
tious officer,  who  had  passed  through  the 
various  grades  of  service  and  who  knew 
his  business  thoroughly.     He  was  at  all 
times  an  approachable  man,  and  his  clear 
and  quick  appreciation  of  conditions,  to- 


gether with  his  ready  ability  to  meet 
them,  has  made  him  a  valuable  acquisi- 
tion of  the  Victorian  Government.  Dur- 
ing the  five  years  that  Mr.  Tait  has  had 
charge  of  the  Victorian  railways  he  has 
gradually  effected  reforms  and  changes 
in  methods  of  operation  which  have  been 
most  successful.  The  increase  in  net 
revenue  during  that  period  has  been  over 
$11,000,000.  Some  additional  expenses 
have  been  incurred  in  order  to  produce 
the  paying  result  that  Mr.  Tait  has 
achieved,  but  after  they  have  been  de- 
ducted there  stands  a  balance  of  net  rev- 
enue of  $8,899,402  to  the  credit  of  care- 
ful, thoughtful  and  intelligent  manage- 
ment. In  other  words  Mr.  Tait  took 
charge,  practically  as  general  manager 
five  years  ago,  at  a  time  when  the  roads 
showed  a  heavy  annual  deficit,  and  has 
been  able  not  only  to  wipe  out  the  de- 
ficit, but  create  a  substantial  revenue  for 
the  government.  Mr.  Tait's  administra- 
tion forms  an  argument  on  the  side  of 
those  who  ask,  is  government  ownership 
a  failure?  It  may  not  be  successful  in 
all  cases,  but  the  Victorian  Railways,  as 
now  managed,  is  an  example  of  what  is 
possible   to   achieve. 


Obituary. 

It  is  with  deep  regret,  that,  as  we  go 
to  press,  we  have  to  record  the  death 
of  George  W.  West,  superintendent  of 
motive  power  of  the  New  York,  On- 
tario &  Western,  at  Middletown,  N.  Y. 


Compound  for  the  Eastern  of  France. 

The  Eastern  Railway  of  France  have 
recently  received  two  articulated  com- 
pound locomotives  built  at  the  Schenec- 
tady works  of  the  American  Locomo- 
tive Company.  The  articulated  princi- 
ple of  steam  locomotive  construction 
was  first  developed  by  M.  Anatole  Mallet 
of  Paris,  a  French  engineer.  The  first 
articulated  compound  locomotive  de- 
signed and  built  in  this  country,  a  prod- 
uct of  the  Schenectady  plant,  com- 
pleted in  1903-4,  was  a  development 
along  the  lines  first  introduced  by  M. 
Mallet,  but  modified  to  suit  American 
conditions.  Four  years  later,  one  of 
the  leading  railways  of  France  has 
now  placed  an  order  with  an  American 
builder  for  the  construction  of  two  Mal- 
let compound  locomotives,  specifying 
that  they  should  be  built  in  general  af- 
ter the  builder's  design,  and  in  accord- 
ance with  the  usual  American  practice 
for  this  type  of  locomotive.  With  the 
exception  of  threads,  stay  bolts  and 
boiler  tubes,  bolts  and  nuts,  driving 
wheel  tires,  engine  truck  tires,  which 
are  in  the  metric  system,  these  engines 
have  been  built  to  the  English  system 
of   measurements. 

They  are  intended  for  road  service 
and  will  handle  freight  of  upwards  of 
600  metric  tons  behind  the  tender  on 
1V2  to  2  per  cent,  grade,  on  the  mining 
division  of  the  road  between   Meuthre 


January,   T909. 


RAILWAY    AND    LOCOMOTIVE   ENGINEERL\G 


and  Moselle,  and  will  lalce  tlifc  place 
of  four  cylinder  compound  consolida- 
tion locomotives  built  at  the  Espernay 
works  of  the  Eastern  Railway  of  France 
and  weighing  in  working  order  170,006 
lbs.,  which  now  handle  this  traffic.  The 
location  of  the  lowest  gauge  cock  is 
such  as  to  give  60  millimeters  of  water 
above  the  crown  sheet  on  a  2J/2  per 
cent  grade.  With  the  exception  of  the 
application  of  a  two-wheel  leading 
truck  and  the  consequent  modifications 
in  design,  they  are  in  general  similar 
to  the  engines  of  this  type  built  last 
year  by  these  same  builders  for  the 
Central  Railway  of  Brazil,  which  are 
reported  to  be  giving  every  satisfac- 
tion. In  the  case  of  the  engine  under 
consideration,  the  use  of  the  front 
truck  was  specified,  in  order  to  keep  the 
weight  on  the  drivers  within  the  limits 
of  the  rail  capacity.  It  was  also  the 
opinion    of    M.    Salomon,    chief    engineer 


passages  are  cored  out  with  large  radii, 
to  counteract  as  far  as  possible  the 
friction  of  the  steam  in  passing  through 
these  tortuous  passages. 

Another  modification  in  this  design 
differing  from  some  of  the  other  exam- 
ples of  this  type  of  engine  built  by 
this  company,  is  the  intercepting  valve. 
In  the  engines  under  consideration,  the 
design  of  this  valve  is  a  reversion  to 
the  original  form  of  Richmond  com- 
pound intercepting  valve,  in  which  the 
emergency  exhaust  valve  is  contained 
in  the  same  chamber  as  the  intercept- 
ing valve,  instead  of  being  a  separate 
mechanism  attached  to  the  outside  face 
of  the   cylinder  casting. 

The  boiler  follows  American,  loco- 
motive practice  throughout,  except  for 
the  use  of  copper  inside  firebo.x  and 
copper  stay  bolts  in  the  water  legs, 
and  the  fact  that  the  tubes  are  made 
to  the  metric  measurements.     The  cop- 


exhaust  pipe,  as  above  mentioned,  is 
somewhat  different  in  design  from  the 
builder's  previous  practice,  and  is  made 
up  of  two  sections  bolted  together  in 
the  center,  with  a  slip  joint  arrange- 
ment so  as  to  allow  for  the  necessary 
elongation  when  the  engine  is  round- 
ing curves. 

There  is  but  one  front  boiler  sup- 
port, which  also  includes  spring  center 
arrangement,  whereas  in  previous  de- 
signs of  articulated  engines  there  have 
been  at  least  two  and  sometimes  three 
front  boiler  bearings,  although  only 
one  carried  weight,  excepting  under  ab- 
normal conditions.  The  use  of  one 
boiler  support,  in  the  case  of  the  en- 
gine here  illustrated,  was  due  to  the 
fact  of  the  application  of  the  front 
truck  and  the  distribution  of  the  weight 
thereby  resulting.  The  valve  gear  is 
of  the  Walschaerts  type,  driven  by  re- 
turn  cranks   on   the   main   axle   and  by 
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of  the  Eastern  Railway  of  France,  that 
the  engine  would  ride  more  smoothly 
on  the  down  grade  and  take  the  curves 
more  easily  with  a  truck  than  without. 
The  exhaust  passages  of  the  low- 
pressure  cylinders,  instead  of  leading 
up  through  the  cylinder  saddle  to  the 
openings  in  the  center  of  the  castings, 
as  in  previous  designs  of  articulated  lo- 
locomotives  built  by  the  American  Lo- 
comotive Company,  are  brought  for- 
ward to  exhaust  the  steam  through 
openings  in  front  of  each  of  the  low- 
pressure  cylinders  which  connect  to  a 
Y  pipe,  which  is  in  turn  connected  by 
means  of  elbows  and  jointed  pipe  to 
the  common  exhaust  pipe  in  the  smoke 
pipe.  This  arrangement  produced  a 
somewhat  tortuous  design  of  steam 
passages  in  the  low-pressure  cylinder, 
but  was  necessary,  in  order  to  increase 
the  length  of  the  exhaust  pipe,  so  as 
to  reduce  the  an,?le  of  its  deflcctimi 
when  rounding  sharp  curves.  The  steam 


per  firebo.N;  and  stay  bolts,  of  course,  are 
in  conformity  with  the  usual  continen- 
tal locomotive  practice.  The  dome, 
which  is  of  cast  steel,  is  of  similar  de- 
sign to  that  which  was  used  on  the 
first  engine  of  this  type  in  America, 
namely,  the  Mallet  Articulated  Com- 
pound, for  the  Baltimore  &  Ohio  Rail- 
road. The  throttle  valve  is  of  the  combina- 
tion of  throttle  and  steam  separator  de- 
sign, which  is  practically  the  same  as 
was  applied  to  the  articulated  com- 
pound built  for  the  Erie  Railroad,  and 
which  was  shown  on  page  423  of  the 
.September,  1907,  issue  of  R.mlway  axd 
Locomotive  Encinf.erinc. 

The  arrangement  of  steam  and  ex- 
haust pipe  is  similar  to  that  used  in 
previous  examples  of  the  articulated 
locomotive,  the  results  from  the  per- 
formance of  those  engines  which  have 
long  been  in  service  having  proved 
that  the  ball  and  slip  joints  previously 
used    required    no    modification.      The 


the    crossheads    of    the    respective    en- 
gines. 

The  arrangement  of  the  gear  is  such 
that  the  weights  of  the  parts  of  the  valve 
motion  of  the  front  and  back  engines 
counterbalance  each  other.  The  valve 
gear,  as  operated  by  the  railroad  com- 
pany's design  of  screw  reversing  gear, 
which  is  very  similar  to  that  in  use  on 
f)ther  continental  roads,  and  which  pre- 
cludes the  use  of  the  power  reversing 
gear. 

One  of  the  advantages  of  this  type 
of  engine  is,  namely,  that  the  weights 
of  the  moving  and  wearing  parts  can 
be  made  approximately  the  same  as 
those  of  an  engine  of  the  ordinary  type 
of  half  the  tractive  power,  is  clearly 
known,  but  the  following  tabular  com- 
parison between  the  weights  of  some 
of  the  parts  of  the  engines  here  illus- 
trated and  those  of  the  standard  con- 
solidation engine  in  use  on  the  New 
York  Central  Lines  is  interesting. 
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Eastern  Railway  N.  Y.  C. 

uf  France.  Lines. 

Total   weight    . .       206,000  lbs.  234,000  lbs. 

Weight  on  driv- 
ers            182,000  "  208,700  " 

Cylinders    17J4  &  28  x  26  ins.  23  x  32  ins. 

Driving    wheels.          503/32       "  63  "' 

Boiler    pressure.               214  lbs.  200  lbs. 

Tractive    power         42,300   "'  45,700  '* 

(work'g  comp.) 

.  I'actor   adhesion    4.32  lbs.  4.57  lbs. 

Weight  of  main  rod 417  "  850    " 

Weight  of  front  rod....       208    "  181     "  , 

Weight  of  back   rods...        92    "  310    " 

Weight    of    intermediate 

rod    ,igi     " 

Weight  of  high  pressure 

piston  and  rod    297    "  G64    " 

Weight   of   low    pressure 

piston  and   rod    459    '* 

Weight   of   cross    heads.       228    *'  375    " 

Wt.  of  crk.  i/ins  (i  side)       1S4    "  400    " 

Average    wheel    load...    15,175    "  26,088    " 

Tractive  power  in  pounds 

100  average  wheel  load  2,782    *'  1,750    " 

The  principal  dimensions  of   ihe   en- 
gines for  France  are  as  follows: 

Cylinder — Type,    compound;    17J/2    and   28    x   26 

ins. 
Track — Gauge,   im,  445inm. ;   tractive  power,  42,- 

300    lbs.. 
Wheel  Base — Driving,  9  ft.;  total,  34  ft.  10  ins.; 

total,  engine   and   tender,   41    ft.    10   ins. 
Weight — In     working    order,     206,000     lbs.;     on 

drivers.    182,000    lbs. 
Heating    Surface — Tubes,    2,414  sq.    ft.;    firebox, 

1J3    sq.    ft.;    total,    2,547    sq.    ft. 
Grate — .\rea,    40.,^    sq.    ft. 
A.xles — Driving    journals,    main,    7J/2    x_9    ins.; 

others,    7x9    ins. ;    engine    truck    journals, 

diameter,    6    ins.;    length,    10    ins. 
Boiler — Type,     straight    top;     O.     D.     first    ring, 

66^    ins.;    fuel,    soft    coal. 
Firebox — Type,    wide;    length,    89H    'is.;    width, 

647'8    ins.;   water  space,   front,  4  ins.;   sides, 

4  ins.;    back,    4    ins. 
Crown — Staying,    radial. 

Tubes — Material,    steel;  No.   269;    length,    18    ft. 
Piston  Rod — diam.,  3  ins.;  piston  packing,   C.   I. 

rings. 

Smokestack — Diam.,    17  ins.;    top    above    rail,    13 

ft.    9^    ins. 

Valves — Tyiie,     pistcn;  travel,     s'A     ins.     LP., 

5  ins.    HP. ;   steam  lap,    J4    ins.    LP.;    i    in. 
HP.;    extra   lap,    H  'n. 

Setting — 'A   in.   lead  on  high  and  low  pressure. 

Wheels — Driv.  diam.  outside  tire,  44  ins.;  mate- 
rial, cast  steel;  engine  truck,  diam.,  33^3 
ins.;  kind,  C.   S.  spoke. 


Vapor  Car  Heating  System. 
The  Combination  Pressure  and  Vapor 
Car  Heating  System  here  described  is 
the  invention  of  Mr.  Edward  E.  Gold, 
president  of  the  Gold  Car  Heating  & 
Lighting  Company  of  New  York,  who 
has  devoted  a  great  many  years  of 
thought  and  labor  to  car  heating,  hav- 
ing taken  out  over  100  letters  patent. 
The  use  of  steam  heat  on  passenger 
cars  has  been  quite  generally  attended 
by  an  undue  rise  of  temperature  inside 
of  the  car,  and  this  is  particularly  true 
of  the  average  sleeping  car.  With  the 
old  heaters  the  porter  could  do  very 
well  with  a  low  fire  at  night,  but  with 
steam  heat  the  ordinary  coache.s  require 
even  more  pressure  during  the  night 
than  during  the  day,  and  the  train 
line  pressure  must  be  maintained  suf- 
ficiently high  to  keep  these  cars  com- 
fortable. In  moderate  weather  less 
heat  is  required  than  when  a  low  tem- 
perature prevails,  but,  on  the  other 
hand,  the  length  of  the  train  largely 
regulates  the  main  pipe  pressure.  Most 
of  the  cars  in  this  country  are  piped  on 
the  simplest  systems,  using  two  rows 
of  two-inch  pipe  on  each  side  of  the 
car,  and  a  steam  valve  and  a  blow-oflf 
cock  for  each  section.  Wjth  this  ar- 
rangement, the  heating  pipes  must  be 
at  the  temperature  of  the  steam  in  the 


tr;nii  pipe,  even  it  this  temperature  is 
too  high  lor  comfort  in  moderate 
weather.  This  necessitates  a  continual 
heating  and  cooling  by  opening  and 
closing  the  steam  valve,  the  trap  auto- 
matically discharging  the  condensed 
water  as  it  accurpulates. 


of  desiring  to  heat  the  car  quickly,  or 
when  blowing  out  at  the  end  of  a  run, 
the  hand  wheel  F  is  turned,  opening 
the  blovif-ofT  cock  G.  When  it  is  de- 
"sired  to  convert  this  direct  steam  sys- 
tem into  a  combined  pressure  and  va- 
por  system,   it   is   merely   necessary   to 


The  combination  pressure  and  vapor 
system  of  the  Gold  Car  Heating  & 
Lighting  Company  afifords  an  opportun- 
ity to  heat  the  car  at  different  tempera- 
tures without  increasing  the  attention 
of  the  trainmen  or  by  making  changes 
in  the  piping  inside  the  car,  the  addi- 
tional mechanism  required  be'ing  mere- 
ly the  special  automatic  valve  in  the 
steam  pipes  below  tbe  present  steam 
throttle  and  a  drip  outlet  connected  to 
the  blow-off  cock,  all  of  the  attach- 
ments being  applied  below  the  bottom 
of  the  ioor  and  requiring  only  a  couple 
of  hours'  work  for  their  addition  to  a 
car.  The  arrangement  and  operation 
will  be  made  clear  by  reference  to  tlie 
following  figures. 

Fig.  I  represents  a  part  sectional  and 
interior  view  of  a  car  which  has  origi- 


nally been  equipped 
with  the  simple  heat- 
ing arrangement,  and 
to  which  additional 
parts  have  been  ap- 
plied in  order  to 
convert  the  equip- 
ment into  a  combi- 
nation system.  The 
heating  pipes  are  indicated  at  .-X.K,  sup- 
plied by  the  steam  valves  BB,  which  ob- 
tain steam  from  the  main  steam  line  C. 
The  water  of  condensation  accumulates 
in  the  drip  pipe  D.  and  is  relieved  as 
it  accumulates  by  the  trap  E.     In  case 


FIG. 


iiscrt  the  automatic  steam  valve  H  in 
the  branch  pipe,  between  the  main 
steam  line  C  and  the  steam  valve  B, 
and  to  attach  to  the  blow-off  cock,  im- 
mediately below  its  extremity,  the  ex- 
pansion  chamber   or   worm    I. 

The  operation  of  the  automatic  vqlve 
and  the  expansion  worm  will  be  under- 
stood by  reference  to  Fig.  2.  The  ex- 
pansion worm,  which  is  placed  below 
the  blow-off  or  drip  cock  and  forms  an 
e-xtension  to  the  same,  consists  of  a 
spiral  coil  of  copper  piping,  A, 
surrounding  the  drip  pipe  .B.  This 
pipe  B  has  several  slots,  C,  cut  through 
to  allow  the  hot  water  escaping  from 
the  system  to  trickle  over  the  spiral 
copper  pipe.  This  spiral  pipe  is  filled 
with  a  liquid  that  boils  at  a  low  temper- 
ature, and  an  extension  of  the  pipe  is 
connected  to  a  diaphragm  in  chamber 
D,  in  the  frame  of  the  automatic  valve. 
One  of  more  joints  are  used  to  connect 
the  worm  and  the  diaphragm-chamber, 
these  joints  being  made  of  the  well- 
known  type  for  securing  tight  connec- 
tions under  high  pressures.  The  ex- 
tension of  the  diaphragm  D  closes  tlie 
steam  valve  E  by  means  of  the  stem 
F.  As  soon  as  the  liquid  in  the  worm 
reaches  the  temperature  at  which  it 
boils,  and  the  vapor  generated  acting 
on  the  diaphragm  closes  the  valve  E 
against  the  spring  G.  When  the  liquid 
in  the  worm  cools,  which  follows  the 
cutting  off  of  the  steam  supplied  to  the 
coils,  tlie  vapor  of  this  liquid  condenses 
and  the  spring  G  forces  the  valve  open.' 
allowing  a  fresh  supply  of  steam  to  enter 
the  heating  pipes  and  supply  additional 
heat  to  the  car. 

By  referring  again  to  Fig.  i,  it  will  be 
seen  that  under  these  conditions  of  op- 
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eration  the  heating  system  is  run  with 
a  drip  that  is  open  to  the  atmosphere 
continually,  and  therefore  there  can  be 
no  pressure  in  any  of  the  pipes  in  the 
car  or  beyond  the  valve  H,  which  can 
exceed  atmospheric  pressure,  and  also 
that  the  steam  supply  is  regulated  by 
the  automatic   valve   H   admitting   such 


densed  steam  will  be  compelled  to  pass 
through  the  trap  E,  as  the  valve  G  is 
now  closed,  and  the  spiral  coil  will, 
therefore,  become  cool  and  the  steam 
valve  H  will  remain  fully  open.  It  is 
thus  seen  that  in  order  to  change  from 
the  pressure  or  high  temperature  sys- 
tem  to   the   vapor   or   low   temperature 


I-IG. 

quantity  as  may  be  necessary  to  keep 
the  pipes  sufficiently  warm  with  steam, 
or  low  pressure  and  corresponding  tem- 
perature, and  that  this  valve  will  be 
cloDed  when  the  pipes  and  the  drip  be- 
come sufficiently  heated  to  generate 
pressure  in  the  spiral  pipe.  Under 
these  conditions  the  temperature  of 
steam  in  the  heating  pipes  will  be  in 
the  neighborhood  of  200  deg.  Fahr.,  and 
with  moderate  outside  temperature  or 
if  a  moderate  inside  temperature  is  de- 
sired at  night  for  sleeping  cars,  a  com- 
fortable temperature  can  be  maintained 
without  a  continual  opening  and  clos- 
ing of  the  steam  valve. 

In  cold  weather,  if  it  be  desired  to 
increase  the  heating  capacity  of  the 
system,  then  by  closing  the  drip  valve 
F,  the  water  of  condensation  must  pass 
through  the  trap  E.  This  device  is 
well  known,  and  is  the  trap  that  has 
been  used  with  the  Gold  system  for 
years,  and  which  is  called  the  horizon- 
tal trap  or  automatic  Tee  trap.  This 
trap  is  opened  and  closed  by  an  expan- 
sion chamber,  the  movement  of  which 
is  governed  by  the  temperature  of  the 
water  which  passes  over  and  around 
it  in  escaping  from  the  heating  pipes, 
and  as  soon  as  the  temperature  is  suf- 
ficient, the  trap  closes,  thus  retaining 
in  the  heating  pipes  such  pressure  as 
may  be  brought  to  them  through  the 
steam  valve  B.  If,  therefore,  the  pres- 
sure in  the  train  line  is  in  the  neighbor- 
hood of  30  lbs.  the  temperature  of  steam 
in  the  pipes  will  be  about  275  deg. 
Fahr.,  or  about  75  deg.  higher  tempera- 
ture than  with  the  vapor  system.  With 
this   arrangement,   all   the   drip   or  con- 


system,  it  is  only  necessary  to  open 
the  valve  G  by  means  of  the  hand-wheel 
F,  and  that  no  further  attention  is  re- 
quired until  more  heat  is  desired.  Thus 
at  night  in  a  sleeping  car,  when  a  lower 


pipe.  The  vertical  type  produces  an  ac- 
tion identical  with  that  described  in 
connection  with  the  horizontal  trap. 

There  are  other  incidental  advantages 
claimed  in  connection  with  this  combi- 
nation system  that  are  of  considerable 
interest  relative  to  the  cars  standing  in 
the  yards  in  cool  weather.  With  cars 
not  having  the  automatic  valve  H  and 
the  worm  I,  but  equipped  as  the  direct 
systems  are  generally  installed.  When 
it  is  desired  to  heat  the  cars  at  the  ter- 
minals before  placing  them  in  service, 
it  is  customary  to  connect  them  with 
the  steam  pipe  leading  from  the  power 
plant  or  stationary  boiler  and  open  the 
drip  cocks  in  order  to  quickly 
w-arm  the  cars.  Soon  there  is  a 
strong  current  of  steam  emitted 
from  these  drip  cocks  which  blows 
out  from  under  the  cars  to  the  detri- 
ment of  the  varnish  on  the  exterior 
surface,  besides  wasting  steam  and  fuel. 
With  the  automatic  valve  and  the  coil 
used  with  the  vapor  system,  as  soon  as 
the  pipes  become  w-arm  and  steam  is- 
sues from  the  drip,  the  valve  will  be 
automatically  closed,  and  onlj-  suffi- 
cient drip  wmII  be  emitted  to  keep  a  cir- 
culation in  the  pipes.  The  economy, 
not  only  in  fuel,  but  also  in  the  pro- 
tection to  the  exteriors  of  the  cars  will 
be  at  once  apparent.  The  alternate 
heating  and  cooling  of  pipes  is  not  an 
economical  or  a  scientific  way  of  pro- 


FIG.   4. 


interior  temperature  is  desired,  the  por- 
ter simply  opens  the  valve  G,  and  this 
allow-s  the  steam  pipes  to  cool  to  about 
200  deg.  Fahr.,  thus  maintaining  a  mod- 
erate temperature  throughout  the  night. 
In  Fig.  I  the  trap  shown  at  E  is  of 
the  horizontal  type,  but  at  J  there  has 
been  indicated  the  vertical  type  of  trap 
which  has  the  copper  spiral  wound 
around  tlie   outside  of  the  vertical  drip 


viding  heat  for  cars.  The  regulation  of 
the  drip  by  the  trap  is  more  satisfactory 
and  regular,  providing  that  the  proper 
temperatures  can  be  maintained.  The 
locomotive  is  often  using  steam  to  the 
limit  of  its  boiler  capacity,  and  the  sav- 
ing of  even  a  small  amount  of  steam,  as 
explained  above,  may  be  of  assistance 
in  maintaining  the  schedule.  This  also 
applies   when   changing  engines,  as  the 
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automatic  valve  practically  takes  care 
that  sufficient  steam  is  used  to  reheat 
the  cars,  but  none  is  wasted. 

When  cars  are  run  continually  in  a 
warm  climate,  and  only  a  moderate  de- 
gree of  heating  is  required,  the  vapor 
system  alone  may  be  used,  as  illustrated 
in  Fig.  3.  Thus  the  arrangement  of  the 
interior  pipes  is  the  same  as  in  Fig.  i, 
but  there  is  no  trap  or  drip  valve  used, 
so  that  the  steam  valve  is  the  only 
piece  of  apparatus  inside  the  car  which 
has  to  be  operated  by  the  trainmen.  It 
is  simply  a  question  of  opening  the 
valve  B  when  desiring  heat  and  closing 
it  when  no  warmth  is  needed  from  the 
heating  pipes.  The  automatic  steam 
valve  H  and  the  spiral  pipe  I,  are  used 
in  the  same  manner  as  in  Fig.  i,  but 
under  these  conditions  it  is  only  possi- 
ble to  obtain  an  amount  of  heat  equal 
to  steam  and  atmospheric  pressure.  In 
many  parts  of  the  country  this  is  suf- 
ficient. Reducing  the  waste  of  steam 
when  heating  trains  at  terminals  and 
the  protection  of  varnish  are  also  ob- 
tained. In  Fig.  3,  the  same  letters  des- 
ignate the  corresponding  parts  as  in 
Fig.   I. 

There  are  conditions  under  which  the 
use  of  a  heater  and  hot  water  system 
are   advisable,   so   that    should   the    car 
be   detached   from   the   engine   for   any 
length  of  time,  a  coal  fire  may  be  start- 
ed in  the  heater.     The  combination  va- 
por and  pressure  system  is  also  applica- 
ble  to   the   hot   water   system,   and   the 
arrangement    is    illustrated    by    Fig.    4. 
In  this  case  steam  is  admitted  from  the 
train   line   C   into   the   interior  pipes   of 
the  double  coils  in  the  heater  or  stove, 
through  the  valve  B,  the  drip  from  the 
two   coils   being  united   and   discharged 
from  the  car  through  the  vertical  trap 
E.      With    the    valve    F    closed,    there 
would  be  the  same  pressure  in  the  coil 
of  the  heater  as  in  the  train   pipe,  but 
by   opening   the   valve    F,   communication 
with  the  atmosphere  is  established  and 
the  pressure   immediately   falls   to   that 
of  the  atmosphere  and  the  temperature 
of  the  steam  is  reduced  accordingly.    The 
automatic  valve  tlicn  comes  into  opera- 
tion   and   maintains   a   low   temperature 
steam  supply  in  the  interior  coil  of  the 
heater,   thus    reducing   the    temperature 
of  the  circulating  water  in  the  pipes.    A 
The    regular    connection    to    expansion 
drum,   etc.,  is  shown  as   ordinarily  ap- 
plied to  the  hot  water  heating  system, 
and  it  is  again   seen   that   no  alteration 
of  the  interior  piping  of  the  car  is  nec- 
essary  in    order   to   change    the    single 
temperature  system  to  the  combination 
pressure    jnd    vapor   system.     The    Gold 
Car  Heating  and  Lighting  Company  have 
this   apparatus   on   view   and   for   dem.^n- 
strating    purposes    in    their    repair    shnp 
close    to    their    offices    in    the  'Whitehall 
building.  New  York.     They  arc  equipping 
trains    on    several    railroads. 


The  Report  of  the  Proceedings  of  the 
Sixteenth  Annual  Convention  of  the  In- 
ternational Railroad  Master  Blacksmiths' 
Association.  Edited  by  A.  L.  Wocd- 
vvorth,  Lima,  O.,  has  just  been  issued,  192 
lages,   cloth   binding.     Price,  $1.50. 

The  annual  meetings  of  the  Railroad 
Master  lilacksmiths'  Association  are 
assuming  a  degree  of  importance  that 
warrants  the  publication  of  their  trans- 
actions in  book  form.  The  marked 
changes  that  have  taken  place  in  re- 
cent years,  especially  in  the  methods  of 
welding  the  larger  fractures  incident 
to  locomotive  work,  besides  the  multi- 
form appliances  used  in  the  smaller 
forgings,  render  the  various  papers  pre- 
sented by  the  members  and  the  debates 
incident  thereto  of  much  real  value. 
The  welding  and  handling  of  flues 
forms  a  very  important  part  in  the  pub- 
lication, and  is  itself  well  worth  the 
price  of  the  book. 


Knurling  Tool. 

Our  illustration  shows  what  is  called 
the  Armstrong  knurling  tool,  for  use 
in  lathe  work.  The  object  which  the 
Armstrong  Brothers  Tool  Company  of 
Chicago  have  in  view  in  designing  this 
useful    appliance    is    to    obtain    lasting 


could  be  still  used  if  repairs  could  be 
made  to  iron  and  steel.  This  is  possi- 
ble by  the  use  of  a  product  which  the 
11.  W.  Johns-Manville  Co.,  New  York, 
is  placing  on  the  market  under  the 
name  "Leak-No  Metallic  Compound." 
This  substance  is  a  chemical  com- 
pound resembling  powdered  iron.  When 
mi.xed  with  water  and  applied  like  put- 
ty to  defects  in  iron  or  steel  articles, 
the  manufacturers  claim  that  it  metal- 
lizes and  becomes  a  permanent  part 
of  the  article  to  which  it  is  applied. 
In  color  it  very  much  resembles  iron, 
when  hard.  The  manufacturers  show 
their  faith  in  this  material  by  offering 
to  refund  the  purchase  price  in  case 
it  fails  to  stop  any  ordinary  leak  in 
anything  made  of  iron  or  steel  against 
any  pressure  of  oil,  steam,  gas,  air, 
ammonia  or  water;  and  to  stand  any 
lieat  or  any  chemical  action  that  iron 
will  stand,  when  applied  according  to 
directions.  A  neat  folder  issued  by 
this  company  fully  describes  this  ma- 
terial, and  can  be  had  for  the  asking. 


KXURLIXG    TOOL. 

qualities  in  the  tool  itself  and  uniform- 
ity in  the  work  it  produces.  This 
knurling  tool  is  self-centering,  and  the 
bearing  surface  is  large  enough  to  meet 
the  strains  of  end  and  side  thrust  to 
which  the  tool  may  be  subjected  when 
at  work.  The  knurls  and  pins  are  ac- 
curately made  from  tool  steel  suitably 
tempered.  The  other  parts  are  of  drop 
forged  or  bar  steel,  hardened.  The  size 
known  as  l-K  has  a  shank  iM;  x  Yz  in. 
The  knurls  are  made  coarse,  medium 
or  fine,  as  desired,  the  medium  finish, 
however,  being  the  most  commonly 
used.  The  device  is  strong,  convenient 
and  efficient.  Write  to  this  company 
for  descriptive  circular  if  you  are  in- 
terested. These  arc  "the  tool  holder 
people."  104  North  Francisco  avenue, 
Chicago,  111. 


Thousands  of  dollars  arc  spent  every 
year  replacing  machinery  and  parts, 
automobile  cylinders,  castings,  radia- 
tors, boilers,  firepots,  pipes,  and  a 
thousand  and  one  other  things  which 
have  become  useless  because  of  cracks, 
soongy  spots,  sand  holes  or  blow  holes. 
There  is  hardly  a  factory  or  railway 
shop  of  any  size  that  does  not  send 
something    to     the     scrap    heap    which 


Knew  Why  He  Succeeded. 

Mr.  M.  E.  Ingalls,  chairman  of  the 
Board  of  Directors  of  the  C.  C.  C.  &  St.  L. 
Railway,  is  a  very  humorous  speaker  and 
does  not  hesitate  to  tell  a  funny  story  at 
his  own  expense.  On  one  occasion  he 
told  that  he  had  been  away  on  a  visit  to 
his  native  village  in  New  England  and 
found  the  same  old  crowd  about  the 
grocery  store  discussing  the  same  worn 
fiut  political  questions  in  the  same  old 
fashion. 

"We  hear  that  you  have  got  on  in  the 
world,  Ingalls,  since  you  left  the  lawyer's 
office  here,"  remarked  the  veteran; 
"shouldn't  wonder  if  you  are  making 
more  than  a  hundred  dollars  a  month." 

"\  good  deal  more  than  that,"  was  the 
reply.     "I  am  a  railroad  president  now." 

"A  railroad  president,  eh !  Well,  it''5 
wonderful  what  some  ability  and  a  great 
deal  of  cheek  will  do  for  some  people." 


A  very  good  form  of  railroad  wrench 
has  been  got  out  by  the  Uwanta  Wrench 
Company,  of  Meadville,  Pa.  It  is  a 
very  rigid  wrench  with  the  moveable  jaw 
provided  with  a  tie-piece  sliding  on  the 
haft  of  the  wrench  and  adjusting  nut  at 
its  lower  end.  A  hexagon  lock  nut  can 
he  tightly  put  up  against  the  end  of  the 
tic-piece  of  the  moveable  jaw,  and  this 
gives  additional  holding  power  to  the 
wrench.  This  locking  nut  can  he  tight- 
ened up  with  another  wrench  in  case 
the  wrench  is  put  to  very  hard  service. 
Ordinarily  the  lock  nut  tightens  or  loos- 
ens hy  hand.  The  Uwanta  Wrench  is 
made  in  five  sizes  and  has  in  it  the  very 
best  material.  The  company  have  issued 
a  very  neat  little  descriptive  circular 
which  they  will  he  happy  to  send  to  any 
one  who  will  let  them  know  by  post  card 
that    thev    desire    information    about    it. 
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The    Trenton    Flush    Door. 

The  Trenton  flush  door  (Johnson 
patent),  which  is  handled  by  the  Tren- 
ton Malleable  Iron  Co.  of  Trenton, 
N.  J.,  and  at  50  Church  street,  New  York, 
is  covered  by  the  same  patents  as  the 
refrigerator  car  door  referred  to  in 
our  last  issue.  The  Trenton  flush 
door,  it  is  claimed  by  the  makers,  is 
even  less  in  first  cost  than  the  ordi- 
nary car  door.  It  will  be  seen  from 
our  illustration  that  this  door  is  hung 
to  trolleys  on  a  track,  connected  with 
a  rocker  shaft  with  arms  hinged  to  the 
door,  and  has  also  a  vertical  rocker  shaft 
pivotly  connected  with  a  horizontal 
rocker  shaft;  this  horizontal  rocker 
shaft  has  a  crank  at  the  top  con- 
necting with  the  pivot  which  works  in 
a  cam  on  the  door,  so  that  when  the 
vertical  rocker  shaft  is  rotated  it  throws 
the  door  out  at  the  top,  and  this  out- 
ward motion  of  the  door  at  the  top 
causes  the  rotation  of  a  horizontal 
shaft,  which  raises  the  door  up,  reliev- 
ing it  from  the  fastening  at  the  bot- 
tom. 

These  fastenings  at  the  bottom  con- 
sist of  a  guide  rail  on  the  inside  of  the 
bottom  of  the  door,  the  ends  of  which 
lock  behind  the  castings  at  the  corners 
of  the  doorway.  When  the  door  is 
raised  by  the  rotation  of  the  vertical 
shaft  it  relieves  the  guide  rail  from  the 
locked  position  in  the  casting,  and  the 
door  drops  out  until  the  guide  rail 
strikes  against  the  projection  of  the 
casting,  thus  preventing  it  from  swing- 
ing out  any  further  than  the  casting 
permits,  and  it  can  then  be  slid  away 
from  the  opening  just  as  any  other 
door  can  be.  It  will  be  noticed  that 
there  is  a  lever  rest  on  the  door-jamb. 
This  is  for  the  purpose  of  ventilating 
the  car.  The  lever  is  thrown  around 
to  the  position  to  open  the  door,  and 
is  sealed  on  this  lever  rest,  leaving  an 
opening  sufficient  to  ventilate  the  car. 
As  stated  above,  the  door  cannot  swing 
out  at  the  bottom,  but  if  freight  in  the 
car  shifts  and  prevents  the  door  from 
sliding  away,  the  stop  at  the  top  of  the 
door  on  the  door-jamb  can  be  removed 
and  the  door  released. 

Taking  off  the  clip  allows  the  door  to 
be  shifted  far  enough  to  relieve  the 
guide  rail  at  bottom  from  the  projec- 
tion on  the  casting,  when  the  door  can 
be  readily  swung  out  any  distance  at 
the  bottom,  thus  relieving  the  pressure 
of  freight  lying  against  it  inside,  and 
thus  making  it  possible  to  open  the 
door.  When  the  door  is  put  back  in 
position  and  the  stop  again  replaced, 
it  will  be  in  a  secure  position.  This 
obviates  any  damage  to  the  door  or  in- 
jury of  the  freight  that  may  be  lying 
against  the  door. 

The  claims  made  concerning  this 
door  are  simplicity  and  positive  opera- 
tion,   no    loose    or    disconnected    parts 


to  get  out  of  order,  automatically  lock- 
ing itself,  closed  by  its  own  weight, 
and  the  means  for  locking  the  door 
closed  and  keeping  the  door  from 
s.winging  out  at  the  bottom  also 
strengthens  the  bottom.  This  door 
provides  for  opening  when  freight  has 
fallen  against  it.  This  is  an  important 
consideration,  and  it  can  be  done  with- 
out damage  to  either  the  door  or  the 
freight.  Its  locking  on  the  inside  of 
the  car  makes  it  burglar  proof.  The 
door  irons,  shown  in  our  small  illustra- 
tion, are  fastened  to  the  battens  of  the 
door,  and  permit  the  sheathing  to  swell 
or  contract  without  changing  the  size 
or  fit  of  the  door.  Besides,  the  flush 
door  with  these  irons  on,  can  be  fitted 
very  closely,  so  as  to  thoroughly  pre- 
vent dust,  rain,  snow  or  sparks  from 
being  driven  into  the  car. 

There  is  a  great  deal  of  damage  done 
to  freight  because  of  poorly  fitting 
doors,    when    they   gape    sufficiently   to 


to  climb  to  the  upper  berth  in  the 
sleeping   car. 

"Pretty  hard  work  isn't  it?"  said  the 
man  in  the  lower  berth. 

"It  is,"  answered  the  fat  pasenger, 
"for  a  man  of  my  weight." 

"How  much  do  you  weigh,  may  I 
ask?" 

"Three  hundred  and  eighty-seven 
pounds?" 

"Hold  on.  Take  this  berth,"  ex- 
claimed the  other,  his  hair  beginning 
to  stand  on  end.  "Do  you  know  I'd 
rather  sleep  in  the  upper  berth,  any- 
way. I  believe  the  ventilation  is  bet- 
ter."— Montreal  Witness. 


Pickled  Castings 
The  use  of  hydrofluoric  acid  in  pick- 
ling castings  is  coming  into  use  and  is 
in  some  respects  superior  to  sulphuric 
and  hydrochloric  acids.  The  latter  at- 
tack the  metals.  Before  pickling  in  the 
fluoric   acid    it   is   desirable,    of   course, 


TRENTON   FLUSH    CAR  DOOR. 


permit  rain,  snow,  etc.,  to  get  in.  With 
shipments  of  flour  the  damage  done  in 
this  way  has  been  a  source  of  great 
expense  to  railroads,  both  in  claims 
for  damages  and  also  in  the  expense  of 
cleaning  and  repacking  the  flour  so  that 
it  will  be  received.  It  was  stated  by 
the  late  Mr.  Bradley,  the  expert  claim 
adjuster,  that  he  collected  over  $50,000 
damage  in  one  year  for  the  damage 
done  to  flour  and  that  amount  came 
from  the  port  of  New  York,  and  only 
on  export  shipments.  Many  of  the 
railroads  terminating  in  large  centers 
have  a  regular  force  of  men  employed 
to  look  after  carloads  of  flour  that  are 
damaged  in  this  way,  especially  where 
it  has  got  wet.  The  work  of  emptying 
the  flour  from  the  sacks,  cleaning  and 
resacking  the  flour  entails  a  heavy  out- 
lay, .and  this  expense  is  very  greatly  in 
excess  of  the  cost  of  good  doors. 


Much    Better    Above. 

On  one  of  our  through  trunk  lines  a 
Pullman  sleeper  on  a  west-bound  train 
was  very  crowded  and  preparations  for 
the  night  were  in  progress.  Puffiing 
and   blowing,   the    fat    passenger   began 


that  the  castings  be  brushed  clean  and 
all  fins  and  cores  removed.  The  solu- 
tion of  acid  and  water  is  effective  in  a 
ratio  of  i  to  10,  but  as  the  pickling 
bath  becomes  weakened,  a  supply  of 
fresh  acid  is  necessary  to  maintain 
the  strength  of  the  pickle.  It  is  noted 
that  the  sand  is  speedily  loosened  from 
the  castings  by  the  action  of  the  acid 
and  that  the  silica  in  the  metal  is  also 
attacked  so  that  the  machining  of  the 
casting  is  rendered  very  easy.  It  is 
also  noted  that  in  painting  castings 
that  have  been  treated  by  fluoric  acids 
the  paint  is  much  more  enduring  than 
w^hen  applied  to  the  surface  of  unpickled 
castings.  The  cost  is  much  less  than 
in  the  use  of  sulphuric  acid,  about  10 
cents  per  gallon  being  about  the  aver- 
age price  of  the  pickle,  sufficiently 
strong  for  ordinary  use.  Fluorine  gas, 
from  which  this  acid  is  made,  is  the 
principal  reagent  used  in  etching  upon 
glass,  as  its  affinity  for  sand  is  very 
great.  Hydrofluoric  acid  takes  the 
sand  off  castings  very  quickly. 


The  currency  of  kindness  it  caih  ia 
iny  country. 
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Emergency  Flue  Nipple. 
In  an  interesting  estimate  of  the 
monetary  loss  entailed  by  locomotives 
being  in  the  shop  for  boiler  repairs,  par- 
ticularly those  connected  with  leaky 
flues,  Mr.  W.  P.  Raidler,  master  me- 
chanic of  the  Green  Bay  &  Western 
Railroad,  takes  as  an  example  an  en- 
gine with  19  X  26  in.  cylinders,  56  in. 
driving  wheels  and  steam  pressure  180 
lbs.  This  engine  can  exert  a  maximum 
tractive  eflfort  of  about  25,000  lbs.  This 
engine  has  perhaps  as  many  as  220 
flues. 

This  tractive  power  is  that  which  will 
be  expended  in  hauling  1,000  gross  tons 
along  a  straight  track  up  a  grade  of  I 
per  cent.  The  tare  weight  he  estimates 
at  330  tons,  leaving  a  net  or  paying  load 
of  670  tons  behind  the  tender.  On  the 
assumption  that  after  the  freight  rates  ' 
have  been  paid  and  the  cost  of  the  run- 
ning the  train  has  been  deducted,  the 
engine  earns  one  cent  per  ton  mile 
hauling  this  load,  he  finds  that  the 
revenue  for  100  miles,  or  a  day's  run, 
is  $670.  The  inference,  therefore,  is 
that  a  loss  of  revenue  to  the  company 
equal  to  this  amount  is  caused  by  the 
idle  day  in  the  shop,  owing  to  the  ne- 
cessity of  repairs.  This  would  seem 
for  all  practical  purposes  to  be  a  fairly 
accurate  estimate  of  an  average  locomo- 
tive's daily  performance  as  computed 
by  Mr.  Raidler. 

The  water  conditions  on  the  Green 
Bay  &  Western  Railroad  are  good,  and 
Mr.  Raidler  states  the  average  life  of 
flues  on  his  road  as,  freight,  28  months; 
passenger,  56  months;  switch  engine. 
Green  Bay  yard,  54  months;  switch  en- 
gine. Grand  Rapids  yard,  109  months: 
and  the  average  approximate  cost  of  re- 
pairing the  220  flues  when  burned  out, 
or  replacing  new  ones,  is  given  by  him 
in  the  table  below: 

Removing  i6o  flues $7.80 

Replacing  160  flues  (2nd  hand) i3-5o 

A 93   feet  2"  tubing,  safe  ends....        14.88 

160    2"    ferrules 9-6o 

B Cleaning,   welding  on   safe   ends. 

marking,   cutting,    swedging   annealing. 

160  flues  :  ■  •       27-00 

Removing    draft    rigging    and    replacing 

same 3-6o 

Removing,    grinding    and    replacing    dry 

pipe,  throttle  valve  rigging,  steam  pipes, 

exhaust  pipes,  etc 24.60 

$100.98 
Less  A  and  B   for  new  flues   41.88 

$59.10 
160  Ijocomotive  flues,  2"  diam.,  12' 

long,    1920" <6c.     307.20 

Preparing  160  new  flues  for  boiler,      30c.       14-40 

$380.70 
(Ten   flues,   more   or   less,   will    not   materially 
affect  the  footings  indicated  above,  new  material 
excepted.) 

These  figures,  which  are  not  extreme 
in  any  way,  are  quoted  by  the  Emer- 
gency Flue  Nipple  people,  who  have 
recently  put  upon  the  market  the  emer- 
gency flue  nipple,  which  was  illustrated 
in  the  September,  1908,  issue  of  R.^il- 
WAY  AND  Locomotive  Engineering, 
page    375-      This    emergency    nipple    is 


made  of  malleable  iron,  tapered 
so  that  when  driven  into  a  flue  it  may 
be  rolled  or  expanded  in  the  usual  way. 
The  object  of  the  emergency  nipple  is 
to  prolong  the  life  of  the  flues  by  tak- 
ing care  of  leaky  or  injured  flues.  The 
nipple  being  open,  does  not  reduce  the 


EMERGENCY   NIPPLE  FOR  2-IN.  FLUE. 

heating  surface  of  the  flue  as  a  solid 
plug  would  do,  and  is  a  practical  effort 
to  meet  a  condition  which  constantly 
arises  on  all  railways. 

The  object  of  this  device  is  to  make 
what  is  practically  a  hollow  thimble 
which  may  be  readily  put  in  or  with- 
drawn from  a  locomotive  boiler  tube  at 
the  firebox  end  when  leakage  has  be- 
gun or  when  the  bead  has  been  burned 
away  or  otherwise  damaged.  This 
thimble  is  designed  to  completely  cover 
the  damaged  parts,  and  so  add  ma- 
terially to  the  life  of  the  flue  as  a 
whole.  A  flue  with  a  damaged  end  is 
usually  stopped  up  with  a  solid  plug 
and  in  this  way,  while  the  removal  of 
the  flue  is  temporarily  avoided,  the 
usefulness  of  the  whole  flue  is  impaired 
by  reason  of  the  cutting  oflf  of  its  heat- 
ing surface  from,  the  action  of  the  hot 
gases  from  the  fire. 

Commenting  on  some  of  the  inci- 
dents regarding  boiler  work  as  found 
in  an  ordinary  roundhouse,  Mr.  Raid- 
ler says:  "Visit  any  terminal  round 
house  in  the  United  States,  Canada  or 
Mexico  of  any  importance  and  you 
will  read  on  the  pages  of  the  work  book 


factory  job.  According  to  the  law  of 
averages  he  will  simply  drive  in  a  solid 
plug  (the  old  kind)  and  report  the  en- 
gine all  right.  The  solid  plug  stops  the 
leak,  but  puts  a  tremendous  strain  on 
flue  sheet  bridges,  and  in  a  short  period 
of  time  twenty-five  flues,  more  or  less, 
are  plugged.  The  locomotive  is 
robbed  of  a  portion  of  her  heating  sur- 
face, and  correspondingly  her  hauling 
capacity   is   impaired." 

The  emergency  thimble  or  nipple  is, 
after  being  driven  in,  capable  of  being 
expanded  or  rolled  in  the  flue  so  as  to 
make  a  tight  fit,  and  thus  effectually 
seal  lip  the  leaky  end  of  the  tube.  To 
facilitate  the  withdrawal  of  the  nipple, 
it  is  made  with  two  laterally  projecting 
lugs,  one  at  each  side.  By  driving  a 
wedge-shaped  tool  between  the  flue- 
sheet  and  the  lugs  the  nipple  can  be 
started.  This  thimble  or  nipple  or 
whatever  it  may  be  called,  is,  as  its 
name  implies,  a  temporary  and  not  a 
permanent  accessory  in  boiler  repairs, 
and  is  intended  to  take  the  place  of 
the  objectional  solid  plug  where  a  flue 
leaks  constantly,  or  where  the  bead 
has  been  damaged-  Properly  and  ju- 
diciously used,  it  is  likely  to  become 
very  popular  on  railways. 

Further  information  may  be  had  by 
direct  communication  with  Mr.  T.  H. 
Price,  806  Great  Northern  Building.  Chi- 
cago! 


"^i^ 

■jy 

EMiERGENCY    NIPPLE    SHOWING    LUGS. 

'Calk  Flues  in  Firebox,'  'Flues  Leak- 
ing in  Firebox,'  'Engine  Don't  Steam.' 
Comparing  dates,  you  will  find  that 
these  reports  appeared  a  comparatively 
short  time  after  the  engine  has  been 
put  in  service  after  having  undergone 
general  repairs  or  new  from  the  build- 
er. We  will  not  here  enumerate  the 
details  of  calling  the  boilermaker  at 
all  hours  of  the  night,  to  calk  or  roll  out 
the  leaky  flues,  doing  them  more  harm 
than  good  in  his  haste  to  get  through 
with    a    disagreeable,    hot    and   unsatis- 


Ancient  Chinese  Bridges. 

Suspension  bridges  which  were  built 
in  the  time  of  the  Han  dynasty  (202  B. 
C.  to  220  A.  D.)  are  still  standing, 
striking  examples  of  oriental  engineer- 
ing skill.  According  to  historical  and 
geographical  writers  of  China,  it  was 
Shang  Lieng,  Kaen  Tsu's  chief  of  com- 
mand, wlio  undertook  to  construct  the 
first  public  roads  in  the  flowery  em- 
pire. At  that  time  it  was  almost  im- 
possible for  the  province  of  Shense  to 
communicate  with  the  capital.  Lieng 
took  an  army  of  10,000  workmen  and 
cut  great  gorges  through  the  moun- 
tains, filling  up  the  canyons  and  val- 
leys with  the  debris  from  his  evcava- 
tions.  At  places  where  deep  gorgres 
were  traversed  by  large  and  rapidly 
flowing  streams  he  actually  carried  out 
his  plan  of  throwing  suspension  bridges, 
stretching  from  one  slope  to  the  other. 

These  crossings,  appropriately  styled 
"flying  bridges"  by  early  Chinese  writ- 
ers, are  high  and  dangerous  looking  in 
the  extreme.  At  the  present  day  a 
bridge  may  still  be  seen  in  the  Shense 
which  is  400  feet  long  and  is  stretched 
over  a  chasm  more  than  1,000  feet 
deep.  How  those  early  engineers  erect- 
ed such  a  structure  with  the  tools  and 
appliances  at  their  command  is  a  mys- 
tery which  will  probably  never  be  ex- 
plained. 
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Polar   Coupler   on   the   Pennsylvania. 

The  rapid  advance  in  tlie  design  of 
railroad  equipment  during  the  last  few 
years  has  been  very  noticeable,  and  as 
an  example,  we  may  cite  the  new  Polar 
Coupler,  recently  designed  by  the  Penn- 
sylvania. Very  little  had  been  done 
to  increase  the  strength  of  passenger 
car  couplers  commensurate  with  the 
increase  in  size  and  weight  of  locomo- 
tives and  cars.  For  this  reason,  when 
the  new  steel  passenger  equipment  of 
that  road  was  contemplated  it  was  de- 
cided to  design  a  coupler  which  in  ev- 
ery respect,  except  parts  limited  by  the 
M.  C.  B.  contour  lines,  would  be  nearly 
twice  as  strong  as  the  couplers  used 
on  wooden  cars.  In  steel  passenger 
equipment  cars  the  platform  center  sills 
are   made  integral  with   the   car  center 


be  at  least  6  in.  on  each  side  of  center 
line.  In  order  to  have  sufficient  side 
motion,  it  was  decided  to  arbitrarily 
provide  a  side  motion  of  8  in.  on  each 
side  of  the  center  line,  or  a  total  of  16 
in.  The  conditions  thus  set  precluded 
the  possibility  of  using  side  stems, 
which  were  standard  on  wooden  equip- 
ment, and  necessitated  designing  an 
entirely  new  centering  device.  This 
device  consists  of  two  spring  follower 
castings,  which  are  pivoted  on  the 
coupler  head  pivot  pin.  Each  of  these 
castings  is  provided  with  a  stop,  which 
bears  against  a  pin  passing  through 
the  center  of  the  bifurcated  drawbar. 
The  stop  prevents  the  motion  of  the 
follower  casting  in  one  direction.  Be- 
tween the  ends  of  the  follower  casting 
is  placed  a  spring  having  a  free  height 


thereby  escaping  contact  with  the  coup- 
ler head.  With  this  arrangement  it  be- 
comes necessary  to  space  the  clamps 
for  the  various  pipes  at  a  distance  of 
7  or  8  ft.  from  the  platform  end  sill  so 
that  there  will  be  no  damage  to  the 
pipes  themselves. 

The  large  amount  of  coupler  side 
motion  also  necessitated  a  special  coup- 
ler operating  device  which  would  not 
interfere  with  the  proper  movement 
of  the  coupler  nor  release  the  knuckle 
in  the  extreme  positions  of  either  draw- 
bar or  coupler  head.  This  was  accom- 
plished in  a  very  neat  manner  by  plac- 
ing the  attachment  to  the  lock-block 
under  the  center  of  the  coupler  pivot 
pin,  so  that  the  coupler  head  could 
swivel  in  any  direction  without  materi- 
ally moving  the  lock-block  attachment. 
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consists    of    a    coupler    head    pivotally 
mounted  on   the   outer  end  of  a  bifur- 


NEW  POI„\R  COUPLER  DESIGNED  BY  THE  PENNS\  LVANI.V  R.\ILRO.\D  FOR  NEW  STEEL  CARS. 

sills,  which  precluded  pulling  the  plat-  of  18  5-16  in,  sVa  in.  diameter  of  coil,  As  the  total  longitudinal  motion  of 
form  sidewise,  as  often  happens  with  and  H  in.  diameter  of  wire.  The  func-  coupler  head  and  drawbar  is  closely 
wooden  cars,  but  this  necessitated  pro-  tion  of  this  spring  is  to  center  both  sV^  in.,  it  was  necessary  to  provide 
viding  increase  of  side  motion  of  coup-  the  coupler  head  and  the  drawbar.  The  means  for  allowing  the  coupler  operat- 
or head.  spring  has  been  so  designed  that  its  ca-  ing  rigging  to  move  the  same  amount 
The  coupler  and  centering  device  ar-  pacity  is  sufficient  to  center  the  head  without  disturbing  the  lock-block  at- 
rangement    sliown    in    our    illustration  and  drawbar.  tachment.     This  was  done  by  hanging 

With  a  total  possible  side  motion  of  16  a    bell-crank    from    the    bottom    of    the 

in.   there   was   some   danger  of   coupler  pivot     pin     connecting     the     drawbar 

cated    drawbar   extending   back    to    the  head  coming  in  contact  with  the  steam  and   spring   yoke,   and   connecting   this 

spring  yoke,   to   which   the   drawbar   is  heat  valve  and  the  air  and  signal  angle  crank   with   a   secondary   bell-crank   at- 

attached  by  means  of  a  pin.     The  pin  cocks,  if  they  are  placed  in  the  stand-  tached  to  one  center  sill.     The  attach- 

connecting  the  head  to  the  drawbar  is  ard   position.     To   overcome   this   diffi-  ment  beyond  the   secondary  bell-crank 

2%  in.  in  diameter,  the  largest  pin  used  culty.  and  also  to  provide  flexibility  to  is  made  by  means  of  a  small  rod.     All 

before   in   similar   position   was   iH   in.  the  piping,  for  the  purpose  of  prevent-  of    these    features    have    given    perfect 

The    pin    connecting    the    drawbars    to  ing    damage    to    hose    connections,    the  satisfaction,  and  permit  the  entire  elimi- 

the  spring  yoke  is  also  254   in.,   replac-  ends   of   steam   heat   and   air   pipes   are  nation  of  chain  connections.    The  coup- 

ing  a   i-M   in.   pin   formerly  used.     The  provided  with  clamps  supported  by  V-  ler    head    itself    consists    of    one    head 

spring  yoke   and   drawbar   are   propor-  shaped  castings,  with   extensions  pass-  casting,    one    knuckle,    one    lock-block 

tionally    increased.      After    careful    in-  ing    through    the    center    sills,    which,  and     operating     lever     combined,     one 

vestigation   of  curves,  cross-overs,   etc.,  when  the  drawbar  moves  sidewise,  pro-  spring  and   two   pins,   one   of   which   is 

it  was  determined  that  the  possible  side  vide    a    bearing    point,    permitting    the  the  standard  knuckle  pin.  and  the  other 

motion  of  coupler  at  the  knuckle  would  coupler    to    move    the    pipes    sidewise,  being  a  fulcrum  pin  for  the  lock-block. 
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Butler  Draw  Gear. 

The  Butler  Drawbar  Attachmenr 
Company  of  Cleveland,  Ohio,  have  is- 
sued a  beautifully  illustrated  catalogue 
of  their  attachments.  It  is  hardly  nec- 
essary to  minutely  describe  this  well- 
known  mechanism  for  use  on  railroad 
cars.  The  essential  feature  of  the  But- 
ler attachments  are  the  double  tandem 
springs,    applied     with     what     may     be 


1867  which  combined  the  idea  of  ab- 
sorbing shocks  not  only  by  the  initial 
spring  resistance,  but  also  by  the  fric- 
tional  resistance  produced  by  the 
movement  of  yielding  wedges.  Later 
Mr.  W.  M.  Piper -employed  a  similar 
plan,  and  the  Butler  Company  having 
acquired  the  Piper  patents,  presents  a 
friction  draw  gear  in  which  the  ideas 
of  these  pioneer  inventors  is  preserved, 


BUTLER  DRAW   GEAR   ATTACHMENT. 


called  the  telescoping  idea;  With  this 
arrangement  the  compression  of  the 
springs  is  accomplished  always  in  a 
straight  line  and  without  reference  to 
the  angle  which  the  drawbar  may  hap- 
pen to  occupy  with  reference  to  the 
springs.  The  strain  on  the  yoke  with 
this  arrangement  is  tensile  only,  and 
only   comes   into  play  when   the   car  is 


though  with  a  range  of  design  suitable 
to  all  modern  requirements. 

It  is  possible  with  suitable  equip- 
ment to  absorb  200,000  lbs.  pressure  in 
one  inch  of  travel  of  the  drawbar.  This 
is  equal  to  a  complete  absorption  of 
16,666  foot-pounds  of  energy.  This  ap- 
plies to  severe  shocks,  but  the  design  of 
friction    draw    gear    which    the    Butler 


Increased  lubricating  efficiency — 
that's  what  we  want  you  to  stop  a 
moment  to  consider.  And  it's  a 
mighty  vital  thing  this  problem  of 
lubrication.  Just  how  vital  you  rea- 
lize when  you  remember  that  an  en- 
gine couldn't  run  without  it.   Now 

Dixon's 

Flake 

Graphite 

has  some  properties  that  no  other 
lubricant  of  equal  value  possesses. 
Flake  Graphite  is  a  solid,  it  is  not 
subject  to  heat  or  cold,  will  with- 
stand the  greatest  pressures,  and  is 
unaffected  by  acids  or  alkalies.  Do 
you  know  of  any  oil  or  grease  that 
will  stand  such  tests? 

Write  for  our  new  booklet  C-69 
on  Dixon's  Ticonderoga  Flake 
Graphite — sent  to  you  free. 


BUTLER   FRICTION    DRAW   GEAR. 


being  pulled.     The  springs  occupy  the  Company    manufacture    is    capable    of 

space  provided  between  the  draw  lugs,  dealing    with    everyday    conditions    in 

The    company    have    recently    issued  which  a  large  number  of  comparatively 

Supplement   No.    I    to    their   catalogue,  slight  shocks  can  be  absorbed,  and  also 

which  deals  with  friction  draw  gear.  As  that    there    shall    be    the    reserve   capa- 

early  as  i860  inventors  turned  their  at-  bility  of  adequately  handling  the  severe 

tention    to    the    problem    of   absorbing  shocks   to   which   heavy   car  equipment 

shocks  by  frictional  resistance.     A  pat-  is  subject.     The   Butler  design  of  fric- 

ent    was   issued    to    a    Mr.    Pennock    in  tion    draw    gear    absorbs    shocks    from 
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Heating 
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Lighting 
Company 


Manufacturers  of 


ELECTRIC, 
STEAM  AND 
HOT  WATER 
APPARATUS 

FOR    RAILWAY    CARS 

IMPROVED 
SYSTEM  OF 
ACETYLENE 
CAR  LIGHT- 
ING 


Largest    Manufacturers    io    the    World    of 
Car  Healing  Apparatus 

Catalogues  and  Circulars 
cheerfully  furnished 

Main   Office,  Whitehall    Building 

17   BATTERY    PLACE 

NEW    YORK 


25,000  lbs.  up  to  250,000  lbs  in  2  in. 
travel.  This  means  tfiat  a  maximum  of 
41,666  foot-pounds  of  energy  can  be 
successfully  taken  care  of.  Our  illus- 
trations show  the  ordinary  Butler  draw 
gear  and  the  Butler  friction  gear  with 
movable  wedge-shaped  followers,  and 
also  the  Butler  gear  as  applied  with  the 
Harvey  friction  springs.  The  Butler 
Drawbar  Attachment  Company  will  be 
happy  to  send  their  catalogue  and  Sup- 
plement No.  I  to  anyone  who  writes  to 
them  for  copies. 


Car   Shop  Band  Rip   Saw. 

The  J.  A.  Fay  &  Egan  Co.,  Cincin- 
nati, O.,  make  a  machine  that  is  pop- 
ular among  car  manufacturers.  It  is 
their  No.  109  Automatic  Band  Rip  Saw, 
which  we  illustrate. 

It    is    especially    built    for    car    shop 


breaking.  This  device  not  only  means 
a  saving  of  blades,  but  insures  a  very 
light   kerf. 

The  feed  is  strong,  and  consists  of 
two  heavy  fluted  upper  rolls  and  three 
lower  ones  of  large  diameter,  all  power 
driven.  The  upper  rolls  are  adjustable 
up  and  down,  and  may  be  raised  from 
the  board,  stopping  the  feed  or  lifted 
instantly  out  of  the  way  for  use  as  a 
hand  feed  rip  saw. 

For  further  information  concerning 
this  tool,  you  are  requested  to  write 
the  manufacturers,  who  will  be  glad  to 
send  you  a  descriptive  circular  showing 
a  large  half-tone  photograph  of  the  ma- 
chine. 


Theadvent  of  the  expensive  high-speed 
drills  has  brought  before  all  drill  users 
more    strongly    than    ever    before    the 


BUTLER  GEAR  WITH   H.\RVEY  FRICTION    SPRING. 


work,  and  is  used  in  the  leading  car 
shops  of  America.  The  frame  is  cored, 
but  is  of  considerable  weight,  being 
cast  in  one  piece  with  broad  floor  sup- 
port, which  practically  eliminates  vi- 
bration. 

While    the    machine    is    adapted    for 
heavy    work,    it    is    equally    good     for 


CAR  siKir  i}.\.\ij   Kir  s.wv. 

ripping  the  finest  lumber  into  small 
strips.  It  will  easily  rip  material  of 
any  thickness  of  from  I  to  14  in.  and 
28  in.  wide  between  the  saw  blade  and 
the  fence. 

The  Company's  Patent  Knife-Edge 
Straining  Device  enables  the  machine 
to  run  an  extremely  thin  blade  at  a 
very    high     speed     without     danger    of 


problem  of  the  loss  occasioned  by 
twisted  tangs  and  broken  shanks.  With 
the  ordinary  carbon  steel  drills,  not- 
withstanding the  fact  that  the  loss  was 
considerable  from  this  source,  it  was 
generally  neglected,  and  considered  as 
an  unavoidable  evil.  However,  when 
the  tang  was  twisted  off,  or  the  shank 
broken  on  a  high-speed  drill  of  approx- 
imately four  times  the  value  of  an  or- 
dinary drill,  and  this  expensive  tool 
thereby  rendered  useless,  the  men  in 
charge  of  such  matters  began  to  give 
the  subject  some  serious  thought.  The 
American  Specialty  Company  has  come 
forward  with  the  "Use-Em-Up"  Drill 
Socket.  It  will  be  noted  that  this 
socket  is  similar  to  the  standard  taper 
socket,  with  two  exceptions.  One,  that 
it  has  a  flat  on  its  inside  surface,  and 
the  other,  that  the  drift  slot  is  some- 
what longer  than  on  the  ordinary 
socket,  to  facilitate  the  driving  out  of 
tangless  drills.  With  the  socket  de- 
scribed it,  is  only  necessary  to  grind  a 
flat  on  the  remaining  portion  of  the 
shank  after  it  had  been  broken 
off,  or  the  tang  twisted  off,  in 
order  to  put  the  drill  into  immediate 
use,  or  if  a  flat  is  ground  on  a  new  drill 
the  liability  of  trouble  from  this  source 
is  entirely  eliminated.  Several  of  the 
standard  drill  makers  are  now  furnish- 
ing their  drills  flatted  to  fit  this  socket 
at  the  same  price  as  the  ordinary  drill. 
It    will    be    noted    that    flattening    drill 
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shank  to  fit  this  socket  does  not  in  any 
way  interfere  with  its  use  in  the  stand- 
ard taper  socket.  This  socket  is  man- 
ufactured and  sold  by  the  American 
Specialty  Company  of  Chicago.  Write 
them  for  further  particulars. 


Drilling  Square  Holes. 

There  is  something  remarkable  in  ac- 
tually seeing  a  square  hole  bored  through 
a  piece  of  steel  by  what  looks  like  a  com- 


and  the  striking  peculiarity  of  this  appli- 
ance consists  in  the  mechanism  by  which 
the  proper  motion  is  obtained. 

This  is  a  special  chuck,  consisting  es- 
sentially of  three  parts;  first,  a  driving 
part,  which  is  screwed  to  the  spindle  of 
the  machine  upon  which  the  work  is 
done;  second,  a  stationary  part,  which 
may  either  ride  upon  the  first  or  driving 
part  by  means  of  a  bearing,  or  it  may  be 
fastened    directly    to    the    frame    of    the 


THL  CUTTING 

bined  drill  and  reamer  with  only  three 
cutting  edges.  A  representative  of  Rail- 
way AND  Locomotive  Engineering  wit- 
nessed this  performance  in  the  room  oc- 
cupied by  the  Radical  Angular  Drill 
Company,  in  the  same  building  we  are 
in,  viz.:  114  Liberty  street,  New  York. 

The  device,  which  is  the  invention  of 
Mr.  Charles  Philgus,  is  an  attachment 
which  can  easily  be  applied  to  a  lathe, 
an  ordinary  drill  press,  or  a  milling 
machine,  and  it  cuts  triangular,  square, 
pentagonal  or  hexagonal  holes  in  iron, 
steel,  wood  or  stone  in  a  remarkably 
short  time  and  in  a  thoroughly  workman- 
like and  accurate  way.  While  the  square 
hole  is  perhaps  the  most  useful  in  rail- 
way and  general  work,  the  tools  can  be 
made  to  cut  any  odd  shaped  hole  that  is 
desired. 

The  principle  upon  which  the  tool  op- 
erates  is   the   combination   of   a   specially 
shaped    drill,      turning    in    an    adjustable 
guide  formed  in  accordance  to  the  shape 
of  the  drill.  The  drill  continually  changes 
its    position    with    regard    to    the    center 
axis  of  the  spindle  on  which  the  tool  is 
attached,  with  the  result  that  the  cutting 
edges   of  the   drill   follow   a   course   pre- 
cisely   coinciding    with    the    form    of    the 
hole  presented  by  the  drill  guide.    Differ- 
ent sized  holes  can  be  obtained  by  simply 
changing   the    drill,   the   guide   being   ad- 
justable.     The  apparatus  consists  of  two 
parts  fitted  together  by  a  nut  ring  in  one 
body;  these  two  parts  each  serve  a  special 
purpose.    It  goes  without  saying"  that  for 
a  solid  tool  to  bore  anything  but  round 
holes  it  must  have  something  more  than 
a  purely  rotary  motion  about  a  fixed  axis. 


TOOL  OK  BIT. 
machine,  and  tliird,  the  part  into  which 
the  shank  of  the  drill  is  screwed  and 
which  is  caused  to  rotate  by  the  driving 
part,  but  which  is  also  free  to  move  sitje- 
wise  to  a  certain  extent.  This  sidewise 
motion   is   limited   by   a  guide   or   matrix 


ATTACHMENT  ON   A   DRII.I.   PRESS. 

in  the  second  or  stationary  part,  the 
exact  amount  and  form  of  the  motion  be- 
ing determined  by  the  shape  of  this  guide 
and  by  the  form  of  the  shank  of  the  bor- 
ing tool. 

The  tool  used  in  boring  square  holes 
has  a  three-cornered  shank,  the  sides  be- 
ing segments  of  circles  struck  from  the 
opposite  angles  or  edges,  as  centers,  and 
the   radius  of   all   three  curves   thus   de- 


Welding 

Locomotive 

Frames 

In  Two  Days  or  Less 


That  is  what  may  be  accomplished  by  the 
Thermit  Process.  No  necessity  for  remov- 
ing the  frame  from  the  engine.  Further- 
more, a  REINEORCEMENT  of  Thermit 
Steel  is  fused  around  the  weld,  thoroughly 
amalgamating  with  the  steel  of  the  frame 
and  greatly  increasing  the  strength  of  the 
frame  at  point  of  fracture,  effectually 
preventing  future  breakage. 

Thermit  welds  are  PERMANENT, 
QUICK  and  ECONOMICAL.  Used  by  all 
the   leading    railroads   of   the   country. 

Write   for  Pamphlet   No.    18-B. 

(iolils(liniiiltIlie[iDit(o. 

90  West  St.,  NEW  YORK 

432-436    Folsom    St..    San    Francisco,    Calif. 
103   Richmond  St.    W..   Toronto,    Ont. 


mONEV     TO     LOAN 

in  sums  to  suit  on  Real  Estate,  City 
01  Country,  anywhere  in  the  United 
States  or  Canada,  at  six  per  cent,  inter- 
est. Two  per  cent,  commission  charged 
for  placing  loans.  Will  also  make  loans 
on  yachts  and  vessel  property.  Address 
A.  H.  Crawford,  R.  F.  D.,  Route  One. 
Box  60,  EUicott  City,  Maryland. 


\a/a>imte:d 

A  well -known  and  experienced  railway 
supply  salesman  with  a  large  railroad  ac- 
quaintance and  valuable  clientele  desires 
a  position  with  first-class  house.  Particu- 
lars at  this  ofhcp. 

Address:   W.  H,  P.  this  office. 
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New  Practical  Book  Catalogue  sent  FREE  on 
request.  Includes  practical  railroad  books. 
Send  your  name  and  address  and  receive  it  by 
return   mail. 

AIR  BRAKE  ^^ 

CATECHISM      ^— 

By     Robert     H.     Blackall,  A     complete 

treatise  on  tbe  Wc?i  inuhouse  Air  Brake,  in- 
cluding the  No.  5  and  No.  6  ET  LOCOMO- 
TIVE BRAKE  EaUIPMENT:  tbe  K  ( Quick- 
Service  j  Triple  Valve  fur  Freigbt  Service; 
nnd  tbe  Cross-Compound  Pump.  Tbe  opera- 
tion of  all  parts  of  tbe  apparatus  Is  ex- 
plained in  detail,  and  a  practical  way  of 
finding  their  peculiarities  and  defects,  with 
a  proper  remedy,  is  given.  It  contains  over 
2.000  examination  questions  with  their  an- 
swers.     Trice  $2.00. 


LOCOMOTIVE 
BREAKDOWNS 


Price, 

$i  00 


By  Fowler-Wood.  Just  Issued,  pocket  bonk 
form.  Tells  how  and  what  to  do  in  case  of 
an  accident  or   breakdown  on  tbe  road. 

Among  the  contents  are  chapters  on  De- 
fective Valves,  Accidents  to  tbe  Valve  Mo- 
tion. Cylinders,  Steam  Chests,  Cylinders  and 
Pistons.  Guides.  Crossheads  and  Kods,  Run- 
ning Gears,  Ti-uck  and  Frame  Accidents. 
Eoilev  Troubles,  Defective  Throttles  and 
Steam  Connections,  Defective  Draft  Appli- 
ances, Pump  and  Injector  Troubles,  Acci- 
dents to  Cab  Fixtures,  Tender  Accidents, 
Miscellaneous  Accidents,  Compound  Locomo- 
tive Accidents.  Tools  and  Appliances  for 
Making  "Engine  Repairs.  Air  Brake  Troubles. 
Walschaert  Valve  Gear  Troubles.  Electric 
Headlight  Troi;bles,  etc.  Coutains  over  SOO 
Questions  with  their  Answers.  275  pages, 
fully   illustrated.     I'rice   $1.00. 


LOCOMOTIVE 
CATECHISM 


Price. 

$250 


By  Robert  Grimshaw.  27th  Edition.  Is 
entirely  revised,  rewritten  and  reset.  A  new 
book  from  cover  to  cover.  It  contains  twice 
as  mpuy  pages  and  double  the  numtier  of  illus- 
trations, of  previous  editions.  Includes  the 
greatest  amount  of  practical  information 
ever  published  on  tbe  construction  and  man- 
agement of  modern  locomotives.  Contains 
specially  prepared  chapters  on  the  Wal- 
schaert Locomotive  Valve  Gear,  tbe  Air 
Brake  Equipment  and  the  Electric  Head 
Light.  S25  pages,  437  illustrations  and  3 
folding  plates.  Over  4,000  examination 
questions  and  their  answers  are  Included. 
Price   $2.50. 


THE  WALSCHAERT 
LOCOMOTIVE        $'':'"5o 
VALVE  GEAR       1  — 

By  Wra.  W.  Wood.  If  you  would  thoroughly 
understand  tbe  Walschaert  Valve  Gear  you 
shonld  possess  a  copv  of  tills  bonk.  IT 
EXPLAINS  THE  WALSCHAERT  VALVE 
GEAR  IN   EVERY   DETAIL.      PRICE   $1.50. 

LINK  MOTIONS, 
VALVES,  AND       j^j^^ 
VALVE  SETTING  5U 

By  Fred  H.  Colvin.  A  handy  book  that 
clears  up  the  mysteries  of  valve  setting. 
Shows  llie  diffrrofit  valvi-  -'-nrs  in  usf.  Imw 
they  work  and  why.  Piston  and  slide  valves 
of  different  types  are  llljistratod  and  ex- 
plained. A  book  that  every  railroad  man  In 
I  In-  motive  power  department  ought  to  have. 
PRICE   50c. 

or  AGENTS  WANTED.  Write  for  our  Spe- 
cial Terms.  You  can  make  equal  to  a 
Month's  Pay  selling  our  Railroad  Books 
on  the  side, 

X^  Send  for  a  Special  Circular  of  Our 
Railroad    Books. 

S^  Copies  of  these  Books  sent  prepaid  on 
receipt    of    the     price. 

The  Norman  W.  Henley 
Publishing  Go. 

I  32  NASSAU  STREET,  NEW  VORK,  U.S.A. 


scribed  are  equal  to  one  side  of  the 
square  guide  in  which  the  shank  turns 
about.  When  one  side  of  the  shank  is 
either  rolling  or  sliding  upon  one  side 
of  the  square  guide,  the  opposite  edge 
of  the  shank  moves  in  a  straight  line. 
This  holds  true  for  all  positions  of  the 
shank  except  for  a  very  small  distance 
at  the  corners,  and  this  tool  bores  a 
square  hole  with  slightly  rounded  corners. 
If  it  is  desired  to  bore  a  square  hole  with 
sharp  corners  a  special  bit  is  emploj'ed 
haying  a  shank  considerably  larger  than 
the  cutting  head,  one  of  the  corners  of 
the  shank  being  rounded  instead  of  angu- 
lar. The  exact  form  of  this  shank  has 
been  worked  out  imperically,  and  stand- 
ards have  been  made  for  all  the  sizes  of 
holes  likely  to  be  needed  in  practical 
work. 

The  cutting  edges  of  the  tool  are  on 
its  end  as  in  the  case  of  flat  or  twist 
drills.  To  do  commercial  work  with  this 
device,  it  is  necessary  to  have  as  many 
different  drills  as  there  are  sizes  of  holes 
to  be  bored,  but  the  guide  in  the  sta- 
tionary part  of  the  chuck  can  be  adjusted 
to  a  considera'ble  range  of  sizes,  making 
only  one  chuck  necessary.  Where  it  is  de- 
sired to  bore  triangular,  pentagonal,  or 
hexagonal,  or  other  forms  of  holes,  a  suit- 
able tool  and  corresponding  guide  are 
supplied.  The  square  hole  is,  of  course, 
the  most  generally  used.  A  large  num- 
ber of  these  chucks,  practically  all  of 
which  are  of  the  square  hole  type,  have 
been  sold  in  Germany  to  such  firms  as 
Friedrich  Krupp,  Siemens  &  Halske, 
etc. 

The  convenience  of  square  holes  and 
of  square  countersinks  in  certain  classes 


plied.  It  cannot  fail  to  delight  the  lover 
of  cleverly  devised  mechanical  motions, 
for  it  is  easily  comprehended.  The  prac- 
tical shopman,  be  he  official  or  operative, 
will  be  more  than  repaid  by  a  visit  to  the 
demonstrating  room  at  114  Liberty 
street,  as  he  will  there  see  a  simple  de- 
vice, applicable  to  ordinary  shop  tools, 
easily  and  quickly  doing  the  work  which 
is  difficult  of  accomplishment  in  any  other 
way.  The  new  tool  has  great  possibili- 
ties and  information  or  a  descriptive  cir- 
cular can  be  had  by  writing  to  the  Radi- 
cal Angidar  Drill  Company  at  New  York. 


Air  Brake  and  Signal   Hose. 

The  George  M.  Newhall  Engineering 
Co.,  Ltd.,  of  Philadelphia,  Pa.,  are  put- 
ting on  the  market  a  device  designated 
as  the  "NB".  Air  Brake  and  Signal  Hose 


THE   "NB"   HOSE   COUPLING. 

Connection.  It  was  designed  by  Messrs. 
E.  D.  Nelson,  engineer  of  tests,  Penn- 
sylvania Railroad,  and  W.  L.  Brown, 
his  assistant.  The  objects  sought  in 
designing  this  coupling  were  to  over- 
come injury  to  the  soft  inner  tube  of 
the  hose  by  the  nipples  used  in  the  or- 
dinary form  of  mounting  and  to  secure 
a  method  of  fastening  the  hose  to  the 
metal  parts,  which  would  be  free  from 
the  danger  resulting  from  a  hose  pulled 
off  the  fitting. 
The  "NB"  coupling  is  so  designed  as 


AAofif^,     Snappy  ^     iitf-o    •SockAf 


■f -/><>■  c/uck. 


SECTION    OF   THE   "NB 

of  construction  has  long  since  directed 
the  attention  of  inventors  to  the  problem 
of  producing  such  holes  in  wood  and 
metal  at  a  single  operation.  With  this 
device  it  is  possible  to  bore  such  holes 
upon  any  ordinary  lathe,  milling  machine, 
or  drill  press  at  a  rate  nearly  equal  to  the 
speed  -at  which  ordinary  round  holes  can 
be  drilled  with  a  flat  or  twist  drill. 

The  machine  is  certainly  unique  and 
cannot  fail  to  interest  the  mathemati- 
cian if  he  is  desirous  of. seeing  the  prin- 
ciple of  Cardan  suspension  practically  ap- 


■    HOSE   COUPLING. 

to  avoid  any  contact  of  the  metal  parts 
with  the  soft  rubber  lining  of  the  hose, 
and,  therefore,  preserves  it  against  in- 
jury, thus  leaving  it  free  to  perform  its 
important  function  of  sealing  the  hose 
structure  against  small  leaks,  which 
eventually  cause  bursting.  When  the 
hose  is  inserted  in  the  coupling,  as 
shown  in  our  illustration,  the  clip  is 
driven  against  the  shoulder  of  the  hose 
until  the  lug  on  the  clip  springs  into 
place  through  the  aperature  in  the 
coupling.      The    hose    is    thus    securely 


46 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


Jatiuary,   1900. 


RECOGNIZED 

as    tHe 

STANDARD 

FLEXIBLE 
STAYBOLTS 

Holds  firebox  sheets  securely 
together,  and  accommodates  it- 
self to  the  unequal  expansion 
of  the  plates. 

USED    ON    OVER    100    RAILROADS 


"Stay bolt  Trouble 
a  Tbin^  of  tbe  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 

THE  TATE  BOLT  HAS 
PROVED  ITSELF  INDISPENS- 
ABLE TO  LOCOMOTIVES  IN 
HIGH  PRESSURE  SERVICE 
BY  RENDERING  A  LOWER 
COST  OF  FIRE  BOX  REPAIRS 
TO  A  GREATER  MILEAGE  IN 
SERVICE,  THEREBY  IN- 
CREASING THE  EARNING 
VALUE. 

FLANNERY  BOLT  COMPANY 

Suite  328  Friclc  Bldg. 
PITTSBURGH,   PENN.,   U.  S.  A. 

B.  E.  I).  KT  U'FDitn,  Gknkrai.  Manaokr 
Write  for  Literature. 


mounted    without    having    anytliing    in 
contact  with  the  inner  tube. 

The  strength  of  the  hose  depends 
primarily  upon  the  ability  of  the  duck 
wrapping  or  jacket  to  hold  the  pressure, 
the  safety  of  the  hose  against  bursting 
depends  on  the  integrity  of  the  inner 
tube.  A  defect  in  the  rubber  lining  per- 
mits air  to  tind  its  way  between  and 
iiilo  the  layers  of  duck,,  and  thus  causing 
a  rupture.  It  is  said  that  about  60 
per  cent,  of  hose  failures  in  freight  serv- 
ice are  due  to  the  bursting  of  hose  at 
the  nipples,  and  in  passenger  service 
the  percentage  is  still  higher.  The 
"NB"  coupling  is  an  effort  to  eliminate 
failures  from  this  source. 

Hose  mounted  with  the  present  stand- 
ard fittings  and  with  this  improved 
form  of  fitting  have  been  pulled  apart 
in  the  same  way  that  it  occurs  in  serv- 
ice, when  cars  are  separated,  but  witli 
the  air  brake  coupling  not  uncoupled  by 
hand.  The  makers  state  that  the  re- 
sult of  repeating  this  test  a  very  large 
number  of  times  showed  marked  cut- 
ting of  the  nipple  in  the  inner  tube 
with  the  standard  fitting,  and  no  injury 
to  the  inner  tube  with  the  improved 
form  of  fitting. 

As  to  security  against  pulling  off,  it 
is  said  that  repeated  trials  have  demon- 
strated that  when  mounted  with  the 
"NB"  coupling  the  body  of  the  hose 
has  torn  apart  in  every  case,  leaving 
the  end  of  the  hose  still  attached  to  the 
fitting. 

The  form  of  the  air  brake  and  signal 
couplings  and  threaded  nipples  are,  of 
course,  the  same  as  those  in  common 
use,  so  that  there  is  no  change  in  stand- 
ard, so  far  as  the  couplings  and  car  fit- 
tings are  concerned.  "NB"  hose  and 
couplings  can  be  mounted  as  quickly 
and  as  easily  as  the  present  M.  C.  B. 
standard.  All  the  parts  can  be  used 
over  and  over  again.  Arrangements 
have  been  made  with  several  of  the 
largest  hose  manufacturers  to  make  this 
special  end  on  the  M.  C.  B.  or  individual 
railroad  specifications  hose,  and  sell 
them  direct  to  the  railroad  companies. 
It  can  also  be  procured  through  the 
George  M.  Newhall  Engineering  Com- 
pany, Ltd.,  at  136  South  Fourth  street, 
Philadelphia.  This  company  will  be 
happy  to  answer  any  inquiries  on  the 
subject. 


A  comprehensive  circular  recently 
issued  by  the  Independent  Pneumatic 
Company  of  Chicago,  is  called  by  thein 
"Circular  L."  It  gives  in  a  number  of 
illustrations  the  varieties  of  the  "Thor" 
pneumatic  appliances  made  by  this 
company,  among  which  may  be  men- 
tioned their  Nos,  2  and  3  clipping, 
caulking  and  beading  hammers.  No. 
I  piston  air  drill  and  reamer.  No.  10 
breast  and  sci-ew  feed  drill.  No.  S  re- 
versible  wood   boring  machine.    No.   80 


CARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


Trade 

MARK 


RUBEROID 
ROOFING 


RepisI'd 
',  S.  i'at. 
I  Office 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 
Out  last  J  Metal 
SPARK  PROOF,  CINDER  PROOF, 
GAS  PROOF,  WEATHER  PROOF 

Write  for  samples,   prices  and  booklet  No.  68. 

THE    STANDARD     PAINT     CO. 
100  William  Street  New  York 

Chicago.    PhtUdelpbla,    Boston,    Eaotaa'  City, 
St.   LouU,   New  OrleaBa. 
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built,  finished 
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especially  (of 
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V  i  c  e  —  the 


are    giving 
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satis  faction 
on  all  Amer- 
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free  booklet 
and  pass-hol- 
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We  desire  reli 
able  aji^ents 
abroad  —  Please 
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WEBB-BALL  WATCH  CO. 


Ball  Buildinc 
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Railway  Exchantc 
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Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 

Dukesmith  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THE  DUKESMITH   SCHOOL 
OF  AIR  BRAKES 

MEADVILLE,    PA. 
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THEDRAKE&WIERSCO. 

CI^EVCLAND,    OHIO 

ASPHALT    GAR    R00FIN6 


The  Original  Torsion-Proof  Car  Eoof 

IN  USE  ON  OVER   75,000  CARS  ! 

Has  stood  the  test  for  18  years  without  a 
failure.  The  strongest  and  most  durable  Car 
Roof  known.  The  ONLY  GENUINE  ASPHALT 
CAH  ROOFING  ON  THE  MARKET.  Guaran- 
teed to  last   10  years. 

PLASTIC     CAR    ROOFING 
or    SUPERIOR     QUALITY 


long  stroke  riveting  hammer,  No.  I  non- 
reversible piston  air  drill,  No.  25  re- 
versible compound  slow-speed  piston 
air  drill.  No.  7  pneumatic  portable 
grinding  machine,  etc.,  etc.  The  "Thor" 
hose  coupling  for  shop  use  is  also  illus- 
trated. This  is  a  simple  and  most  ef- 
fective device  by  which  hose  pipes  can 
be  coupled  and  uncoupled  very  readily, 
and  when  coupled  a  thoroughly  air-tight 
joint  is  made.  This  circular  will  be 
sent  to  anyone  on  request  addressed 
to  the  Company. 


The  Erie  Railroad  believe  in  educating 
their  employees,  and  as  an  evidence  of 
that  fact  we  may  mention  that  they  have 
recently  issued  a  pocket  pamphlet,  55 
pages  on  "Good  Firing.''  The  book  is 
loaned  to  firemen  and  engineers,  and  this 
practically  amounts  to  a  gift  to  the  perma- 
nent Employees  of  the  road.  In  the  pages 
of  this  pamphlet  are  set  down  the  cor- 
rect methods  of  firing,  and  also,  as 
Dickens,  the  great  novelist  would  say, 
"how  not  to  do  it,"  is  incidentally  brought 
to  the  notice  of  the  reader.  The  little 
book  is  illustrated,  and  with  the  letter 
press  containing  the  accumulated  experi- 
ence of  those  who  "know  how,"  the 
book  should  be  of  great  assistance  to 
the  men  who  do  the  work.  The  Erie 
has  shown  a  serious  desire  to  help  their 
employees,  and  they  deserve  to  reap  the 
benefit  of  coal  economy.  Other  railways 
that  desire  such  results  might  profitably 
take  several  leaves  from  the  Erie's  book- 
let on  good  firing. 


Last  month  we  referred  to  the  "Peer- 
less" reamers.  This  month  we  wish  to 
say  that  the  Cleveland  Twist  Drill  Com- 
pany have  issued  a  comprehensive  cata- 
logue on  the  subject  of  these  reamers. 
The  blades  used  are  made  of  selected 
high-speed  steel  and  joined  to  the  body 
of  the  reamers  by  what  the  makers  call 
their  "Brazo-Hardening"  process,  which 
unites  the  blades  with  the  soft-steel  body 
so  that  there  is  no  danger  of  the  blades 
becoming  loose.  In  fact,  the  makers 
offer  to  replace  any  "Peerless"  reamer 
where  the  blades  work  loose.  The  ream- 
ers are  made  as  hand,  core,  chucking, 
shell-core  and  shell-chucking  reamers,  and 
in  each  style  they  can  be  furnished  as 
solid  or  expansion  tools.  The  expansion 
reamers  have  as  many  cutting  edges  as  a 
solid  reamer.  Write  to  the  Cleveland  Twist 
Drill  Company,  of  Cleveland,  Ohio,  if  you 
want  a  catalogue,  and  they  will  be 
pleased  to  send  you  one.  These  high- 
speed reamers  are  useful  and  eflicient 
tools. 


We  have  received  a  model  of  the  G  6 
Westinghouse  brake  valve  carved  out  of 
small  pieces  of  wood  with  an  ordinary 
penknife  by  Mr.  John  W.  Graybill,  a 
locomotive  engineer,  of  the  Baltimore  & 
Ohio  Railroad,  at  Bridgeport,  Ohio.  The 
modi'  which  shows  the  various  ports  and 
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Die  Blocks 
Steel  Forgings 


First  Prize  awarded  at  the 
Louisiana  Purchase  Ex- 
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our  TOOL  STEEL  when 
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IF   you   have   ever 
had  trouble  with 
Flange  Packings, 
you    have    NOT 
used  our  celebrated 
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H.  p.  SHEET  PACKING 


Write  us  and  we  will  supply 
you  with  a  working  sample 
for  test — used  exclusively  on 
theSinger  building.   Ask  them 
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passages  in  this  brake  valve  is  about  I  inch 
high  and  about  4  inches  wide,  made  in  the 
form  of  a  circular  disc  held  together  by 
a  pin.  The  manner  in  which  the  ports 
and  cavities  in  the  rotary  valve  and  seat 
are  brought  to  register  in  the  different 
positions  of  the  brake  valve  handle  is 
shown  by  shifting  the  discs.  This  is  a 
cleverly  arranged  device  by  w'hich  the 
construction  and  operation  of  the  brake 
valve  is  made  clear  and  one  cannot  help 
but  admire  the  ingenuity  of  Mr.  Gray- 
bill  in  preparing  this  model,  which  no  ^ 
doubt  has  been  of  valuable  assistance'  to 
him  in  comprehending  the  construction 
and  retaining  information  concerning  the 
brake  valve  as  well  as  imparting  this 
knowledge   to   others. 


A  good  many  illustrated  catalogues 
come  to  the  office  of  Railway  and' Loco- 
motive Engineering,  and  out  of.  that 
number  we  cannot  omit  to  mention  one 
just  issued  by  the  Pratt  &  Whitney  Com- 
pany, of  Hartford,  Conn.  It  is  a  con- 
crete presentation,  one  may  say,  of  a  very 
high  grade  of  milling  machines,  die  sink- 
ers and  profilers.  The  catalogue  is  stand- 
ard railroad  size,  the  same  as  our  paper, 
aifd  contains  40  beautifully  illustrated 
and  superbly  printed  pages.  The  ma- 
chines described  and  illustrated  are  tools 
of  precision  and  are  especially  adapted 
for  the  kind  of  milling  that  is  required 
in  producing  accurate  work.  The  ex- 
ainples  of  work  done  are  of  great  in- 
terest to  those  who  love  a  finished  product 
of  high  grade.  The  work  done  by  the 
profiling  machines  is  truly  remarkable. 
The  company  is  willing  to  send  this 
catalogue,  which  is  one  of  value,  or,  in- 
deed, any  information  regarding  their 
other  kinds  of  machine  tools,  machinists' 
small  tools,  gauges,  etc.,  to  anyone  who 
sends  them  a  request  by  post  card. 


A  very  artistic  folder  has  recently  come 
to  our  office  from  the  the  Hicks  Loco- 
motive and  Car  Works  of  Chicago 
Heights,  111.  In  it  they  show  by  a  num- 
ber of  half-tones  the  kind  of  work  they 
do.  They  give  a  general  specification 
of  a  passenger  car  as  a  sample,  and  re- 
print several  letters  from  officials  they 
have  served.  They  have  now  a  number 
of  8o,ooo-lb.  capacity  gondola  cars  for 
itiimcdiate  delivery  and  two  modern  19  x 
24-in.  cylinder  so-ton  mogul  engines. 
Those  who  require  this  or  any  other 
similar  equipment  should  write  to  the 
company.  Their  Chica,go  office  is  in  the 
Fisher    Ruilding. 

THE  ROBERT  W.  HUNT  A  CO. 

Huraau  o(  loavactlan,      Tatti  and  Conanltatlaa, 
1137    THE     R90KERV.     CHICAGO. 

66    Broadway,   New   York. 
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Cars,    Wbeels,    Ajtles,    etc      Chxuical    LaboiA' 
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etc.       Physical     La«!)rato«y — Test    of     Metals. 
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Grade  Reduction  in  the  Rockies. 

When  one  considers  the  cost  of  train 
operation  in  detail,  the  amount  ex- 
pended in  lifting  a  train  upward  while 
pulling  it  along  the  road,  as  when  ascend- 
ing a  grade,  it  is  an  item  expense  which 
is  constantly  in  evidence.  A  steep  grade 
may   facilitate  the   construction   of   a   line 


On  the  line  of  the  Canadian  Pacific 
Railway  through  the  Rocky  Mountains 
there  is  one  conspicuously  heavy  grade  be- 
tween the  stations  of  Hector  and  Field, 
B.  C,  in  the  Kicking  Horse  Valley.  The 
distance  between  the  two  points  is  eight 
miles,  and  coming  east  there  is  a  compen- 
snted  grade  3.2  miles  long  of  4.5  per  cent. 


longer  grade  2.2  per  cent,  will  replace  the 
present  one  on  the  "big  hill." 

In  order  to  get  the  longer  piece  of  road 
in,  two  points  on  the  existing  line  have 
been  selected.  These  points  are  4.1  miles 
apart,  and  the  new  line  between  these 
points  has  a  total  length  of  8.2  miles.  In 
other  words,  the  grade  is  reduced  about 


KICKING  HORSE  PASS  NT-..\R  FIELD,  P..   C.    ON    THE    C.\N..\DI.\N    PAaFIC    RAILWAY. 


and  may  reduce  the  lir.--t  cost  of  the  road, 
but  it  is  forever  after  a  conspicuous  bill 
of  expense  for  the  operating  and  mechani- 
cal departments.  A  heavy  outlay  may 
therefore  be  justified  in  reconstructing  a 
portion  of  road.  It  is  like  a  costly  but 
efficient  tool  in  the  shop,  where  increased 
output,  in  time  completely  wipes  out  the 
purchase  cost. 


This  means  that  while  the  train  proceeds 
along  the  road  a  distance  of  3  1-5  miles 
it  makes  a  vertical  rise  of  760  ft.  The 
summit  of  this  grade  is  5, 168  ft.  above 
sea  level  and  the  snow-crowned  crest  of 
Mount  Stephen  is  about  6,000  ft.  above 
the  track.  The  Canadian  Pacific  has  been 
pushing  forward  the  work  of  re-con- 
structing tliis  part  of  the  line,  so   that  a 


Iialf,  and  tlic  road  is  made  twice  as  long. 
Our  line  engraving  shows  the  plan  of  the 
existing  and  the  new  lines.  On  the  pres- 
ent road  there  are  three  safety  switches 
and  a  straight  tunnel  170  ft.  long.  The 
new  line  has  two  spiral  tunnels  driven 
through  solid  rock.  This  divides  the  new 
line  into  three  sections  like  a  switchback 
railway,  only   as   the   spiral  tunnels   unit- 
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the  ends  of  these  sections  there  is  no  re- 
versal of  motion.  By  that  we  mean  that 
an  engine  ascending  the  grade  and  run  in 
forward  gear  wiU  be  in  forward  gear  all 
through,  but  it  will  move  east  on  the  lower 
section,  pass  through  the  first  spiral,  move 
west  over  the  second  section,  pass  through 
the  second  spiral,  and  travel  east  again 
on  the  third  section. 

Each    spiral     tunnel,    with    approaches, 
makes    a    complete    loop    of    track.     The 


four  engines  together  weighed  about  709 
tons,  or  a  total  of  1,200  tons  weight  was 
moved  along  the  track,  and  at  the  same 
time  lifted  760  ft.  The  engines  and  cars 
were  arranged  in  the  following  order.  In 
front,  one  2-8-0  Richmond  compound,  fol- 
lowed by  five  coaches,  then  two  simple 
consolidation  engines  followed  by  six 
coaches,  and  one  simple  2-8-0  engine  in 
the  rear.  On  the  new  line  some  time  will 
be  saved  in  the  switching  of  the  trains  on 


tlie  new  line  as  well.  It  is  expected  that 
the  spiral  tunnels  will  be  completed  by 
the  spring,  but  there  is  a  good  deal  of 
work  to  be  done  on  the  road  before  it  will 
be  open  for  regular  traffic.  We  are  in- 
debted to  Mr.  J.  E.  Schwitzer,  assistant 
chief  engineer  of  the  C.  P.  R.  at  Winni- 
peg, for  the  information  concerning  the 
new  line,  and  our  halftones  were  made 
from  photographs  sent  us  by  Mr.  Bronson, 
the  advertising  agent  of  the  company. 


C.   P.    R.    BRIDGE   OVER   THE   SKUZZY     RIVER,     FR.VSER    CVNYON,    H.     C. 


easterly  tunnel  is  2,800  ft.  huiK.  :iii<l  ihc 
westerly  one,  under  Mt.  Stephen,  is  3,200 
ft.  long.  The  grade  in  these  spirals  i-; 
about  1.6  per  cent.,  and  the  curvature  is 
on  a  radius  of  about  573  ft.  The  rise  in  the 
roadbed  made  by  the  spiral  tunnels  is  45 
and  48  ft.,  respectively.  A  straight  tunnel 
about  170  ft.  long  is  driven  through  the 
rock  not  far  from  the  third  safety  switch 
on  the  existing  line.  The  portals  of  the 
spiral  tunnels  are  so  located  that  no 
bridge  crossings  of  the  tracks  is  required. 
The  canyon  of  the  Kicking  Horse  River 
is  crossed  twice  in  making  the  ascent,  two 
substantial  steel  bridges  spanning  the 
gorge.  The  driving  of  the  three  tunnels 
has  necessitated  the  removal  of  about 
400,000  cubic  yards  of  rock,  and  cost  of 
the  whole  undertaking  is  estimated  at 
$1,270,000. 

At  the  present  time  four  consolidation 
engines  rated  at  710  tons  take  a  train  up 
the  big  hill.  On  the  new  track  two  similar 
consolidation  engines  will  haul  982  tons. 
The  economy  which  will  be  developed  on 
the  new  line,  from  an  operating  stand- 
point, is  obvious.  On  one  occasion  a  rep- 
resentative of  Railway  and  Locomotive 
Engineering  traveled  on  the  Imperial 
Limited,  and  in  passing  over  this  portion 
of  the  line  eleven  coaches  were  .pulled  and 
pushed  up  the  grade.  The  total  weight  of 
these  coaches  was  about  491  tons,  and  the 


The  Brick  Arch. 

At  the  November  meeting  of  the  Central 
Railroad  Club,  Mr.  George  Wagstaff  read 
a  paper  on  "The  Relation  of  the  Brick 
.\rch  to  the  Efficiency  of  the  Present  Day 
Locomotive  Boiler,"  after  briefly  review- 
ing the  development  of  the  locomotive 
boiler. 

A  review  of  the  history  of  the  Bituminous 
Coal  Burning  Locomotive  brings  forth 
most  prominently  the  importance  that  the 
brick  arch  played  in  the  earliest  attempts 
to  burn  bituminous  coal,  and  when  the 
problem  of  changing  from  wood  to  coal 
necessitated  the  successful  burning  of  bi- 
tuminous coal,  the  motive  power  officials 
used  the  brick  arch  as  one  of  the  efficient 
appliances  to  bring  about  that  result  and 
a  careful  review  of  the  opinions  of  motive 
power  men  of  that  period  shows  the  high 
regard  in  which  the  brick  arch  was  held, 
and  clearly  demonstrates  its  recognized 
value  in  locomotive  operation  at  that 
time. 

.-\s  the  burning  of  bituminous  coal  be- 


WTiiTE  M.^^"R  ^.^s?,  c.\nmore, 

account  of  not  putting  tlic  two  engines  in 
the  middle  of  the  train  and  taking  them 
out  at  the  top  of  the  grade,  though  the 
longer  mileage  of  the  new  line  may  more 
than  compensate  for  this  gain.  A  good 
deal  of  light  mileage  of  engines  working 
on  the  grade  is  likely  to  be  obviated  by 


ALBERTA.  CANADTAN  PACIEIC. 
came  an  easier  problem  with  the  increased 
knowledge,  gained  from  experience,  the 
brick  arch  commenced  to  receive  less  at- 
tention, and,  as  the  efficiency  of  the  loco- 
motive boiler  was  not  a  relatively  impor- 
tant factor,  the  importance  of  the  arch 
began    to    decline    and    it    commenced    tc 
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be  attacked  in  the  house  of  its  friends,  as  thrown   from  the  stack,  and,  on  this   ac-  tested  were  almost  identical  in  grate  area 

it   became   easier   to   obtain  larger  boiler  count,   it  becomes   directly  valuable   as   a  and  heating  surface,  but  one  of  them  was 

capacity  by  the  simple  means  of  increas-  fuel  saver.     It  increases  the  length  of  the  equipped    with    the    brick    arch    and    the 

ing  the  size  of  the  boiler  without  necessi-  flameway,     and     the     finer     fuel,     when  other  was  not.     The  draft  riggings  in  the 


PRESENT    AND    PROPOSED    LINE    OF   THE   CANADIAN  PACIFIC  RAILWAY  THROUGH    THE   KICKING  HORSE    PASS,    B.    C. 
BLACK  LINE  SHOWS  PRESENT  LOCATION.      DOTTED    LINE    SHOWS    NEW    ROUTE.     , 


fating  particular  attention  to  its  efficiency. 
This  condition  continued  until  recent  years 
when  we  have  come  face  to  face  with 
the  proposition  that  the  larger  boiler  ca- 
pacity cannot  be  obtained  by  this  simple 
means  and  we  must  w-ork  in  other  direc- 
tions to  obtain  increased  efficiency  for 
which  motive  power  officials  are  being 
called  upon  to-day  as  strongly  as  in  former 
years. 

The  value  of  the  brick  arch  in  this  lat- 
ter period  of  the  history  of  the  modern 
locomotive  boiler,  as  a  means  of  further 
increasing  its  capacity,  has  already  com- 
menced to  be  recognized  by  many  of 
the  best  railway  systems  in  the  country. 
At  the  present  time,  if  we  may  judge  from 
the  discussions  of  this  subject  by  leading 
mechanical  experts  and  organizations  in- 
terested, we  must  conclude  that  the  brick 
arch  has  again  come  into  its  own  and 
must  be  reckoned  with  as  an  important 
aid  in  operating  efficiently  the  modern 
locomotive. 

In  studying  this  subject  from  all  its 
various  standpoints,  weighing  the  advan- 
tages and  disadvantages  and  the  opinion, 
pro  and  con,  of  those  who  have  used 
brick  arches,  I  cannot  help  but  express 
myself  strongly  in  my  belief,  that,  in  view 
of  the  recent  great  improvement  in  boiler 
care  and  maintenance,  in  addition  to  the 
successful  treatment  of  water,  and  the 
successful  improvements  in  hot  water 
boiler-washing  plant,  etc.,  that  the  disad- 
vantages claimed  for  the  brick  arch  have 
almost  been  practically  overcome. 

From  the  earliest  history  of  the  arch 
there  does  not  seem  to  have  been  any 
question  about  its  advantages  and  its 
value  in  locomotive  operation,  and  there- 
fore, with  the  wiping  out  of  the  disad- 
vantages, the  non-use  of  the  brick  arch 
means  the  practical  throwing  away  of  a 
large  amount  of  valuable  power.  The 
arch  is  recognized  as  the  most  efficient 
device  for  reducing  the  quantity  of  sparks 


lifted  from  the  grate,  is  baffled  by  the 
arch,  and  is  consumed,  instead  of  pass- 
ing directly  to  the  tubes  and  out  of  the 
stack  in  the  form  of  sparks.  It 
causes  more  equal  distribution  of  the 
draft  over  the  grate  and  thus  improves 
the  furnace  action.  Its  function  in  the 
firebox  being  that  of  a  mixer  and  baffle, 
bringing  about  a  more  complete  mingling 
of  the  gases,  and,  thereby  aiding  combus- 
tion resulting  in  the  higher  temperature, 
and  the  production  of  a  smaller  propor- 
tion of  carbonic  o.xide.    These  claims  have 


smoke  boxes  were  not  alike ;  one  being 
arranged  to  clear  the  box  of  cinders, 
while  the  other  allowed  them  to  remain 
in  the  front  end.  However,  the  effect  of 
the  brick  arch  on  sparks  and  cinders  is 
shown  in  the  total  amount  drawn  through 
the  tubes,  which  is  given  as  an  average 
(for  the  four  tests  at  160  revolutions) 
of  380  pounds  for  the  boiler  with  the  brick 
arch  and  505  pounds  for  the  one  w'ithout. 
The  temperature  of  the  firebox  as  an 
average  of  the  above  four  tests  was  2,202 
degrees  F.   for  the  brick  arch,  and   1,982 


MOUNT    STEPHEN    AND    THE    KICKING    IIUKSL     Kl\  LK 

been     fully     sustained     by     the     analysis 
made  in  the  locomotive  tests  conducted  by 
the   Pennsylvania    Railroad,   at   St.    Louis 
in   1904. 
The  two  consolidation  locomotives  there 


CAN.VDIAN     PACIFIC. 

degrees  F.  for  the  tests  without  it.  The 
maximum  temperature  w'as  2,312  degrees 
F.  with  the  brick  arch,  and  2,112  degrees 
F.  without  it.  The  firebox  with  lowest 
temperature    had    the   highest    amount   of 
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CO  due  to  imperfect  combustion.  The 
maximum  percentage  of  loss  of  heat  in 
coal  fired  due  to  imperfect  combustion  of 
CO  was  only  2.09  for  the  brick  arch  and 
16.33  per  cent,  for  the  firebox  without  it. 
The  above  advantages  of  better  combus- 
tion and  consequent  fuel  economy  are  only 
a  part  of  the  advantages  to  be  obtained 
from  the  use  of  the  brick  arch,  and  to  my 
mind,  in  view  of  the  problem  of  the  pres- 
ent day  operation,  they  are  the  smallest. 
We  know  that  the  first  requirements  made 
of  the  motive  power  department,  by  the 
operating  department,  are  to  furnish  effi- 
cient power  in  order  to  move  the  traffic, 
next  to  move  it  expeditiously  and,  last,  as 
economically  as  possible. 

Mr.  C.  H.  Hogan,  discussing  the  mat- 
ter, said:  I  was  in  hopes  you  might 
call  upon  someone  else  to  open  this 
■discussion.  Mr.  WagstafiE  has  prepared 
a  paper  on  a  subject  that  is  most  im- 
portant in  the  proper  maintenance  of 
locomotives  to-day.  Knowing  his  ex- 
perience in  the  proper  care  of  locomo- 
tive boilers,  I  am  sorry  that  he  did  not 
have  time  to  deal  with  the  subject  at 
greater  length,  explaining  to  us  just 
how  the  arch  should  be  applied,  par- 
ticularly in  its  relation  to  the  crown 
sheet,  flue  sheet,  which  play  an  impor- 
tant part  in  equipping  our  locomotives 
with  brick  arches.  We  know  that  many 
roads  have  rules  governing  the  appli- 
cation of  brick  arches,  and  we  might 
say  that  while  until  recently  a  standard 
size  brick  has  been  furnished  by  the 
brickmakers,  some  roads  have  adopted 
smaller  sizes  which  are  more  conve- 
nient to  handle.  They  advocate  running 
four  rows  of  brick,  others  five  rows, 
some  six.  Engineers  .  will  tell  you, 
"Well,  the  engine  I  am  running  isn't 
steaming  as  well  with  four  rows  of 
brick  as  she  does  with  five."  Now  I 
am  satisfied  that  Mr.  Wagstaflf  can  ex- 
plain to  us  just  the  proper  location  and 
how  they  should  be  supported.  IMany 
roads  are  supporting  them  with  lugs  in 
the  side  sheet,  others  with  arch  tubes 
or  water  bars. 

In  the  first  paragraph  on  the  third 
page  of  his  paper,  Mr.  Wagstafif  very 
truthfully  says:  "The  arch  is  recog- 
nized as  the  most  efficient  device  for 
reducing  the  quantity  of  sparks  thrown 
from  the  stack,  and,  on  this  accoimt,  it 
becomes  directly  valuable  as  a  fuel 
saver."  Now  any  man  who  has  ever 
run  a  locomotive  and  given  it  the 
proper  attention  knows  that  the  brick 
arch  is  a  fuel  saver,  and  knows  that  if 
the  locomotive  is  properly  drafted  and 
the  firebox  is  in  good  condition,  it 
makes  a  better  steaming  engine.  I 
know  from  experience,  and  many  here 
in  this  room  also  know  it.  Therefore, 
advice  from  a  man  of  Mr.  WagstafFs 
experience,  as  to  how  to  properly  main- 
tain and  apply  the  arch,  woul'd  be  very 
valuable  to  the  members. 


The  figures  that  he  gives  in  his 
paper  in  connection  with  a  test  at  St. 
Louis,  seems  to  me  very  flattering  for 
the  brick  arch.  In  fact,  I  believe  that 
more  flattering  results  have  been  ob- 
tained on  railroads  where  the  arch  is  in 
use.  years  ago  many  roads  adopted 
the  brick  arch  and,  after  what  they 
thought  was  a  fair  test,  abandoned  its 
use.  After  a  while  they  returned  to  it 
and  found  that  they  were  getting  much 
better  service  with  the  use  of  the  arch 
than  without  it.  I  know  from  my  ex- 
perience in  running  locomotives  with 
and  without  the  brick  arch,  and  having 
charge  of  locomotives  under  the  same 
conditions,  that  there  is  no  question 
but  that  great  economy  is  assured  in 
the  use  of  the  brick  arch  if  properly 
applied  and  maintained.  But  we  must, 
as  Mr.  Wagstaff  states  in  his  paper, 
give  proper  attention  to  the  care  of  the 
boiler,  to  the  feed  water,  and  in  doing 
that,  as  I  said  before,  we  unquestiona- 
bly derive  great  economy  from  the  use 
of  the  brick  arch. 

Mr.  D.  R.  MacBain  said:  Not  being 
a  member  of  the  club,  I  had  not  in- 
tended to  make  any  remarks,  but  since 
you  have  kindly  given  me  the  oppor- 
tunity, I  feel  that  as  an  advocate  of  the 
brick  arch  that  it  would  be  proper  for 
me  to  let  you  have  my  views  on  the 
matter.  I  have  been  connected  with 
locomotive  service  all  my  life,  have  had 
experience  with  brick  arches  more  or 
less  for  the  past  25  years,  as  an-  en- 
gineer, a  road  foreman,  master  me- 
chanic and  assistant  superintendent  of 
motive  power.  As  Mr.  WagstafT  says 
in  his  paper,  a  great  many  difficulties 
were  in  the  way  of  the  proper  use  of 
the  brick  arch  in  the  years  that  have 
passed;  difficulties  that  at  that  time 
seemed  insurmountable,  owing  to  im- 
proved methods,  as  alluded  to  in  the 
paper,  together  with  a  little  better  or- 
ganization in  engine  houses  to  take  care 
of  the  proper  cleaning  of  grates,  ad- 
justing of  arches  and  cleaning  out  flues, 
and  in  so  far  as  we  are  concerned  we 
do  not  find  any  difficulty,  or,  at  least, 
not  5  per  cent,  of  the  difficulty  at  the 
present  time  that  we  used  to  have  in 
maintaining  arches  in  our  locomotives. 
I  wish  to  say,  too,  that  after  you  have 
drafted  your  locomotive  as  fine  as 
skill  can  possibly  do  it,  without  a  brick 
arch,  that  by  a  slight  readjustment  and 
the  application  of  a  properly  propor- 
tioned brick  arch  into  that  engine,  you 
can  increase  its  efficiency,  especially 
in  high-speed  passenger  service,  not 
less  than  10  per  cent.,  and  at  the  same 
time  effect  an  economy  of  anywhere 
from  5  to  15  per  cent. 

ANGUS    SINCLAIR    SPEAKS. 

Dr.  Sinclair,  when  called  upon  by  the 
president,  to  speak  on  the  subject,  said: 
"Mr.  President  and  the  gentlemen  of  the 
Central  Railway  Club,  I  am  one  who  is 


in  with  the  best  of  the  brick  arch  and 
at  one  time  it  had  a  great  deal  to  do 
with  it.  Consequently,  I  may  be  able  to 
say  something  of  value  to  the  club,  some- 
thing, that  will  coincide  with  the  views 
of  some  of  the  speakers  and  something 
that  will  be  against  others.  It  is  very 
gratifying  to  find  so  much  intelligent  dis- 
cussion of  this  subject,  which  has  always 
been  a  difficult  one,  one  that  aroused  great 
conflict  of  opinion  among  those  opera- 
ting locomotives.  When  I  went  firing  a 
locomotive  first,  the  brick  arch  had  just 
been  introduced  into  Scotland;  it  was 
about  the  same  time  as  it  was  intro- 
duced into  New  England  by  George  S. 
Griggs,  who  is  entitled  to  be  considered 
the  father  of  the  brick  arch.  Under  the 
system  that  I  fired,  enginemen  were  al- 
lowed a  premium  for  fuel  saving ;  he 
was  allowed  a  certain  amount  of  fuel 
per  hundred  miles  and  it  was  regulated 
according  to  the  trains ;  the  ton  mileage 
had  not  come  into  use,  but  they  struck 
an  average  of  the  amount  of  coal  neces- 
sary to  run  certain  trains  and  the  pre- 
miums were  established  on  that.  Conse- 
quently it  was  a  fair,  practical  way  of 
establishing  a  premium;  the  men  had 
very  little  to  say  against  the  justice  of 
the  premium,  consequently  you  may  infer 
that  it  was  fair.  Well,  every  engineman 
on  the  road  was  interested  in  saving  coal 
and  we  would  no  more  think  of  running 
without  a  brick  arch  than  we  would  with- 
out a  fire  scoop.  If  the  brick  arch  came 
down  no  one  would  think  of  taking  the 
engine  out  again  until  the  brick  arch 
was  renewed.  In  the  first  place,  I  sup- 
pose it  was  on  the  account  of  draft 
appliances  being  adjusted  for  the  brick 
arch  that  it  worked  to  perfection.  An 
engine  would  always  steam  better  with 
the   brick  arch   than  without   it. 

I  think  where  there  have  been  difficul- 
ties with  the  brick  arch,  in  any  country, 
or  on  any  railroad,  it  has  been  for  want 
of  proper  adjustment  between  it  and  the 
other  draft  appliances.  The  brick  arch 
is  to  be  taken  into  consideration  when 
an  engine  is  being  drafted.  To  draft  it 
in  a  standard  way  without  the  brick  arch, 
it  will  not  be  satisfactory.  The  brick 
arch  has  been  considered  beneficial  in  two 
ways.  That  is,  I  am  speaking  of  my  own 
experience  with  brick  arches.  The  pub- 
lic authorities  were  very  strict  with  us 
regarding  causing  smoke;  they  were  in- 
clined to  pull  a  fireman  off  the  engine  if 
he  made  much  smoke  with  the  engine,  and 
the  principal  smoke-consuming  device  was 
the  brick  arch  and  methods  of  admitting 
air  above  the  fire— a  baffle  plate  or 
something  of  that  kind,  and  my  own  ex- 
perience was  that  you  could  prevent  smoke 
much  more  readily  when  the  brick  arch 
was  in  use  than  without  it.  The  philos- 
ophy of  that  is  very  well  understood; 
you  have  a  higher  firebox  temperature 
where  gases  are  mingling  and  conse- 
quently there  will  be  a  better  combustion 
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than  without  the  brick  arch.  As  a  reser- 
voir of  heat  in  a  place  where  the  gases 
pass  over,  it  has  a  very  great  value.  So 
far  as  the  difficulty  of  keeping  it  in  con- 
dition is  concerned,  that  has  happened, 
to  a  great  extent,  from  want  of  care.  If 
you  put  a  brick  arch  into  a  locomotive — 
as  I  have  seen  done  in  this  country — 
and  say,  "There  you  are !"  and  do  no 
more  about  it,  do  nothing  about  the 
draft  appliance,  but  just  say,  "There's 
the  brick  arch,"  it  is  sure  not  to  do 
well.  The  thing  requires  care  and  at- 
tention just  the  same  as  every  other  ap- 
pliance about  a  locomotive.  Someone 
said  that  those  who  abandoned  the  brick 
arch  probably  knew  what  they  were  about. 
I  have  seen  a  great  many  things  aban- 
doned by  people  who  thought  they  knew 
what  they  were  about  and  they  didn't 
know  what  they  were  about." 


blast,  pipe,  and  so  can  be  easily  turned  to 
either  side,  to  give  free  access  to  the 
tubes.  Two  diagonal  stays  at  the  front 
lock  it  in  the  central  position;  and  it  can 
very  readily  be  removed  from  the  smoke 
box  by  lifting  it  off  the  pivots.  The  main 
purpose  of  the  invention  is  to  deflect  live 
sparks  away  from  the  current  of  steam 
issuing  from  the  blast  pipe,  and  to  induce 
piling  up  of  the  cinders  in  the  front  por- 
tion of  the  smoke  box  away  from  the 
tube  plate,  and  so  keep  the  lower  rows 
of  tubes  clear.  As  the  cinders  are  piled 
up  at  the  front  they  gradually  roll  back, 
but  as  they  are  within  the  angle  of  the 
deflector  plate  they  are  largely  kept  away 
from  the  tube  plate.  Experience  has 
shown  that  the  live  cinders  are  broken 
up  on  striking  the  deflector  plate,  and 
that  whatever  cinders  are  thrown  out  are 
black,  and  consequently   harmless. 


Spark  Deflector  on  the  Caledonian. 

The  Caledonian  Railway  engines  are 
equipped  with  a  novel  form  of  spark  ar- 
rester, or  spark  deflector,  which  has  given 
every  satisfaction.  It  is  an  example  of 
design  where  easy  removal  is  a  promi- 
nent and  valuable  feature.  Mr.  John  F. 
Mcintosh  is  locomotive  superintendent 
of  the  railway. 

The  spark  arrester  consists  of  two  ver- 
tical planes  formed  of  steel  plates  meet- 
ing at  an  angle  a  few  inches  in  front  of 


The  best  correspondence  school  course 
a  railroad  mechanical  man  can  undertake 
is  the  careful  study  of  first  "Locomo- 
tive Engine  Running,"  and  second. 
"Twentieth  Century  Locomotives." 
These  two  books  form  an  elementary 
course;  then  an  advanced  course  in  en- 
gineering. Both  books  give  the  in- 
struction in  attractive  form  which  pre- 
vents the  student  from  becoming  weary 
in  well  doing.  This  course  combines  the 
merit  of  cheapness  and  efficiency.    Try  it. 
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the  vertical  center  line  of  the  tube  plate. 
In  plan  the  section  of  the  planes  is  a  'V 
with  the  apex  next  the  tubes,  and  the 
blast  pipe  in  the  opening  of  the  angle. 
The  arrester  extends  from  the  bottom 
of  the  hood  down  to  the  level  of  the  low- 
est row  of  tubes.  To  permit  of  the 
cleaning  of  the  tubes,  the  V-shaped  de- 
flector is  pivoted  on  its  supports  on  the 


The  Danish  Parliament  has  approved 
a  bill  providing  for  the  construction  of 
a  railway  bridge,  two  and  a  half  miles 
long  between  the  islands  of  Seeland  and 
Falster.  The  work  will  cost  about  two 
and  a  half  million  dollars,  and  is  expected 
to  be  completed  in  three  years.  The 
bridge  will  be  provided  with  an  opening 
span  to  allow  for  the  passage  of  vessels. 


Locomotive    Works    at    Gary. 

The  American  Locomotive  Company 
have  purchased  a  plot  of  130  acres  of 
land  at  Gary,  Ind.,  and  plans  are  being 
drawn  for  a  new  plant  which  officers 
of  the  company  say  will  be  the  most 
complete  and  best  equipped  locomotive 


PLAN      OF     CALEDONIAN      SPARK 
DEFLECTOR. 

works  in  the  world.  The  land  pur- 
chased is  twice  the  extent  of  that  of 
the  largest  of  its  present  plants,  and 
w.hen  fully  occupied  will  give  employ- 
ment to  from  12,000  to  15,000  workmen. 
The  land  adjoins  that  of  the  new  works 
of  the  United  States  Steel  Corporation. 
This  site  was  selected  at  Gary,  24  miles 
from  Chicago,  to  provide  for  the  terri- 
tory where  the  largest  number  of  rail- 
roads converge  to  a  single  commercial 
center.  The  Chicago  district  is  a  great 
railroad  center,  and  that  district  is  rap- 
idly developing  in  manufacturing  im- 
portance. This  fact  renders  it  favor- 
able as  a  location  for  securing  material 
for  building  locomotives.  This  com- 
pany now  operates  plants  in  Schenec- 
tady and  Dunkirk,  N.  Y.;  Pittsburgh 
and  Scranton,  Pa.;  Richmond,  Va. ;  Pat- 
erson,  N.  J.;  Manchester,  N.  H.,  and 
Montreal,  Canada.  At  present  there  is 
no  large  locomotive  plant  west  of  Pitts- 
burgh, and  the  selection  of  a  site  in  the 
Chicago  district  provides  additional 
locomotive  building  capacity  where  it 
is  most  needed  for  prompt  and  direct 
delivery  to  a  large  number  of  railroads. 
The  size  of  the  new  plant  will,  it  is 
said,  be  sufficient  to  provide  liberally 
for  the  growing  needs  of  the  railroads 
for  years  to  come. 


The  new  files  produced  by  a  Shef- 
field firm  are  stated  to  be  the  result  of 
much  experimenting,  in  which  a  special 
chrome  steel  has  been  developed.  Un- 
der test,  one  of  the  files,  making  270.000 
strokes  in  eighty-eight  and  one-quarter 
hours,  has  removed  ten  and  one-quar- 
ter pounds  of  filings — a  much  greater 
efficiency  than  the  ordinary  files  c'an 
show. 
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2-8-0  for  the  Lehigh  and  Hudson  River. 

The  Lehigh  &  Hudson  Kiver  Rail- 
way have  recently  received  from  the 
Baldwin  Locomotive  Works  twelve 
Consolidation  type  locomotives  for  use 
in  heavy  freight  and  coal  traffic.  These 
engines  are  cmploj'ed  in  the  anthracite 
regions,  and  are  equipped  with  boilers 
of  the  modified  Wootten  type.  The 
tractive  force  exerted  by  one  of  these 
engines  is  41,140  lbs.  The  cylinders 
are  single  expansion,  22  x  28  ins., 
equipped  with  balanced  slide  valves 
which  are  driven  by  the  Stephenson 
link  motion.  The  driving  wheels  are 
56  ins.  in  diameter.  The  eccentrics  are 
placed  on  the  third  driving  axle,  and 
the  link-blocks  are  connected  to  the 
rocker  shafts  by  transmission  bars 
which  span  the  second  axle.  The 
gruides   are    of    the    alligator   type,    and 


ings  are  16  ins.  in  diameter,  and  are 
spaced  371/2  ins.  between  centers.  The 
mud  ring  is  of  cast  steel,  and  is  sup- 
ported by  buckle  plates  at  each  end, 
and  also  at  mid  length,  by  cross  bearer 
supported  on  the  engine  frames. 

As  originally  built,  the  Wootten 
boiler  was  fitted  with  a  combustion 
chamber,  but  this  feature  is  omitted  in 
the  design  under  consideration,  and  the 
back  tube  sheet  is  straight.  The  flat 
surface  under  the  tubes  is  stayed  by 
two  long  tie  rods  with  turnbuckles  in 
the  center,  which  are  anchored  on  the 
front  tube  sheet.  The  barrel  of  the 
boiler  is  built  with  two  rings.  The 
diameter  of  the  front  ring  is  70  ins. 
These  rings  have  quadruple  riveted  lon- 
gitudinal seams.  The  dome  is  placed 
on  the  first  ring,  forward  of  the  cab. 
The    smokel>ox    has    a     short    extension, 


the  left  side,  in  front  of  the  cab.  The 
air  drums  are  mounted  above  the  fire 
box.  Both  injectors  are  placed  on  the 
right  side,  while  the  checks  are  located 
right  and  left,  near  the  front  end  of 
the  barrel.  The  tender  carries  7,000 
gallons  of  water  and  12  tons  of  coal. 
The  frame  is  built  of  12-in.  channels, 
and  the  trucks  are  of  the  equalized  type, 
with  chilled  cast  iron  wheels. 

Our  half-tone  illustration  shows  the 
principal  features  of  this  design,  while 
the  general  dimensions  are  given  in  the 
table  below: 

Boiler — Material,  steel;  thickness  of  sheets,  54 
in.;  working  pressure,  200  lbs.;  staying, 
radial. 

Fire  Box — Material,  steel;  length,  114  7-16  ins.; 
width,  95^  ins.;  depth,  front,  57  ins.;  depth 
hack,  54  ins.;  thickness  of  sheets,  sides, 
5-16  in.;  thickness  of  sheets,  back,  5-16  in.; 
thickness  of  sheets,  crown,  ^  in.;  thickness 
of   sheets,   tube,    '/i    in. 

Water  Space — Front,  4  ins.;  sides,  3^/2  ins.; 
back,    3j^    ins. 


COXSOLID.VTION 
R.  T.  Jaynes,  Master  Mechanic. 

are  braced  by  a  wrought  iron  yoke 
which  is  made  in  one  piece.  The  pis- 
tons are  packed  with  cast  iron  snap 
rings,  which  are  carried  in  a  bull  ring, 
and  the  piston  heads  and  followers  are 
made  of  cast  steel.  This  material  is 
also  used  for  the  frames,  driving  boxes, 
main  wheel  centers,  back  cylinder  heads 
and  crosshead  bodies.  Brass  hub-liners 
are  fitted  to  the  wheel  centers,  and  are 
held  in  place  by  through  bolts  which 
are  countersunk  in  the  liners,  and  have 
nuts  on  the  outside.  Grease  lubrication 
is  provided  for  the  crank  pins,  with 
cups  forged  on  the  rods. 

The  fuel  used  by  these  engines  is  a 
mixture  composed  of  buckwheat  an- 
thracite and  bituminous  coal  in  pro- 
portion of  about  two  to  one.  The  grate 
is  made  of  water  tubes  and  drop  bars. 
The  firebox  cross  section  shows  an  al- 
most entire  absence  of  flat  surfaces  in 
the  side  sheets,  and  a  most  favorable 
disposition  of  staybolts.  The  applica- 
tion of  flexible  staybolts  is  limited,  in 
this  boiler,  to  the  throat  sheet,  where 
48  are  applied.    The  two  fire  door  open- 
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under  which  is  placed  a  cinder  pocket. 
The  diaphragm  plate  has  two  rows  of 
horizontal  draft  openings  cut  in  it,  and 
is  provided  with  an  adjustable  plate  at 
its  lower  end.  A  high  blast  nozzle  is 
used  with  a  straight' stack.  The  heat- 
ing surface  amounts  to  2,864  sq.  ft. 
This  is  made  up  of  178  sq.  ft.  in  the  fire 
box  and  2,868  in  the  tubes,  of  which 
there  are  336,  each  15  ft.  4^  ins.  long 
and  2  ins.  outside  diameter.  The  tubes 
are  iron,  No.  11  gauge.  The  grate  area 
is  7S.6  sq.  ft.,  and  this  gives  a  propor- 
tion to  the  total  heating  surface  as  I 
is  to  38,  very  nearly. 

The  weight  of  the  engine  itself  is 
189,650  lbs.,  and  of  this  170,600  rests 
on  the  driving  wheels,  while  the  truck 
carries  19,050  lbs.  When  the  weight  of 
the  tender  is  added,  the  total  comes  up 
to  about  329,000  lbs.  The  wheel  base 
of  the  engine  is  23  ft.  8  ins.  The  driv- 
ing wheel  base  is  15  ft.  4  ins.,  and  the 
wheel  base  of  engine  and  tender  is  55 
ft.  9  ins. 

Tliis  locomotive  is  equipped  with  two 
air  pumps,  both  of  which  are  placed  on 
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Baldwin    Locomotive    Works,    Builders- 
Driving     Wheels — Outside     diameter,     56     ins,; 

journals,   g  x    lo   ins. 
Engine      Truck      Wheels — Diameter,      30      ins.; 
journals,   6   x    10    ins. 


Compressed  by   Falling   Water. 

In  a  novel  American  plan  for  driving 
motors  by  compressed  air  from  a  fall 
of  water,  three  five-foot  shafts  are  sunk 
behind  a  dam  to  a  depth  of  330  feet, 
ending  in  a  chamber  having  a  capacity 
of  70,000  feet.  As  the  water  falls  down 
the  shaft  it  carries  air  and  compresses 
it  in  the  underground  chamber  to  as 
much  as  seven  and  three-quarters  at- 
mospheres. The  compressed  air  is  car- 
ried to  the  motors  by  a  pipe,  and  the 
water  rises  through  a  tail-race  to  a  level 
above  the  dam.  The  water  is  allowed  to 
fall  in  such  a  way  as  to  entrain,  or  one 
may  say  entangle,  particles  of  air — the 
weight  of  the  water  compresses  the  air 
particles.  In  developing  5,000  h.  p. 
82  per  cent,  of  the  theoretical  power  is 
realized.  The  first  cost  of  such  a  plant  is 
large,  but  the  expense  of  maintenance  is 
quite  insig^nificant. 
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General  Correspondence 


Locomotive  Firemen's  Association. 
Editor; 

Again  referring  to  tiie  Roundhouse 
Foremen's  Association  proposition  I 
wish  to  say:  There  was  published  in 
the  November  issue  of  the  Railway 
Journal  an  article  from  Mr.  E.  F.  Fay, 
president  of  the  International  Railway 
General  Foremen's  Association,  in 
which  he  says  he  cannot  see  what  could 
be  gained  by  the  formation  of  a  Round- 
house Foremen's  Association  as  long 
as  the  organization  of  which  he  is  the 
president  is  already  here.  He  extends 
the  "glad  hand"  to  us  now,  though  I 
have  never  heard  of  its  being  extended 
before   this   talk   commenced. 

However,  for  those  who  who  did  not 
see  his  letter  and  possibly  will  not  see 
my  reply  to  it  in  that  publication,  I 
enclose  a  copy  of  my  reply,  which  I 
wish  you  would  publish,  if  consistent, 
in  Railway  and  Locomotive  Engineer- 
ing in  order  that  our  men  may  see  from 
which  direction  opposition  may  be  ex- 
pected. It  is  very  nice  of  Mr.  Fay  to 
welcome  us  to  the  general  foremen's 
organization,  but  the  New  England  As- 
sociation of  which  Mr.  Avery  is  the 
secretary  looks  vastly  better  to  me  for 
our  business.  A.  B.  Glover, 

Roundhouse   Foreman   Perre 

Toledo,  O.  Marquette  Railroad. 

Mr.  Glover's  Reply  to  Mr.  Fay  in  the 
Railway  Journal: 

Replying  to  an  article  in  your  No- 
vember number  from  Mr.  E.  F.  Fay, 
President  International  Railway  Gen- 
eral Foremen's  Association,  will  say: 
The  "welcome"  sign  hung  out  by  him 
to  roundhouse  foremen  to  join  the  Gen- 
eral Foremen's  Association  is  the  first 
one  I  have  ever  seen,  nor  can  I  find  one 
of  the  IS  roundhouse  foremen  on  our 
system  who  has  been  invited  to  join 
them.  While  I  agree  with  him  that 
any  man  can  gain  useful  knowledge 
from  the  reading  of  the  General  Fore- 
men's Association  papers,  still  I  main- 
tain the  work  is  vastly  different. 

The  roundhouse  mechanic  should  be 
trained  along  the  lines  of  "resourceful- 
ness." He  should  be  taught  to  do 
things  with  the  means  at  hand,  and  do 
it  in   a  hurry,   and  still   do   it   well. 

I  guess  most  of  us  have  seen  some 
good  roundhouse  man  grab  up  "some- 
thing" and  do  a  job,  and  get  the  engine 
going  while  a  back  shop  man  would  be 
trying  to  explain  to  his  helper  just 
what  tools  he  needed.    How  many  back 


shop  men  would  think,  when  an  en- 
gine returns  to  the  house  with  a  pin 
collar  broken,  and  none  in  stock,  to 
grab  a  large  truss  rod  washer  off  a  car 
and  put  it  on  and  get  her  going  again. 

No!  Nine  times  out  of  ten  he  would 
get  a  lot  of  tools  and  begin  to  get 
measurements  and  tie  the  engine  up 
until  another  was  made.  While  I  do 
not  recommend  this  kind  of  work  when 
proper  repairs  can  be  made,  still  I 
maintain  that  the  successful  round- 
house foreman  is  the  man  who  can 
quickly  make  necessary  repairs  and  get 
the  power  going  with  due  regard  to 
safety. 

Anj'One  can  make  a  good  looking  job 
when  business  is  slow  and  engines  are 
not  badly  needed.  But  when  the  wires 
are    being    burned    up    with    messages 

such  as  "No  power  available  at  ," 

it  is  time  to  forget  the  fancy  jobs  and 
get  'em  going. 


this  is  the  place  in  which  to  state  them.- 
Editor.] 


Southern  Pacific  Diamond  Stack. 

Editor: 

Seeing  your  article  in  the  December 
issue  of  your  valuable  paper,  "Where 
Are  the  Diamond  Stacks?"  If  you  can 
use  this  photograph  I  gladly  contribute 
it.  This  locomotive  is  still  in  service, 
and  was  running  out  of  Oakland,  Cal., 
Western  Division,  Southern  Pacific 
Company,  at  the  time  this  photograph 
was  taken,  but  has  since  been  convert- 
ed into  a  straight  stack  oil  burner.  Re- 
spectfully yours,  a  subscriber. 

E.  T.  Frick. 

West  Oakland,  Cal. 


Position   for   Headlight. 

Editor: 

Dear    Sir: — Referring    to    the    article 
on   "The    Diamond   Stack"   on    page    13 


4-4-0    WITH    DIAMOND    ST.\CK   ON    THL    ^oL■lHEKN    PACll-iC. 


I  do  not  believe  that  the  General 
Foremen's  Association  would  care  to 
bother  with  ideas  of  this  kind,  for  who 
has  not  seen  the  looks,  and  heard  the 
sarcastic  remarks  of  some  back  shop 
foreman  directed  at  a  job  more  useful 
than  ornamental,  that  has  been  done 
by  some  good  roundhouse  man  in  a 
pinch.  A.  B.  Gi.over. 

[We  are  sorry  that  Mr.  Fay  did  not 
send  us  his  opinions  for  publication. 
The  columns  of  Railway  and  Locomo- 
Ti\-E  Engineering  are  open  for  the  fair, 
candid  and  free  discussion  of  any  topic 
of  this  kind  and  we  would  like  to  hear 
the  opinions  of  others  on  this  subject. 
If  there  are  good  arguments  against 
the  formation  of  the  Locomotive  Fore- 
men's Association  now  is  the  time  and 


of  your  January  number,  your  corre- 
spondent closes  his  letter  with  a  para- 
graph in  which  he  attacks  the  practice 
of  locating  the  headlight  on  the  smoke- 
box  door. 

The  enclosed  cuts  show  the  develop- 
ment of  the  locomotive  on  the  Illinois 
Central  Railroad  from  1836  to  1909  and 
one  of  those  developments  was  chang- 
ing the  location  of  the  headlight  to  the 
smokebox  door  on  the  pacific  type  en- 
gine, which  was  done  also  on  all  large 
passenger  and  freight  engines  on  this 
road. 

This  may  not  appeal  to  the  person 
with  an  appreciation  for  the  artistic, 
but  it  does  appeal  very  strongly  to  the 
persons  who  are  interested  in  having 
a   well-burning  and  eflfective  headlight. 
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In  this  position  there  is  niucli  less  tend- 
ency toward  letting  the  light  remain 
uncared  for,  and  the  reflector  uncleaned, 
on  account  of  being  more  easily  acces- 
sible. The  light  is  much  more  effective 
on  account  of  being  nearer  the  track, 
and  last  (and  also  greatest),  with  the 
light  located  here  much  less  trouble  is 
experienced  with  lamps  smoking  and 
being  extinguished  due  to  wind  and  to 
currents  of  air  at  high  speeds. 

After  having  given  this  a  thorough 
trial,  master  naechanics,  roundhouse 
foremen,  enginemen  and  all  concerned 
agree  that  the  proper  place  for  the 
headlight  on  a  large  locomotive  is  on 
the  smokebox  door. 

H.    O.    McClain, 

Chicago.  III.        Draftsman  I.  C.  R.  R. 


new  ones  are  piled  up  on  tlic  tlirec  cast 
iron  blocks  and  a  large  crude  oil  burner  is 
placed  underneath,  the  burner  having  the 
capacity  to  fill  the  inside  of  eight  tires 
with  flame,  and  heat  them  for  application 
in  20  minutes.     Inasmuch  as  both  heaters 


me  tliat  in  order  to  accomplish  this, 
small  charges  must  be  added  at  frequent 
intervals  in  order  that  the  igniting 
temperature  of  the  volatile  matter  will 
be  maintained  in  the  firebox  at  all 
times.     In   other  words,  hea%y   charges 


Crude    Oil    Tire    Heaters. 

Editor : 

The  Lehigh  Valley  Railroad  Company 
have  recently  introduced  crude  oil  tire 
heaters  at  their  repair  shops  at  Sayre, 
Pa.  These  heaters  have  been  found  far 
superior  to  the  former  method  of  using 
gasoline  and  perforated  rings  for  the  ap- 
plication and  removal  of  tires.  The  heater 
for  removing  tires  consists  of  si.x  oil  burn- 
ers mounted  on  an  adjustable  frame,  the 
operator  being  able  to  adjust  the  burners 
to  any  desired  diameter. 

The  frame  consists  of  an  arrangement 
of  wrought  iron  pipe  mounted  on  a  pair 
of  wheels.  On  the  main  part  of  the  frame 
a  combination  air  and  oil  chamber  is  ar- 
ranged to  slide  forward  and  back,  and,  in 
conjunction  with  a  six-point  star  the  va- 
rious adjustments  of  the  burners  are  pro- 
duced. On  the  front  side  of  the  supply 
chamber    six    ball    joint    connections    are 


TRITiF.    OIL   TIRE    IIF.\TKRS,   T-.    V.    R.    R.    PITOPS.    =  ' 


are  comparatively  smokeless,  there  is  per- 
fect satisfaction. 

During  a  test  six  old  tires  were  re- 
moved and  six  new  tires  were  applied 
in  one  hour  and  52  minutes. 

J,    M.    Hamm, 

Sayrc,  Pa.  Machine  Foreman. 


Bank  vs.  Level  Firing. 

Editor: 

Having  read  the  article  written  by 
Mr.  Lee  on  "Bank  vs.  Level  Firing,"  I 
am  at  a  loss  to  understand  how  Mr. 
Lee's  system  can  be  adopted  with  any 
advantage     where     bituminous     coal     is 


of  coal  consume  large  quantities  of 
h.eat,  and  also  give  forth  large  volumes 
of  gases  at  a-  time  w-hen  the  tempera- 
ture has  been  lowered  below  the  ig- 
niting temperature.  Combustion  is  a 
subject  most  interesting  to  me,  and  I 
would  like  to  hear  a  further  discussion 
from    Mr.   Lee   and   others. 

J.     A.     P.ROTHERS, 

Minot,  N.  D.  Engineer. 


HEATING  TIRES   .^T  THE   S.WRE   SHOPS    OF    THE    LEHIGH. 


made  to  connect  the  air  supply  with  the 
burners  and  piping  arranged  to  connect 
the  burners  with  the  supply  chamber. 
When  using  gasoline  for  removing  tires, 
two  men  would  take  from  20  to  50  min- 
utes in  removing  a  tire,  while  with  this 
heater  from  7  to  11  minutes  are  required. 
While  the  old  tires  are  being  removed 


used.  The  most  difficult  problem  we 
have  to  contend  with  in  the  burning  of 
bituminous  coal  is  the  bringing  about 
the  perfect  combustion  of  volatile  mat- 
ter, or  of  the  gaseous  portion  of  the 
coal,  which  is  most  difficult  to  burn. 
My  thirteen  years'  of  experience  with 
all  kinds  of  bituminous  coal  has  taught 


Air    Brake    Association    Matters. 

Editor: 

For  the  information  of  your  readers 
we  beg  to  say  that  the  next  and  Sixteenth 
Annual  Convention  of  the  Air  Brake  -As- 
sociation will  be  held  in  Richmond,  Va., 
beginning  May  11,  and  lasting  through 
three  or  four  days'  sessions.  The  Hotel 
Jefi'erson  has  been  selected  by  the  Execu- 
tive Committee  as  headquarters  for  the 
convention.  This  is  the  first  air  brake 
convention  held  in  that  vicinity  and  it  will 
no  doubt  be  very  well  attended. 

Under  separate  cover  we  are  sending 
you  for  review  a  copy  of  the  proceed- 
ings of  the  fifteenth  annual  convention, 
held  in  St.  Paul,  beginning  June  Q.  last 
year.  There  are  some  features  about  this 
that  will  doubtless  be  interesting  to  your 
readers  should  you  care  to  give  it  an  or- 
dinary notice.  As  you  are  doubtless 
aware  the  Air  Brake  Association's  mem- 
bership is  composed  of  men  from  all 
branches  of  the  air  brake  service,  and  all 
of  them  from  the  firing  line  of  daily  ex- 
perience. In  such  capacities  they  are 
well  adapted  to  know  what  is  going  on  in 
the  air  brake  service  and  therefore  to 
be  in  a  position  to  make  certain  recom- 
mendations regarding  practices,  etc.  We 
believe  that  it  has  been  through  their  ser- 
vices that  the  air  brakes  on  freight  equip- 
ment throughout  the  country  has  been  so 
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greatly  improved  and  reclaimed,  assisted 
by  the  efforts  of  the  Interstate  Commerce 
Commission,  which  invariably  has  repre- 
sentatives at  all  of  the  air  brake  conven- 
tions. Another  feature  is  the  recom- 
mended practice  of  the  association,  which 
is  being  gradually  built  up  from  the  ex- 
perience of  its  members,  and  which  will 
doubtless  be  of  considerable  value  in  the 
future  in  co-operative  work  between  the 
Air  Brake  Association  and  the  Master 
Car   Builders'    Association. 

Another  important  and  growing  func- 
tion of  the  Air  Brake  Association  is  the 
preparing  and  supplying  of  proper  air 
brake  instruction  material  to  railroad  em- 
ployees. This  feature  is  the  outgrowth 
of  published  deliberations  of  the  Air 
Brake  conventions  whose  members  are 
so  intimately  engaged  in  daily  practical 
work  and  are  eminently  fitted  to  furnish 
such  instruction.  To  meet  this  demand 
an  able  Instruction  Committee  has  been 
appointed  to  construct  and  formulate  air 
brake  instruction  matter.  The  400  ques- 
tions and  answers  on  the  ET  equipment  is 
the  important  product  of  this  committee, 
and  the  Westinghouse  S}/2  in.  cross  com- 
pcund  pump,  also  the  L  and  R  types  of 
triples,  will  be  reported  on  at  the  next 
convention.  A  committee  has  also  been 
appointed  to  formulate  questions  and  an- 
swers on  the  latest  N.  Y.  A.  B.  Co.'s 
devices.  F.   M.   NeLlis, 

Boston,  Mass.        Secretary  A.  B.  Assn. 


Diamond  Stack  Engine  on  the  C.  &  E. 
Editor: 

In  the  December  number  of  your  pa- 
per I  saw  where  a  correspondent  wished 
to  see  an  old  diamond  stack  again,  and 
I  hope  there  will  be  a  large  number  of 
pictures  contributed,  for  they  "look 
good"  to  me.  I  enclose  a  photo- 
graph of  an  engine  that  I  took  at  Cor- 
vallis.     Ore.,     a     short     time     ago.      The 


service  sigh  for  the  good  old  days  when 
each  man   ran   one  engine. 

The  person  standing  beside  the  en- 
gine is  Jess  Brown,  the  fireman.  I  re- 
gret that  Mr.  R.  E.  Moore,  the  engineer, 
was  not  there  to  appear  in  the  picture. 
Wishing  you  and  all  employed  on  your 
valuable  paper  a  Merry  Christmas  and 
a  Happy  New  Year.  H.  L.  Akey, 

Portland,  Ore.  Engr.  So.  Pac. 


The    Dia.Ticnd   Stack  in  the   West. 

Editor : 

I  noticed  an  inquiry  by  one  of  your  cor- 
respondents in  the  December  issue  of 
R.\iLw..\v  .\ND  Locomotive  EngineerinGj 
relative  to  engines  equipped  with  diamond 


History    of    Old    Timers. 

Editor : 

Wishing  you  and  yours  a  happy  New 
Year,  I  will  commence  my  regular  busi- 
ness of  faultfinding.  As  you  are  well 
aware,  it  is  something  I  enjoy,  and  there 
is  little  else  for  me  now  in  this  world 
that  I  can  take  any  pleasure  in.  You 
know  my  weakness  for  locomotive  his- 
tory, especially  concerning  those  in  my 
boyhood  days,  and  it  would  do  me  much 
good  to  have  such  things  correct,  for  the 
benefit  of  those  that  will  come  after  me. 
I  see  that  our  friend  Mr.  Blauvelt  has 
furnished  some  history  that  will  not  stand 
the  test  of  investigation.  He  can  easily 
find   out   if   he    will   only   consult   his  old 


stacks  and  your  request  for  a  picture  of 
a  locomotive  so  equipped. 

I  enclose  herewith  a  picture  of  engine 
No.  2,  M.  &  P.,  equipped  with  a  diamond 
smokestack,  which  was  taken  about  a  year 
ago,  while  the  engine  was  being  used  on 
the  Maricopa  &  Phcenix  Railroad  in  work- 
train  service.  Since  that  time  the  dia- 
mond stack  has  been  removed  and  replaced 
with  a  straight  stack,  and  the  engine  re- 
numbered 199,  M.  &  P.  This  engine  is 
now  being  used  on  the  Arizona  &  Colo- 


ENGINE    NO.    4    ON    THE    CO.\LVILLE     &    E.XSTERN. 

rado  Railroad  between  Cochise  and 
Pearce,  Ariz.  Trusting  this  will  give 
your  correspondent  the  information 
desired.  C.  M.  Hornb.\ker, 

Chief  Clerk  Shops,  M.  &  P.  R'd. 
Phoenix,    Arte. 


engine  runs  on  the  Corvallis  &  Eastern 
Railroad;  they  have  seven  engines,  all 
with  smokestacks  like  this  one. 

The  engines  are  clean,  and  appear  to 
be  in  first  class  shape,  and  make  a  man 
that  has  to  run  heavy  engines  in  pool 


.      i'lIOE-M.X        K.VlLRO.Xn. 

friend  of  83  years  of  age  The  "New 
York"  was  one  of  a  lot  that  was  built  in 
the  early  so's,  not  6o's.  There  was  the 
"Pennsylvania,"  "Elizabeth,"  "Westfield." 
"Plainfield,"  etc.  They  all  had  cylinders 
15  X  20  ins.  and  weighed  about  25  ton.~ 
each.  The  "New  York"  diflfered  from  the 
others  in  having  the  drop  hook  motion 
and  independent  cut-off:  the  rest  had  a 
V-hook  with  the  graduating  cut-off.  The 
fassenger  engines  had  a  5H-ft.  driver, 
and  the  engines  used  on  freight,  of  the 
Raritan  class,  had  4}^-ft.  drivers.  If  you 
will  go  to  the  trouble  to  see  Mr.  Blauvelt 
and  mention  some  of  these  things,  I  am 
quite  sure  he  will  remember  them.  The 
photograph  shows  the  "New  York"  as 
rebuilt,  with,  I  think,  a  link  motion.  The 
photograph  of  the  "'Somcrville"  on  the 
B.  L.  &  N.  R.  R.,  is  good;  it  went  there 
in  March,  1870,  and  a  mate  with  5-ft 
driver,  name  "Groton,"  went  at  the  same 
time.  About  the  "Eddy  Clock"  I  will  say 
much  of  it  is  fairly  correct.  Engines  with 
the  75-ins.  drivers  had  cylinders  of  17x22 
ins.  There  were  a  few  passenger  engines 
with  5^-ft.  wheel  that  had  26-in.  stroke. 
One  was  the  "Plymouth.'"  16  x  26  ins.,  and 
another  17  x  26  ins.,  which  was  run  by 
Joe  Desoe.  So  far  as  the  expansion  be- 
ing allowed  in  the  saddle,  it  was  not. 
These  engines  did  not  have  any  saddle; 
the  cylinders  were  bolted  to  the  smoke- 
box  and  frame ;  the  expansion  of  boiler 
was  provided  for  where  the  smoke  box 
was  attached  to  the  boiler  by  means  of 
slotted  holes.     If  any  trouble  came  from 
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this  arrangement,  it  was  not  made  known 
to  those  that  worked  on  and  around  those 
engines. 

The  statement  that  "one  of  the  i8j4  ^ 
28  ins.  eight-wheelers  was  put  to  the  test 
with  a  mogul,  built  by  the  Rhode  Island 
Works,"  is,  to  say  the  least,  misleading. 
There  were  two  of  Eddy's  engines  that 
were  tested,  but  their  cylinders  were  18 
X  26  ins.,  the  "Virginia"  having  a  S-ft. 
wheel,  and  the  "Adirondack"  a  45^-ft 
wheel,  same  as  the  mogul.  Joe  Desoe,  en- 
gineer, ran  the  Eddy  engines  on  these 
trials,  which  is  on  record,  and  can  be 
found  by  anyone  interested  in  getting 
facts  for  themselves,  in  the  Locomotive 
Engineer's  Journal  for  December,  1876, 
page  541. 

If  you  think  such  things  should  be 
nearer  correct,  you  may  fix  them  as  ap- 
pears the  better  way,  if  they  are  good 
enough  to  suit  you,  I  will  not  do  any  more 
kicking  about  them.      Henry  F.  Colvin. 

Philadelphia,  Pa. 


causes,  my  own  more  limited  observations 
would  seem  to  indicate  that  the  Atlantic 
type  engine  4-4-2  and  4-6-2  are  the  worst 
offenders,  especially  the  former,  and  I 
have  known  engines  of  this  type  to  re- 
peatedly break  frames  when  there  were 
practically  no  curves  of  any  consequence 
on  the  division  over  which  they  ran. 
I     remember     one    instance    especially 

c    > 
0  -.5 


the  iron  and  resembling  pieces  of  petrified 
wood.  What  caused  the  crystallization  is 
not  clear  unless  it  was  due  to  the  constant 
vibration  of  the  frame  and  a  sudden  shock 
snapped  them  off. 

It  is  of  the  vibration  set  up  in  the 
frames  and  the  shocks  absorbed  by  them 
due  to  the  varying  forces  acting  on  the 
crank  pins  and  counteracting  on  the 
jaws  of  the  frame  that  I  wish  to  call 
attention.  In  order  to  make  my  meaning 
clear,  it  will  be  necessary  to  go  into  de- 


FIG.  2. 


Locomotive  Frame  Failures. 
Editor : 

The  article  on  locomotive  frame  failures 
by  Mr.  F.  P.  Roesch  in  the  December 
number  of  Railway  and  Locomotive 
Engineering  is  very  interesting  and  bears 
on  a  subject  of  great  importance  to  all 
motive  power  men,  especially  since  the 
advent  of  the  heavy  engines  now  in  gen- 
eral use. 

Repairing  a  broken  engine  frame  is  not 
an  inexpensive  job  by  any  means,  to  say 
nothing  of  the  inconvenience  and  loss 
caused  by  taking  this  engine  out  of  service 
while  the  repairs  arc  being  made,  and  it 
seems  rather  strange  that  men  in  charge 
of  motive  power  have  not  given  more  at- 
tention to  the  causes  of  such  frame 
failures.     As  it  is,  the  engine  is  generally 


since  it  fell  to  my  lot  to  get  the  engine 
ready  for  welding  the  frame.  This  was 
a  4-4-2  engine  in  fast  passenger  service 
with  practically  no  curves  to  contend 
with. 

In  talking  with  the  engineer  in  charge 
of  the  engine  when  the  frame  was  broken, 
he  informed  me  that  after  getting  up 
speed  from  a  station  stop,  he  had  sud- 
denly hooked  the  reverse  fever  up  in  the 
running  notch  and  at  the  same  instant 
had  felt  a  violent  jar  and  lurch  of  the 
engine,  but  as  everything  seemed  tq  be 
all  right  he  went  on  to  the  terminal,  where 
it  was  found  that  the  top  rail  of  the 
right  frame  was  broken  just  in  front  of 
the  forward  pedestals.  In  removing  the 
splin  bolts,  about  half  of  them  were  found 
to  be  broken,  some  of  them  in  two  or 
three  pieces. 

The  frame  was  of  cast  steel,  4;/  x  4J/  in. 
section,  with  a  cast  steel  spreader  between 
the  top  rail,  main  section  and  bottom  rail, 
front  section,  and  held  in  place  by  the 
splint  bolts. 


FIG, 


rushed  into  the  shop  or  roundhouse,  re- 
pairs hurriedly  made,  and  rushed  out 
again  with  very  little  investigation  of  the 
cause  and  means  to  prevent  a  repetition 
of  the  failure. 

There  is  little  doubt  that,  if  the  un- 
known causes  of  all  frame  failures  in 
the  country  in  one  year  were  known, 
the  railway  curve  would  claim  by  far  the 
greater  part  of  them. 

While  Mr.  Roesch  states  that  the  4-6-0 
type  of  engine  has  been  observed  to  have 
the   most    frame    failures    from    unknown 


It  is  evident  that  the  broken  bolts  were 
a  large  factor  in  the  ultimate  cause  of 
the  frame  failure,  but  what  caused  the 
bolts  to  break?  The  were  not  broken  in 
tension  as  they  did  not  show  the  slightest 
elongation  or  reduction  of  area  at  the 
fracture,  neither  did  they  have  any  of  the 
earmarks  of  wear. 

In  examining  the  character  of  the 
fracture,  however,  they  were  found  to  be 
crystallized  and  very  brittle,  and  curiously 
enough  some  of  them  were  broken  length- 
wise,   showing    the    fibrous    character    of 


tails  rather  carefully,  although  the  crank- 
pin  forces,  their  relative  amount,  direc- 
tion, and  the  part  they  play  in  the  motion 
of  the  engine  are  more  or  less  familiar 
to  all  students  of  the  locomotive. 

In  the  Fig.  1  it  is  assumed  we  are  deal- 
ing with  the  right  side  primarily,  and  for 
clearness  the  main  rod  is  connected  to  the 
front  driver,  although  of  course  it  is  un- 
derstood that  the  force  acting  on  the  main 
pin  is  distributed  equally  on  all  the  crank- 
pins  on  the  side. 

A  B  C  D  is  the  path  of  the  center  of 
the  crankpin.  A,  B,  C  and  D  show  the 
quarter  position  of  the  crank,  and  A',  B', 
C'  and  D'  the  corresponding  positions  of 
the  wrist  or  crosshead  pin.  B  is  the 
point  of  contact  between  wheel  and  rail, 
and  O,  the  center  of  the  driving  axle  may 
be  considered  as  the  point  of  reaction  on 
the  jaws  of  the  frame ;  X,  Y  and  Z  are  the 
positions  of  the  piston  corresponding  with 
the  positions  of  the  crosshead  pin.  It  is 
assumed  that  the  valves  have  a  certain 
amount  of  lead  and  that  the  engine  is 
Tioving  forward. 

Now  if  we  consider  steam  as  acting  on 
the  front  fore  of  piston  at  Z,  the  reaction 
at  O  will  be  maximum  when  the  pin  is 
at  B,  decrease  to  a  minimum  at  C  and 
again  increase  as  it  approaches  D  to  the 
point  of  release.  When  steam  is  ad- 
mitted behind  the  piston  at  X,  the  reac- 
tion at  O  is  maximum  at  D,  decreases  to 
a  minimum  at  A,  and  again  decreases  to 
the  point  of  release,  but  the  motion  is  in 
the  opposite  direction,  as  tHe  pin  moves 
from  C  to  D,  and  from  A  to  B,  the  force 
reacting  at  O  will  not  increase  in  the 
same  proportion  as  it  decreases  from  B 
to  C  and  D  to  A,  owing  to  the  decreasing 
effective  pressure  acting  on  the  piston  af- 
ter cut-off  takes  place. 

The  main  point  to  bring  out,  however, 
is  that  the  entire  force  applied  to  the 
crankpin  at  D  in  the  forward  stroke  and 
at   B   in  the  back  stroke,  is  absorbed  by 


February,  1909. 


RAILWAY   AND    LOCOMOTIVE    ENGINEERING 


59 


the  frame,  the  former  tending  to  tele- 
scope the  frame,  the  latter  to  pull  it 
apart. 

Right  here  it  may  be  said  that  many 
men  do  not  recognize  the  fact  that  the 
two  forces  acting  on  the  pin  at  A  and  C 
impart  motion  to  the  engine  in  two  en- 
tirely different  ways.  In  the  backward 
stroke  of  the  piston  and  as  the  pin  moves 
from  B  around  to  D,  it  is  the  steam  act- 
ing on  the  front  cylinder  head  that  moves 
the  engine  ahead,  while  the  piston  and 
crank  end  of  main  rod  remain  almost  sta- 
tionary in  relation  to  the  ground,  for  the 
crank  end  of  the  main  rod  could  be 
dropped  to  the  ground  and  braced  against 
a  tie,  and  the  engine  would  move  forward 
the  full  stroke  of  the  piston  just  the 
same,  and,  in  fact,  far  more  effectively, 
since  there  would  be  no  reaction  of  the 
crankpin  force  at  O.  In  the  forward 
stroke  from  D  to  A  the  force  is  applied 
by  means  of  a  lever,  A  being  the  force 
applied,  the  reaction  on  the  frame  join 
at  O  the  delivered  force,  and  P  the  ful- 
crum. 

If  now  we  consider  the  left  side  of  the 
engine  in  conjunction  with  the  right,  we 
find  that  if  the  right  pin  is  at  B,  with  a 
maximum  reaction  at  O,  backward,  the 
left  pin  is  at  A  with  the  reaction  at  O,  in 
the  opposite  direction.  With  the  left  pin 
at  B  and  the  right  at  C,  the  reaction  at  O 
will  be  in  the  same  direction,  and  so  on 
around. 

From  this  bewildering  slough  of  acting 
and  counteracting  forces,  two  facts  stand 
out  plainly,     (i)  That  in  one  revolution 
of  the   driving  wheel   the   frame   is   sub- 
jected to  a  strain  in  both  tension  and  com- 
pression,  due  to  the   reciprocating   forces 
on  the  crank  pin,  and,  in  addition  to  this, 
a  continuous   tensional  strain  due  to  the 
resistance  of  the  engine's  load,  represent- 
ed by  the  draw-bar  pull.     (2)  That  in  one 
revolution  of  the  driver,  the  frame  is  sub- 
jected to  a  horizontal  bending  strain  per- 
pendicular to  the  center  line  of  motion, 
caused    by    the    forces    absorbed    by    one 
frame  being  of  different  direction  and  in- 
tensity   to    the    forces    absorbed    by    the 
other,  and  to  the  corresponding  reactions 
on  the  cylinder  heads,  which  results  in  a 
momentary  twisting  of  the  cylinders  and 
cylinder  saddle  around  their  center.    This 
is  shown  in  an  exaggerated  way  in  Fig.  i. 
The  point  of  greatest  resistance  to  this 
bending    or    twisting    movement    is    evi- 
dently just  over  or  just  ahead  of  the  front 
pedestals,   since  this  is  the  point  of  first 
support.     It  is  evident  that  as  the  length 
J  to  C  is  increased,  the  bending  strain  on 
the  frame  at  J  will  increase  also.    This 
also  holds  true  in  the  case  of  an  engine 
going  through  a  curve. 

An  increase  in  wheel  diameter  will  in- 
crease the  reaction  between  the  frames 
and  cylinders  without  increasing  the  trac- 
tive power.  I  mention  these  two  facts 
because  they  are  apparently  two  reasons 
why  more  frames  fail  on  passenger  en- 
gines than  those  built  for  freight  service. 


I  have  heard  motive  power  men  contend 
that  no  force  acting  on  the  pistons  could 
cause  a  noticeable  twisting  of  the  cylin- 
ders and  saddle,  but  anyone  having  the 
inclination  and  opportunity  to  do  so,  can 
prove  the  fact  by  fixing  a  pointer  to  the 
center  of  the  back  end  of  the  saddle  and 
extending  it  back  to  a  marker  board 
braced  across  the  front  jaws. 

The  twisting  movement  of  the  saddle 
will  be  traced  on  the  board  by  the  end  of 
the  pointer. 

Right  here  let  it  be  understood  that  in 
speaking  of  frame  distortions  and  cylin- 
ders out  of  line,  we  are  not  dealing  in 
inches,  or  half-inches,  necessarily. 

We  all  know  what  a  side  rod  that  is  Va 
in.  too  long  or  too  short  will  do,  and  when 
we  consider  the  fact  that  the  length  of 
the  side  rods,  main  rods  and  frames,  etc., 
all  have  a  distinct  relation  to  each  other, 
it  follows  that  any  undue  disturbance  of 
the  relation  is  likely  to  produce  serious 
results.  When  cylinders  and  frames  are 
forced  out  of  their  true  alignment  H  in. 
or   even    1-16   in.,    many,   many   thousand 


straps,  driving  boxes,  pistons  and  frames 
than  any  road  in  the  country. 

While  many  engines  have  valves  which 
will  lift  under  the  influence  of  excessive 
cylinder  pressure,  still  a  high  instantane- 
ous pressure  might  obtain  in  the  cylin- 
der before  the  inertia  of  the  valve  would 
be  overcome.  This  is  proved  by  the  indi- 
cator card  and  the  initial  cylinder  pres- 
sure may  be,  and  often  is,  considerably 
higher  than  boiler  pressure. 

As  to  whether  the  frame  or  cylinder 
had  studs  would  give  way  first,  it  might 
be  said  that  if  there  is  any  lost  motion  in 
the  rod  brasses  or  in  or  around  the  driv- 
ing boxes,  a  sudden  increase  of  cylinder 
pressure  might  cause  a  shock  which 
would  rupture  a  frame  already  weak  be- 
fore its  effect  could  be  communicated  to 
the  cylinder  head  through  the  cushion  of 
the  water  or  steam. 

In  all  cases  where  steel  does  not  fail 
from  loading  beyond  its  ultimate  strength 
it  may  be  laid  down  as  a  fact  that  it  is  a 
gradual  weakening  of  the  metal  by  fa- 
tigue followed  by  a  sudden  shock  that 
causes  rupture.  A.  W.  Vestal. 

Danville,  111.  C.  &  E.  I.  Ry. 
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times  in  the  course  of  one  trip,  some  part 
of  them  certainly  must  suffer  from  fa- 
tigue which  sooner  or  later  must  result 
in  rupture.  As  long  as  the  reciprocating 
motion  is  used  in  our  locomotives,  these 
varying  forms  with  their  evil  results  are 
bound  to  occur,  and  it  seems  that  the  only 
remedy  lies  in  a  better  design  of  frames 
and  more  rigid  inspection  in  service. 

Many  heavy  passenger  engines,  especial- 
ly those  with  piston  valves,  are  now  being 
built  in  which  the  top  rail  over  the  cylin- 
ders is  done  away  with,  thus  eliminating 
the  objectionable  splice.  A  broken  splice 
bolt  takes  just  that  much  metal  from  a 
frame,  and  should  be  replaced  as  soon  as 
found.  Then  there  is  the  question  of  ex- 
cessive load.  Now  every  man  of  a  me- 
chanical turn  of  mind  has  his  own  pet 
theory  concerning  lead,  and  a  bare  men- 
tion of  it  will  often  start  a  fight  in  a  meet- 
ing of  railroad  men. 

In  the  example  cited  at  the  beginning  of 
this  article,  there  can  be  no  doubt  that 
excessive  lead  was  the  immediate  cause 
of  the  failure  of  an  already  weakened 
frame.  The  slogan  of  this  road  in  valve 
setting  was,  "if  in  doubt,  give  her  more," 
and  I  believe  they  have  more  blown  out 
cylinder   heads,    broken    crank   pins,    rod 


Fire  Brick  Arches. 

Editor: 

The  brick  arch  as  applied  to  the  loco- 
motive firebox  was  first  introduced  as  a 
means  of  preventing  smoke,  because  of 
numerous  complaints  and  law  suits 
brought  on  railroads  on  account  of  the 
objection  of  bituminous  coal  smoke,  which 
directly  caused  the  value  of  residential 
property  to  lessen  and  the  injurious  effect 
on  animal  life. 

To  overcome  the  many  costly  com- 
plaints, numerous  devices  were  designed 
and  tried,  namely:  air  injectors,  air  tubes, 
baffle  plates,  and  various  designs  of  grates 
to  give  greater  air  space  with  the  ob- 
ject of  getting  perfect  combustion.  It 
has  been  found  that  the  brick  arch  has 
been  the  greatest  aid  in  the  overcoming 
of  smoke  without  the  use  of  any  of  the 
above  mentioned  devices. 

While  the  law  suits  against  railroads 
are  very  costly,  fires  caused  by  live  sparks 
falling  on  buildings,  fields  and  forests  and 
to  the  railroads'  own  property  are  even 
more  costly.  The  fire  brick  arch  has  also 
decreased  this  expense,  owing  to  the  fact 
that  20  per  cent,  less  sparks  are  thrown 
from  the  stacks,  and  it  is  safe  to  say  that 
by  the  use  of  the  arch  more  than  20 
per  cent,  of  these  cases  can  be  reduced 
for  the  reason  the  sparks  are  smaller  and 
less   dangerous. 

Besides  being  of  prime  importance  in 
regard  to  smoke  and  spark  throwing,  it 
has  been  found  that  by  the  use  of  the 
arch  a  saving  in  fuel  is  approximately 
IS  per  cent. 

The  following  will  show  some  of  the 
advantages  which  are  gained  by  the  use 
of  the  fire  brick  arch:  ist.,  15  per  cent, 
reduction   in   coal   consumed;   2d,   15  per 
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cent,  reduction  in  ton  miles  of  company's 
coal  hauled;  3d,  15  per  cent,  reduction  in 
labor  of  handling  coal  at  tipple;  4th,  15 
per  cent,  reduction  in  the  fireman's  labor 
in  shoveling;  5th,  20  per  cent,  reduction 
in  sparks  thrown  from  the  stack,  thereby 
reducing  the  liability  of  fires  along  line 
of  road,  cars  and  buildings;  6th,  a  great 
reduction  in  smoke  issuing  from  stacks, 
which  is  particularly  desirable  on  account 
of  passenger  service  and  in  cities  where 
there  are  laws  regarding  suppression  of 
smoke;  7th,  less  boiler  work  at  round- 
houses and  shops ;  8th,  greater  life  of 
flues ;  9th,  less  liability  of  engine  fail- 
ures or  cars  being  set  off  along  line  of 
road  account  of  leaking  flues ;  loth,  less 
delays  to  locomotives  at  terminals  on  ac- 
count of  fires  drawn  for  the  re-rolling  of 
llucs;  nth,  greater  mileage  for  a  given 
period  of  time ;  12th,  an  improvement  in 
the  steaming  qualities  of  the  locomotive. 

The  total  saving  with  respect  to  the  use 
of  the  arch  cannot  be  given  for  all  items, 
but  the  following  may  be  relied  on  as  a 
saving  effected  in  the  use  of  bituminous 
coal :  With  the  arch  tubes  installed,  the 
cost  of  applying  a  brick  arch  to  a  mod- 
ern wide  firebox  locomotive  being  $12. 
the  average  life  of  arch  is  30  days,  loco- 
motive burning  12  tons  of  coal  per  day, 
coal  at  $1.50  per  ton,  the  saving  would  be 
$69  or  an  estimated  saving  of  $70  per 
locomotive  per  month.       J.   B.   Emorv. 

Baltimore,  Md. 


As  soon  as  possible — it  is  very 
stormy  here  at  the  present  time — I  will 
secure  a  better  photograph  of  the  larger 
engines  which  pull  these  passenger 
trains  for  the  O.  R.  &  N.  I  have  a 
large  collection  of  filni.s  of  engines, 
trains,  yards,  etc.,  which  I  would  be 
pleased  to  make  into  postals  to  exchange 
for  other  railroad  pictures  with  any 
person  who  is  interested  in  this.  Hop- 
ing you  and  your  valuable  magazine  will 
have  success.  Geo.  A.  Kelly,  Jr. 

ll'alta  Walla,  Wash. 


Diamond   Stacks   at   the   Pacific    Coast. 
Editor: 

Having  seen  the  item  in  the  Decem- 
ber number  of  Railway  and  Locomotive 
Engineering,  to  which  paper  I  am  a 
subscriber,     concerning     the      diamond 


Derailments  from  Broken   Rails. 

Editor : 

Wrecks  and  derailments  caused  by 
broken  rails,  and  the  numerous  discus- 
sions on  this  subject  held  of  late,  make 
an  interesting  topic.  In  some  instances 
the  blame  was  said  to  fall  upon  the  Mas- 
ter Car  Builders'  rules  for  permitting  a 
flat  spot  to  exist-  on  the  wheel  of  a  100- 
ton  capacity  car  the  same  as  it  was  when 
the  40-ton  capacity  car  was  the  maximum. 

At  one  of  the  recent  meetings  of  rail- 
way officers  which  I  attended  it  was  the- 
oretically demonstrated,  so  to  speak,  that 
the  cause  of  the  trouble  was  absolutely 
from  the  hammer  blow  subjected  to  the 
track  by  the  flat  car-wheel,  and  it  was 
shown  that  the  blow  struck  was  in  pro- 
portion to  the  weight  and  velocity  of  the 
car  and  the  size  of  the  flat  spot  upon 
the  wheel. 

The  opinion  of  the  writer,  taken  from  a 
practical  standpoint,  dififers  very  mafe- 
rially  on  this  subject,  when  it  refers  to 
steam  railroads.  My  opinion  is  that  the 
trouble  should  be  sought  farther  ahead 
in  the  train.  In  the  first  place,  a  flat  spot 
will    occur    on    the    left    main    tire    of    a 
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smokestacks,  I  take  pleasure  in  send- 
ing herewith  two  snapshots  of  the  same 
which  I  took  at  this  place.  The  engine 
at  the  water  tank  does  the  switching 
at  Walla  Walla  for  the  O.  R.  &  N. 
The  other  type,  of  which  there  are 
quite  a  few,  pull  the  passenger  trains 
between   Starbuck   and   Pendleton. 


ATIO.N    CI).    DIAMOND    STACK. 

steam  locomotive  soon  after  it  is  put  in 
service,  and  this  flat  spot  occurs  at  the 
point  of  contact  of  the  left  main  driving 
tire  when  the  left  main  piston  is  taking 
steam  at  the  forward  end  of  the  stroke, 
and  while  in  this  position  the  right  crank 
on  an  American  locomotive,  is  on  the 
lower  quarter  with   the  steam  port  wide 


open.  This  flat  spot  is  brought  about 
by  the  slip  of  the  tire  upon  the  track, 
caused  by  the  steam  at  the  forward  end 
of  the  cylinder  taking  up  slack  between 
the  shoe  and  bo.x,  the  wedge  and  box,  or 
within  the  driving  box,  and  it  becomes 
greater,  and  never  less,  until  it  has 
reached  such  a  size  that  it  is  considered 
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dangerous,  and  then  the  wheels  are  either 
put  in  a  wheel  lathe  and  turned,  or  the 
tires  are  removed  and  turned. 

The  actual  hammer  blow  occurring  on 
a  steam  locomotive  is  caused  by  the 
counterbalance  effect,  as  a  steam  locomo- 
tive is  counterbalanced  to  run  at  one  cer- 
tain speed,  and  the  hammer  blow  there- 
fore exists  when  the  speed  is  less  or 
more  than  the  speed  for  which  the  lo- 
comotive is  counterbalanced.  This 
trouble  cannot  exist  on  an  electric  locomo- 
tive, but  it  will  always  exist  upon  a  recip- 
rocating steam  locomotive  unless  the  de- 
signers prepare  a  shell  or  box-shaped 
counterbalance  within  the  wheel  center 
proper,  and  within  this  box-shaped  re- 
ceptacle place  a  movable  weight,  bal- 
anced in  springs,  to  act  the  same  as  a 
governor.  The  centrifugal  force,  caused 
by  increased  speed,  will  tend  to  force 
this  weight  out  towards  the  rim  of  the 
wheel,  and  therefore  offset  the  in- 
creased weight  of  the  reciprocating 
parts,  which  are,  in  my  opinion,  the 
cause  of  broken  rails  on  steam  rail- 
roads. J.  E.  OSMER, 
M.  M.  Northwestern  Elevated  R.  R. 

Chicago,  Jit. 


Engine  Trucks  and  Firing. 

i:Jitor: 

I  noticed  in  the  December  number  of 
your  valuable  paper  a  query  from  one  of 
the  subscribers  as  to  the  success  of  the 
swinging  truck  center  for  a  "Pony"  truck 
on  engines  of  the  2-6-0  and  the  2-8-0 
type.  I  am,  and  have  been  running  a 
2-8-0  or  consolidation  engine  for  the 
past  five  years  on  a  road  where  some  of 
the  curves  run  as  high  as   16  degs. 

The  rigid  wheel  base  of  the  engine  is  15 
ft.,  the  weight  on  the  drivers  is  104.800 
lbs.  and  and  the  truck  16.200  lbs.  The 
engine  truck  is  the  Bissell  pattern,  with 
swinging  truck  center.  The  top  cradle 
bolts  arc  22  ins.  apart,  the  bottom  bolts 
are   24   ins.   apart.     I   have   never   had   a 
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derailment  where  the  fault  was  in  the 
truck.  I  have  had  two  derailments,  but 
in  both  instances  the  fault  was  in  switch 
points  which  were  in  bad  shape.  The 
swinging  center  casting  of  the  truck  just 
clears  the  cross  braces  of  the  truck  frame. 

I  had  quite  a  lot  of  trouble  for  a  while 
on  account  of  derailments  backing  up. 
I  cured  this  by  having  the  back  tires  on 
both  sides  set  in  3-16  of  an  inch  each 
from  gauge.  The  four  back  driving 
wheels  are  flanged  and  the  main  driving 
wheels  are  bald.  I  noticed  the  two  back 
driving  wheel  flanges  were  wearing  very 
fast,  whereas  there  was  scarcely  any  wear 
on  flanges  ne.xt  to  the  back  one.  After 
making  the  change  as  stated  above  the 
wear  on  flanges  were  more  uniform.  The 
run  is  20  miles  long  and  we  back  over  it 
in  one  direction,  or  in  other  words,  half 
of  our  work  is  done  backing  up.  I  will 
further  saj',  I  have  been  running  a  lo- 
comotive for  the  past  26  years.  The  prin- 
cipal part  of  it  has  been  on  the  consoli- 
dation type,  and  I  have  never  experienced 
any  trouble  from  derailments  where  the 
truck  was  the  cause. 

Now  a  few  words  as  to  light  and  bank 
firing.  I  have  found  with  the  kind  of  coal 
we  use  here  in  this  country — bituminous 
or  sphnt  coal — light  firing  gives  the  great- 
est satisfaction  as  to  steam  and  economy. 
The  best  result  is  obtained  from  a  light, 
bright  level  fire.  The  slash  bar  or  poker 
is  only  used  at  the  start  to  hook  up  and 
spread  the  fire  evenly  over  the  grates. 
Then  the  fire  is-  fed  as  it  needs  it  in  the 
brightest  and  hottest  places.  The  coal 
ignites  quickly,  bringing  out  the  gases 
which  are  also  ignited,  and  enter  the 
flues  in  a  flame  that  makes  combustion 
as  complete  as  it  can  be  in  a  locomotive 
firebox. 

Of  course  the  lire  must  be  kept  bright 
on  the  grates,  which  can  be  done  by  a 
slight  pull  at  the  grate  shaker  when  it  is 
necessary.  It  is  true  the  fire  must  be 
watched  closely  to  see  that  no  air  holes 
get  in  it,  especially  near  the  flues.  I 
claim  by  light  firing  where  the  grates  are 
properly  designed  to  let  in  the  necessary 
an:ount  of  air,  combustion  will  be  more 
complete  than  with  the  banking  system. 
I  never  could  see  how  anyone  could  ex- 
pect to  burn  green  coal  on  top  of  green 
coal.  In  the  banking  system  the  door  is 
bound  to  be  kept  open  for  too  long  a 
time  in  hooking  up  or  spreading  the  fire, 
which  I  have  found  very  objectionable. 

I  have  never  got  good  results  from  red 
ash  coal,  as  it  is  too  slow  in  igniting  in 
a  locomotive  firebox.  I  have  heard  of 
cases  where  the  firebox  was  well  filled 
with  red  ash  coal,  the  blower  put  on,  and 
the  engine  standing  for  thirty  or  forty 
minutes  until  the  fire  was  in  a  red  heat 
and  then  make  the  bank  and  burn  it 
successfully,  but  I  have  never  experienced 
it.  I  remember  once  firing  a  few  trips 
on  a  passenger  run  between  Hinton  and 
Clifton  Forge  on  the  C.  &  O.  Ry.     I  was 


firing  for  engineer  Simon  Ailstalk,  his 
regular  fireman  had  laid  off.  He  was  a 
bank  fireman.  As  we  were  coming  up  the 
east  slope  of  the  Alleghany  Mountains 
he  said  to  me :  "Why  is  it  you  keep  more 
steam  and  burn  less  coal  than  Thomp- 
son ?"  The  only  answer  I  gave  him  was : 
"I  give  her  time  to  burn  the  coal." 
Thompson  was  a  bank  fireman  and  a 
poker  user,  dubbed  sometimes  a  "pud- 
dler."  Fred.  Nihoof. 

White  Sull^hur  Springs,  W.  Va. 


Saddle    Back,    Diamond    Stack. 

Editor : 

In  response  to  your  request  for  pictures 
of  old  diamond-stack  locomotives,  I  am 
enclosing  herewith  a  picture  of  an  old 
saddle  tank  engine  owned  by  this  com- 
pany. No.  401.  This  engine  has  been 
in  service  since  1872  and  is  still  used  in 
shifting  service  around  the  quarries  of 
the    Dolese    &    Shepard    Company,    w-ho 


the  market,  which  is  destined  to  work 
a  material  change  in  railroad  repairs 
and  the  expense  attached  to  broken 
iron   and   steel   castings. 

It  was  my  good  fortune  to  be  one 
of  the  first  mechanics  in  this  country 
to  give  the  Swiss  preparations  a  trial  on 
broken  gray  iron  castings,  and  the 
simplicity  of  the  preparations  and 
processes,  the  strong  joint  made  im- 
pressed me  with  wonder  at  the  possi- 
bilities  of  its  economy  and  worth. 

The  first  test  was  on  a  simple  rack, 
whicli  after  brazing  proved  so  strong 
in  the  joint  as  to  break  in  several 
other  places,  but  absolutely  refused  to 
part  in  the  braze.  Our  next  job  was 
a  cast  side  arm  for  an  air  compressor 
which  had  to  go  together  absolutely 
the  same  as  before  it  broke,  as  it  w^as 
machined  and  fitted  when  new.  .After 
brazing  carefully  it  was  put  on  with- 
out   the    least    trouble    and    after    three 


own    and    operate    large    stone    crushing 
plants  in  the  vicinity  of  Chicago.     Trust- 
ing you   will   find   this   picture   to   be   of 
interest  and  will  l)e  able  to   use  same. 
C.  H.  Terpening, 
Secy,   to   Prest.,   Chicago  &  Illinois 
Chicago,  III.  Western. 


Time  and  Money  Saver. 

Editor: 

There  was  a  time  when  a  broken 
casting  was  considered  a  total  loss  and 
fit  only  to  be  remelted  and  cast  anew 
or  laid  on  the  scrap  heap  until  the  junk 
dealer  came  along  and  offered  the 
munificent  sum  of  ,30c.  a  hundred  to 
remove  it  out  of  sight.  It  seems  as  if 
this  old  custom,  like  many  others,  is 
to  be  relegated  to  a  back  seat  by  a 
new  process  of  brazing,  recently  put  oi! 


' ■  i  ;v  ill;:-l>is. 

months'    wear    and    tear    is    still    doing 
business   at   the    old   stand. 

I  could  give  other  instances  of  the 
usefulness  of  these  substances  as  we 
never  think  of  throwing  away  a  cast- 
ing now  in  the  shape  of  broken  sprock- 
ets, gears  or  friction  clutch  shoes,  that 
are  possible  to  fix.  This  work  was 
done  in  an  open  forge  with  charcoal 
for  fuel  and  would  have  cost  quite  a 
tidy  sum  to  replace  with  new  ones,  be- 
sides the  loss  of  time  to  replace  them, 
as  no  special  outfit  is  required  and  the 
first  cost  of  $10  for  the  flux  and  special 
spelter  is  sufficient  for  about  2,000  lbs. 
of  castings  or  more,  the  cost  per  job  is 
very  small,  besides  the  saving  on  fitting 
new  castings.  Having  worked  long 
years  at  railroad  repair  work,  it  seems 
the  saving  to  them  would  be  enormous 
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where      large      systems      adopted      this 
means  of  economy. 

Even  having  their  own  foundries  to 
make  their  own  castings  cuts  no  figure, 
as  the  repairs  can  be  made  more  cheap- 
ly than  it  is  possible  to  handle  and  re- 
melt  and  recast  them,  and  besides 
when  machined  and  worn  slightly  they 
are  in  better  working  condition,  es- 
pecially for  engines,  than  new  cast- 
ings. From  my  experience  in  doing 
the  work  and  testing  the  finished 
joints,  they  seem  unbreakable,  except 
at   some  other  point. 

It  requires  no  skill  to  speak  of  to 
do  the  work,  as  any  smith  with  a  knowl- 
edge of  heating  and  the  care  of  a  forge 
fire  can  do  it  as  well  as  an  expert,  but 
from  my  past  experience  of  six  months 
in  brazing  all  sorts  and  sizes  of  cast- 
ings, a  simple  gasoline  burner  with 
compressed  air  would  be  more  clean 
and  avoid  any  possibility  of  failure,  as 
cleanliness  of  fuel  and  fracture  are 
very  essential  factors  in  the  case. 

The  preparations  certainly  fill  a  long- 
felt  want  in  our  case  and  it  seems  to 
me  in  time  they  will  be  as  common  as 
borax  and  be  found  in  every  shop 
where  repairing  is  done. 

Thos.  Beasley. 

St.  Louis.  Mo. 


Diamond  Stacks  in  the  West. 

Editor: 

Having  noticed  your  request  in  the 
December  issue  of  your  paper  for  pic- 
tures of  diamond  stacks  on  engines  in 
service,  and  there  being  no  engines  in 
road  service  near  here,  I  have  sent  you 
photographs  of  yard  engines,  some  of 
which  have  been  road  engines,  but  all 
are  still  in  service. 

No.  1369  C.  B.  &  Q.  switch  engine, 
with  a  diamond  stack,  is  arranged  for 
burning  lignite  coal  (called  alfalfa 
here),  which  is  very  light,  and  when 
the  engine  is  working  you  can  never 
get  enough  in  the  lirebox.  The  above 
named  company  had  some  of  their  road 
engines  fitted  up  to  burn  lignite  coal, 
but  they  were  taken  off,  as  they  could 


was  sold  to  some  lumber  company  af- 
ter being  in  road  service  for  about  25 
years. 

No.  554  was  a  Baldwin  narrow  gauge 
road  engine,  built  for  the  D.  &  R.  G. 
about  1880,  I  think;  had  an  eight-wheel 
tender,  no  saddle  tank.  It  was  fitted 
with  the  old  three-way  cock  for 
straight  air,  which  is  still  on  it.  Some 
years  ago  she  was  changed  to  standard 
gauge  and  used  as  a  switch  engine,  then 
about  three  years  ago  was  again 
changed  as  sliown,  for  shop  service. 

No.  8  C.  &  S.  narrow  gauge  passen- 
gen  engine,  used  on  the  famous  loop. 
I  do  not  know  when  she  was  built,  or 
if  she  was  a  Grant  or  Baldwin,  but  she 
used  to  have  a  sunflower  stack,  same  as 
the  No.  64,  which  is  now  changed  to  a 
straight  stack. 

There  were  two  styles  of  stack  here, 
one  called  the  diamond  and  the  other 
called  the  sunflower  stack,  which  origin- 
ated on  the  Union  Pacific  in  the  early  days 
to  guard  against  fire  on  the  plains. 
There  are  some  very  interesting  stories 
connected  with   some  of  the  old  D.   & 


KNGINE    NO.    8    ON    THE    C.    &    S. 

R.  G.  engines  used  on  the  narrow  gauge 
divisions   in    the   old   straight   air   days. 

A.    W.    .iVlNSWORTH. 

Denver,    Col. 


Not    Smoke   but    Soot. 
Editor 

I  know  your  paper  used  to  be  inter- 
ested in  combustion,  so  am  sending 
herewith  an  "object  lesson."  The  pic- 
ture is   t.ikiii   in   the  upper  Sacramento 


River  Canyon,  near  Dunsmuir,  Cal. 
The  puff^  of  what  seems  to  be  smoke 
above  the  cloud  of  steam  is  soot  from 
the  flues,  and  is  the  result  of  a  sugar 
scoop  of  sand  applied  at  fire  door.  The 
stack  is  quite  clean  after  the  sand- 
ing out.     The  engine  is  a  Baldwin  Con- 


r.ALliWIN     .\  AKKOW    L.AL'GE    ENGINE. 

solidation,  22  x  30  in.,  180,000  lbs.  on 
drivers,  200  lbs  steam,  is  equipped  as 
an  S.  P.  Co.  oil  burner,  with  T.  W. 
Hientzelman  arrangement,  and  Ingles 
&  Von  Boden  burner. 

W.  B.  Van  Horn, 
Dunsmuir,  Cal.  Loco.  Eng'r. 


Derailment  of  Tenders. 

Editor: 

While  reading  over  the  subject  on  the 
derailment  of  tenders,  it  calls  to  my  mind 
that  once  upon  a  time,  when  the  writer 
had  the  "say  so"  in  the  mechanical  depart- 
ment of  a  small  road  in  Indiana,  we  were 
liaving  trouble  with  derailments  when 
side-tracking  the  cars  of  a  certain  road. 
On  looking  into  the  matter  I  found  that 
the  cars  giving  the  most  trouble  were 
those  with  side  bearings  well  outboard; 
in  fact,  the  friction  on  the  side  bearings 
was  enough  to  prevent  the  truck  pivoting 
on  its  center  bearing  and  to  such  an  ex- 
tent that  it  required  the  addition  of  very 
little  flange  friction  to  make  the  wheels 
climb  the  rail.  Some  months  ago  while 
nn  a  train,  we  were  delayed  by  a  train 
ahead  trying  to  get  into  a  side  track ;  the 
cause  of  this  delay  was  that  one  of  the 
side  bearings  of  the  tender  truck  had 
come    of?,    causing    such    a    list    to    the 


ENGINE    503,    U.    S    K.    G.    KAIEHO.AD. 

not  carry  enough  coal  to  get  from  one 
chute  to  another — it  all  went  out  of 
the  stack. 

No.  503  was  an  early  standard  gauge 
engine  on  the  D.  &  R.  G.,  which  has  a 
diamond   stack.     A   year   or   so   ago   it 
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tender,  making  it  unsafe  to  use.  I 
believe  that  the  forward  truck  should 
be  center  bearing,  and  the  bearing  well 
lubricated,  but  having  side  bearings 
only  as  a  factor  of  safety,  but  not  car- 
rying any  weight.  The  rear  truck  to 
carry  about  90  per  cent,  of  the  weight 
of  back  end,  the  side  bearing  to  carry 


very  large  oil  tank  cars  make  trouble 
on  curves,  which  is  no  doubt  caused  by 
the  surging  of  the  oil,  which  could  be 
prevented  by  fore  and  aft  and  trans- 
\erse  bulkheads,  not  absolutely  tight, 
but  as  a  breakwater  when  they  lurch 
on  a  curve.  The  inventor  of  the  "Rue 
little  giant  injector"  told  the  writer  many 
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the  other  10  per  cent.,  and  having  all 
safety  chains  as  short  as  possible.  It 
boiler  head  extends  as  far  back  as  to 
prevent  a  long  drawbar  under  foot 
board  the  drawbar  should  extend  as 
far  back  as  possible  under  tender.  If 
we  drop  a  line  from  center  of  back 
cross  beam  or  center  of  chafe  plate 
between  engine  and  tender  while  on  a 
curve  we  will  find  it  a  long  way  outside 
the  center  of  the  rails;  hence,  if  a 
short  drawbar  is  used  its  tendency  is 
to  throw  the  tender  toward  the  out- 
side of  the  curve,  and  with  dangerous 
results.  With  the  old  deep  fireboxes, 
the  forward  end  of  drawbar  was  up  to 
the  boiler  head,  and  tenders  remained 
on  the  track.  We  all  know,  especially 
the  editor,  that  many  ships  founder  as 
the  result  of  shifting  cargo  in  a  gale, 
especially  when  the  cargo  is  grain.  She 
rolls  over  to  leeward.  The  cargo  fol- 
lows, making  it  impossible  for  her  to 
recover  herself.  The  same  rule  ap- 
plies to  the  water  in  the  cistern,  centrif- 
ugal force  throwing  the  water  to  the 
outside  of  the  curve,  increasing  the 
weight  on  the  outboard  bearing  of  the 
truck,  causing  a  derailment  Now  why 
not  put  a  fore  and  aft  bulkhead  in  back 
part  of  the  cistern  immediately  under 
the  manhole,  but  leaving  room  enough 
for  a  man  to  pass  in  and  out?  This 
bulkhead  could  be  bolted  to  the  verti- 
cal angle  irons;  it  should  have  about  a 
4-in.  hole  in  bottom  to  allow  water  in 
both  legs  to  equalize,  at  the  same  time 
prevent  the  body  of  water  from  surging 
back  and  forth  when  train  strikes  a 
curve.  A  similar  bulkhead  in  reservoir 
of  oil-burning  locomotives  would  be  in 
order.     From  information  at  hand,  the 


years  ago  that  injectors  would  work 
better  if  there  was  a  dash  plate  in  each 
leg  of  the  cistern.  When  oil  was  first 
transported  over  the  road  the  Union 
Tank  Line  built  round  wood  tanks  (cov- 
ered) in  either  end  of  box  cars;  an  en- 


Men  Who  Want  to  Be  Editors. 

Universities  have  done  much  for  lit- 
erature. Almost  without  exception  the 
great  writers  have  been  men  who  en- 
joyed considerable  educational  oppor- 
tunities. Generally  speaking,  they  made 
about  as  little  of  the  opportunities,  in 
a  strictly  and  formally  educational  way, 
as  they  could  without  being  sent  home 
in  disgrace.  In  their  formative  years, 
that  is,  they  had  a  certain  space  to  loaf 
about  in  rather  pleasantly,  with  enough 
work  to  keep  them  from  utter  dissipa- 
tion and  enough  liberty  to  nourish  fancy 
and  reflection.  Many  a  talent,  no  doubt, 
was  thus  brought  to  fruition  which  would 
have  become  .barren  if  its  possessor  had 
been  thrust   into  a  hard  daily  regimen. 

A  large  proportion  of  college  gradu- 
ates are  ambitious  to  pursue  a  literary 
career,  exploiting  fields  of  engineering 
being  a  favorite  line  with  many  young 
men.  We  frequently  receive  letters 
from  engineering  college  graduates 
asking  how  they  can  best  prepare  them- 
selves for  an  engineering  literary  ca- 
reer. The  first  step  of  progress  for 
such  people  is  to  learn  to  write  good 
English.  That  is  the  most  useful  tool 
an  aspiring  literary  man  can  possess; 
yet  it  is  one  whose  value  is  habitually 
neglected  by  people  otherwise  well  ed- 
ucated. We  frequently  meet  men  and 
women  who  have  studied  details  and 
style  of  foreign  languages  without  pos- 


IJI.A.MOND  SWl  leuhl 

Photograt^h   by  Mr.   R.   W.    Yates.      He  is  standin 

cross  on   the  pict 

gineer  told  me  they  were  hard  trains  to 
start  on  account  of  the  oil  surging  back 
and  forth.  Walter  de  S.\nno. 

Oakland,   Cat. 


No  Souvenirs. 
The  joint  committee  of  the  Master 
Car  Builders'  and  Master  Mechanics' 
Associations  have  passed  a  resolution 
requesting  the  railroad  supply  people 
to  give  no  souvenirs  at  the  next  con- 
vention. 


U.N     lllh    1-).    i\    K.    1, 

g  at  the  gangway,   and   is  indicated  by  a   small 
[ire  at  his  foot. 

sessing  a  decent  vocabulary  of  English, 
or  the  art  of  using  the  words  they  know 
to  tell  things  in  an  attractive  fashion. 

When  a  person  has  learned  to  ex- 
press himself  fluently  in  English,  the 
cultivation  of  habits  of  observation  is 
the  next  requisite  for  working  towards 
success  as  an  engineering  writer.  The 
ambition  to  reach  a  desired  goal  does 
no  "good  unless  accompanied  by  indus- 
try and  self-denying  perseverance,  and 
this  means  hard  work. 
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Ability   and   Work   the    Requisites. 

There  was  once  a  saying  in  the 
French  army  that  every  soldier  carried 
in  his  knapsack  a  marshal's  baton.  This 
had  reference  to  the  possibility  of  a 
private  soldier  rising  through  the  vari- 
ous ranks  up  to  that  of  the  general 
officer,  or  even  to  become  the  com- 
mander-in-chief. As  a  matter  of  fact, 
very  few  did  so  rise,  and  it  would  be  a 
physical  impossibility  for  every  man 
in  an  army  to  become  an  officer,  but 
there  was  no  barrier  to  his  progress 
upward  if  he  worked  and  strove  dili- 
gently for  it.  There  was  thus  nothing 
to  damp  the  enthusiasm  of  the  private 
soldier  or  to  quench  his  ambition.  We 
are  glad  to  see  something  of  the  same 
spirit  imported  into  the  railroad  world. 

The  Pennsylvania  Railroad  have  now 
broken  a  long-standing  precedent  in 
promoting  Mr.  John  S.  Considine  of 
Columbia,  Pa.,  to  become  assistant  su- 
pervisor. Mr.  Considine  had  previous- 
ly been  a  track,  foreman,  which  may  be 
considered  the  highest  rank  of  non- 
commissioned officers  on  that  road.  A 
laborer  could  eventually  become  a  track 
foreman,  but  it  has  not  hitherto  been 
the  policy  of  the  company  to  promote 
track  foremen  to  a  higher  rank. 

The  Pennsylvania  Railroad  have  em- 
ployed graduates  of  technical  institu- 
tions both  in  its  maintenance  of  way 
and     mechanical     departments,     to     be 


trained  for  promotion  to  the  important 
positions.  .\  graduate  civil  engineer 
was  employed  as  a  rodman,  and  was 
considered  in  direct  line  for  the  posi- 
tions of  assistant  supervisor,  supervisor, 
assistant  engineer,  superintendent,  gen- 
eral superintendent,  general  manager,  or 
vice-president.  In  like  manner  mechan- 
ical engineers  were  given  a  special 
course  of  training  for  the  motive  power 
department.  Outside  of  these  two  lines 
of  promotion  it  had  been  impossible  to 
rise  beyond  certain  limits  in  the  oper- 
ating department. 

Realizing  that  many  employees  who 
have  not  had  the  advantages  of  a  col- 
lege education  apply  themselves  so  dili- 
gently to  their  work  that  they  acquire 
a  proficiency  which  should  be  recog- 
nized, the  management  of  the  Pennsyl- 
vania has  been  carefully  observing  the 
work  of  all  grades  of  men  in  the  service 
with  a  view  to  promoting  those  who 
showed  exceptional  ability,  no  matter 
what  their  start  with  the  company  had 
been. 

Mr.  John  S.  Considine  is  the  first  to 
be  promoted  under  the  new  rule.  He 
did  not  have  a  college  education,  but 
he  entered  the  service  of  the  company 
as  a  track  laborer  when  fifteen  years  of 
age.  After  five  years  at  this  arduous 
work  he  was  assigned  to  duty  in  the 
supervisor's  office.  There  he  acquired 
the  rudiments  of  civil  engineering. 
Later  he  was  sent  out  on  the  road  as 
track  foreman,  and  his  work  in  .that 
capacity  was  of  such  a  character  that 
the  title  of  general  foreman  of  track 
laying  was  created. for  him.  In  this  po- 
sition Mr.  Considine  .  would  have  re- 
mained had  it  not  been  for  the  chan.^e 
of  policy  by  the  company.  He  had 
reached  his  limit  unless  he  could  gain 
a  "commission"  as  assistant  supervisor, 
the  place  to  which  he  has  now  been 
advanced. 

There  are  some  1,500  track  foremen 
on  the  Pennsylvania  Railroad,  and  this 
removal  of  a  long-standing  barrier  will 
make  it  possible  for  any  one  of  them 
to  be  promoted  to  the  company's  higher 
ranks.  The  actual  effect  of  the  new 
policy  is  to  open  to  every  man  in  the 
service  the  privilege  of  promotion  to 
any  place   for  which   he   may   be   fitted. 

There  is  nothing  in  all  this  to  belittle 
the  college  man  or  to  cast  any  reflection 
on  his  training  or  his  ability.  The  edu- 
cated man  is  bound  to  be  the  impor- 
tant man.  and  the  man  likely  to  succeed. 
But  to  be  educated  does  not  always 
or  necessarily  imply  a  special  scholastic 
training.  The  real  point  about  it  all  is 
the  possession  of  the  requisite  knowl- 
edge to  ably  and  satisfactorily  perform 
the  work,  and  the  possession  of  a  mind 
so  disciplined  as  to  be  able  to  go  for- 
ward, and  legitimately  reach  out  for  and 
grasp,  the  principles  of  the  profession  or 
calling  in   which   one  is  engaged.     The 


college  man  should  have  this;  the  other 
man  may  certainly  acquire  it. 

There  are  many  men  who  highly  prize 
the  recognition  of  their  ability  by  mem- 
bership in  a  professional  society,  which 
is  based  on  work  done,  and  even  prefer 
it  to  the  honors  of  academic  graduation. 
The  Pennsylvania  Railroad  manage- 
ment are  to  be  congratulated  on  their 
policy,  inaugurated  by  the  promotion 
of  Mr.  Considine,  of  opening  the  way  to 
higher  positions,  ability  and  good  work 
being  the  only  requisites. 


Grinding  Reamers. 

If  grinding  a  reamer  was  as  easy  of 
accomplishment  as  the  grinding  of  a  drill, 
reamers  would  not  only  cut  better  than 
they  do,  but  they  would  cut  quicker  and 
last  longer.  The  practice  which  is  becom- 
ing prevalent  in  some  of  the  larger  ma- 
chine shops  to  set  aside  the  grinding  of 
tools  in  a  section  by  itself  is  a  good  one 
and  worthy  of  imitation.  This  is  particu- 
larly true  in  the  care  of  grinding  reamers. 
The  operation  requires  the  nicest  skill 
and  is  akin  to  diamond  polishing  in  the 
exactness  with  which  the  facets  are  ap- 
plied to  the  grinding  wheel. 

It  is  safe  to  assume  that  new  reamers 
coming  from  the  workshops  of  the  leading 
tool  makers  are  as  nearly  perfect  in  con- 
struction as  it  is  possible  for  them  to  be, 
and  in  sharpening  the  tool  after  service  it 
will  be  readily  noticed  that  the  reamer 
has  become  worn  in  a  greater  degree 
towards  the  point  or  smaller  end  than  it 
is  at  the  large  or  upper  end.  This  is  to 
be  expected  from  the  fact  that  the  point 
of  the  reamer  frequently  has  to  work  its 
way  through  surfaces  that  are  uneven  or 
partially  overlapping  each  other,  whereas 
the  general  body  of  the  reamer  operates 
on  a  comparatively  even  surface.  The 
tendency  on  the  part  of  the  mechanic  en- 
gaged in  sharpening  the  tool  is  to  grind 
the  dull  portion  of  the  reamer  more  than 
the  part  showing  less  indication  of  wear. 
A  few  sharpenings  of  this  kind  and  the 
reamer  becomes  almost  useless,  as  the 
exact  taper  corresponding  to  the  standard 
gauge  cannot  long  exist  under  such  con- 
ditions. 

This  is  not  the  only  evil.  In  grinding 
each  tooth  the  tendency  to  effect  varia- 
tions in  the  angle  of  clearance  is  very 
great,  and  it  is  only  by  long  practice  and 
exercising  the  utmost  care  that  the  hand 
and  eye  become  perfect  in  retaining  the 
original  angle  calculated  to  properly  re- 
lieve the  cutting  edge.  If  too  great  a 
degree  of  clearance  is  given,  the  tooth  will 
be  materially  weakened  and  the  tendency 
to  chatter  will  manifest  itself.  It  will 
be  noted  that  in  new  reamers  the  clear- 
ance is  usually  slightly  concave,  the  de- 
gree of  concavity,  of  course,  depending 
on  the  size  of  the  emery  wheel  used  in 
grinding.  An  emery  wheel  of  small 
diameter  has  the  saving  faculty  of  avoid- 
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ing  collision  with  the  cutting  edge  of  the 
adjoining  tooth.  Cup-shaped  emery 
wheels  are  used  by  some  tool  grinders 
with  good  results,  as  it  gives  a  straight 
face  and  also  avoids  any  abrasion  of  the 
other  tooth. 

It  may  be  added  that  the  practice  in 
some  large  shops  of  attaching  collars  to 
reamers  is  approved  of  in  certain  classes 
of  standard  work.  These  collars  are  ad- 
justable and  can  be  reduced  or  changed 
to  allow  the  reamer  when  worn  below  the 
standard  to  be  lengthened  to  make  up  the 
accumulated  deficiency  and  so  prolong  the 
working  life  of  the  tool.  In  fact  a  reamer 
made  to  clean  out  the  hole  for  a  bolt 
having  what  is  called  a  "driving  fit,"  may 
have  the  collar  so  placed  that  when  the 
collar  comes  down  on  the  work,  the  hole 
is  reamed  to  suit  the  bolt.  Anything  more 
would  cause  a  looser  fit  for  the  bolt  and 
anything  less  would  be  too  tight.  The 
collar  can  be  altered  as  the  reamer  wears. 
if  desired,  but  the  presence  of  the  collar 
insures  the  reamer  being  inserted  to  ex- 
actly the  right  depth. 


Edison's   Latest    Coming    Event. 

The  publicity  agents  who  receive  so 
much  free  advertising  by  contriving  to 
have  the  predictions  of  Thomas  A.  Edi- 
son published  as  neus,  are  out  with  a  new 
and  original  chapter  of  prophesies  accord- 
ing to  Edison.  Edison  is  wonderfully 
powerful  in  prophesies  of  coming  events, 
which  generally  become  short-circuited 
on  their  way  to  reality.  Inventions  that, 
according  to  Edison,  were  to  revolu- 
tionize the  methods  and  means  of  trans- 
portation are  long  overdue,  while  the 
various  transportation  companies  con- 
tinue to  do  business  at  the  old  stands 
and  in  the  old  manner.  A  prophet  is 
said  to  have  no  honor  in  his  own  coun- 
try, which  is  no  doubt  the  cause  for 
spreading  grins  bathing  the  faces  of 
many  people  when  they  hear  about  a 
new  Edison  prophecy.  There  once  was 
a  famous  preacher  in  London  whose 
specialty  was  prophesying  the  day  on 
which  the  end  of  the  world  would  come. 
A  writer  in  Punch  once  gravely  an- 
nounced that  Doctor  Cummings  had  be- 
come so  certain  that  the  end  of  the 
world  would  come  next  month  that  he 
had  begun  buying  coal  by  the  bushel. 
That  is  the  spirit  in  which  rabid  humor- 
ists regard  the  earnest  prophet,  and 
even  the  high  name  of  Edison  is  not 
exempt  from  the  joker. 

The  latest  pronunciamento  by  the 
Edison  publicity  people  is  that  the 
bob-tail  car  must  go,  and  its  woe-be- 
gone  horse  must  trot  to  the  knockers' 
yard,  and  to  stand  not  on  the  order  of 
their  going.  The  motive  power  for  this 
change  is  a  new  electric  storage  bat- 
tery, the  latest  invention  of  the  wizard's 
brain. 

The  change  is  one  very  much  to  be 


desired  in  the  interests  of  the  miserable 
overworked  horse,  the  knocker  and  the 
bob-tail  car  passenger,  but  we  do  not 
consider  the  desirable  change  at  hand 
merely  because  people  Iiave  spread  the 
report  that  Edison  has  perfected  a 
sloreage  battery  that  would  chase  the 
horse  to  its  fate.  We  remember  that 
much  of  a  furore  was  raised  many  years 
ago  about  a  wonderful  storage  battery 
reported  to  have  been  perfected  by  Edi- 
son that  was  going  to  revolutionize  the 
operating  of  automobiles.  A  storage 
battery  was  put  upon  the  market,  but 
it  was  no  more  efficient  than  others 
that  had  preceded  it,  without  tuck  of 
drum  or  scream  of  trumpet.  Like  many 
other  Edison  inventions,  that  battery  is 
under  the  developing  process.  The 
mercy  to  the  bob-tail  car  horse  is  also 
likely  to  go  through  the  developing 
process  for  a  good  many  years. 


Slaughter  of  the  Real  Innocents. 

Any  legislation  or  agitation  that  will 
reduce  the  danger  to  people  engaged  in 
industrial  pursuits  deserves  to  be  com- 
mended by  every  lover  of  mankind.  The 
movements  in  this  direction  have  pro- 
duced very  gratifying  results  in  some 
countries  and  in  some  industries,  but 
others  have  been  cruelly  neglected.  For 
years  the  United  States  Congresses  have 
enacted  laws  for  the  safeguarding  of  rail- 
road trainmen,  a  very  laudable  purpose, 
a  form  of  action  which  has  saved  many 
lives.  The  precautions  that  had  to  be 
taken  to  prevent  accidents  involved  the 
introduction  of  expensive  safety  appli- 
ances, which  the  average  Congressman 
had  no  hesitation  in  forcing  into  use,  be- 
cause the  hated  railroad  companies  had  to 
bear  the  expense.  When,  however,  hu- 
manitarians urged  that  all  hazardous  in- 
dustries should  be  kept  under  strict  in- 
spection to  prevent  dangerous  practices, 
our  lawmakers  have  always  displayed  ex- 
treme reluctance  to  do  anything  that 
might  embarrass  manufacturers.  Such  ac- 
tion would  in  many  cases  be  putting  re- 
strictions upon  operations  in  which  they 
themselves  were  directly  interested. 

It  might  be  expected  in  a  country  where 
the  masses  of  the  people  were  the  real 
rulers  that  the  protection  of  the  toiling 
workers  would  receive  greater  attention 
than  such  people  receive  in  any  other 
country,  where  aristocratic  rule  prevails, 
but  such  is  not  the  case.  Quite  the  con- 
trary. It  is  a  sad  confession  to  make, 
when  truth  compels  us  to  say  that  less 
attention  has  been  bestowed  upon  the  pro- 
tection of  American  workmen  than  upon 
the  workmen  of  any  other  country.  .A 
sad  commentary  in  this  connection  is  that 
human  life  is  held  cheaper  in  the  United 
States  than  in  any  other  civilized  country. 

Some  timid  movements  have  been  made 
to  collect  information  concerning  the  con- 
ditions under  which  our  industries  are 
carried  on,  the  most  hopeful  action  having 


been  the  creation  of  a  Bureau  of  Labor. 
In  a  report  on  accidents  to  workers  re- 
cently made  by  this  bureau,  recommenda- 
tions are  made  that  the  United  States 
should  profit  by  the  industrial  methods  of 
European  countries  in  the  protection  of 
workers.  It  is  the  boast  of  managers  ot 
nearly  all  American  industries  that  by 
superior  methods  of  production,  they  can 
turn  out  finished  goods  cheaper  than  their 
foreign  rivals  who  employ  labor  that  is 
paid  less  than  half  what  American  work- 
ers receive.  At  least  such  brag  is  regu- 
larly made  when  there  is  no  talk  of  re- 
ducing the  tariff  on  foreign  goods.  Then 
different  kinds  of  claims  are  made.  The 
action  of  cheap  production  is  frequently 
carried  out  with  reckless  disregard  for 
life  and  limb  of  the  employees.  The  senti- 
ment ruling  not  a  few  industries  is  to  do 
the  work  quickly  and  safely  if  you  can, 
but  keep  up  the  output. 

The  recent  report  of  the  Bureau  of  La- 
bor says :  '"The  total  annual  mortality 
from  accidents  in  the  United  States 
among  adult  wage-earning  men  is  between 
30.000  and  35,000,  of  which  at  least 
one-third,  and  perhaps  one-half  should  be 
saved  by  intelligent  and  rational  methods 
of  factory  inspection,  legislation  and  con- 
trol. There  are  also  approximately  2,000,- 
000  accidents  not  fataL" 


More  Steel  Passenger  Cars. 

In  continuance  of  its  declared  policy 
to  make  future  additions  to  its  passen- 
ger equipment  as  nearly  fireproof  and 
collision-proof  as  possible,  the  Penn- 
sylvania Railroad  Company  recently 
placed  orders  for  seventy-seven  all- 
steel  passenger  cars.  This  is  in  addi- 
tion to  orders  for  two  hundred  of  these 
cars  which  have  been  placed  already, 
and  of  which  about  one  hundred 
and  ten  have  now  been  received 
and  placed  in  service  on  regli- 
lar  through  trains.  Thirty-one  of  the 
newly  ordered  cars  will  be  made  by 
the  Pressed  Steel  Car  Company;  the 
allotment  to  this  company  being  di- 
vided into  twenty-four  70-ft.  combi- 
nation passenger  and  baggage  cars, 
four  6o-ft.  baggage  cars,  and  three 
70-ft.  combination  baggage  and  mail 
cars.  To  the  .American  Car  and  Foun- 
dry Company  is  awarded  a  contract  for 
twenty-nine  of  the  new  cars,  consisting 
of  twenty-three  70-ft.  passenger 
coaches,  and  six  60-ft.  baggage  cars. 
The  Standard  Steel  Car  Company  will 
construct  seventeen  70-ft.  passenger 
coaches.  These  coaches  will  provide 
seats  for  88  passengers. 

.All  of  these  cars  are  to  represent  the 
latest  improvements  in  the  art.  A 
number  of  minor  alterations  have  been 
made  in  the  former  design  with  a  view 
to  increasing  the  comfort  of  the  pas- 
sengers. Some  further  progress  has 
also  been  made  in  the  elimination  of 
wood   and    other   inflammable    material 
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from  use  in  building  the  cars.  Aside 
from  the  mahogany  window  sash  and 
seat  frame  there  is  to  be  no  wood  what- 
ever in  the  cars.  Out  of  a  gross  weight 
of  about  116,000  lbs.  for  the  entire  car, 
the  wood  in  it  will  weigh  only  about 
300  lbs.  The  new  cars  will  have  1,300 
lbs.  of  open-hearth  steel  for  every  pas- 
senger carried.  The  feature  of  con- 
struction, the  factor  which  will  secure 
these  cars  against  the  dangers  of  colli^ 
•ion,  is  a  central  box  girder  24  ins. 
wide  and  9  ins.  deep,  extending 
throughout  the  length  of  the  coach. 
To  further  insure  the  car  against  col- 
lapsing its  frame  structure  is  designed 
upon  the  principle  of  the  cantilever 
bridge,  with  the  trucks  as  piers. 

These  passenger  coaches  will  be 
equipped  with  a  ventilating  system  by 
which,  with  all  windows  and  doori 
closed,  will  give  each  passenger  1,000 
cu.  ft.  of  fresh  air  per  hour,  which  is 
equivalent  to  a  complete  change  of  air 
in  the  car  every  four  minutes.  To 
change  the  air  completely  in  this  time 
without  producing  draughts  is  made 
difficult  by  the  fact  that  in  cold  weather 
all  the  air  must  be  thoroughly  warmed 
before  entering  the  car. 

Air  is  taken  in  by  two  hoods  situated 
on  diagonally  opposite  corners  of  the 
car  roof.  From  each  hood  a  vertical 
duct  leads  down  within  the  side  of  the 
car,  to  a  horizontal  duct  which  runs 
the  entire  length  of  the  car,  between 
the  floor  and  the  sub-floor  next  to  the 
side  sill.  Above  the  floor  of  the  car, 
and  running  its  entire  length  along  the 
sides,  are  rectangular  ducts  containing 
the  steam  heating  pipes.  Air  entering 
the  hood  passes  down  to  the  duct  be- 
neath floor  and  along  this  to  open- 
ings into  the  duct  containing  the  heat- 
ing pipes.  After  circulating  about  the 
heating  pipes  and  becoming  thoroughly 
warmed,  it  is  delivered  into  the  aisle  of 
the  car  through  tubular  outlets  beneatli 
each  seat. 

Air  is  discharged  from  the  car 
through  ventilators  in  the  roof,  which 
are  provided  with  valves  to  limit  the 
amount  of  air  escaping.  The  move- 
ment of  the  car  forces  the  air  in  under 
slight  pressure,  and  limiting  the  dis- 
charge maintains  the  pressure  and  pre- 
vents the  entrance  of  cold  air  through 
cracks  about  the  doors  and  windows. 

A  coupler  of  a  new  type,  stronger 
than  anything  used  before,  has  been 
designed  for  these  cars  to  avoid  break- 
age and  the  parting  of  trains.  The 
floor  of  the  car  is  of  magnesium  ce- 
ment, laid  on  corrugated  iron.  The 
coach  is  lighted  by  electricity,  derived 
from  train  generators  or  storage  bat- 
teries. 


number  of  consecutive  hours  worked  by 
men  on  several  of  the  railways  in  the 
United  Kingdom.  In  all  cases  the  length 
of  time  for  continuous  employment  has 
been  shortened.  The  Board  of  Trade, 
which  is  a  department  of  the  British  gov- 
ernment, called  for  reports,  and  in  some 
cases  periodical  returns  from  the  railway 
companies,  where  it  was  believed  that  the 
time  on  duty  of  signalmen  and  trainmen 
was  unduly  prolonged.  The  result  of 
these  inquiries  has  been  published  in  the 
form  of  a  report  by  the  Railway  Depart- 
ment of  the  Board  of  Trade.  This  report 
deals  with  the  hours  of  labor  of  railway 
servants. 

It  is  stated  in  the  report  that  the  board 
communicated  with  the  various  -railway 
companies  concerned,  upon  the  subject  of 
the  hours  of  labor  of  their  servants  with- 
out in  general  making  known  the  source 
of  the  representation  upon  which  their 
action  was  based.  The  board,  so  says  the 
report,  have  no  reason  to  think  that  the 
railway  companies  would  visit  displeas- 
ure upon  servants  who  make  representa- 
tions to  the  department,  but  the  men  are 
held  to  be  entitled  to  an  assurance  that 
communications  addressed  to  the  board 
will  be  treated  as  confidential,  unless  they 
are  willing  that  the  origin  of  their  repre- 
sentations should  be  disclosed. 


Board  of  Trade  Against  Long  Hours. 

The   British   Board   of  Trade  have   re- 
cently   been    making    inquiries    into    the 


Steel  Bridges. 

It  was  to  be  expected  that  the  collapse 
of  the  Quebec  bridge  would  lead  to  an  in- 
vestigation in  regard  to  other  bridges  in 
course  of  construction,  and  it  is  well  that 
the  lesson  taught  by  the  disaster  on  the 
St.  Lawrence  River  is  likely  to  add  ma- 
terially in  insuring  the  safety  of  similar 
structures  in  all  parts  of  the  world. 

The  Blackwell's  Island  bridge  over  the 
East  River  at  New  York,  now  near  com- 
pletion, has  been  the  subject  of  two  sepa- 
rate investigations  in  regard  to  its  capacity 
for  the  designed  loads,  and  both  reports 
are  of  a  kind  that  tend  to  discredit  the 
estimates  originally  given  by  the  con- 
structing engineers.  Certain  specific  limi- 
tations as  to  the  amount  of  vehicular  and 
lailway  traffic  will  necessarily  be  placed 
on  the  use  of  the  structure,  the  reports 
agreeing  that  the  bridge  should  not  be 
loaded  to  little  more  than  half  its  de- 
signed capacity. 

It  is  certain  that  important  errors  have 
been  made  both  at  Quebec  and  New  York 
in  regard  to  the  relatively  simple  matter 
of  stresses.  At  Quebec  the  actual  stresses 
would  have  exceeded  the  designed 
stresses  by  as  much  as  20  per  cent.,  while 
at  the  Blackwell's  Island  bridge  the  ex- 
cess of  stress  over  the  estimated  would 
have  amounted  to  about  30  per  cent. 

It  is  difficult  to  understand,  in  the  light 
of  twentieth  century  engineering,  how 
such  errors  could  occur.  The  tensile 
strength  of  metals  is  as  well  known  as 
the  multiplication  table.  The  weight  of 
a  structure,  to  which  can  be  easily  super- 


added the  live  load,  should  not  be  hard 
to  determine,  and  the  problem  is  simply 
one  of  how  near  is  it  safe  to  approach 
the  danger  line.  In  boiler  construction 
the  factor  of  safety  is  placed  at  5;  in 
other  words,  a  boiler  working  at  a  pres- 
sure of  100  lbs.  per  sq.  in.  is  calculated 
to  be  able  to  hold  at  500  lbs.  per  sq.  in. 
Boilers,  under  any  condition,  are  short 
lived,  and  are,  under  proper  conditions, 
being  constantly  tested,  and  the  working 
pressure  reduced  with  advancing  years  of 
service.  Bridges,  properly  speaking,  are 
not  tested  in  the  same  way  that  boilers 
are,  and  the  amount  of  service  in  most 
cases  is  increased,  owing  to  the  growing 
needs  of  the  community.  For  this  reason 
the  factor  of  safety  in  bridge  construction 
ought  to  be  high. 


Origin  of  the  Word  "Crucible." 

In  the  November,  1908,  number  of  a 
little  publication  called  Graphite,  got 
out  by  the  Joseph  Dixon  Crucible  Com- 
pany of  Jersey  City,  there  is  a  humor- 
ous description  of  the  misapprehension 
of  the  word  "crucible."  Here  is  what 
Graphite  has  to  say  on  the  subject: 

"From  all  we  know  and  read  of  Bos- 
ton's culture,  we  were  not  surprised 
that  the  word  crucible  suggested  some- 
thing concerning  the  cross  and  relig- 
ious matters. 

"The  following  letter,  it  is  needless 
to  say,  is  from  Boston: 

"  'Joseph  Dixon  Crucible  Company: 
Kindly  send  us  a  catalogue  of  your 
crucible  specialties,  with  lowest  prices. 

"  'Let  us  know  if  you  keep  this  one 
in  particular,  viz.:  A  statue  of  Christ  on 
a  wooden  cross  with  a  number  of  holy 
pictures  that  revolve  by  turning  a 
wooden  knob.  This  article  is  sold  ex- 
tensively by  a  number  of  firms  on  in- 
stallments for  five  or  six  dollars  each. 

"  'If  any  of  your  goods  are  suitable 
for  our  trade  we  can  use  them  in  quan- 
tities.' 

"The  Latin  word  crux  was  thought  to 
be  the  derivation,  in  several  languages, 
of  the  word  crucible.  The  story  (prob- 
ably false)  was  in  vogue  that  crucibles 
were  marked  with  a  cross  to  prevent 
the  devil  from  interfering  with  the 
chemical  operations  performed  in  them. 
This  story  fails  to  account  for  the  use 
of  'crucibulum'  in  the  sense  of  a  hang- 
ing lamp,  which  seems  to  have  been  the 
original   one." 

The  explanation  given  by  the  Dixon 
Company  is  practically  that  which  is 
to  be  found  in  the  dictionaries,  but  it  is 
more  than  likely  that  the  word  "cruci- 
ble" does  not  come  from  the  Latin 
word  "crux,"  meaning  a  cross.  A  more 
probable  derivation  for  the  word  "cru- 
cible" is  the  Icelandic  word  "krus."' 
meaning  a  pot  or  cup,  and  from  it  our 
word  "cruse,"  also  spelled  "cruce," 
comes.      The    word    "cruse"    is    to    be 
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found  in  the  Bible,  L  Kings,  xvii.:  12, 
where  the  widow's  cruse  of  oil  is  re- 
ferred to.  The  Scottish  word  "cruisie," 
a  kind  of  lamp,  probably  a  diminutive 
from  "cruse,"  is  the  original  rush-light, 
being,  in  fact,  a  small  pot  with  the  pith 
of  a  rush  used  as  a  wick.  The  Irish 
word  "cruiskeen"  is  a  small  measure, 
usually  applied  to  whiskey,  and  seems 
to  b»  a  diminutive,  possibly  formed 
from  the  word  "cruisie."  There  is  a 
French  word  "cruche,"  meaning  a 
pitcher  or  earthen  pot,  and  a  Gaelic 
word  "crog,"  seen  in  our  word  "crock." 

These  words,  all  more  or  less  indi- 
cating a  small  cup  or  pot,  appear  to  us 
to  point  to  the  probable  origin  of  "cru- 
cible," and  seem  to  have  referred  orig- 
inally, not  to  the  shape  of  the  vessel  in 
question,  or  to  any  mark  on  it,  but 
rather  to  its  material  or  use.  The  word 
"crucibulum"  is  not  older  than  the 
twelfth  century,  and  is  not  a  Latin 
word,  though  probably  connected  with 
the  Latin  word  "crux."  The  crucibu- 
lum was  a  hanging  lamp,  and  may  have 
been  called  so  on  account  of  the  fact 
that  the  bowl  or  pot  which  contained 
the  oil  and  wick  was  supported  on  a 
frame  made  in  the  form  of  a  cross  with 
chains  attached  to  the  ends  of  arms,  or 
indeed  the  ends  of  the  four  arms  of 
the  cross  may  have  carried,  each  a  small 
lamp,  and  the  supporting  chain  have 
been  attached  to  the  centre  or  intersec- 
tion of  the  cross  arms. 

A  crucible  is  a  melting  pot,  and  the 
words  "krus,"  "cruse,"  "cruce,"  "crui- 
sie," "cruiskeen,"  "cruche,"  "crog,"  all 
contain  the  conception  of  a  small  primi- 
tive vessel  of  the  pot  or  cup  variety. 
None  of  them  indicate  the  cross  form. 
"Crucibulum,"  therefore,  as  a  hanging 
lamp,  suggests  the  pot  or  cup  used  as 
a  lamp,  carried  on  a  frame  made  in  the 
form  of  a  cross,  and  our  Boston  friends 
will  probably  find  it  a  far  cry  from  the 
old  "cruse"  or  pot,  to  the  more  modern 
and  very  different  word  "crucifix." 


The  Panama  Canal  Construction. 

A  peculiar  characteristic  of  American 
freedom  is  the  assurance  with  which 
many  people  express  opinions  of  tech- 
nical operations  of  which  they  know 
absolutely  nothing.  This  is  particularly 
the  case  in  regard  to  engineering  work. 
Persons  that  no  owners  of  property 
would  trust  with  the  designing  of  a 
mill  dam  assume  the  right  of  criticising 
the  most  important  engineering  opera- 
tions in  this  or  any  other  country.  We 
have  found  the  man  who  never  could 
true  a  set  of  guides  the  most  ready 
to  criticise  the  manner  in  which  the 
foreman  directed  work  to  be  done. 

At  present  the  construction  of  the 
Panama  Canal  is  under  violent  criticism 
by  a  set  of  novice  engineers  and  crack- 
brain    amateurs    who    could    not    tell    a 


transit  from  a  kodak,  and  otherwise  re- 
spectable papers  lend  their  pages  for 
circulation  of  professional  slanders. 
Bunan-Varilla,  the  French  engineer, 
whose  inefficiency  helped  to  lead  the 
old  French  Panama  Canal  Company  to 
bankruptcy,  is  now  trying  to  figure  as 
an  authority  as  to  how  the  work  he 
spoiled  should  be  done,  and  many  of  our 
faultfinders  in  high  places  are  trying  to 
use  the  Frenchman  of  the  divided  name 
to  discredit  the  engineers  who  have 
pushed  the  Panama  Canal  digging  oper- 
ations as  no  such  work  was  ever  done 
before. 

Book  Notices 

Twentieth  Century  Locomotives.  Treat- 
ing on  the  Designing,  Construction,  Re- 
pairing and  Operating  of  Railway 
Machinery,  by  Angus  Sinclair  Com- 
pany, second  edition;  cloth,  price  $2.00. 
This  is  one  of  the  most  valuable 
books  ever  compiled  for  the  instruction 
of  people  in  the  department  of  railroad 
rolling  stock,  on  which  it  treats.  The 
original  purpose  of  the  book  was  to 
provide  means  of  self  help  for  the  men 
who  had  become  mechanics  without 
acquiring  knowledge  of  the  principles 
underlying  their  business,  and  were  in 
need  of  plain,  practical  information 
about  railroad  mechanical  practice.  It 
forms  a  natural  supplement  to  Loco- 
motive Engine  Running  and  Manage- 
ment, by  Angus  Sinclair,  a  book  that 
has  helped  more  officials  up  the  ladder 
of  promotion  than  all  other  intellectual 
aids.  Twentieth  Century  Locomotives 
is  calculated  to  accelerate  the  ladder 
climbing  process.  The  price  has  been 
reduced  from  $3.00  to  $2.00,  to  meet 
the  spirit  of  the  prevailing  money 
stringency. 

The  book  is  finely  illustrated,  various 
shop  operations  being  made  very  plain 
by  wood-cut  engravings.  The  illustra- 
tion of  locomotives  are  so  profuse  that 
the  pictures  in  themselves  constitute  a 
graphic  story  of  modern  locomotive 
practice. 


Proceedings  of  the  isth  Annual  Con- 
vention OF  the  Air  Brake  Association. 
Published  by  the  Air  Brake  Association, 
Boston.  Mass.     303  pages.    6  x  8V2  ins., 
with     numerous     illustrations,     leather 
binding.    Price  $1.50. 
The  proceedings  of  the  Air  Brake  As- 
sociation at  the  convention  held  at  St. 
Paul,   Minn.,   last   June   have  just   been 
published   and   form    a    goodly   volume 
printed  on  toned  paper  and  handsomely 
bound  in   fine  leather.     It  is  gratifying 
to  observe  the  excellent  taste  shown  by 
the  worthy  secretary  of  the  association, 
Mr.  F.  M.  Nellis,  in  preparing  and  pre- 
senting  the    volumes   issued   under   his 


supervision.  The  typography  is  of  the 
best  while  the  illustrations  are  even 
better  than  those  shown  in  the  pre- 
viously published  volumes.  It  need 
hardly  be  said  that  the  general  public 
and  legislators  have  become  deeply  in- 
terested in  the  air  brake  and  other 
safety  devices.  Improvements  are  con- 
stantly being  added  to  meet  the 
changed  conditions  and  the  meetings  of 
the  Air  Brake  Association  have  as- 
sumed an  importance  that  is  national  in 
character.  The  work  is  largely  educa- 
tional in  its  scope  and  should  be  in  the 
hands  of  all  who  are  in  any  way  con- 
nected with  the  use  of  the  air  brake. 


Accurate  Tool  Work.  By  C.  L.  Good- 
rich and  F.  A.  Stanley.  Published  by 
the  Hill  Publishing  Company,  New 
York.  217  pages,  6x9  ins.,  with  221 
illustrations.  Cloth  extra.  Price  $2.00. 
This  work,  which  is  the  joint  product 
of  Mr.  Goodrich,  of  the  Pratt  and  Whit- 
ney Co.,  and  Mr.  Stanley,  a  well-known 
writer  in  the  employ  of  the  Hill  Pub- 
lishing Co.,  deals  with  processes  and 
devices  made  use  of  by  toolmakers  in 
making  accurate  jigs  and  special  tools 
which  have  become  necessary  in  the 
growing  demand  for  interchangeability 
of  parts  in  mechanical  construction. 
There  is  much  that  is  of  real  value  to 
the  toolmaker  in  this  work,  as  it  is  a 
well-known  fact  that  for  many  years 
much  secrecy  was  exercised  in  the 
methods  and  devices  used  in  many 
factories  where  small  machinery  was 
constructed.  The  light  of  the  twentieth 
century  has  illumined  these  dark  places, 
and  the  most  accomplished  mechanics 
now  vie  with  each  other  in  laying  be- 
fore their  fellow  workers  the  means 
and  methods  used  in  the  most  intricate 
work.  In  machine  shop  work  jig-mak- 
ing is  progressing  with  great  swiftness 
and  we  commend  this  book  to  all  in- 
terested in  this  brancli  of  exact  me- 
chanical work. 


Four  Hundred  Questions  and  Answers 
ON  the   Westinghouse   No.   6,   E.   T. 
Published  by  the  Air  Brake  .Association, 
Boston,  Mass.    88  pages,  flexible  covers, 
cloth  back.    Price  50  cents. 
The  importance   of  the   No.   6   E.   T. 
brake  equipment  recently  placed  in  use 
on  the  engine  and  tender  of  the  best- 
equipped    locomotives    is    well    under- 
stood by  railroad  men,  but  it  is  not  to 
be  expected   that  a  general   knowledge 
of  the  details  of  the  important  improve- 
ment  could   become   known    except   by 
a  systematic  study  of  the  subject.     The 
work  before  us  may  therefore  properly 
be  said  to  fill  a  want  that  is  generally 
felt.      The    work    is    in    a    handy    form 
adapted  for  the  pocket.     The   typottraphy 
am]    illustrations    are    excellent    in    every 
way. 
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Gauging  Worn  Flanges. 
According  to  the  M.C.B.  code  of 
rules  for  the  interchange  of  traffic,  re- 
vised June,  1908,  Rule  10  reads:  "De- 
fects of  wheels  which  justify  renewal; 
worn  flange;  cast  wheels  under  cars  of 
less  than  80,000  lbs.  capacity,  with 
flanges  having  flat  vertical  surfaces  ex- 
tending more  than  I  in.  from  tread,  or 
flange  15-16  in.  thick  or  less,  gauged 
at  a  point  17-64  in.  above  tread.    Wheels 


FIG.   2. 

WORN   FL.ANGES,   C.\RS   OVER  80,000   LBS. 
CAPACITY. 

under  cars  of  80,000  lbs.  capacity  or 
over,  with  flanges  having  flat  vertical 
surfaces  extending  more  than  %  in. 
from  tread,  or  flange  less  than  i  in. 
thick,  gauged  at  a  point  17-64  in.  above 
tread.  Steel  and  steel-tired  wheels 
with  flanges  having  flat  vertical  sur- 
faces extending  more  than  I  in.  from 
tread  or  flange  i  in.  thick  or  less. 

In  this  rule  there  are  three  kinds  of 
wheels  dealt  with.  They  are  (i)  cast 
iron  wheels  under  cars  with  capacities 
less  than  80,000  lbs.;  (2)  cast  iron 
wheels  under  cars  of  80,000  lbs.  or  over 
that  capacity;  (3)  steel  or  steel-tired 
wheels.  The  M.C.B.  wheel  gauge,  as 
applied  to  these  wheels  indicates  the 
limiting  thickness  of  the  flange,  and  it 
indicates  the  limit  of  the  flat  vertical 
surface  on  the  flange,  or,  as  it  is  often 
called,  tlie  sharp  flange.  There  are 
thus  three  kinds  of  wheels  and  two 
kinds  of  gauging  to  which  each  may  be 
subjected.  When  the  limit  of  flange 
thickness  is  to  be  determined,  the  gauge 
is  put  on  so  that  one  or  other  of  the 
arches  that  are  cut  in  the  gauge  will 
go  over  the  flange  to  be  tested.  When 
cars  of  capacity  less  than  80,000  lbs. 
are  under  examination,  the  smaller 
arch,  the  one  15-16  in.  wide,  is  used, 
and  if  it  goes  on,  down  to  the  tread, 
the  flange  is  considered  too  thin  for 
service.  The  notch  in  the  gauge  ^  in. 
deep  takes  care  of  the  provision  in  the 
rule  regarding  the  point  where  this 
cross  measurement  of  the  flange  shall 
apply.  Wheels  under  cars  of  80,000  lbs. 
capacity  or  over  are  tested  for  thickness 
with  the  arch  cut  in  the  gauge,  i  in. 
wide.  The  %  in.  notch  taking  care  of 
the  place  nf  measurement  as  before,  as 
17-64  in.  is  the  point  just  above  the  edge 
of  the   '4   in.   notch. 

The  gauging  of  the  extent  of  the  flat 
vertical  surface  is  made  with  the  curved 
corner  of  the  gauge,  between  the  two 
?^-in.  grooves,  which  separate  the  curve 
from  the  flat  edges  of  the  gauge.  Cast 
iron  wheels  under  cars  less  than  80,000 


lbs.  capacity  are  gauged  as  shown  in 
Fig.  I,  which  is  an  illustration  taken 
from  the  M.C.B.  code.  These  wheels 
should  be  taken  out  if  the  flat  vertical 
worn  surface  extends  at  all  above  the 
I  in.  limit  from  the  tread,  as  indicated 
by  the  gauge.  Steel-tired  or  steel 
wheels  are  tested  this  way  for  flat  ver- 
tical surfaces  on  flanges.  Cars  of  80,- 
000  lbs.  capacity  and  over  are  tested  by 
the  gauge  applied  in  the  position  shown 
in  Fig.  2,  as  the  flat  vertical  surfaces 
for  cast  wheels  under  the  heavier  ca- 
pacity cars  are  limited  to  anything  over 
y^  of  an  inch. 

The  reason  why  the  limit  of  sharp 
flanges  fur  the  lighter  cap- 
acity car  wheels  is  made  i 
in.  and  is  %  in.  for  the 
heavier  capacity  car  wheels 
is  that  when  a  flat  vertical 
surface  appears  on  a  flange 
a  portion  of  good  metal  has 
been  cut  away  and  the  part 
of  the  flange  near  the  point 
becomes  comparatively  thin. 
The  gauging  of  the  flat  ver- 
tical surface  on  the  flange  of 
a  car  wheel  practically  ascer- 
tains the  limiting  thickness 
of  the  flange  near  the  point 
or  edge,  and  the  gauging  of 
the    flange    for    thickness    by  1 

the   arches   cut   in   the   gauge  \^  ' 

practically  ascertains  the  lim- 
iting     thickness      near      the 
throat  of  the  flange.     These  are  the  two 
defects  which  the  flange-gauge  is  intended 
to   reveal. 

When  gauging  for  the  extent  of  the 
flat  vertical  surface,  it  is  evident  that 
when  the  limit  is  taken  at  Ys,  in.  from 
the   tread,    the    thickness   of    the    flange 


and  near  the  point  for  the  higher  ca- 
pacity cars,  tlian  for  cars  of  the  lower 
capacities. 


The  Hard  and  the  Easy  Way. 

We  frequently  wonder  if  there  are 
any  searchers  after  truth  nowadays  who 
experience  the  curiosity  to  find  out  all 
about  valve  motion  that  possessed  us 
in  our  callow  youth.  We  remember 
watching  with  keen  curiosity  the  mys- 
terious movements  of  the  valve  setter 
and  wondering  how  his  small  head  did 
not  burst  open  with  the  prodigious 
amount  of  important  knowledge  bottled 
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WHEEL    DEFECT    GAUGE. 

therein.  Then  came  like  a  vision  Clark's 
book  on  Railway  Machinery,  which  re- 
vealed the  hidden  secrets  of  valve  motion 
with  all  its  mysteries.  Mysteries,  how- 
ever, that  did  not  give  themselves  up  ex- 
cept at  the  cost  of  arduous  toil.  That  toil 
was  cheerfully  expended  and  the  valve 
setter's  hidden  art  was  revealed. 

A  royal  road  to  learning  has  not  yet 
been  found,  but  Halsey's  book  on  Slide 
Valve  Gears  makes  the  path  to  clear 
knowledge  of  valve  motion  about  as  free 
from  thorns,  rocks  or  pitfalls  as  any- 
thing can  be  made. 


FIG.   t. 

WORN      FLANGES     UNDER      CARS     LESS 

THAN    80.000    LBS.    CAPACITY. 

near  the  point  will  lie  greater  than 
when  the  limit  is  i  in.  from  the  tread, 
so  that  a  wheel  which  has  reached  its 
limit  under  cars  of  80,000  lbs.  capacity 
and  over  might  be  still  serviceable  if 
it  had  been  found  under  a  car  of  less 
capacity  than  80,000  lbs.  The  object 
in  the  difference  in  each  method  of 
gauging  is  to  compel  the  maintenance 
of   thicker   flanges,    both    at    the   throat 


Utility  of  Aeroplanes. 

So  far  we  have  seen  the  principal 
merit  claimed  for  aeroplanes  is  the  help 
they  will  give  in  killing  people.  Not 
through  the  accidental  failure  of  the  mo- 
tive power,  that  would  result  in  fatally 
precipitate  descents,  but  in  helping  to  de- 
stroy ships  and  armies.  There  is  a  be- 
lief that  every  increase  in  the  cost  of 
weapons  of  war  makes  a  move  toward 
peace.  The  aeroplane  may  be  a  blessing 
from  this  standpoint. 


Let  us  beware  of  losing  our  enthusiasm. 
Let  us  ever  glory  in  something:  and 
strive  to  retain  our  admiration  for  all 
that  would  ennoble,  and  our  interest  in 
all  that  would  enrich  and  beautify  our 
life. 
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Elements  of  Physical   Science. 

Second  Series. 
V. — Steam  Working  Expansively. 
It  will  be  readily  understood  that  if 
steam  is  introduced  into  a  cylinder 
which  is  clused  at  the  ends  and  titled 
with  a  movable  piston,  the  steam  will 
I'lll  the  entire  space  that  may  be  open 
at  that  end  of  the  cylinder  at  which  it 
is  admitted.  Whatever  the  pressure  of 
the  steam  may  be,  it  will  press  equally 
on  every  portion  of  the  cylinder  and 
piston  with  which  it  comes  in  contact. 
It  the  supply  of  steam  is  cut  off  and 
the  piston  is  moved  in  the  cylinder  so 
that  the  space  occupied  by  the  steam 
is  increased,  the  steam  will  still  con- 
tinue to  fill  the  space,  but  the  density 
or  pressure  of  the  steam  will  he  dimin- 
ished in  a  corresponding  ratio  to  the 
increased  amount  of  space.  Not  only 
the  pressure  of  the  steam  will  be  di- 
minished, but  it  will  weigh  less  per 
cubic  foot.  On  the  other  hand,  if  the 
piston  is  moved  in  the  other  direction 
diminishing  the  space  occupied  by  the 
steam,  it  will  have  the  effect  of  in- 
creasing the  pressure  of  the  steam  in 
a  corresponding  degree,  and  adding  to 
ils   density  and  weight   per  cubic  inch. 

The  relation  between  the  pressure  of 
the  steam  and  its  increase  or  diminu- 
tion, is  in  exact  proportion  to  the  space 
occupied.  Suppose  the  admission  of 
steam  is  cut  off  after  the  piston  has 
moved  six  inches  from  the  end  of  the 
stroke  and  the  initial  pressure  is  120 
lbs  per  sq.  in.,  it  will  be  found  that 
when  the  piston  has  moved  twelve 
inches  the  pressure  will  be  reduced  to 
fo  lbs.  per  sq.  in.  At  18  ins.  the  pressure 
will  be  reduced  to  40  lbs.  per  sq.  in., 
while  at  24  ins.  the  pressure  will  have 
been  reduced  to  30  lbs.  per  sq.  in.  In 
actual  working  the  decrease  will  be  in 
excess  of  these  figures,  owing  to  the 
rapid  cooling  of  the  cylinder  from  con- 
tact with  the  outer  air,  and  the  conse- 
quent rapid  condensation  of  steam. 
From  these  varying  points  of  piston 
travel  and  consequent  variation  in 
steam  pressure,  a  diagram  may  be  read- 
ily made  showing  the  actual  work  per- 
formed by  the  steam  in  a  graphic  man- 
ner, as  is  done  by  an  instrument  known 
as  the  indicator,  which  describes  with 
an  attached  movable  pencil  a  curved 
line  forming  a  rectangular  hyperbole. 

Railway  men  are  well  aware  that 
when  a  locomotive  is  required  to  exert 
its  full  power  for  a  short  time,  as  when 
starting  a  heavy  train,  or  in  moving  up 
an    incline,    steam    is    admitted    to    the 


cylinder  at  tlie  fullest  pressure  through 
almost  the  entire  length  of  the  piston 
stroke.  There  is  considerable  loss  of 
steam  during  these  periods,  as  the 
steam  is  released  while  at  a  compara- 
tively high  pressure  and  is  consequent- 
ly wasted  with  a  corresponding  waste 
of  fuel.  The  careful  engineer,  recog- 
nizing the  seriousness  of  such  loss, 
shortens  the  period  of  admission  of 
steam  as  soon  as  practicable.  This  is 
a  matter  that  can  be  learned  from  ex- 
perience,   but    it    is    easily    understood 


liUIDCi:    .ST.XNDS    ON    END    LIKI-:    A 
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that  the  momentum  acquired  after  a 
train  has  been  in  motion  a  short  dis- 
tance, or  the  fact  that  the  summit  of 
an  incline  has  been  reached  renders 
tlic  continued  motion  of  the  train  more 
easy  of  accomplishment,  and  conse- 
C|ucnlty  requires  less  steam  to  keep  the 
piston  in  motion. 

It  must  also  be  noted  that  in  the 
movement  of  the  piston,  wliile  the 
steam  pressure  is  acting  on  one  side  of 
it,  the  other  side  is  open  to  the  atmos- 
phere, and  is  consequently  subject  at 
all  times  to  an  atmospheric  pressure 
of  nearly  15  lbs.  per  sq.  in.  In  all  steam 
engine  practice  there  is  an  additional 
back  pressure  varying  according  to  the 


amount  of  pressure  in  the  released 
steam,  but  which,  under  any  condition, 
is  always  several  pounds  in  excess  of 
the  atmospheric  pressure.  This  is  due 
to  incompleteness  of  exhaust  in  high- 
pressure  engines,  and  which  is  almost 
completely  overcome  in  the  case  of  en- 
gines when  the  exhaust  is  connected  to 
a  condenser.  The  loss  by  back  pres- 
sure is  consequently  greatest  when 
steam  is  released  at  a  high  pressure 
and  at  high  piston  speed,  and  in  all 
steam  engine  practice  steam  is  cut  off 
at  less  than  half  of  the  piston  stroke, 
the  remainder  of  the  stroke  being  ac- 
complished partly  by  the  acquired  mo- 
mentum of  the  engine,  and  partly  by 
the  expansion  of  the  steam  already  ad- 
mitted to  the  cylinder.  • 

Under  ordinary  conditions,  there- 
fore, the  average  or  mean  pressure  ex- 
erted by  the  steam  on  the  face  of  the 
piston  during  the  entire  stroke  is  much 
less  than  the  pressure  of  the  steam  in 
the  boiler.  Diagrams  showing  the 
point  of  release  with  accompanying 
hyperbolic  downward  curve,  as  marked 
by  the  indicator,  are  very  useful  in  de- 
termining the  actual  work  accom- 
plished by  the  steam  in  moving  the 
piston  from  end  to  end  of  the  cylinder. 
The  common  practice  is  to  divide  the 
diagram  into  ten  equal  parts,  then 
measure  the  width  of  the  figure  at  the 
center  of  each  division  by  the  scale  of 
pressures,  and  after  adding  the  meas- 
urements together,  divide  the  sum  by 
ten.  The  result  will  be  the  average 
cITective  pressure  per  square  inch  on 
the  piston. 

In  using  steam  expansively  there  are 
losses  besides  what  we  have  already 
referred  to,  which  must  be  taken  into 
account  in  calculating  the  available 
strength  or  working  power  of  the  steam 
engine.  It  will  be  noted  that  when 
the  piston  in  a  cylinder  is  at  the  end 
of  the  stroke  the  piston  does  not  touch 
the  cylinder  cover.  There  is  always  a 
space  left  known  as  clearance,  the  pur- 
pose of  which  is  to  prevent  the  danger 
of  contact  between  the  piston  and  cyl- 
inder head.  The  less  this  space  is  the 
less  waste  steam  there  will  be  from  this 
source,  but  it  is  necessary  that  there 
should  be  a  safe  space  to  make  allow- 
ance for  the  lengthening  of  driving 
rods  or  the  wearing  of  parts,  and  the 
admission  of  liners  or  other  causes  af- 
fecting the  exact  position  of  the  piston 
at  the  end  of  the  stroke.  This  clear- 
ance space,  together  with  the  passage- 
way leading  from  the  cylinder  to  the 
steam    chest    is    of   considerable   extent, 
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and  in  many  instances  amounts  to  one- 
tenth  of  the  entire  steam  space  in  the 
cylinder.  It  will  thus  be  readily  ob- 
served that  the  steam  occupying  this 
space  passes  through  the  engine  with- 
out doing  any  work.  When  the  cut-off 
occurs  at  an  early  part  of  the  stroke 
the  loss  of  steam  is  not  so  great  as  the 
amount  of  steam  in  the  clearance 
space  is  also  used  expansively  during 
the  remainder  of  the  stroke,  and  is  con- 
sequently reduced  in  pressure  before 
being  released. 

This  loss  of  steam  has  been  cleverly 
met  by  engineers  in  the  construction 
of  valves  by  means  of  which  the  ex- 
haust port  closes  before  the  end  of  the 
stroke  of  the  piston,  and  thereby  allowing 
the  piston  to  compress  the  steam,  thereby 
raising  its  pressure  and  temperature  be- 
fore the  new  steam  is  admitted.  This 
also  has  the  beneficent  efifect  of  acting 
as  a  cushion  to  take  up  the  motion  of 
the  reciprocating  parts  when  they 
change  their  direction  at  the  end  of 
the  stroke.  The  actual  gain  or  loss  by 
compression  has  been  a  fruitful  source 
of  controversy  among  many  engineers, 
and  out  of  this  controversy  has  come 
the  compounding  of  steam,  whereby 
steam  released  at  a  comparatively  high 
pressure  is  admitted  to  another  cylin- 
der and  caused  to  do  effective  work  be- 
fore being  released  at  or  near  atmos- 
pheric pressure. 


Heat  and  Cold. 

When  an  ordinary  person  is  told  that 
the  temperature  inside  of  a  locomotive 
cylinder  varies  as  much  in  some  condi- 
tions of  the  engine's  working  as  the  dif- 
ference of  temperature  between  a  win- 
ter and  a  summer's  day,  incredulity  is 
shown.  Yet  heat  and  cold  are  merely 
relative  terms. 

The  householder  who  pays  the  ice 
trust  an  extortionate  number  of  dollars 
every  year  to  keep  his  refrigerator  cold 
is  apt  to  assume  a  smile  of  scornful 
skepticism  when  you  talk  to  him  about 
the  hotness  of  ice. 

As  a  matter  of  fact,  however,  if  the 
physicist  is  to  be  trusted,  ice  is  a  hot 
substance,  averaging  about  492  degrees 
absolute. 

The  physicist  ostensibly  proved  this 
to  us  a  few  years  ago  by  setting  a  pail 
of  liquid  air  on  a  cake  of  ice,  where  it 
boiled  away  as  merrily  as  Mrs.  Perry- 
bingle's  teakettle.  He  further  told  us  that 
heat  as  used  in  ordinary  conversation  is 
a  purely  relative  term.  Ice  is  red  hot 
compared  to  liquid  air,  and  the  temper- 
ature of  the  electric  furnace  so  chilly 
that  it  would  cause  an  immediate  at- 
tack of  pneumonia  to  a  dweller  in  the 
sun. 

"All  right,"  said  the  common  man, 
"seeing  is  believing,"  and  "adjusted" 
himself  to  the  new  standard  of  cold- 
ness.    He  had  no  sooner  done  this  than 


down  went  the  thermometer,  and  again 
the  liquid  air  was  turned  into  solid  air. 
Then  by  taking  away  still  more  heat 
the  same  process  was  repeated  with 
pure  hydrogen,  and  finally  we  were 
given  to  understand  that  real  cold  is 
not  reached  until  a  temperature  approx- 
imately 492  degrees  Fahr.  below  the 
freezing  point  of  water  is  attained. 
This  is  called  absolute  zero,  because  it 
is  the  lowest  possible  temperature 
which  the  nature  of  heat  admits. 


Celebrated  Steam  Engines. 
XV.  Isaac  Dripps. 
While  the  priority  of  claim  to  run- 
ning the  first  locomotive  is  usually 
credited  to  British  enterprise,  there  can 
be  no  question  about  the  incorporation 
of  the  first  company  in  the  world 
formed  to  build  a  railroad  for  transpor- 
tation purposes.  This  was  the  Cam- 
den and  Amboy  Railroad,  chartered  by 
the  Legislature  of  New  Jersey  in  1815. 
It  must  be  admitted  that  over  a  dozen 
of  years  elapsed  before  there  was  much 
work  done  on  the  construction  of  the 
road.  It  was  difficult  securing  financial 
support,  but  at  last  the  younger  Stevens, 
whose  engineering  skill  and  enterprise 
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have  been  already  alluded  to  in  these 
pages,  was  elected  president  of  the 
company,  and  the  work  began.  One  of 
the  first  things  done  by  Mr.  Robert  L. 
Stevens  was  the  appointment  of  Mr. 
Isaac  Dripps  as  master  mechanic.  Mr. 
Dripps  was  destined  to  exert  a  power- 
ful influence  on  the  development  of  the 
locomotive  engine. 

Under  his  supervision  the  first  rails 
made  entirely  of  metal,  were  laid.  A 
locomotive  was  ordered  from  England, 
which  arrived  at  Bordentown,  N.  J.,  in 
August,  1831.  Mr.  Dripps  had  never 
seen  a  locomotive,  but  he  soon  put  the 
machine  in  place.  The  engine  was  not 
equipped  with  a  tender,  but  a  small 
four-wheeled  car  was  attached,  and  a 
cask  from  a  grocery  store  served  to 
hold  tlie  water.  A  shoemaker  was  en- 
gaged to  make  a  leather  pipe  conveying 
the  water  from  the  cask  to  the  engine 
pumps.  Mr.  Dripps  was  so  successful 
in  managing  the  initial  operations  of 
this  engine,  named  the  "John  Bull," 
that  he  was  appointed  to  take  charge 
of  the  locomotive  works  being  con- 
structed at   Iloboken.     Mr.   Dripps  be- 


gan building  boilers  without  the  hemi- 
spherical dome  wliich  characterized  the 
early  British  locomotives.  He  was  the 
first  to  attach  the  so-called  cow-catcher 
to  the  locomotive,  and  which  has  been 
a  marked  feature  of  the  American  loco- 
motive ever  since. 

Three     locomotives     built     by     Mr. 
Dripps  were  used  in  addition  to  hauling 
passengers   and   material    on    the    Cam- 
den and  Amboy  Railroad,  as  a  part  of 
schools  of  instruction  to  men   from  all 
over  the  east  coast  of  America  in   the 
art  of  locomotive  engine  running.    Un- 
der the   liberal   policy  of  Mr.   Stevens, 
Mr.  Dripps  was  encouraged  in  the  con- 
struction of  locomotives  more  powerful 
than  anything  hitherto  attempted.    The 
result   was   that  in   1836   a   class   of  en- 
gines   known    as    the    "monsters,"    was 
produced.    The  changes  efifected  in  this 
design  were  of  the  most  sweeping  kind. 
In  sheer  weight  Mr.  Dripps  raised  the 
locomotive  from  a  comparatively  light 
machine  of  four  or  five  tons  to  twenty- 
five   tons.      In   place   of  the  light  bogie 
and   single   driven    wheels   of   Stephen- 
son's locomotive,  Mr.  Dripps  produced 
an   eight-wheeled  engine  similar  to  the 
best    equipped    freight    engines    of    our 
own  day.     The  steam  dome  placed  on 
the   cylindrical   part   of  the   boiler   was 
also  an  innovation,  which  immediately 
superseded  the  earlier  forms.     The  en- 
tire boiler,  as  produced  by  Mr.  Dripps, 
has    not    been    greatly    modified    since. 
In    his    first    experience    with   the   large 
locomotive,    the    furnace    of   his    boiler 
had  a  bridge  wall  or  w.Tter  space  near 
its  front  end,  extending  upwards  with- 
in  one   foot  of  the   crown   sheet.      Be- 
tween   this    bridge    wall    and    the    flue 
sheet  there  was  a  combustion  chamber. 
In    his    later    experiments    he    left    this 
wall   out,  with   better  steaming  results. 
He  introduced  crow-foot  stays  between 
the    crown    sheet   and    outer   shell    and 
also    adopted    conical    jets   leading   the 
exhaust    steam    to    the    center    of    the 
smoke  stack. 

In  many  respects  the  "monsters" 
were  the  most  important  advance  made 
in  many  years  of  locomotive  construc- 
tion. The  cylinders,  which  were  18  x 
30  in.,  were  set  on  the  sides  of  the 
boiler  sloping  forward  and  downward 
at  an  angle  of  30  deg.  The  cross-head 
connected  with  a  vibrating  beam  that 
moved  like  a  pendulum.  A  main  rod 
was  attached  to  this  and  transmitted 
power  to  the  third  pair  of  wheels, 
which  were  the  driving  wheels.  Be- 
tween the  second  and  third  pair  of 
wheels  there  was  a  supplementary 
shaft  equipped  with  a  spur  wheel  which 
engaged  the  second  and  third  axles, 
thereby  transmitting  the  power  to  the 
forward  wheels.  Each  set  of  four 
wheels  was  provided  with  connecting 
rods,  and  as  there  were  no  frames  the 
pedestals    were    riveted   to   the   boilers. 
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The  four  back  driving  boxes  had 
wedges,  but  the  front  boxes  had  none, 
and  fitted  loosely  in  the  pedestal,  so 
that  the  front  pairs  of  wheels  were 
flexibly  adapted  to  rounding  curves. 
Mr.  Dripps  seemed  to  have  had  visions 
of  the  Mallet  compound  of  our  own 
day.  Some  of  his  engines  in  a  modified 
form  were  in  use  as  late  as  1875. 

The  remarkable  feature  of  his  work 
was  in  immediately  recognizing  the 
need  of  locomotives  of  much  greater 
strength  than  anything  dreamed  of  by     (jgrs  are  the  same  size,  say  16  x  22  in., 


a  hole  in  the  bucket  instead  of  closing 
the  faucet,  it  is  equivalent  to  using  a 
leaking  governor  to  offset  a  leaky 
brake  valve  or  controller  valve. 

STRUCTURAL  AND  OPERATING  EQUALITY. 

5.  H.  H.  S.,  East  Broadtop,  writes: 
I  would  like  to  have  you  answer  this 
question  through  the  columns  of  your 
valuable  paper.  Two  locomotives  built 
in  the  same  shop;  can  one  haul 
more     than     the     other     if     the     cylin- 


any  other  engineer  up  to  that  time.  His 
important  changes  in  locomotive  boiler 
construction  alone  entitle  him  to  high 
rank  among  the  celebrated  steam  engi- 
neers who  have  made  the  locomotive 
what  it  is,  the  most  important  engine 
€ver  devised  by  human  ingenuity. 

Mr.  Dripps  was  born  in  Belfast,  Ire- 
land, in  1810,  and  died  at  Philadelphia, 
Pa.,  in  1892.  He  was  the  first  working 
locomotive  engineer,  the  first  railway 
master  mechanic,  and  the  first  superin- 


with  a  48-in.  wheel  and  a  steam  pres- 
sure of  150  lbs.?  I  always  said  no;  am 
I  right?  Our  engines  are  Baldwins,  40 
tons  weight.— A.  You  are  practically 
right,  as  these  exactly  similar  engines 
are  theoretically  of  the  same  power  and 
the  calculated  tractive  effort  of  each  is 
equal.  There  are,  however,  minor  dif- 
ferences which  in  daily  service  on  the 
road  make  some  difference.  One  may 
be  in  the  hands  of  a  better  engineer 
than  the  other.     One  may  steam  more 


tendent   of  machinery  of  an   American     freely,  it  may  be  better  draughted,  and 


railway. 


Questions  Answered 

NEW  YORK   AIR   PUMP   GOVERNOR. 

4.     M.    W.,    Cleveland,    O.,   asks:      On 
an  engine  equipped  with  the  New  York 
brake  when  coupled  to  a  train  the  pres- 
sure stood  70  and  90  lbs.,  but  with  the 
■engine   alone   the   red   hand   would   fall 
until    both   hands    were   below    70   lbs., 
when    the    governor    would    allow    the 
pump  to  go  to  work  and  pump  up  to  70 
and  90  lbs.,  the  steam  body  of  the  gov- 
ernor was  changed  and  the  trouble  dis- 
appeared,   what    was    wrong    with    the 
governor? — A.  The   governor   that   was 
removed  was  no  doubt  in  better  condi- 
tion than  the  one  that  replaced  it,  with 
the  style  A,  brake  valve,  the  red  hand 
falling  to  70  lbs,  and  the  governor  re- 
maining closed  would  indicate  leakage 
from  the  main  reservoir  past  the  slide 
valve  or  excess  pressure  valve  into  the 
brake  pipe  faster  than  it  could  escape 
from    the    brake    pipe    by    leakage    or 
through    the    relief    port    or    past    the 
.packing     ring     of     the     governor.     As 
changing    the     governor    at    this    time 
resulted  in  the  pressures  remaining  at 
70  and  90  lbs.,  the  conditions  must  have 
Iseen  reversed,  that  is,  the  leakage  past 
the    packing    ring    or    from    the    union 
connection  must  then  have  been  in  ex- 
cess of  that  leaking  into  the  brake  pipe. 
Changing  the   governor   has   about   the 
same  effect  as  making  a  leak  in  a  brake 
pipe  to  keep  a  leaking  rotary  valve  from 
forcing  a  triple  valve  to  release  position, 
cr,    suppose    we    have    water    dripping 
from  a  faucet  into  a  bucket  and  do  not 
-wish  the  bucket  to  overflow,  if  we  bore 


it  may  be  more  scientifically  fired.  In 
short,  it  may  be  better  handled.  The 
two  machines  are  equal  as  far  as  design 
and  build  go.  but  the  work  either  may 
be  made  to  do  depends  on  how  either 
of  them  is  operated.  The  operation, 
however,  may  be  unequal,  while  the  en- 
gines are  equal  as  regards  to  power. 
One  man  may  be  able  to  make  a  bull's 
eye  every  shot  with  a  rifle  that  another 
man  shoots  wide  with.  That  is  not  the 
fault  of  the  rifle.  The  engines  are  equal  as 
far  as  the  builder  can  make  them  and  they 
are  supposed  to  pull  equal  loads. 

CHECK     VALVE     SPRINGS. 

6.    G.   E.,    St.  Louis,    Mo.,  asks:     On 
an  engine  equipped  with  the  new  West- 
inghouse    brake,    if    the    signal    whistle 
pressure  is  set  at  45  lbs.,  the  pressure 
in    the    brake    cylinders    goes    up    to    70 
lbs.  when  the  independent  brake  is  ap- 
plied, if  the  brake  cylinder  pressure  is 
set  at  45  lbs.  by  the  reducing  valve,  the 
signal    line    pressure   is    only   about   20 
lbs.,  and  the  gauges  are  correct,   what 
is     the     trouble?— A.  If     the     reducing 
valve  is  in  good  condition  and  there  is 
no  obstruction  in  the  ports  of  the  com- 
bined   strainer    and    check    valve,    it    is 
quite  likely  that  the  spring  holding  the 
check   valve   is   too   strong,   or,   rather, 
that  spring  was  intended  to  be  used  in 
the    check    valve    of    the    "dead    engine 
feature"     instead     of     the     signal     line 
check    valve.      The    only    difference    in 
these  check  valves  is  the  spring,  that  in 
the   signal   line   check  being  very  light, 
so  as  to  create  no  appreciable  difference 
in  pressure   on   either   side   of  it.     The 
spring  in  the  check  valve  of  the  "dead 
engine  feature"  being  rather  heavy,  so 
as  to  maintain  a  difference  of  20  or  25 
lbs.   in   main    reservoir  and   brake   pipe 
pressure  when  this  feature  is  in  use. 


INTERMEDIATE   SIDE   ROD   BROKEN. 

7.      Subscriber,     Urbana,     111.,    writes: 
I  have  had  several  arguments  in  regard 
to  a  certain  breakdown  and  would  like 
you    to    answer    the    question    through 
the  columns  of  your  valuable  magazine. 
It   is  this :    If   an   intermediate   side   rod 
should  break  on  a  consolidation  engine 
with  the  second  pair  of  wheels  as  mo- 
tion wheels  and   the   third   pair  as   main 
wheels,  can  the  engine  be   run  to  ter- 
minal,   and    in    case    the    main    wheels 
should  slip,  will  the  steam  in  the  cylin- 
ders right  them  again  so  the  engine  can 
be   kept  going?     Please   explain. — A.  We 
suppose  you  mean  that  the  second  axle 
carries  the  eccentrics,  and  the  third  is 
the   main   driving  axle.     This   form   of 
construction  is  not  the  usual  one,  and 
the  percentage  of  engines  so  built  must 
be  very  small.     The  safe  course  is  to 
take   down  both   side   rods  and  have   en- 
gine  towed   in.     The    risk   involved   in 
leaving  one  side  rocf  up  is  very  great, 
and  a  slip  of  the  main  drivers  would  al- 
most certainly  bend  or  buckle  the  side 
rod  at  the  joints.     In  that  case  serious 
damage   would  probably  be   done,   and 
the    engine    would    then    have    to    be 
towed  in  anyway.    With  a  buckled  rod, 
even  if  nothing  broke,  the  wheels  would 
not   right   themselves. 

AIR    BRAKE    LEAKS. 

8.     G.  E.,  St.  Louis,  Mo.,  asks:    What 
is  wrong  with  the  H  6  brake  when  the 
governor  stops  the  pump  at  70  and  90 
lbs.,     then     allows     the     pump     to     run 
slowly  until  the  red  hand  and  the  black 
hands  of  both  gauges  go  up  to  130  lbs. 
— A.  There    must   be    a    leak    from    the 
main  reservoir  pressure  into  the  brake 
pipe,    which    could    occur    through    the 
feed    valve,    through    the    rotary    valve 
seat,    or    body    gaskets    of    the    brake 
valve,    through    the    "dead    engine    fea- 
ture," through  the  excess  pressure  top 
of  the  pump  governor,  or  through  the 
brake  valve  cut-out  cock  if  it  is  located 
in  the  reservoir  pipe.  The  leak  through 
the  "dead  engine  feature"  could  occur 
from  dirt  on  the  seat  of  the  valve  and 
having    the    stop-cock    open,    the    leak 
through     the     governor     would     occur 
through   the   diaphragms   or  past   their 
edges,  as  they  separate  main  reservoir 
and    brake    pipe    pressures    when    the 
brake  valve  is  in  running  position.     A 
leaky   plug   valve    in   the    Pennsylvania 
Railroad  standard   cut-out   cock   would 
allow  main  reservoir  pressure  to  enter 
the  brake  pipe.     If  the  brake  pipe  pres- 
sure increases  when  the  brake  valve  is 
in    running   position    and    remains    sta- 
tionary or  falls  when  the  valve  handle 
is    placed    in    lap    position,    it    indicates 
feed  valve  or  governor  leakage.     If  the 
brake  pipe  pressure  increases  when  the 
valve  handle  is  on  lap  position  it  indi- 
cates    brake     valve     leakage,     leakage 
through   the  "dead  engine  feature,"  or 
brake  valve  cut-out  cock  leaking. 
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Broken  Air  Pipes  With  H.  6  Brake. 

Ev     G.     W.     KlEHM. 

1'akt  I. 
This  subject  is  not  a  new  one  in 
these  columns,  but  matters  pertaining  to 
broken  air  pipes  in  nearly  all  instances 
had  reference  to  the  Westinghouse  H  5 
brake  equipment.  When  the  H  6  equip- 
ment was  referred  to  it  was  only  in  a 
general  way  as  the  manufacturers  were 
not  prepared  at  that  time  to  furnish  any 
printed  matter  which  would  explain  the 
construction  and  operation  of  the  H  6 
brake  and  of  course  the  names  that 
would  be  given  the  pipes  connecting  the 
various  valves  \ver£  not  known.  The 
Westinghouse  .\ir  Brake  Company  has 
since  distributed  thousands  of  copies  of  a 
pamphlet  describing  their  H  6  brake,  and 
the  operation  and  construction  of  the 
brake,  and  the  piping  arrangement  is 
pretty  well  known. 

Engine  failures  and  detentions  due  to 
leaky  and  broken  air  pipes  are  more  num- 
erous with  the  large,  modern  locomotives, 
especially  if  they  are  not  given  sufficient 
attention,  as  the  engine  develops  lost  mo- 
tion and  pounds,  the  jar  has  a  tendency 
to  loosen  the  reservoirs,  cylinders,  the 
various   valves  and  pipe   clamps. 

Even  with  all  parts  of  the  brake  equip- 
ment securely  fastened  and  the  engine  in 
good  condition  faulty  pipe  fitting  is  often 
the  cause  of  a  broken  pipe  and  the 
engineer  should  make  an  effort  to  reason 
out  what  can  be  done  to  bring  the  train  to 
the  terminal  in  cases  of  different  air 
pipes  breaking.  The  H  6  equipment  dif- 
fers somewhat  from  the  H  S,  the  applica- 
tion chamber  and  application  cylinders  of 
the  No.  6  distributing  valve  are  open  to 
the  atmosphere  through  the  exhaust  cav- 
ity of  the  equalizing  slide  valve  and  both 
brake  valves,  when  the  valve  handles  are 
in  running  position  and  the  equalizing 
vale  in  release  position.  If  the  equal- 
izing valve  is  moved  to  application  posi- 
tion this  communication  is  cut  ofT  by  the 
movement  of  the  slide  valve,  and  with 
the  brake  valve  handles  in  running  posi- 
tion the  brake  will  apply  in  the  event 
of  a  conductor's  valve  being  opened  or  a 
brake  hose  bursting. 

With  the  H  5  brake  the  application 
chamber  of  the  distributing  valve  is  open 
directly  to  the  atmosphere  when  both 
brake  valve  handles  are  in  their  running 
positions  regardless  of  the  position  of 
the  equalizing  valve,  and  in  case  of  an 
opening  in  the  brake  pipe  one  of  the 
valve  handles  must  be  moved  to  prevent 
the  escape  of  the  application  chamber 
pressure. 

With   the  No.   S   distributing  valve  the 


equalizing  valve  traveling  its  full  stroke 
from  a  heavy  brake  pipe  reduction  per- 
mits a  flow  of  main  reservoir  pressure 
through  ports  in  its  slide  valve  and  seat 
to  the  pressure  and  application  chambers, 
it  is  then  necessary  to  hold  the  handle  of 
the  independent  brake  valve  in  release 
position  to  prevent  the  application  of  the 
engine  brake.  When  making  repairs  with 
the  brake  system  charged  this  is  some- 
times very  annoying  in  the  shop  as  well 
as  on  the  road. 

With  the  H  6  brake  the  pressure  is 
maintained  in  the  application  cylinder 
from  the  feed  valve  pipe  through  the  ro- 
tarv  valve  and  seat  of  the  automatic  brake 
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valve  when  its  handle  is  in  emergency 
position  only.  On  the  second  engine  in 
double  heading  instead  of  the  equalizing 
valve  exhausting  through  the  double  cut- 
out cock,  and  the  automatic  brake  valve 
when  it  is  on  lap  position,  the  valve 
handle  of  the  H  6  valve  is  allowed  to  re- 
main in  running  position  and  the  equal- 
izing valve  exhausts  the  application  cyl- 
inder and  application  chamber  pressures 
through  both  brake  valves. 

The  smaller  gauge  will  show  at  all 
times  the  brake  pipe  pressure,  but  the 
train  brake  cannot  be  applied  from  the 
second  engine  unless  a  special  cut-out  cock 
is  located  in  the  reservoir  pipe.  If  thi.i 
cock  is  used  the  train  brake  can  be  ap- 
plied from  the  second  engine  by  placing 
the  automatic  brake  valve  handle  in  emer- 
gency position. 

Sometimes  both  brake  equipments  are 
found  on  the  same  class  of  engines,  and 
if  the  engineer  does  not  understand 
thoroughly  the  construction  of  the  brake 
valves  and  the  distributing  valve  of  both 


brakes  he  is  apt  to  become  confused  in 
case  of  a  broken  air  pipe  while  out  on 
the  road. 

Each  distributing  valve  has  two  fi-in. 
pipe  connections  on  the  left  hand  side  of 
the  distributing  valve  reservoir;  the  upper 
pipe  of  the  No.  5  is  the  double  heading 
pipe,  the  lower  one  is  the  application 
chamber  pipe,  the  upper  pipe  of  the  No. 
6  valve  is  the  application  cylinder  pipe, 
the  lower  one  the  release  pipe. 

If  the  application  cylinder  pipe  should 
break  off  it  is  only  necessary  to  plug  the 
break  toward  the  application  cylinder  and 
proceed ;  it  will  not  interfere  with  the 
automatic  brake  but  will  destroy  the  in- 
dependent brake. 

If  the  application  chamber  pipe  should 
break  the  break  toward  the  application 
chamber  should  be  plugged  and  the 
double-heading  pipe  disconnected  to  form 
an  exhaust  for  the  application  chamber 
pressure  when  the  brake  is  released ;  the 
independent  brake  cannot  be  applied  and 
the  driver-brake-holding  feature  will  be 
destroyed. 

If  the  release  pipe  should  be  broken  the 
pipe  should  be  left  open,  the  holding 
feature  of  the  automatic  brake  will  be 
destroyed  but  the  independent  brake  can 
be  applied  in  quick  application  position, 
and  if  the  handle  is  brought  back  to  lap 
or  slow  application  position  the  brake  will 
release. 

If  the  double-heading  pipe  should  be 
broken  it  can  be  plugged  except  when 
double  heading;  it  should  then  be  left 
open.  The  independent  brake  can  be  ap- 
plied in  quick  application  position  in  either 
case. 

.  If  the  brake  cylinder  pipe  is  broken  off 
the  driver  brake  cannot  be  operated  and 
.  the  distributing  valve  should  be  cut  out 
to  prevent  the  escape  of  main  reservoir 
pressure  when  the  train  brakes  are  ap- 
plied. 

A  broken  supply  pipe  will  also  prevent 
the  operation  of  the  driver  brake,  and  all 
that  can  be  done  is  to  stop  the  leak  by 
plugging  the  pipe  or  closing  the  stop  cock. 
If  the  brake  pipe  is  broken  off  at  the 
distributing  valve  it  is  only  necessary  ta 
stop  the  brake  pipe  leak  and  proceed;  the 
independent  brake  can  be  operated  in  con- 
junction with  the  train  brake.  With  the 
H  5  equipment  there  will  be  a  continuous 
blow  at  the  exhaust  port  of  the  automatic 
brake  valve  when  the  handles  are  in  run- 
ning position;  wdien  the  handles  of  either 
brake  valve  is  moved  to  lap  position  the 
blow  will  stop,  and  this  blow  coming  from 
the  main  reservoir  through  ports  m  and' 
11    in   the   equalizing   slide  valve   and   seat 
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will   build  up  in   the  application   chamber 
and  apply  the  brake. 

In  this  case  of  a  broken  brake  pipe  with 
the  No.  6  distributing  valve,  the  action 
is  the  same  whether  the  plain  or  the 
quick-action  cylinder  cap  is  used,  but  when 
the  quick  action  cap  is  put  in  use  a  stop 
cock  should  be  placed  in  this  branch  of 
the  brake  pipe  near  the  distributing  valve, 
so  that  in  case  the  quick-action  valve  was 
held  open  or  the  equalizing  piston  gradu- 
ating spring  was  broken  the  brake  pipe 
pressure  could  be  cut  off  from  the  dis- 
tributing valve.  If  this  did  occur  the 
brake  pipe  pressure  would  be  free  to  en- 
ter the  brake  cylinders  and  pass  out  the 
distributing  valve  exhaust  port  when  the 
brake  was  released,  and  with  no  stop  cock 
to  cut  off  brake  pipe  pressure  all  the  pres- 
sure would  have  to  be  withdrawn  from 
the  brake  pipe  and  the  branch  pipe  dis- 
connected and  a  blind  gasket  inserted  in 
the  union  connection ;  after  doing  this  the 
train  brakes  can  be  released,  and  in  mak- 
ing the  next  stop  the  independent  brake 
would  be  used  to  apply  the  driver  brake. 

The  slide  valve  in  this  quick  action  cap 
is  liable  to  become  leaky  from  dirt  on  its 
seat  or  being  unevenly  worn,  and  the 
leakage  will  escape  past  the  check  valve 
and  to  the  atmosphere  through  the  ex- 
haust valve  when  the  brake  is  not  applied. 
Tlie  effect  is  similar  to  a  leaky  application 
valve,  both  leaking  through  the  distribu- 
ting valve  exhaust  port  when  the  brake  is 
in  release  and  increasing  the  brake  cyl- 
inder pressure  when  the  brake  is  applied. 
If  the  volume  of  leakage  is  sufficient  and 
the  brake  cylinders  and  pipe  connections 
are  practically  free  from  leakage,  the 
main  piston  will  be  moved  toward  release 
position  and  exhaust  the  increasing  brake 
cylinder  pressure  to  the  atmosphere. 

If  the  leakage  affects  the  main  piston 
in  this  manner  the  leaky  valve  can  be  de- 
tected by  reducing  the  brake  pipe  pressure 
slightly  below  the  adjustment  of  the 
safety  valve ;  if  the  leakage  then  ceases 
it  indicates  a  leaky  quick-action  valve; 
if  the  leakage  at  the  exhaust  port  con- 
tinues it  indicates  a  leaky  application 
valve. 

If  the  leakage  does  not  affect  the  main 
piston  when  the  brake  is  applied  the 
brake  can  be  released  and  the  stop  cock 
in  the  supply  pipe  closed ;  after  waiting 
a  reasonable  length  of  time  for  the  pres- 
sure surrounding  the  application  valve  to 
escape,  the  leakage  should  cease  if  the 
application  valve  is  at  fault,  if  the  leak- 
age continues  it  indicates  a  leaky  quick- 
action  valve.  During  the  test  it  should 
be  remembered  that  the  exhaust  valve  it- 
self can  leak  only  when  there  is  pressure 
surrounding  it,  and  at  such  times  the 
brake  will  be  applied. 

The  undcsired  quick  action  has  been 
discussed  to  such  an  extent  that  the  plain 
triple  valve  is  blamed  for  having  thrown 
the  brakes  on  a  train  into  quick  action  at 
times,  therefore  it  is  not  surprising  to  hear 


that  the  H  5  distributing  valve  or  the  H  6 
valve  with  the  plain  cylinder  cap  is  ac- 
cused of  "dynamiting." 

When  the  distributing  valve  is  neglec- 
ted until  the  pistons  become  "sticky"  and 
hard  to  move,  the  action  of  the  valve  is 
sometimes  similar  to  that  of  a  "sticky" 
triple  valve.  The  pistons  of  the  distribu- 
tmg  valve  are  sometimes  allowed  to  get 
into  such  a  condition  that  they  cannot 
be  moved  until  the  gauge  registers  a  re- 
duction of  IS  or  20  pounds,  and  when  the 
piston  is  moved  it  will  remain  in  applica- 
tion position  until  the  pressure  is  10  or 
15  pounds  stronger  on  the  opposite  side 
of  the  piston,  consequently  the  brake  will 
not  apply  promptl}',  and  when  it  does  ap- 
ply it  applies  fully. 

If  this  occurs  with  the  automatic  brake 
and  the  main  piston  responds  promptly 
to  the  independent  brake  valve  it  indicates 
a  sticky  equalizing  valve :  if  the  condition 
of  the  equalizing  valve  is  in  question,  the 
safety  valve  can  be  removed  and  the  auto- 
matic brake  valve  used  in  light  successive 
reductions,  a  flow  of  air  into  the  pas- 
sage    into     which     the     safetv     valve     is 
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screwed  will  occur  the  instant  the  equal- 
izing valve  is  moved  to  application  posi- 
tion. 

This  should  not  be  confounded  with  a 
brake  that  applies  in  full  after  a  light 
reduction  due  to  brake  pipe  or  other  leak- 
age, such  as  a  leaky  equalizing  slide 
valve,  independent  rotary  valve  or  a 
leaky  graduating  valve  in  conjunction 
with  equalizing  valve  packing  ring 
leakage. 

The  pipes  connecting  the  distributing 
valve  and  brake  valves  must  be  kept  ab- 
solutely tight  in  order  to  maintain  the 
brake  cylinder  pressure  when  the  valve 
handles  are  on  lap  position ;  the  pipes 
should  be  tested  with  the  air  pump  work- 
ing and  excess  pressure  in  the  main  reser- 
voir; the  independent  brake  should  be  ap- 
plied in  full,  the  automatic  brake  valve 
placed  in  driver  brake  holding  position, 
and  the  independent  valve  handle  re- 
turned to  running  position ;  with  the  H  6 
brake  the  application  cylinder  pipe,  the 
release  pipe  and  the  pipes  connecting  the 
brake  valves  will  contain  air  pressure, 
the  pump  governor  and  feed  valve  main- 
taining the  reservoir,  and  brake  pipe  pres- 


sures will  prevent  the  equalizing  valve 
from  cutting  off  the  application  cylinder 
from  the  release  pipe. 

The  corresponding  pipes  of  the  H  5 
brake  will  be  tested  in  the  same  manner 
and  under  the  same  conditions,  and  the 
double  cut-out  cock  under  the  brake  valve 
should  be  turned  to  admit  air  pressure 
to  that  portion  of  the  double-heading  pipe 
between  the  cut-out  cock  and  the  brake 
valve.  Leakage  in  the  pipes  referred  to 
or  leakage  past  the  packing  leather  of  the 
application  piston  also  has  a  tendency  to 
prevent  the  independent  brake  from  ap- 
plying in  slow  application  position,  al- 
tliough  this  is  usually  found  to  be  due  to 
the  slow  application  port  in  the  independ- 
ent brake  valve  being  closed  by  an  ac- 
cumulation of  dirt. 


Air   and   Vacuum    Brakes. 

It  is  difficult  to  realize  the  amount  of 
energy  that  must  be  destroyed  by  the 
air  brake  in  stopping  a  train  of  cars  on 
descending  grades.  The  weight  of  the 
trains  are  often  from  2,500  to  4,000 
tons,  and  nothing  but  the  modern  air 
brake  can  be  fully  depended  on  for  this 
work.  The  vacuum  brake  has  been 
tested  and  run  in  competition  to  the 
;iir  brake,  but  it  cannot  seriously  com- 
pete with  the  former  on  account  of  the 
many  advantages  of  the  air  brake, 
which  deals  with  substance  rather  than 
void  space.  The  air  brake  is  more  flex- 
ible; it  can  be  applied  from  any  por- 
tion of  the  train,  where  an  opening  can 
lie  made  in  the  brake  pipe;  each  car 
furnishes  its  own  braking  power,  and 
leakage  from  the  brake  pipe  has  a 
tendency  to  apply  the  brake  rather 
than  result  in  a  loss  of  train  control. 
It  can  be  applied  instantly  and  re- 
leased promptly  on  the  entire  train,  and 
in  stopping  freight  trains,  the  com- 
paratively low  brake  pipe  pressure  of 
70  lbs.  is  usually  employed,  and  when 
the  Westinghouse  brake  is  used  in  the 
quick-action  or  emergency,  position,  it 
results  in  a  brake  cylinder  pressure  of 
approximately  60  lbs.  per  sq.  in. ;  the 
cylinders  are  of  8  and  10  in.,  and  the 
storage  capacity  of  the  equipments  are 
proportioned  to  the  size  of  the  cylin- 
ders. The  maximum  pressure  devel- 
oped in  the  cylinders  depends  upon  the 
amount  of  air  that  enters  from  the 
brake  pipe;  it  is  considered  that  the 
maximum  pressure  is  about  60  lbs., 
whether  8  or  lo-in.  equipments  are 
used,  although  on  a  train  of  10  in.  equip- 
ments, the  cylinders  would  absorb 
more  brake  pipe  air  and  have  a  tend- 
ency to  result  in  a  lower  final  equaliza- 
tion, the  brake  pipe  being  the  same  size 
in  both  cases.  With  the  vacuum  brake 
the  higher  pressures  required  in  mod- 
ern railroad  service  would  have  to  be 
secured  by  increase  in  the  size  of  the 
diaphragm  and  its  parts. 
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Electrical  Department 


Electric    Switches. 

BV    W.    B.    KOUVVENHOVEN. 

A  switch  is  a  device  employed  for 
opening  or  closing  an  electrical  circuit. 
Switches  are  sometimes  confused  with 
fuses  and  circuit  breakers,  which  were 
described  on  page  303  of  the  July,  1908, 


all  the  way  from  the  simple  push  but- 
ton, serving  to  open  and  close  a  circuit 
of  low  voltage  and  current,  and  costing 
but  a  few  cents,  to  the  oil  switch,  with 
its  complicated  mechanism,  controlling 
large  currents  at  a  pressure  of  thou- 
sands of  volts  and  costing  a  considera- 
issue  of  The  Railway  and   Locomotive     ti's  amount  of  money.     Between  these 


Engineering.      Switches,    fuses    and    cir- 


two  extremes  there  are  many  switches 
that  are  used  for  special  purposes. 

The  push  button  is  the  simplest  form 
of  switch,  and  it  is  used  to  operate  an 
ordinary  call-bell  circuit.  The  next 
class  of  switches  are  those  which  are 
employed  in  office  buildings,  residences, 
and  numerous  other  places,  to  control 
either  the  individual  incandescent  lamp 
or  ..groups  of  lamps.  From  these  we 
pass  to  the  knife  switch,  as  it  is  called, 
which  is  found  in  motor  cars,  in  sub- 
stations, in  central  power  stations,  and 
in  almost  every  place  where  currents 
of  any  magnitude  are  handled.  Next  in 
order  comes  the  oil  switch,  which  serves 
to  handle  still  higher  voltages  and 
currents.     The  oil  switch  is  used  main- 


nuts  or  pins,  which  at  all  times  insure 
a  good  electrical  connection  between 
the  hinges  and  the  blades.  The  ter- 
minal lugs  to  which  the  leads  are  sol- 
dered arc  either  of  brass  or  copper. 
On  the  small  size  switches  these  are 
mounted  on  the  front  of  the  base  or 
board,  and  the  switches  are  called  front 
connection  switches,  but  in  the  large 
sizes  they  are  carried  at  the  back  of  the 
board,  and  are  called  rear  connections. 
Very  few  switches  of  over  300  ampere 
capacity  are  of  the  front  connection 
type,  as  the  terminal  lugs  become  so 
large  that  the  jaws  and  hinges  would 
have  to  be  set  high  in  order  to  clear 
them,  and  this  would  give  the  switch 
a  clumsy  appearance.  The  switch 
blade  is  usually  made  of  hard  drawn 
copper,  which  combines  stififness  and 
strength.  The  crossbar,  as  the  piece 
is  called,  that  serves  to  connect  the 
blades  together,  when  there  are  more 
than  one,  is  best  made  of  the  roughly 
seasoned  wood,  treated  so  as  to  be 
moisture    proof.      Fiber   is    often   used, 


LEVER   SWITCH   WITH   FUSES. 

cuit  breakers  all  serve  to  open  the  cir- 
cuit, but  each  has  certain  peculiar  char- 
acteristics of  its  own.  Fuses  are  al- 
ways automatic  in  their  action,  switches 
never,  and  circuit  breakers  either  auto- 
matic or  non-automatic,  depending  upon 
their  construction.     A  circuit  breaker  is 

constructed  so  that  a  trigger  or  toggle  must  be  thoroughly  insulated  from  each 
locks  it  closed  against  a  spring  or  other;  fifth,  it  must  prevent  or  render 
against  gravity,  and  this  toggle  must  be  harmless  any  arcs  that  may  form.  The 
tripped  before  the  breaker  opens.  A  term  alive  is  applied  by  electricians  to 
switch,  on  the  other  hand,  is  simply  any  part  of  a  circuit  where  the  current 
held  closed  by  the  pressure  of  the  jaws     is  on;  for  example,  the  third  rail  is  said 


ly    to    control    the    alternating    current     and  it  possesses  the  necessary  strength 

circuits  in   the  central   stations,   and   in 

the     substations.      This     article     deals 

principally   with    the   knife   switch,   and 

some  of  its  special  forms.     Oil  switches 

will   be   discussed  in   a   later  article   in 

conjunction  with  oil  circuit  breakers. 

There  are  five  important  factors  that 
enter  into  the  design  of  any  switch : 
first,  the  switch  must  be  of  a  simple, 
strong  and  rugged  construction;  second, 
it  must  open  and  close  the  circuit; 
third,  must  carry  its  rated  current  with- 
out   overheating;    fourth,   all   live   parts 


on  the  blade,  and  there  is  no  locking 
device.  It  is  usually  operated  by  hand. 
There  is  nothing  on  a  steam  locomo- 
tive analogous  to  a  switch.  It  is  true 
that  it  serves  to  close  the  circuit  and 
throw  on  the  electrical  power  and  to 
open  the  circuit  and  cut  oE  the  power. 


to  be  alive  when  the  current  is  turned 

on.     The   relative   importance   of  these 

five   factors   in   the   design   of  a  switch 

depends  upon   the   class   of  service   for 

which  the  switch  is  to  be  used. 
Knife  switches  are  usually  mounted  on 

a  base  of  slate  or  porcelain.  The  large 
Rut  it  does  not  perform  this  service  for  switches  used  in  power  stations  are 
the  electrical  circuit  in  the  gradual  mounted  directly  upon  the  panel  or 
manner  that  the  throttle  valve  performs  switchboard  in  the  station.  These 
it  for  the  steam  engine.  There  is  no  boards  are  of  slate  or  marble.  The 
half-way    position    for    a    switch;    it    is     contact  jaws  and  the  hinge  clips  which 

cither  closed  or  open.  It  is  best  com-  carry  the  blades  are  secured  to  the  base  knife  switches,  as  they  are  exposed  to 
pared  to  the  track  switches,  which,  like  or  panel  board  in  a  manner  that  pre-  the  atmosphere,  as  any  heat  has  an  ex- 
itself,  are  either  fully  open  or  fully  vents  their  possible  turning.  The  cellcnt  chance  to  radiate.  But  in  knife 
<^'°s^^-  blades    are    secured    to    the    hinges    by     switches    almost    all    the    heating    occurs 

Switches  for  electrical  purposes  range     means  of  spring  washers,  held  by  lock-     at  the  contact  jaws,  and  at  the  hinges. 


and  insulating  properties  for  this  work, 
but  it  is  liable  to  absorb  moisture. 
Traces  of  acid  often  remain  after  the 
process  of  manufacture,  and  long  cross- 
bars sometimes  warp  badly.  The  handle 
for  operating  the 
switch  is  attached 
to  the  crossbars. 

Switches  are  de- 
signed to  prevent 
a  temperature  rise 
higher  than  50 
deg.  F.  In  wire 
conductors  that 
are  in  the  open 
air,  a  carrying  ca- 
pacity of  1,000  am- 
peres per  sq.  in. 
is  allowed,  and 
even  in  under- 
ground cables 
where  radiation  is 
prevented  by  the 
insulation  and  the 
lead  sheath,  a  cur- 
rent capacity  of 
800  amperes  per 
sq.  in.  is  used.  It 
would  seem  nat- 
ural to  use  the 
higher      value      in 
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and  it  is  safe  to  use  only  about  75  am- 
peres per  sq.  in.  of  contact  surface. 
The  United  States  Government  speci- 
fies a  current  carrying  capacity  of  $0 
amperes  per  sq.  in.  of  contact  surface 
for  all  switches  that  are  used  on  gov- 
ernment work.  Single  blades  rarely 
carry  more  than  1,000  amperes,  and 
where  2,000  or  3,000  amperes  are  to  be 
handled,  two  or  three  1,000  ampere 
blades  will  be  mounted  together  on  one 
hinge,  and  form  what  is  known  as  a 
multi-blade   switch. 

Switches  may  be  of  the  single  pole, 
the  double  pole,  and  of  the  three-  or 
four-pole  types,  depending  upon  the 
number  of  conductors  that  they  control. 
For  example:  in  a  three-wire  system 
a  three-pole  switch  is  necessary  to 
throw  on  or  off  the  current;  in  a  two- 
wire  system  a  double  pole  switch  will 
suffice.  Any  one  of  these  types  of 
switches  may  be  either  single  or  double 
throw.  A  single  throw  switch  has  but 
one  set  of  jaws,  and  one  set  of  blades, 
and  simply  serves  to  cut  a  piece  of 
electrical  apparatus  in  or  out  of  a  cir- 
cuit; a  double  throw  switch  has  one 
set  of  blades  and  two  sets  of  jaws. 
When  the  switch  is  thrown  one  way  it 
connects  a  piece  of  apparatus  to  one 
circuit,  when  thrown  the  opposite  way 
it  connects  to  another  circuit.  Multiple 
blade  swiches  may  have  from  one  to 
four  poles,  and  be  of  either  the  single 
or  double-throw  types.  The  four-pole 
type  switch  is  not  a  very  common  one. 

The  rules  for  the  spacings  between 
the  opposite  poles,  and  for  the  break 
distances,  are  laid  down  by  the  Na- 
tional Board  of  Fire  Underwriters. 
The  break  distance  is  the  minimum  dis- 
tance that  the  blades  clear  the  contact 
jaws.  These  rules  are  published  by 
the  underwriters  in  their  National  Elec- 
trical code.  The  rules  govern  the  de- 
sign, construction,  application,  installa- 
tion and  operation  of  electrical  appa- 
ratus. Their  object  is  to  produce 
standard  apparatus,  with  the  intention 
of  lowering  the  fire  risk  involved.  The 
spacings  vary  with  the  voltage  and  the 
current. 

Switches  must  open  the  circuit  suc- 
cessfully at  so  per  cent,  over-load  and 
at  25  per  cent,  excess  voltage  above 
their   normal   rating. 

In  mounting  a  switch  it  is  good  prac- 
tice to  place  it  so  that  gravity  tends  to 
open  it;  that  is,  the  contact  jaws  or 
break  jaws  are  placed  above  the 
hinge  jaws.  This  makes  it  neces- 
sary to  throw  the  handle  up  to 
close  the  switch.  Double-throw 
switches  may  be  mounted  horizon- 
tally, but  this  is  awkward,  and  they 
are  usually  mounted  vertically.  A 
stop  is  placed  so  as  to  hold  them  in 
the  open  position.  The  contact  jaws  are 
usually  connected  so  that  they  are 
alive.     This  is   preferable,   because   the 


blades  stick  out  so  far  that  a  much 
greater  risk  is  incurred  of  coming  into 
contact  with  them  or  of  producing  a 
short  circuit  by  dropping  something 
upon  them. 

The  operation  of  a  knife  switch  is 
really  a  very  simple  matter,  but  the 
inexperienced  man  is  very  likely  to  do 
the  wrong  thing.  In  opening  the  switch 
he  will  gradually  withdraw  the  blades 
from  the  contact  jaws,  thus  producing 
an  arc  and  burning  the  switch.  The 
correct  way  to  operate  a  switch  is  to 
throw  it  in  or  pull  it  out  quickly.  It 
is  customary  to  use  circuit-breakers 
and  switches  connected  in  series  on  the 
direct  current  side  of  a  railway  system. 
In  closing  the  circuit,  the  circuit-break- 
er is  closed  first  and  then  the  switch. 
If  there  is  an  overload  or  a  short  circuit 
on  the  line,  the  breaker  will  open  and 
protect  the  machine.  In  opening  the 
circuit,  the  breaker  is  opened  first  and 
then  the  switch. 

A  knife  switch  that  will  open  or 
break  a   given   current   and   voltage   on 


STARTING    SWITCH. 

a  direct  current  circuit,  will  success- 
fully open  the  same  current  at  twice 
the  voltage  on  an  alternating  current 
circuit.  An  alternating  current  flows 
first  in  one  direction  and  then  in  the 
opposite,  as  was  explained  in  last 
month's  issue.  The  alternating  current 
in  changing  its  direction  of  flow  passes 
through  zero  and  at  this  point  the  arc 
that  is  formed  by  opening  the  switch 
goes  out,  and  the  disappearance  of  the 
arc  opens  the  circuit.  It  is  due  to  this 
fact  that  the  underwriters  make  the  fol- 
lowing statement  in  their  rules  for 
spacing:  "For  lOO  ampere  switches 
and  larger,  the  spacings  for  250  volt 
direct  current  are  also  approved  for 
500  volt  alternating  current." 

QUICK    BREAK     SWITCHES. 

Quick  break  or  auxiliary  break 
switches,  as  they  are  called,  make  it 
impossible  to  open  a  switch  slowly, 
and  thereby  draw  a  dangerous  arc.  The 
switch  blade  of  the  single-throw  switch 
consists  of  a  leading  and  a  following 
blade.  The  switch  handle  is  attached 
to   the  leading  blade.     The   blades   are 


set  in  a  steel  ring  which  turns  on  a 
pivot  or  hinge.  The  following  blade  is 
fastened  to  the  leading  blade  by  means 
of  a  stiflf  coiled  spring.  On  opening 
the  switch  the  leading  blade  is  with- 
drawn from  the  jaws  through  an  angle 
of  about  30  deg.,  when  its  heel  releases 
the  following  blade,  which  is  instantly 
withdrawn  by  the  spring.  This  style 
of  switch  gives  a  very  quick  break  and 
prevents  the  drawing  of  an  arc,  as  was 
explained.  On  the  double-throw  type 
there  are  two  following  blades,  one  on 
either  side  of  the  leading  blade.  All 
the  blades  are  of  equal  current  carry- 
ing capacity.  On  the  double-throw 
switch  one  of  the  following  blades  is 
always  idle. 

The  fire  underwriters  require  that  the 
quick  break  switch  be  used  wherever 
a  switch  has  to  open  a  circuit  carrying 
a  moderate  or  high  current.  All  of  the 
switches  mounted  on  the  switch  panel 
in  the  motor  cars  of  the  New  York 
subway  are  quick  break  switches. 

STARTING    SWITCHES. 

Starting  switches  are  single-pole 
switches  with  extra  contact  jaws.  They 
are  used  to  start  motor  generators,  ro- 
tary converters  and  other  electrical  ap- 
paratus where  the  starting  current  is 
only  a  small  percentage  of  the  load 
current,  and  where  it  is  desired  to  cut 
the  starting  device  out  of  circuit  when 
speed  is  attained.  Resistance  grids  are 
connected  between  the  several  break 
jaws.  When  the  blade  comes  in  con- 
tact with  the  first  jaw  all  the  resistance 
is  connected  in  series  with  the  ma- 
chine. As  the  blade  is  advanced  to  the 
successive  jaws,  the  grids  are  short- 
circuited  one  by  one,  until  on  the  last 
contact  the  full  voltage  is  applied  to 
the  machine.  These  starting  switches 
are  similar  in  operation  to  the  starting 
rheostats  that  are  found  on  the  elec- 
tric motor  cars.  They  are.  however, 
very  simple,  and  their  cost  is  low. 

FIELD   DISCH.\RCE    SWITCH. 

There  are  several  types  of  field  dis- 
charge switches.  When  the  field  circuit 
of  a  generator  or  of  a  rotary  converter 
is  opened,  there  is  a  sudden  rise  of  volt- 
age, due  to  what  is  called  the  self-in- 
duction of  the  windings.  The  high  volt- 
age produced  may  puncture  the  insu- 
lation of  the  field  coils  and  ruin  them. 
A  field  discharge  switch  connects  a  re- 
sistance across  the  field  before  the  cir- 
cuit is  opened.  This  resistance  is  called 
a  discharge  resistance,  and  serves  to 
absorb  the  voltage  and  thus  prevent 
any  damage.  Field  discharge  switches 
are  always  of  the  quick-break  type, 
and  have  an  additional  blade  and  con- 
tact jaw,  called  the  discharge  contact. 
As  the  leading  blades  are  withdrawn 
from  the  contacts,  the  additional 
blade  makes  contact  with  the  discharge 
attachment  before  the  switch  opens. 
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Rough  Railroading  on  the  Plug  in  Days  Long  Past 


Many  grave  comedies  have  been  en- 
acted through  the  ambition  of  the  peo- 
ple in  many  locations  of  rustic  bowers 
coming  to  imagine  that  the  dales  and 
hillsides  about  their  homes  would  be- 
come centers  of  a  teeming  population 
if  railroad  companies  could  only  be  in- 
duced to  bless  the  locality  with  the 
fructifying  force  of  a  railroad.  For 
many  years  when  railroad  extensions 
were  gettmg  pushed  in  every  direction 
without  any  clear  idea  of  their  goal, 
very  wild  ideas  prevailed  concerning 
what  a  railroad  could  do  for  a  town  or 
village.  The  wildcat  railroad  scheme 
flourished  in  those  days  like  a  green 
bay  tree,  and  not  a  few  rogues  succeed- 
ed in  extracting  money  out  of  towns  and 
counties  through  unfulfilled  promises  to 
locate  railroad  tracks  that  never  rose 
above  the  location  maps. 

When  the  natural  recuperative  forces 
began  to  make  the  country  prosperous 
after  the  devastation  of  the  Civil-  War,  a 
remarkably  speculative  period  opened 
with  railroad  construction  offered  as  a 
panacea  that  would  bring  general  pros- 
perity upon  its  wings.  The  end  came 
suddenly,  as  happens  with  all  periods 
of  inflation,  and  hundreds  of  unfinished 


By  JIngus  Sinclair 

It  may  be  mentioned  that  in  those 
days  many  railroads  were  put  into  op- 
eration by  towns,  villages  and  town- 
ships providing  means  to  pay  for  the 
construction  of  the  roadbed,  after  which 
the  promoters  could  generally  sell  bonds 
that  paid  for  tracklaying  and  rolling 
stock. 

Some  work  had  been  done  on  the 
road  bed  of  the  Chicago,  Clinton  & 
Western  Railroad  near  Iowa  City,  Iowa, 
and  it  came  to  pass  through  the  prog- 
ress of  time  that  the  effects  of  the  panic 
of  1873  were  forgotten,  and  certain  citi- 
zens of  Iowa  City  began  hustling  them- 
selves to  inspire  new  life  into  the  mori- 
bund railroad  that  was  temptingly  sleep- 
ing near  their  doors.  Iowa  City  was 
served  by  one  good  railroad,  the  Chica- 
go, Rock  Island  &  Pacific,  but  the  place 
was  woefully  somnambulent,  and  the 
more  enterprising  citizens  imagined  that 
all  the  ills  suffered  were  due  to  the  ab- 
sence of  railroad  competition. 

The  enterprising  portion  of  the  people 
had  so  much  faith  in  their  own  convic- 
tions that  they  raised  sufficient  money 
to  finish  that  portion  of  the  Chicago, 
Clinton  &  Western  Railroad  between 
Iowa  Citv  and  the  n-.ain  line  of  the  Bur- 
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railroads  were  to  be  found  all  over  the 
country,  their  bare  slopes  and  rugged 
beds  resembling  the  financial  condition 
of  their  promoters. 

Among  the  ruined  fragments  of  an 
overweening  ambition  were  a  few  scat- 
tered remnants  of  what  was  called  the 
Chicago,  Clinton  &  Western  Railroad, 
that  was  promoted  to  start  from  Chica- 
go, cross  the  Mississippi  River  at  Clin- 
ton, Iowa,  and  then  ramble  away  west- 
ward, following  a  route  which  varied 
according  to  the  encouragement  re- 
ceived by  townships  in  fertile  Iowa. 


lington.  Cedar  Rapids  &  Northern  Rail- 
way, by  which  they  expected  to  enjoy 
the  blessings  of  two  competing  lines. 

During  the  first  part  of  the  year  when 
the  work  on  the  Chicago,  Clinton  & 
Western  section  was  resumed,  I  had 
been  engaged  on  the  location  of  a  rail- 
road in  Wisconsin  which  faded  before 
coming  to  bloom.  When  that  enterprise 
suddenly  "busted,"  leaving  its  adherents 
penniless  and  boardless.  I  went  to  Iowa 
City  and  obtained  a  job  as  assistant  en- 
gineer from  the  engineer  in  charge  of 
the   job.     As   the   time   for   tracklaying 


approached,  I  began  to  think  that  my 
fortunes  would  be  fairer  and  my  pros- 
pects of  earning  a  livelihood  would  be 
better  running  a  locomotive  than  pulling 
a  surveyor's  chain,  so  I  managed  to  ob- 
tain the  appointment  of  locomotive  en- 
gineer. My  ambition  for  more  educa- 
tion was  then  active,  and  I  concluded 
that  the  duties  of  engineer  of  this  short 
railroad  would  leave  me  time  to  attend 
the  classes  of  the  Iowa  State  University, 
a  hope  that  was  well  founded,  for  I  af- 
terwards attended  classes  between 
trains  and  acquired  sufficient  knowledge 
of  chemistry  to  help  me  into  the  posi- 
tion of  chemist  for  the  Burlington,  Ce- 
dar Rapids  &  Northern  Railway. 

By  direction  of  the  receiver  of  the  rail- 
road, I  went  to  Aurora,  111.,  for  the  en- 
gine, and  track  laying  was  at  once  begun. 
No  accommodation  whatever  was  made 
for  engine  or  car.  After  the  coal  that 
was  on  the  tender  when  I  arrived  with 
the  outfit  was  exhausted,  I  was  left  to  my 
own  resources  in  getting  fuel.  I  first 
bought  a  few  loads  of  cord  wood  from 
neighboring  farmers.  Hearing  that  tlie 
Cedar  Rapids  line  had  put  off  coal  laden 
cars  in  a  neighboring  siding,  I  went  and 
took  one  of  them.  We  had  a  dispute  at 
the  time  between  the  relative  meaning  of 
"taking"  and  "stealing."  Anyhow,  I  had 
used  the  coal  when  a  threat  came  along 
of  replevin. 

There  was  no  siding  to  hold  the  car  and 
no  switches  to  connect  with  one,  but  we 
put  down  some  rails  and  made  connec- 
tion, pulling  the  spikes  of  a  set  of  main 
line  rails  and  moving  them  over  to  con- 
nect with  the  siding. 

No  water  tank  was  provided,  and  I  had 
to  provide  the  means  of  raising  water 
from  a  creek  to  the  tender.  Making  a 
'.team  syphon  is  not  a  difficult  job  when 
nne  has  the  necessary  tools  and  material, 
liut  I  Iiad  neither  pipe,  taps  nor  dies,  to 
say  nothing  of  a  vise  bench.  Hannibal 
crossing  the  Alps  with  an  army  was  a 
small  job  compared  to  my  steam  syphon 
making  performance. 

The  engine  was  equipped  with  one 
headlight.  .As  work  was  done  frequinlly 
after  dark  the  headlight  was  moved  to  the 
end  that  was  leading,  an  amusing  little 
operation  on  a  sticky  embankment  or 
muddy  cutting  with  neither  platform  or 
ladders. 

The  track  of  the  Plug,  as  this  short 
line  was  popularly  called,  was  laid  upon 
the  roadbed  without  any  surfacing  or 
ballast,  and  it  formed  an  exceedingly 
rough  road  to  travel  over.  The  rolling 
stock  consisted  of  one  excellent  Pitts- 
burgh engine  and  one  combination  car, 
which  made  three  round  trips  daily  to 
the  iuiiction.  The  trips  were  made  with 
little   difficulty   at    first,   but   the   winter 
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proved  very  wet,  and  every  cutting  be- 
came a  quagmire.  At  seven  of  these 
cuttings  the  rails  were  out  of  sight  in 
the  m'ud  most  of  the  winter,  and  it  was 
only  by  exercising  the  greatest  care  that 
they  were  safely  passed  over.  My  first 
accident  was  the  tender  wheels  jumping 
the  track  in  one  of  these  sloughs.  The 
car  was  full  of  passengers,  and  I  feared 
from  my  Scottish  experience  that  they 
would  hurl  rocks  at  the  unfortunate  en- 
gineer, but  they  acted  with  charming 
good  nature,  cracked  jokes  about  the 
Plug,  and  helped  me  to  get  the  wheels 
back  upon  the  rails. 

There  were  many  amusing  incidents 
happened  in  the  operating  of  the  Plug. 
We  stopped  for  passengers  or  produce 
anywhere  along  the  line,  waiting  until 
farmers  and  others  loaded  such  things 
as  hogs,  chickens,  potatoes,  corn  or  any- 
thing else  that  they  wanted  to  send  to 
the  city.  The  people  along  the  wayside 
waxed  very  familiar,  and  some  of  them 
stopped  the  train  occasionally  to  ask  it 
we  knew  the  latest  price  of  hogs. 

One  day  I  had  to  stop  in  one  of  the 
sloughs  to  repair  an  accident  to  a  brake 
beam,  and  an  inquisitive  fat  German 
jumped  down  to  see  what  was  the  mat- 
ter, and  he  sank  nearly  to  the  waist  in 
the  sticky  mud.  Several  of  the  good- 
natured  passengers  tried  to  help  the 
man  out,  but  failed.  After  various  ef- 
forts in  which  the  man  was  trailed 
■deeper  into  the  slough,  we  attached  a 
rope  to  his  waist  and  pulled  him  out 
with  the  engine. 

One  very  stormy  night  as  I  was  using 
the  greatest  care  to  avoid  accidents,  the 
passenger  car  jumped  the  track  in  one 
of  the  worst  places  on  the  road.  I 
went  back  and  floundered  in  the  mud, 
sticking  my  arms  up  to  the  shoulders 
in  the  mire  feeling  for  the  position  of 
the  wheels.  They  were  slewed  so  badly 
that  getting  them  on  the  track  was 
hopeless  in  that  dark  night,  with  the 
rain  pouring  in  torrents.  I  took  all  of 
the  passengers  upon  the  engine  and 
tender  and  carried  them  to  Iowa  City 
in  that  position.  In  getting  the  people 
transferred  from  the  car  to  the  engine 
some  of  them  narrowly  escaped  falling 
into  the  German's  plight.  One  lady 
stumbled  off  the  ties  and  one  leg  went 
•down  in  the  mud.  I  reached  down  and 
caught  her  ankle,  thereby  helping  her 
out.  but  she  lost  her  shoe.  With  all  the 
hardships  endured  there  was  very  little 
complaint  heard  from  the  passengers. 

After  about  two  years  of  this  kind  of 
operating  the  Chicago,  Clinton  &  West- 
ern was  bought  by  the  Burlington,  Ce- 
dar Rapids  &  Northern  Railway  Com- 
pany, and  our  hardships  soon  ended. 

Before  closing  this  record  pf  railroad- 
ing under  difiiculties,  I  will  mention  an 
amusing  side  incident  which  happened 
when  I  was  engineer  of  the  Plug.  One 
evening  when  I  was  living  in  Iowa  City, 


I  went  with  a  few  other  young  men  to 
hear  service  in  a  negro  church.  The 
preacher,  a  huge  colored  man,  as  black 
as  an  engine  smokestack,  got  up  and 
said:  "Now,  my  brudders  an'  sisters,  I 
hopes  you  will  be  liberal  in  de  collection 
to-night.  Ise  got  ma  grocer's  bill  to 
pay  to-morrow,  an'  I  mus'  hab  five  dol- 
lars. No  less  dan  five  dollars,  but  as 
much  more  as  your  genamosity  will  gib. 
Brudder  Slim  will  take  round  de  hat." 

Brudder  Slim  went  roinid  with  an 
ancient  plug  hat,  and  when  he  was  fin- 
ished, took  the  offering  up  to  the 
preacher,   where  they  counted  it. 

"Free  dollar,  thirtj'-seven  cents  and 
two  buttons,"  announced  the  domine. 
"Dat  won'  do,  ma  brudders.  Dat  won' 
pay  ma   grocery   hill   tn-n^orrow   nvT-ii- 


Development  of  the  Locomotive  Engine 
A  well  known  railroad  man,  after 
carefully  reading  the  "History  of  the 
Development  of  the  Locomotive  En- 
gine," by  Angus  Sinclair,  among  other 
complimentary    things,    w-rote: 

"The  completed  book  is  a  monument 
to  his  industry  and  ability,  and  is  alto- 
gether the  most  important  contribution 
to  railway  engineering  literature  in  the 
particular  field  which  it  covers. 

"Beginning  with  the  earliest  attempts 
at  harnessing  steam,  the  narrative  un- 
folds itself  with  the  interesting  grace  of 
a  romance.  The  entrancing  story  is 
epical  in  the  greatness  of  events.  The 
characters  that  follow  each  other  in 
rapid  succession  are  all  heroic.  There 
is   nil   aptness  and   ^•iitr»'a';   i'l   the  space 
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in'.  Perhaps  de  white  brudders  in  de 
back  seat  will  show  ma  beeble  exam- 
ple of  genamosity?"  Brudder  Slim  came 
round  and  I  gave  him  a  quarter,  while 
the  other  boys  chipped  in  about  a 
nickel  each.  Brudder  Slim  then  went 
up  and  whispered  something  to  the 
domine,  who  stepped  to  the  front  of 
the  platform  towering  in  his  six  feet 
three,  and  solemnly  announced:  "De 
engineer  ob  de  Plug  am  gib  a  quarter, 
de  Lawd  bress  de  engineer  ob  de  Plug." 
The  time  and  place  made  the  inci- 
dent so  ludicrous  that  I  had  to  think 
of  very  serious  things  in  order  to  sup- 
press the  emotion  that  was  rending 
my  sides.      , 

We  are  requested  by  the  Pennsylvania 
Railroad  Company  to  state  that  in  view 
of  the  widespread  publicity  which  has 
been  given  to  the  unauthorized  news- 
paper report  that  the  company  was  con- 
sidering the  advisability  of  numbering 
their  stations  instead  of  using  the  present 
names,  the  Pennsylvania  Railroad  Com- 
pany authorizes  the  statement  that  no 
such  plan  has  been  considered. 


A  marked  increase  in  the  use  of  all- 
steel  cars  on  several  of  the  largest  railway 
systems  in  America  is  observable.  It  is 
reported  that  there  are  now  over  i.,30O  in 
operation  throughout  the  country,  and 
large  orders  arc  being  received  by  the 
various   manufacturers. 


given  to  the  biographical  pans  of  the 
work.  The  reader  is  never  wearied  with 
unimportant  details.  In  the  develop- 
ment of  the  locomotive  a  thousand  busy 
hands  have  worked,  and  it  has  been 
left  to  Dr.  Sinclair  to  point  out  the  con- 
tribution made  by  each  to  the  perfected 
mechanical  marvel  of  to-day.  He  has 
brought  to  his  work  not  only  a  mind 
stored  with  personal  recollections  of 
many  of  these  gifted  engineers  who 
aided  in  the  development  of  the  loco- 
motive, but  his  long  experience  as  a 
writer  has  perfected  him  in  the  art  of 
classifying  the  mass  of  material  and 
presenting  the  salient  features  of  the 
interesting  subjects  in  their  proper 
place  and  in  the  best  possible  light. 

"Passing  over  the  familiar  ground 
of  the  beginning  of  the  work,  we  are 
led  to  the  Genesis  of  .American  Rail- 
ways, an  important  and  interesting 
chapter,  which  ought  to  be  read  in  the 
public  schools.  The  connecting  of  the 
Atlantic  Ocean  with  the  western  rivers 
follows.  The  story  of  locomotives  pushing 
their  way  toward  the  West  fill  many  inter- 
esting pages  that  shed  a  flood  of  light 
on  a  great  group  of  admirable  charac- 
ters, pioneer  engineers,  chivalrous  ad- 
venturers, some  of  them  battling  on 
through  trial  to  triumph,  others  falling, 
soldier-like,  in  action,  but  whose  deeds  are 
fittingly  commemorated  in  this  notable 
book." 
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AMONG  THE  WESTERN  RAILROAD  MEN 


By  fames  Kennedy 


ON   THE  SANTA   FE. 

As  we  Stated  in  our  last  month's 
notes  on  the  Santa  Fe,  the  city  of  To- 
peka  is  an  important  point  on  that  great 
railway  system.  It  may  properly  be 
said  to  be  the  beginning  of  the  trail 
across  the  Great  American  Desert  to 
the  Pacific  slope.  There  it  was  that 
Mr.  Albert  A.  Robinson,  the  first  chief 


one  might  almost  say,  into  immensity. 
The  roundhouses  are  wide  as  the  Ro- 
man Coliseum,  and  the  mighty  engines 
really  look  small  in  their  spacious  quar- 
ters. The  railway  men  themselves  seem 
to  be  better  taken  care  of.  Their  hours 
of  work  are  shorter,  rarely  exceeding 
50  hours  a  week.  They  are  paid  more. 
There   is  less   complaining.     There   ap- 


CRANE    IN 


THE    S.^NTA     FE     SHOPS,    MADE     BV     THE     WHITING     FOUNDRY 
EQUIPMENT    COMPANY,    OF    HARVEY,    ILL. 


engineer  of  the  road,  began  his  weary 
journey  across  the  plains,  staking  out 
the  line  of  the  road  nearly  forty  years 
ago.  They  certainly  were  heroic  men 
who  ventured  across  that  wilderness, 
the  haunt  of  hostile  Indians  and  where 
innumerable  other  dangers  existed,  of 
which  we  now  happily  know  nothing. 
It  is  gratifying  to  know  that  Mr.  Robin- 
son is  hale  and  hearty  as  ever,  and  looks 
as  if  he  was  ready  to  lay  out  another 
path  through  Oklahoma  and  Texas 
across  the  Rio  Grande  to  the  Gulf  of 
Mexico.  The  extensive  additions  to 
the  shops  at  Topeka  keep  him  busy  in 
the  meantime,  and  the  equipment  al- 
ready in  operation  there  is  unques- 
tionably among  the  best  in  the  world. 

ON   THE   UNION    PACIFIC. 

Forty  years  have  nearly  elapsed  since 
the  opening  of  this  great  iron  pathway, 
the  first  of  its  kind  that  stretched  from 
the  highways  of  the  East  through  the 
American  Desert  and  across  the  Rocky 
Mountains  to  the  Pacific  Ocean.  There 
is  still  a  newness  about  the  road,  and 
particularly  about  the  shops  and  round- 
houses that  would  give  one  the  impres- 
sion that  it  was  an  outgrowth  of  the 
twentieth  century.  To  the  Eastern  rail- 
way man  there  is  something  splendid 
about  the  vast  spaces  that  surround 
these  western  shops.  There  is  so  much 
room  for  everything.    The  yards  stretch 


pear  to  be  more  fair  play,  or  such  ap- 
proach to  it  as  we  can  expect  among 
human  society  organized,  as  it  is,  large- 
ly to  the  advantage  of  the  children  of 
the  rich.  Many  of  the  railway  men 
own  farms  that  are  very  productive,  and 
are  rapidly  increasing  in  value.  These 
railway  owners  of  farms  possess  knowl- 
edge of  horses  and  cattle  and  other 
live  stock  that  is  as  complete  as  their 
skill  in  the  mechanical  appliances  used 
on  railways.  One  might  marvel  how 
they  find  time  to  manage  all  their  af- 
fairs, but  the  men  are  very  active,  and 
the  cattle  in  great  measure  look  out  for 
themselves. 

A  large  number  of  the  railway  men 
in  the  West  have  grown  up  in  the  em- 
ploy of  the  companies.  It  is  not 
uncommon  to  meet  men  who  have  been 
over  thirty  years  in  the  same  shop,  or 
running  a  locomotive  on  the  same  di- 
vision even  longer  than  that.  A  world 
of  tales  of  adventure  and  of  peril  could 
be  collected  out  of  the  stirring  stories 
of   the    lives    of   these    men— stories    of     their  piston  and  valve  rod  packing. 


twenty-six  years  in  the  service  of  the 
company.  The  roundhouse  was  a  sam- 
ple of  nearly  all  that  one  sees  on  the 
Union  Pacific.  We  had  the  opportunity 
of  witnessing  the  dropping  of  the  driv- 
ing wheels  out  of  one  of  the  passenger 
engines.  The  wheels  were  about  8  ft. 
in  height,  and  the  uncoupling  of  the 
rods  outside  and  the  eccentric  straps 
and  bottom  binders  inside  was  accom- 
plished in  jig  time,  and  then  by  a  com- 
pressed air  contrivance  that  part  of  the 
floor  beneath  the  wheels  dropped  nine 
or  ten  feet,  taking  with  it  a  correspond- 
ing space  of  the  flooring  alongside.  In 
less  time  than  it  takes  to  tell  it,  the 
wheels  were  on  the  surface  of  the  shop 
again,  surrounded  by  a  circle  of  fire  fed 
by  gasoline  and  compressed  air,  and  in 
fourteen  minutes  the  old  tires  were  slid 
off  the  wheels,  and  a  new  pair  slid  on  in 
an  equally  short  space  of  time.  The 
big  lathe  was  ready  for  them,  and  the 
rejuvenated  wheels  were  back  under  the 
engine  again  and  ready  for  the  road  the 
same  afternoon. 

There  were  about  250  men  in  the 
finely  equipped  shops,  and  every  mod- 
ern appliance  was  in  full  operation. 
Under  the  enterprising  supervision  of 
Mr.  Joseph  Roberts,  the  master  me- 
chanic, there  is  no  penny  wise  and 
pound  foolish  methods.  New  machines 
are  being  constantly  installed,  and  while 
the  Omaha  shops  continue  to  be  the 
chief  mechanical  center  of  the  Union 
Pacific  road,  there  are  extensive  shops 
at  Cheyenne  and  Evanston,  in  Wyom- 
ing, as  well  as  those  at  Denver,  to 
which  we  have  already  briefly  alluded, 
and  at  all  of  these,  as  well  as  at  Kan- 
sas City,  every  mechanical  operation 
involved  in  locomotive  and  car  con- 
struction and  maintenance  is  constant- 
ly carried  on  with  marked  success,  with 
the  result  that  along  the  entire  4,000 
miles  of  road  the  equipment,  especially 
the  700  locomotives,  is  in  excellent  con- 
dition. 

ON   THE   CHICAGO,  BURLINGTON    &   QUINCY. 

It  is  a  noteworthy  fact  that  there  is 
scarcely  a  railroad  in  America  that  has 
not  some  mechanical  feature  peculiarly 
its  own.  The  engines  of  the  C,  B.  &  Q. 
are  noted  for  the  continuing  tightness  of 


daring  and  of  bravery  that  would  make 
interesting  reading. 

At  Armstrong,  Kansas,  one  of  the 
first  Union  Pacific  men  we  met  was  Mr. 
R.  A.  Rogers,  a  fine  specimen  of  the 
well-bred,  well-educated  athletic,  thor- 
oughly accomplished  railway  man.  He 
is   roundhouse   foreman,  and  had   been 


No 

cloud  of  steam  obscures  the  flying  cross- 
heads.  Mr.  J.  H.  Lewis,  locomotive 
foreman  at  Chicago,  who  has  invented 
many  clever  devices,  has  perfected  a 
sytem  of  piston  packing  that  is  very  ef- 
fective. We  had  the  pleasure  of  exam- 
ining a  number  of  his  contrivances, 
among   others    a   tallow    cup    screw    that 
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is  claimed  to  stick  to  its  place,  which  is 
more  than  can  be  said  of  many  screws. 
The  device  consists  of  a  small  groove 
being  cut  on  the  threads  of  the  bolt  or 
screw,  and  in  a  recess  in  the  brass  cup 
there  is  inserted  a  short  bent  band  or 
strip  of  flexible  steel,  in  the  center  of 
which  there  is  a  slight  protuberance 
adapted  to  fit  into  the  groove  or  slot 
that  runs  along  the  bolt.  The  effect  is 
that  while  the  bolt  may  be  turned  by 
a  wrench  in  the  usual  way  without 
breaking  or  even  bending  the  piece  of 
steel,  the  bolt  cannot  move  by  mere 
vibration  as  is  often  the  case  during 
long  runs. 

At  St.  Joseph,  Mo.,  we  had  an  op- 
portunity of  witnessing  another  example 
of  taking  ofT  and  replacing  the  driving 
wheel  tires  of  passenger  locomotives. 
It  differed  somewhat  from  the  Union 
Pacific  method,  in  the  fact  that  the  new 
tires  were  already  turned  on  another 
pair  of  wheels  that  acted  as  a  kind  of 
mandrel  to  hold  the  new  tires  while 
being  turned.  The  wheels  of  a  certain 
class  of  passenger  engine  being  all  of 
a  standard  size,  it  can  readily  be  imag- 
ined that  the  tires  would  suit  any  pair 
of  wheels,  so  long  as  their  peripheries 
also  exactly  agreed.  In  the  instance 
under  our  observation,  the  old  tires 
were  no  sooner  oft  than  the  new  tires 
already  turned  were  placed  in  position 
and  in  fifteen  minutes  they  were  suffi- 
ciently heated  to  be  drawn  into  place. 

The  rapid  growth  of  this  great  rail- 
way, now  nearly  10,000  miles  in  length, 
with  1,700  locomotives,  is  taxing  the 
repair  shops  to  their  utmost  capacity, 
and  extensive  additions  are  inevitable. 
Meanwhile,  the  equipment  is  being  kept 
in  splendid  condition,  involving  in  many 
cases  extra  hours  of  labor.  The  general 
feeling  among  the  railway  men  in  the 
company's  employ  is  of  the  best.  The 
master  mechanics  like  Mr.  W.  W.  Low- 
ell, at  St.  Joseph,  are  nearly  all  men 
who  have  grown  up  in  the  service  of  the 
company,  and  are  kindly,  approachable 
men,  who,  having  no  fear  of  those  over 
them,  show  no  senseless  pride  towards 
those  who  happen  to  be  beneath  them. 

ON    THE    CHICAGO,    ROCK    ISL.\ND    &    PACIFIC. 

It  is  readily  seen  in  the  middle  West 
that  the  railways  not  only  precede  civ- 
ilization, but  they  sustain  it  in  many 
growing  towns  where  the  natural  ad- 
vantages are  not  apparent  to  the  naked 
eye.  When  one  ventures  to  leave  the 
railway  a  few  miles,  one  is  in  the  un- 
trodden wilderness  again.  Hence  the 
interminable  network  of  railways  that  we 
see  on  the  map  are  not  only  essentia!  to 
the  commercial  welfare  of  the  States 
through  which  they  pass,  but  they  are 
themselves  the  vitalizing  influence,  just 
as  the  arteries  are  in  animal  life,  and 
without  which  there  would  be  no  sus- 
taining force.  Among  these  railways 
west  of  Chicago  the  Rock  Island  covers 


a  vast  area  with  an  all-embracing  sys- 
tem that  leaves  very  few  commercial 
centers  untouched.  The  equipment  is 
in  fine  condition,  and  the  numerous  re- 
pair shops  are  abreast  of  the  times  in 
modern  appliances.  At  Chicago  we  had 
the  pleasure  of  thoroughly  inspecting 
the  extensive  works  under  the  guiding 
eye  of  Mr.  J.  B.  Kilpatrick,  the  motive 
power  superintendent  of  the  central  dis- 
trict. About  300  men  are  employed  in 
the  machine  shops,  while  over  1,000 
more  are  employed  in  the  adjoining  car 
shops.  Among  the  fine  locomotives 
there  are  a  number  of  examples  of  the 
balanced  compound  type  which  have 
done  excellent  work,  running  as  much 
as  135,000  miles  between  the  periods  of 
general  repair.  Nearly  300  of  these  fine 
locomotives  are  equipped  with  the 
Walschaerts  valve  gearing,  and  its  ex- 
cellence is  acknowledged  by  all  who 
have  had  the  opportunity  of  observing 
its  efficiency  and  stability  through  pro- 
longed service.  Six  of  the  larger  loco- 
motives are  also  equipped  with  the 
Cole  superheater,  and  the  results  so 
far  are  of  the  most  gratifying  kind. 

In  the  machine  shop  every  machine 
seemed  to  be  of  the  high-speed  variety, 
the  few  older  machines  keeping  pace 
with  the  newer  ones.  Large  planing 
machines  were  moving  at  a  velocity  of 
40  ft.  per  minute,  and  lathes  were  mak- 
ing no  revolutions  per  minute.  The 
90-in.  wheel  lathes  were  making  up  for 
their  slower  motion  by  being  equipped 


angles  that  could  not  be  approached 
by  hand. 

A  feature  in  the  shops  generally  was 
the  adaptation  of  crude  oil  motors  to 
every  variety  of  work  and  in  this  mat- 
ter it  seems  that  they  had  long  passed 
the  experimental  stage,  the  supply  of 
the  fuel  evidently  being  at  a  nominal 
cost.  It  may  be  added  that  compressed 
air '  seemed  also  to  be  "pressed"  into 
new  and  important  services,  among 
which  was  the  admirable  arrangement 
of  powerful  air  hammers  in  the  black- 
smith shop.  These  hammers  were  not 
encumbered  by  ponderous  supports  in 
the  vicinity  of  the  hammer  block  or 
anvil.  A  wide,  clear  space  around  the 
anvil  being  available  for  the  free  hand- 
ling of  locomotive  frames  or  other  large 
work.  The  chief  supports  of  the  ham- 
m.ers  were  attached  to  the  steel  roof 
girders,  with  wide,  spreading  super- 
structures of  sufficient  strength  to  over- 
come the  vibration  incident  to  the 
heaviest  service. 

In  the  boiler  shop  the  compressed 
air  was  also  much  in  evidence.  One 
powerful  machine  was  cutting  at  one 
stroke  the  two  rivets  that  attach  the 
drawbar  ends  to  the  strap.  This  work 
is  usually  accomplished  by  hand  at  a 
cost  of  about  ten  cents  for  each  draw- 
bar. Mr.'  Kilpatrick's  machine  has  re- 
duced the  cost  to  less  than  two  cents. 
Indeed  it  is  noteworthy  that  the  intelli- 
gent spirit  of  economy  as  manifested  in 
the  multitudinous  mechanical  operations 
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with  a  double  set  of  cutting  tools,  one 
following  the  other,  with  a  rapid  feed, 
the  second  tool  giving  a  finishing  cut 
that  left  nothing  to  be  desired.  The 
tool-grinding  section  revealed  a  new 
feature  in  the  fact  that  the  lathe  tools 
were  nearly  all  ground  by  machinery, 
the  adjustable  holder  being  set  at  the 
requisite  angle,  producing  a  perfection 
in   the   relative   degrees   of   the   cutting 


is  never  adding  to  mere  manual  labor, 
but,  on  the  other  hand,  is  always  for 
the  saving  of  labor  by  the  clever  appli- 
cation of  cleverly  designed  devices.  It 
is  gratifying  to  know  that  the  great 
army  of  skilled  mechanics  are  to  a 
large  extent  partakers  in  the  improve- 
ments that  are  going  on.  The  hours 
of  labor  are  shortened,  and  the  recipro- 
cal   feeling    of    good    will    is    admirable. 
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Educational  Chart  No.  10. 

During  January  ihc  demand  for  cop- 
ies of  our  new  combination  chart  and 
model  has  exceeded  the  call  during  the 
same  period  for  any  of  our  previously 
published  charts.  We  are  promptly 
meeting  tlie  demand,  and  are  prepared 
to  supply  every  railroad  man  in  Ameri- 
ca with  a  copy  if  it  takes  all  summer. 
A  special  consignment  has  been  called 
for  from  our  European  readers,  who 
seem  to  be  as  keenly  alive  to  the  merits 
of  our  new  chart  as  are  our  friends  on 
the   American   Continent. 

The  educational  value  of  the  chart  is 
enhanced  by  the  series  of  questions  in 
regard  to  the  motion  of  the  piston, 
main  rod  and  slide  valve.  A  careful 
study  of  these  questions  with  the  move- 
ment of  the  piston,  crosshead  or  slide 
valve  that  are  necessary  in  properly 
solving  the  question  will  aid  the  young 
fireman  or  engineer  or  machinist  in 
obtaining  a  thoroughly  practical  knowl- 
edge of  the  intricate  movements  of  the 
chief  parts  of  the  steam  engine. 

The  first  installment  of  the  answers 
to  the  questions  were  published  in   the 


A.  Because  the  crank  pin  with  which 
the  piston  is  connected  does  not  move 
in  a  horizontal  line.  Towards  the  be- 
ginning and  end  of  the  stroke  the  crank 
pin  motion  is  nearly  perpendicular, 
while  in  its  journey  between  the  eighths 
it  is  nearly  horizontal. 

19.  Does  this  cause  the  valve  to  travel 
unevenly?     If  so,  why? 

A.  The  valve  travels  unevenly  be- 
cause it  is  operated  by  an  eccentric, 
which  lias  the  same  motion  as  a  crank 
of  small  throw. 

20.  What  effect  has  the  length  of  the 
main  rod  upon  the  piston  travel? 

A.  None. 

21.  Suppose  you  were  running  ahead 
shut  off,  with  the  reverse  lever  hooked 
close  to  the  center,  what  would  the 
valve  do? 

.■\.  Tlie  valve  would  be  forced  off  the 
seat  at  certain  parts  of  the  stroke, 
while  at  otlier  parts  it  would  aid  the 
piston  to  suck  in  dust  and  hot  gases 
through  the  e.xhaust  port. 

22.  Why  is  the  valve  placed  over  the 
center  of  ports  when  engine  is  discon- 
nected? 


-FntintfPinrfnQKtfndijcflCtnti? 

ioi.rrquitUT 

January  issue  of  R.mlway  and  Loco- 
motive Engineering,  and  we  append  a 
further  installment  this  month.  The 
series  will  be  completed  in  the  March 
issue,  and  as  many  of  our  subscribers 
will  prefer  to   begin   with   the  January 


A.  To  prevent  the  admission  of  steam 
into  the  cylinders. 

23.  What  could  happen  that  would 
cause  you  to  disconnect  without  cover- 
ing the  ports? 

A.  Any  failure  in  the  supply  of  steam, 
issuei^  we  are  prepared  to  supply  copies     such  as  a  safety  valve  blowing  out  or 
on  request.     We  commend  to  our  read-     the  dry  pipe  collapsing, 
ers   a   careful    study   of   the   new   chart         24.  When    an    engine    is    running,    at 
and  a  repeated  perusal  of  the  questions     what  part  of  the  travel  does  the  piston 


and  answers. 

ANSWERS    TO    QUESTIONS    ON     EDtTCATIONAL 
CARD     CHART      NO.      10. 

15.  How  would  you  block  valve  if 
one  of  the  bridges  was  broken? 

A.  On  the  middle  of  the  seat. 

16.  How  if  a  rocker  broke? 
A.  In  the  same  position. 

17.  What  is  the  reason  that  the  cross- 
head  is  not  in  the  center  of  the  guides 
when  the  crank  pin  is  on  the  top 
quarter? 

A.  The  difference  is  due  to  the  angu- 
larity of  the  main  rod. 

18.  Why  does  the  piston  travel 
unevenly? 


move  the  fastest? 

A.  When  the  crank  pin  is  passing 
the  quarters.  .-Xt  those  points  the  pin 
movement   is   nearly   horizontal. 

25.  Does  the  piston  stop  at  each 
stroke,  and  when? 

A.  The  piston  stops  at  the  end  of 
each  stroke,  tlie  point  where  it  changes 
direction  of  movement. 

26.  .'\t  wh.it  part  of  the  piston  travel 
is  the  greatest  pressure  exerted  on  the 
crank  pins? 

A.  At  the  beginning  of  e.ich  stroke. 

27.  In  running  ahead,  why  does  the 
top  guide  wear  most? 

A.  Because  the  main  rod  puslics  the 
crosshead    upwards. 


Station  Indicators. 
There  has  been  considerable  discus- 
sion in  daily  papers  lately  about  the 
desirability  of  introducing  station  indi- 
cators into  railroad  cars  that  would 
automatically  show  the  name  of  each 
station  the  train  was  about  to  stop  at. 
To  the  inexperienced  the  problem  ap- 
pears very  simple.  The  Pennsylvania 
Railroad  Company  was  reported  to  be 
not  only  about  to  introduce  station  in- 
dicators, but  also  numbers  to  take  the 
place  of  station  names.  The  New  York 
Times  having  published  articles  on  the 
subject,  Angus  Sinclair  wrote: 

I  doubt  the  wisdom  of  substituting 
numbers  for  names,  as  it  would  add  a 
new  cause  of  bewilderment  to  a  nervous 
passenger,  and  I  doubt  that  the  Penn- 
sylvania Railroad  Company  contem- 
plates introducing  automatic  indicators 
for  the  ancient  Greek  vernacular  em- 
ployed by  the  average  trainman  in 
shouting  the  name  of  the  next  station. 
The  change  is  very  desirable,  but  it  is 
not  so  easily  carried  out  as  might  ap- 
pear on  superficial  inspection,  and  the 
Pennsylvania  Railroad  Company's  offi- 
cials are  not  the  people  to  introduce  a 
system  possessing  inherent  weakness 
likely  to  produce  failure. 

I  am  one  of  the  old  guard  of  railroad 
men    who   has   seen   a   multitude   of  in- 
genius     devices     introduced    into    train 
service  that  promised  unfailing  success 
yet    turn    out    to    be    hopeless    failures. 
Station    indicators    have    been    one    of 
these  inventions.     I  remember  a  case  in 
point,     .^n  up-to-date  Western  railroad 
was   wrestling   with   a   station   indicator 
device,  invented  by  a  friend  of  the  presi- 
dent.    Citizen  Bartlett  was  on  his  way 
to  Liberty,  where  a  bridal  party  await- 
ed his  presence  as  principal  personage 
in  an   interesting  ceremony.     Well,  the 
indicator  had  been  behaving  in  a  most 
satisfactory    manner,     turning    on     the 
right  name  as   regularly  as  the  advent 
of  a   grocer's  bill;   but  this   morning  it 
happened  that  one  of  Farmer  Huxley's 
cows  was  grazing  upon  the  track,  and 
it  held  to  the  right  of  way  so  persist- 
ently that  Engineer  Myers  had  to  stop 
in  showing  mercy  to  the  stray  bovine. 
The    stop   tripped    the   station   number, 
with   the   result   that    Liberty   appeared 
when    it    ought    to    have    been    Summit. 
Citizen     Bartlett    descended    from    the 
train   at   the    instigation    of   the   station 
indicator,   and   after  the   train   had   de- 
parted  found    that   he    was   nine    miles 
short   of   his   proper   destination.     The 
mistake  led  to  the  marriage  being  bro- 
ken   off,    and    the    disappointed    bride- 
groom  sued   the   railroad   company   for 
$25,000  damages  and  consolation. 

Tliis  indicator  system  disappeared  from 
that  road  suddenly,  and  when  any  person 
wished  to  hear  the  president  snort  he  had 
only  to  ask  permission  to  try  a  new  station 
indicator  invention. 
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Items  of  Personal  Interest 


Mr.  J.  Milner  has  recently  been  elected 
vice-president  of  the  Standard  Car  Truck 
Company  of  Chicago,  III. 

Mr.  L.  E.  Bailey  has  been  appointed 
road  foreman  of  engines  of  the  Western 
division  of  the  Canadian  Pacific  Railway. 

Mr.  J.  L.  Brummel  has  been  appointed 
road  foreman  of  equipment  on  the  Iowa 
Central  Railroad,  with  headquarters  at 
Peoria,  III. 

Mr.  O.  D.  Greenwalt  has  been  ap- 
pointed master  mechanic  of  the  Williams- 
ville,  Greenville  &  St.  Louis,  with  office 
at  Greenville,  Mo. 

Mr.  Joseph  Coffin  has  recently  been 
elected  vice-president  of  the  American 
Brake  Shoe  &  Foundry  Company  of  New 
York  and   Chicago. 

Mr.  M.  J.  Powers  has  been,  appointed 
master  mechanic  of  the  Denver  &  Rio 
Grande  at  Pueblo,  Colo.,  vice  Mr.  W.  A. 
Randow,  transferred. 

Mr.  Horace  G.  Burt  has  been  appointed 
receiver  of  the  Chicago  Great  Western 
Railway  at  St.  Paul,  Minn.,  vice  Mr. 
A.   B.  Stickney,  resigned. 

Mr.  Frank  Rusch  has  been  appointed 
master  mechanic  of  the  Chicago,  Mil- 
waukee &  St.  Paul  Railway,  with  head- 
quarters at  Seattle,  Wash. 

Mr.  T.  L.  Burton  has  been  appointed 
general  inspector  in  charge  of  airbrake, 
steamheating  and  car  lighting  equipment 
of  the  entire  Reading  system. 

Mr.  W.  W.  Shope  has  been  appointed 
traveling  engineer  of  the  middle  division 
of  the  Pennsylvania  Railroad  with  head- 
quarters at  East  Altoona,  Pa. 

Mr.  A.  West  has  been  appointed  master 
mechanic  of  District  i  of  the  Canadian 
Pacific  Railway,  with  office  at  Kenora, 
Out.,  succeeding  Mr.  A.  H.  Eager. 

Mr.  Henry  E.  Norton  has  been  ap- 
pointed purchasing  agent  of  the  St.  Paul 
Union  Stock  Yards  Co.  Terminal  Rail- 
way, vice  Mr.  C.  E.  Weber,  resigned. 

Mr.  Fred  Regan  has  been  appointed 
master  mechanic  of  the  Southern  division 
of  the  Kansas  City  Southern  Railway, 
with  headquarters  at  Shreveport,  La. 

Mr.  D.  L.  Forsythe  has  been  appointed 
road  foreman  of  equipment  of  .he  South- 
eastern division  of  the  Frisco  System, 
with   headquarters   at    Memphis,   Tenn. 

Mr.  E.  F.  Jones,  acting  master  me- 
chanic of  the  Chicago  &  Western  Indiana 
Railroad,  has  been  appointed  master 
mechanic  on  the  same  road  at  Chicago, 
111. 

Mr.  J.  W.  Pringle  has  been  appointed 
acting  locomotive  foreman  on  the  Grand 
Trunk  Pacaific  Railway,  in  charge  of  all 
matters  pertaining  to  motive  power  and 


car  departments,  vice  Mr.  O.  C.  Eraser, 
resigned. 

Mr.  Calvin  Schreck  has  been  appointed 
road  foreman  of  engines  of  the  Cleve- 
land, Cincinnati,  Chicago  &  St.  Louis 
Railway,  with  headquarters  at  Belle- 
fontaine,  Ohio. 

Mr.  W.  L.  Hudson  has  been  appointed 
road  foreman  of  engines  of  the  Pitts- 
burgh division  of  the  Pennsylvania,  with 
headquarters  at  Pittsburgh,  Pa.,  vice  Mr. 
J.   K.  Russell,  retired. 

Mr.  J.  R.  Cook  has  been  appointed 
mechanical  superintendent  of  the  Pesos 
&  Northern  Texas  and  of  the  Southern 
Kansas  Railway  Company  of  Texas,  vice 
Mr.  Thomas  Booth,  retired. 

Mr.  A.  E.  Harvey  has  been  appointed 
superintendent  of  the  Fort  Dodge  division 
of  the  Chicago,  Great  Western  Railway, 
with  headquarters  at  Clarion,  la.,  vice  Mr. 
L.  M.  Shipley,  transferred. 

Mr.  Clarence  Roberts  has  been  ap- 
pointed assistant  road  foreman  of  engines 
of  the  Pennsylvania  Railroad  Company, 
with  offices  at  Philadelphia,  Pa.,  vice  Mr. 
William  Colledge,  promoted. 

Mr.  Geo.  E.  Coolidge  has  been  ap- 
pointed superintendent  of  dining  car 
service  on  the  Lehigh  Valley  Railroad 
with  headquarters  at  Easton,  Pa.,  vice 
Mr.   J.   Howard   Seal,   retired. 

Mr.  L.  M.  Shipley  has  been  appointed 
superintendent  of  the  southwest  division 
of  the  Chicago,  Great  Western  Railway, 
with  headquarters  at  Des  Moines,  la., 
vice  Mr.  C.  S.  Weston,  resigned. 

Mr.  S.  C.  Graham  has  been  appointed 
master  mechanic  of  lines  west  of  Missouri 
River  on  the  Chicago  &  North- Western 
Railway,  with  headquarters  at  Missouri 
Valley,  vice  Mr.  E.  W.  Pratt,  promoted. 

Mr.  Geo.  P.  Smith,  formerly  chief  en- 
gineer of  the  Lake  Erie  &  Western,  has 
been  appointed  chief  engineer  of  the 
Cleveland,  Cincinnati,  Chicago  &  St.  Louis 
Railway,  vice  Mr.  Wm.  Duane,  resigned. 

Mr.  William  Hutchinson  has  been  ap- 
pointed master  mechanic  of  the  Ashland 
division  of  the  Chicago  &  Nortii-Wcstcrn 
Railway,  with  headquarters  in  Kaukana, 
Wis.,  vice  Mr.   S.   C.  Graham,  promoted. 

Mr.  Frank  Hopper,  formerly  road  fore- 
man of  equipment  of  the  Chicago  Rock 
Island  &  Pacific  at  Dalhart,  Texas,  has 
been  appointed  road  foreman  of  equip- 
ment of  the  Dakota  division  of  the  same 
road,  with  office  at  Estherville,  la. 

Mr.  V.  T.  Bartram  having  resigned, 
the  position  of  purchasing  agent  of  the 
Temiskaming  &  Northern  Ontario  Rail- 
way is  abolished.  All  matters  pertaining 
to  the  purchasing  department  are  now  in 


charge  of  Mr.  W.  A.  Graham,  store- 
keeper. 

Mr.  E.  J.  Shoflfner,  foreman  of  the 
Frog  and  Rail  Mill  of  the  Norfolk  & 
Western,  at  the  Roanoke  shops,  has  been 
appointed  general  foreman  on  that  road 
at  Cleveland,  Ohio,  vice  Mr.  H.  F.  Staley, 
promoted. 

Mr.  A.  W.  Horsey,  formerly  me- 
chanical engineer  of  the  Canadian  Pacific 
at  Montreal,  has  been  appointed  master 
mechanic  of  the  Chalk  River  division  of 
the  same  road,  with  headquarters  at 
Smith's  Falls,  Ont. 

Mr.  F.  C.  Fosdick  has  been  appointed 
master  mechanic  of  the  Iowa  and  Min- 
nesota division  of  the  Chicago  &  North- 
western Railway,  with  headquarters  at 
Mason  City,  Iowa,  vice  Mr.  William 
Hutchinson,  promoted. 

Mr.  A.  L.  Kendall,  formerly  general 
foreman  of  the  car  department  of  the 
New  York  Central  &  Hudson  River 
Railroad  at  West  Albany,  N.  Y.,  has  re- 
signed to  take  a  position  with  Messrs. 
Bingham  &  Taylor  of  Buffalo. 

Mr.  W.  A.  Bennett  has  been  appointed 
road  foreman  of  the  Chicago,  Burlington 
&.  Quincy,  at  Edgemont,  South  Dakota, 
with  jurisdiction  over  the  line  from  Al- 
liance, South  Dakota  to  Deadwood,  and 
over  all  branches  in  the  Black  Hills. 

Mr.  D.  Gallaudet,  formerly  master 
mechanic  of  the  Chicago  division  of  the 
Baltimore  &  Ohio  Railroad  at  Garrett, 
Ind.,  has  been  appointed  master  mechanic 
of  the  Grand  Junction  Terminal  of  the 
Denver  &  Rio  Grande,  with  headquarters 
at  Grand  Junction,  Colo. 

Mr.  E.  W.  Pratt  has  been  appointed 
assistant  superintendent  of  motive  power 
and  machinery  of  the  Chicago  &  North- 
western Railway,  with  headquarters  at 
the  Chicago  shops,  vice  Mr.  E.  B.  Thomp- 
son,  resigned   to  accept  service  with  the 

C.  St.   P.   M.  &  O.  Railway. 

Mr.  J.  F.  Bowden,  formerly  master 
mechanic  of  the  Baltimore  &  Ohio  at 
Parkersburg,  W.  Va.,  has  been  appointed 
master  mechanic  of  the  Chicago  division 
on   that   road   at   Garrett,   Ind.,   vice   Mr. 

D.  Gallaudet,  resigned  to  accept  position 
at  the  Grand  Junction  Terminal,  Col. 

Mr.  G.  W.  Rink  has  been  appointed 
mechanical  engineer  of  the  Central  Rail- 
road of  New  Jersey  with  offices  at 
Elizabcthport  shop,  N.  J.,  vice  Mr.  B.  P. 
Flory,  resigned  to  accept  a  position  with 
the  New  York,  Ontario  &  Western.  Mr. 
Rink  was  formerly  chief  draughtsman  of 
the   C.   R.   R.   of   N.   J. 

Mr.  Charles  E.  Sargeant  has  been  ap- 
pointed   road    foreman    of    engines    for 
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the  Iowa  division  of  the  Chicago  & 
North-Western  Railway,  with  headquar- 
ters at  Boone,  Iowa.  He  comes  from 
the  ranks  of  the  locomotive  engineers, 
and  his  promotion  is  a  recognition  of 
efficient  and  faithful  service. 

The  address  of  our  Scottish  represen- 
tative, Mr.  A.  F.  Sinclair,  has  been 
changed  from  15  Manor  Road  to  37 
Jamaica  street,  Glasgow.  The  new  office 
IS  in  a  central  part  of  the  city  and  will 
be  highly  convenient  for  callers.  Any  of 
our  readers  requiring  books  published  in 
Europe  would  do  well  to  consult  our 
Scottish  representative. 

At  the  annual  meeting  of  the  New 
England  Locomotive  Foremen  Associa- 
tion, recently  held  at  Keene,  N.  H.,  Mr. 
John  J.  McNulty  was  elected  president; 
Mr.  W.  W.  Greene,  vice-president,  and 
Mr.  Fred  D.  Avery,  secretary  and  treas- 
urer. There  was  a  large  attendance  of 
members,  and  a  banquet  was  held  in  the 
Quincy  House.  The  association  starts 
this  year  with  several  new  members,  and 
all  the  members  in  good  standing.  A 
prosperous  vear  is   expected. 

Mr.  Charles  J.  Drury,  heretofore  bonus 
supervisor  of  the  Western  Grand  Division 
on  the  Atchison,  Topeka  &  Santa  Fe  at 
La  Junta,  has  been  made  general  round- 
house foreman  at  Albuquerque,  reporting 
direct  to  Mr.  W.  A.  Daze,  master  me- 
chanic at  Winslow.  In  the  past  the  round- 
house work  at  that  point,  as  well  as  all 
others  on  the  line  of  the  Santa  Fe,  has 
been  directly  under  the  master  mechanic, 
but  it  is  thought  that  more  satisfactory 
results  will  'be  obtained  hy  making  this 
change. 

At  the  annual  meeting  of  the  stock- 
holders of  the  Independent  Pneumatic 
Tool  Company,  held  at  Jersey  City,  N.  J., 
the  following  directors  were  elected: 
Messrs.  Jas.  B.  Brady  and  W.  O.  Jac- 
quette,  New  York;  John  P.  Hopkins, 
M.  B.  Rosenwald,  Jas.  J.  McCarthy,  S. 
Florsheim,  Chicago;  John  M.  Glenn, 
John  D.  Hurley,  John  R.  Turner,  Jersey 
City,  N.  J.  At  the  annual  meeting  of  the 
directors  recently  lu'ld  in  Chicago,  the 
following  officers  were  elected:  Mtessrs. 
Jas.  B.  Brady,  president.  New  York; 
W.  O.  Jacquctte,  ist  vice-president,  New 
York ;  John  D.  Hurley,  2nd  vice-president, 
Chicago;  A.  B.  Holmes,  secretary  and 
treasurer,  Chicago. 

Mr.  P.  B.  Flory  has  been  appointed 
superintendent  of  motive  power  on  the 
New  York,  Ontario  &  Western  Railway, 
at  Middletown,  N.  Y.,  vice  George  W. 
West,  deceased.  Mr.  Flory  was  born  in 
Susquehanna,  Pa.,  in  1873-  Tn  189S 
graduated  at  Cornell  University  with  the 
degree  of  mechanical  engineer.  In  1899 
he  began  work  on  the  Lehigh  Valley 
Railroad  as  an  inspector,  and  in  1902  was 
made  chief  draughtsman,  and  shortly 
after  he  was  advanced  to  the  position  of 
mechanical  engineer.  On  March 'lo,  1904. 
he  was  appointed  mechanical  engineer  of 


the  Central  Railroad  of  New  Jersey, 
which  position  he  has  held  with  credit 
to  himself  until  called  to  fill  the  more 
responsible  office  of  superintendent  of  mo- 
tive power  of  the  N.  Y.,  O.  &  W. 

Mr.    Thomas    Booth,    mechanical    su- 
perintendent of  the   Pecos   &  Northern 
Texas    Railway    and    of    the    Southern 
Kansas   Railway  Company  of  Texas  at 
Amarillo,    Tex.,    recently    retired    from 
the  service  of  these  roads.     On  the  oc- 
casion  of  his   retirement  he  w^as  made 
the   recipient   of  a   diamond,   by  the   rail- 
way men   of   Amarillo,   and   indeed   the 
ceremony    of    presentation    which    took 
place  at  the  close  of  a  complimentary 
banquet   to   Mr.    Booth    was    witnessed 
by  representatives  from  all  walks  of  life 
in  the  city.     During  the  evening  it  was 
pointed  out  that  in  all  the  years  of  ser- 
vice  by   Mr.    Booth   in   Amarillo   there 
has    been    no    strike,    no    walkout,    no 
strife.     At  the  first  showing  of  trouble 
the  master  hand  of  the  man  was  present 
and  the   rough  places  straightened  and 
made    smooth.      This    is    a    strong    com- 
pliment to  the  ability  of  the  man,  a  fact 
well    appreciated    by    those    acquainted 
with    the    various    causes    from     which 
strifes     and     contentions     may     readily 
arise    in     railroad    work.       Mr.     Booth 
leaves  with  his  family  for  Clovis,  N.  M. 


officer.  He  was  president  of  the  Amer- 
ican Railway  Master  Mechanics'  Associa- 
tion in  1894,  and  contributed  much  to  the 
advancement  and  usefulness  of  that  or- 
ganization. In  1899  he  became  a  mem- 
ber of  the  New  York  Railroad  Club,  and 
in  1892  was  elected  an  executive  member, 
and  president  of  the  club  in  1894  and 
1895.  For  the  last  seven  years  he  has 
been  chairman  of  the  executive  commit- 
tee. He  was  re-elected  for  an  eighth 
term  of  office  on  December  i8th.  During 
this  time  he  was  also  a  member  of  the 
Central  Railway  Club,  of  which  he  was 
president  in  1901  and  1902,  and  for  sev- 
eral years  was  also  a  member  of  the 
executive  committee.  All  who  came  in 
contact  with  Mr.  West  respected  him.  He 
had  a  kindly  manner  and  his  Stirling  hon- 
esty and  ability  made  his  friendship 
prized  by  all  who  received  it.  The  whole 
railroad  community  as  well  as  a  large 
circle  of  friends  most  sincerely  sorrow  at 
his  death. 


Obituary. 

Just   as   our   paper   was   going  to  press 
last    month,    and    too    late    for    exten4ed 
comment,  we  received  word  of  the  death 
of     our    old     friend,    George    W.    West, 
superintendent    of    motive    power    of    the 
New  York,  Ontario  &  Western.     He  died 
December   24th    at   his   home   in    Middle- 
town,    N.    Y.      Mr.    West    was    born    in 
1847,    at    Troy,    N.    Y.      After    a    public 
school  education  he  began  railway   work   m 
1865    as   a   machinist   on   the   New   York 
Central   at   Schenectady,   N.   Y.,  and  two 
years    later    was    made    a    gang   foreman. 
In   18-3  he  liecame  a  master  mechanic  of 
the   Chenango   Valley   Railway,   now   part 
of    the     New     York     Central    &    Hudson. 
River    Railroad.      A    year    later    he    was 
made    master    mechanic    of    the    Buffalo 
division   of  the   New   York,   West   Shore 
&   Buffalo.     In   1&86  he   accepted  the  po- 
sition of  master  mechanic  of  the  Mahon- 
ing division  of  the  New  York,  Lake  Eric 
&   Western,  now   part   of  the   Erie  Rail- 
road, and  a  year  later  he  was  transferred 
as  master  mechanic  to  the  mi<l<lle  division 
on   the   same   road,   and   in    1S88  he  was 
transferred   in   the   same  capacity   to   the 
eastern  division,  with  office  at  Jersey  City. 
In   1890  he  was  appointed  superintendent 
of  motive  power  of  the  New  York,  On- 
tario &  Western,  which  position  he  held 
up   to   the   day  of  his   death.     Mr.  West 
was    prominent    in    various    railway    me- 
chanical   organizations   and   he   was   well 
known  in  all  parts  of  the  country  as  an 
able  and   efficient  mechanical   department 


Charles     R.     Herron,    of     Chattanooga, 
Tenn.,  late  Southern  sales  manager  of  the 
American  Brake  Shoe  and  Foundry  Com- 
pany,  died   at  his  home   in   Chattanooga, 
December    6.    1908.      Mr.    Herron    was    a 
highly  respected  citizen  and  a  noted  busi- 
ness   man    of    Chattanooga,    with   a   wide 
acquaintance   throughout    the    South;    his 
friends   were  legion   in  all  walks   of   life. 
Born    in    Ireland    in    1844.    'le    came    to 
\merica    with    his    parents    in    1848    and 
located   in   St.   Louis.     At  the  age  of  fif- 
teen he  became  'a  foundry  apprentice,  and 
after    serving   his   apprenticeship,   became 
a  journeyman  moulder,  traveling  through 
the  United   States   and  Canada.     In   1873 
he  started  a  stove  factory  in  Indianapolis. 
He     then    became     connected     with     the 
Eureka   Foundry  Company  of   Cincinnati, 
and   served   a  term   as   a   member  of  the 
Board    of    Public    Works    of    Cincinnati. 
His  connection  with  the  brake  shoe  busi- 
ness began  in  1889,  when  he  took  charge 
of   the   Ross-Meehan    foundry   at   Chatta- 
nooga in  the  manufacture  of  brake  shoes 
and  malleable  iron  castings.     He  became 
connected  with  the  .\merican  Brake  Shoe 
Companv,    and   in    1902   with    the    Amer- 
inm  Brake  Shoe  and  Foundry  Company, 
where    he    continued    as    Southern    sales 
manager  until  the  time  of  his  death.    He 
was  also  largely  interested  in  the  Herron 
Pump  and  Foundry  Company  of  Chatta- 
nooga.    Charley  Herron.  as  he  was  called 
by  his   friends,  was  a  good  man.  honest, 
straightforward  and  energetic,  yet  modest 
and  kind  hearted,  a  friend  of  everybody, 
snd  his  death  is  a  loss  to  all  his  friends 
North   and   South. 


Our  judgments  are  so  liable  to  be  in- 
fluenced by  many  considerations,  which  al- 
most, without  our  knowing  it,  are  unfair, 
that  it  is  necessary  to  keep  a  guard  upon 
them.— /-i(//r  Dorrit. 


Feb 


ebruao",  1909. 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING 


S3 


Mallet  Engine  for  the  D.  N.  W.  &  P. 

During  llic  last  two  years  the  articu- 
lated type  of  compound  locomotive  has 
so  increased  in  popularity  among  rail- 
roads in  this  country,  as  well  as  in 
South  America,  that  it  is  no  longer  the 
novelty  it  was  five  years  ago,  when  the 
first  one  of  this  type  built  in  this  coun- 
try was  turned  out  at  the  Schenectady 
plant  of  the  American  Locomotive 
Company. 

This  type  having  been  introduced  to 
handle  increased  tonnage  on  heavy 
grades,  has  so  far  been  confined  princi- 
pally to  roads  having  such  grades.  Of 
roads  of  this  character,  the  Denver, 
Northwestern  &  Pacific  Railroad,  more 
often  called  the  Moffat  Road,  has  per- 
haps some  of  the  heaviest  grades  of  any 
road  in  the  United  States.  In  spite  of 
this  fact,  however,  the  officials  of  this 
road  have  waited  to  see  whether  the 
Mallet  type   would   prove   as   successful 


409  tubes  234  ins.  in  diameter  in  this 
engine,  as  against  436  tubes  in  the  B. 
&  O.  engine.  There  is  also  a  difference 
in  the  diameter  of  drivers,  those  of  the 
engine  here  illustrated  being  55  ins.  in 
diameter,  while  those  of  its  predecessor 
are  56  ins.  in  diameter. 

The  cylinders  of  both  engines  have 
the  same  stroke  of  32  ins.,  but  in  this 
latter  design  the  high-pressure  cylin- 
ders are  201X  ins.  in  diameter,  and  the 
low-pressure  cylinder  ^^  ins.  in  diame- 
ter. Both  engines  have  lo-in.  piston 
valves;  those  on  the  Denver,  Northwest- 
ern &  Pacific  having  a  maximum  travel 
of  6%  ins. 

There  is  also  a  difference  in  the  lead 
of  the  valve  which,  with  the  Walschaert 
Valve  Gear,  is,  of  course,  constant.  In 
the  engines  here  described  the  valves 
have  a  3-16  in.  constant  lead  with 
I -in.  outside  lap  on  both  the  high  and 
low-pressure  cylinders,  while  the  valves 


The  most  interesting  thing  in  con- 
nection with  these  engines  is  the  ser- 
vice for  which  they  are  intended,  and 
this  service  opens  up  a  new  field  for  the 
Mallet  type  of  locomotive  which  does 
not  seem  to  have  previously  been 
thought  of  in  connection  with  it.  The 
engine  here  illustrated  will  be  used 
principally  as  helper  and  pusher  with 
the  rotary  snow  plows  in  use  on  this 
road.  As  our  readers  well  know,  the 
snow  plow  plays  a  most  important  part 
in  the  operation  of  this  road,  as  with- 
out it,  it  would  be  practically  impossible 
to  keep  the  right-of-way  open  during 
the  winter  season,  which  at  the  alti- 
tude to  which  the  road  ascends  contin- 
ues from  September  to  May,  or  nine 
months  out  of  the  twelve. 

One  of  the  most  essential  things  in 
the  operation  of  the  rotary  snow  plow 
is  that  it  should  be  handled  by  as  few 
engines  as  possible  in  order  that  start- 
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as  its  advocators  prophesied.  Up  to 
the  present  time,  therefore,  although 
well  adapted  to  their  practice,  they  have 
purchased  no  articulated  locomotives. 
The  service  given  by  engines  of  this 
class  which  have  now  been  in  operation 
for  two  or  three  years  on  several  of  the 
most  prominent  roads,  have  so 
proved  its  practicability  and  adaptabili- 
ty for  service  under  conditions  similar 
to  those  on  the  Moffat  road  that  they 
recently  placed  an  order  with  the  Amer- 
ican Locomotive  Company  for  one 
0-6-6-0  type  locomotive,  the  half-tone 
illustration  of  which  is  presented  here. 

As  far  as  the  design  is  concerned,  in 
general,  it  is  similar  to  its  prototype, 
the  one  built  for  the  Baltimore  &  Ohio 
Railroad.  The  engine  under  considera- 
tion, however,  weighs  only  327,500  lbs., 
whereas  the  former  locomotive  weighed 
334,500  lbs.  This  difference  in  weight 
is  due  in  part  to  a  smaller  number  of 
tubes  of  the  same  diameter  in  the 
Northwestern  &  Pacific  engine  than  in 
the  Baltimore  &  Ohio,  there  being  only 


on  the  Baltimore  &  Ohio  articulated 
locomotive  had  a  ^^-in.  lead  in  full 
gear,  with  ij/s-i"-  lap  on  the  high-pres- 
sure and  l-in.  lap  on  the  low-pressure 
cylinders.  The  result  of  this  change  in 
the  valve  motion  is  that  the  cut-off 
point  occurs  at  a  later  period  in  the 
stroke  in  the  Northwestern  &  Pacific 
locomotive  than  in  the  Baltimore  & 
Ohio,  thereby  giving  a  longer  steam  ad- 
mission, which,  considering  the  fact  of 
the  service  for  which  this  engine  is  in- 
tended, would  seem  an  advantageous 
change. 

As  far  as  the  characteristic  features  of 
the  design  are  concerned,  namely,  ex- 
haust pipe  connections  between  the 
high-pressure  and  low-pressure  cylin- 
ders, intercepting  valve,  exhaust  pipe 
connection  between  the  low-pressure 
cylinder  and  the  exhaust  pipe,  articu- 
lated joint  and  weight  distribution  are 
concerned,  both  engines  are  practically 
identical  in  design,  which  speaks  well 
for  the  success  of  these  features  on  the 
B.  &  O.  engine. 


ing  and  stopping  may  be  done  quickly, 
so  as  to  avoid  danger  of  bucking  the 
plow  into  a  hard  packed  mass  of  snow 
or  ice.  Heretofore  it  has  been  neces- 
sary to  use  as  many  as  five  consolida- 
tion engines  in  pushing  the  rotary  dur- 
ing the  most  severe  weather.  It  is  ex- 
pected, however,  that  this  Mallet  en- 
gine, being  able  to  work  as  slow  as 
four  or  five  miles  per  hour  without  dan- 
ger of  stalling,  and  at  its  maxinuim  of 
pow-er,  and  in  fact  at  an-  increased 
power,  if  necessary,  by  working  it  sim- 
ple, will  greatly  reduce  the  number  of 
engines  necessary  in  this  kind  of  ser- 
vice, and  so  increase  the  efficiency  of 
the  plow.  It  must  be  understood,  how- 
ever, that  this  engine  will  also  be  used 
in   regular  road  service. 

.As  far  as  the  physical  characteristics 
of  the  road  are  concerned,  there  is 
practically  a  continuous  grade  of  a 
maximum  of  4  per  cent,  from  Boulder 
to  the  summit  of  the  rise,  about  17 
miles  on  the  eastern  side  and  an  ap- 
proximately   equal    grade    of   the    same 
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distance  on  the  western  side.  The  right 
-of-way  over  this  distance  is  practically 
full  of  curves,  the  sharpest  being  16 
degs.,  and  there  is  no  widening  of  the 
track  on  the  curves,  and  a  very  little 
elevation  of  the  outer  rail.  It  is  ex- 
pected that  under  these  service  condi- 
tions this  engine  will  haul  500  tons  at 
a  speed  of  not  over  12  miles  per  hour. 
At    present    they    will    handle    general 


of  the  4  per  cent,  grade,  which  will 
reduce  the  maximum  grade  to  2  per 
cent.,  but  the  curves  will  still  practically 
be  about  the  same.  Trains  of  500  tons 
are  at  present  being  taken  up  the 
grade  by  two  consolidation  engines,  one 
at  the  front  and  one  at  the  rear  as  a 
pusher,  although  in  cold  weather  three 
engines  are  often  used. 

Officials  of  the  C.  N.  W.  &  P.  expect 


nient,  with  the  hope  that  better  result* 
will  be  obtained  with  it  than  from  the 
consolidation  type.  In  view  of  the  suc- 
cessful results  obtained  from  the  Balti- 
more &  Ohio  engine  of  this  type  and 
other  Mallet  locomotives  for  various 
roads  on  this  continent  and  abroad,  the 
manufacturers  have  every  reason  to  feel 
confident  that  the  purchase  of  this  en- 
gine will,  however,  eventually  result  in 
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VIEW    FROM    ONE   OF   THE    MANY    SHORT   TUNNELS    ON    THE    DENVER,    NORTH  WESTERN    &  I'ACllU. 


merchandise,  but  it  is  hoped  that  in  the 
near  future  the  road  will  reach  a  coal 
region  and  ultimately  be  extended  to 
Salt  Lake  City,  at  which  time  the 
freight  will  be  very  heavy. 

If  these  plans  are  carried  through, 
however,  this  entire  distance  of  some 
thirty  miles  will  probably  be  cut  out 
with  a  six-mile  tunnel;  from  foot  to  foot 


that  with  the  use  of  this  tj-pe  of  machine 
the  number  of  engines  can  be  reduced, 
or  the  load  increased  as  the  traffic  be- 
comes greater,  without  increasing  the 
number    of    trains. 

They  say,  however,  that  the  purchase 
of  this  one  locomotive  does  not  argue 
that  the  type  has  been  adopted,  but 
tliat    this    engine    is    purely   an    experi- 


the  further  purchase  of  similar  engines. 
Some  of  the  principal  dimensions  are 
here  appended  for  reference: 

Cylinder — Type,    compound;    diara.,    20^    x    Zi 

ins.;   stroke,  32  ins.;   tractive  power,   73,900. 

Wheel    Base — Driving,    10    ft.    10   ins.   and    10    ft. 

10  ins.;  rigid,  10  ft.   10  ins.;  total,  30  ft.  8 

ins.;   total,  engine  and   tender,  64   ft.   4  ins. 
Weight — In     working    order,     327,500     lbs.;     on 

drivers,     327,500    lbs.;    engine    and    tender, 

487,300  lbs. 
Heating   Surface — Tubes.    5,03s   sq.    ft.;    firebox, 

206   sq.    ft.;   total,   5,241    sq.    ft. 
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Grate  Area — 72.2   sq.   ft. 

Axles — Driving    journals,    g    x    13    ins.;    tender, 

truck    journals,    diam.,    5J4    ins,    length     10 

ins. 
Eoiler — Type,    straight    lop    radial    stay;    O.    D. 

first    ring,    S4    ins.;    working    pressure,    225 

lbs.;   fuel,  bituminous  coal. 
Firebox— Type,    wide;    length,     108    ins.;    width, 

96  ins.;  thickness  of  crown,  7/16  ins.;  tube, 

9/16     in.;      sides,      J^      in.;    back,      Js      in.; 

water   space,    front,    5    ins.;    sides,   414    ins.; 

back     4J^    ins. 
Tubes — Material,  iron;  Number  409;  diam.,  2% 

ins.;    length,   21    ft.;   gauge   No.    11    BVVG. 
Air    Pump — 29}^    ins.;    main    reservoir,     iSJ^    x 

140   ins. 
Piston     Rod — Diam.,    344     ins.;    piston    packing, 

cast  iron   rings. 
Smoke   Stack — Diam.,    i6J^    ins.;   top   above   rail, 

15   ft.   g'A   ins. 
Tank — Style,    water  bottom;    capacity,    9,000   gal- 
lons;  capacity    fuel,    12   tons. 
Valves — Type,     LP    Allan-Porter:     HP.,     piston 

type   6   ins.;   clearance   LP.,    y^    in. 
Wheels — Driving,    diam.    outside    tire,    55    ins. 


tion  is  practically  a  backward  and  a  for- 
ward motion.  These  two  separate  mo- 
tions are  combined  at  the  point  C,  and  this 
point  C  moves  in  either  a  circular  or  an 
elliptical  path,  according  to  the  relative 
proportions  of  the  bell  crank  arms  E 
and  E. 

The  motion  of  the  point  C  actuates  the 
eccentric  arm  C  F,  and  at  the  point  F 
this  eccentric  arm  is  supported  by  a  link 
or  radius  arm,  G,  and  this  arm  G  swings 
about  the  point  H.  The  point  H  is  held 
up  by  the   reverse  yoke  J,   and   the  sup- 

REACH    ROD 


The    Baker-Pilliod    Valve    Gear. 

The  Baker-Pilliod  locomotive  valve 
gear  is  a  constant  lead  gear,  like  the 
Walschaerts  gear,  and  like  the  Wal- 
schaerts  gear  it  is  all  outside,  and  has 
its  motion  derived  from  a  return  crank 
attached  to  the  main  crank  pin,  and  also 
from  the  movement  of  the  crosshead, 
these  combined  motions  being  altered  and 
modified  by  levers  and  cranks.  The  gen- 
eral appearance  of  the  motion  shows  it 
as  somewhat  complicated,  and  with  a 
view  of  rendering  its  component  parts 
more  clear  to  the  eye,  we  have  made  a 
skeleton  drawing,  reproduced  in  our  line- 
cut  Fig.  I,  in  which  the  various  parts  are 
appropriately  shaded  so  as  to  be  easily 
picked  out  as  separate  articles.  Fig.  i  is 
purposely  made  out  of  proportion  to  show 
the  parts.  The  drawings  show  the  gear 
as  arranged  for  an  ordinary  slide  valve 
having,  as  such  valves  usually  have,  out- 
side admission. 

The  return  crank  A  in  Fig.  I  operates 
an  eccentric  rod  B  and  the  point  C  at 
the  end  of  the  eccentric  rod  is  supported 
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point  P  is  another  fi.xed  point  on  the  mo- 
tion. The  point  Q  at  the  lower  end  of 
the  vertical  arm  of  this  bell  crank  is 
where  the  valve  rod  is  attached.  The  mo- 
tion of  the  point  L  on  the  eccentric  arn* 
actuates  the  bell  crank  and  the  point  Q 
swings  on  a  curved  path  in  obedience  to 
the  movement  of  the  bell  crank. 

The  point  Q  has  a  radial  motion  about 
the  pivot  point  P,  and  the  movement  is 
one  of  approximately  horizontal  travel 
of  the  valve  rod  similar  to  that  produced 
by  an  ordinary  link  motion.  The  point 
L  on  the  eccentric  arm,  however,  has  a 
somewhat  complicated  motion,  being 
practically  a  distorted  ellipse,  the  form  of 
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by  a  link,  D,  which  hangs  from  the  short 
arm  of  a  bell  crank,  E  E.  The  lower  end 
of  the  bell  crank  E  receives  its  motion 
from  the  crosshead.  The  pivot  point  of 
this  bell  crank  is  a  fixed  point.  The 
crosshead  motion  causes  the  link  D  to 
rise  and   fall,  and  the  eccentric-rod  mo- 


porting  point  of  yoke  J  is  K,  which  is  a 
fixed  point  in  the  motion.  The  top  of  the 
reverse  yoke  point  H  is  shifted  by  the 
movement  of  the  reverse  yoke  J,  and  this 
is  accomplished  by  the  reverse  lever  in  the 
cab  and  the  reversing  gear.  We  now 
see  that  the  engineer  can  alter  the  posi- 
tion of  the  supporting  point  H  from 
which  hangs  the  radius  arm  G,  and  so 
vary  the  curve  made  by  the  point  F. 
The  motion  of  C,  as  previously  de- 
scribed, is  either  cir- 
cular or  elliptical,  ac- 
cording to  the  design 
of  the  bell  crank 
E  E,  and  the  motion 
of  G  is  radial,  the  in- 
clination of  the  curve 
it  swings  on  being 
alterable  by  the  engi- 
neer as  he  shifts  the 
supporting  point  H. 
We  now  have  the  ec- 
centric arm  C  F  with 
a  circular  or  elliptical 
motion  at  one  end, 
C,  and  a  radial  mo- 
tion of  the  other,  F. 
consequently  all  inter- 
mediate points  along 
C  F  will  have  motions 
compounded,  if  we 
may  so  say,  of  tlie 
motion  of  C  and  the  motion  of  F. 

Now  we  come  to  the  method  of  actu- 
ating the  valve  rod.  At  a  suitable  point, 
L.,  on  the  eccentric  arm  C  F,  an  upright  haust  port  opens  when  piston  has  traveled 
link,  M,  is  placed.  The  upper  end  of  this  aoj/j  ins.  or  85  per  cent,  of  stroke;  late 
link  is  attached  at  N  to  one  end  of  a  and  balanced  compression ;  excessive 
bell  crank  which   is  pivoted  at  P.     This     compression  in  the  short  cut-off  is  entirely 


which  is  dependent  on  the  motions  of  C 
and  F.  The  motion  of  F  is  modified  by 
the  position  of  the  supporting  point  H, 
which  is  controlled  from  the  cab  for 
forward  or  backward  running  and  for 
all  intermediate  cut-off  points. 

The  diagram  Fig.  2  shows  the  shape 
of  the  distorted  elliptical  path  of  point 
L,  and  the  portions  of  the  ellipse  passed 
over  by  the  point  L  for  port  openings 
and  for  lap  and  lead.  The  same  letters 
that  are  used  in  Fig.  i  are  used  in  Fig. 
2.  The  ellipse  marked  Y  is  the  path  fol- 
lowed by  point  L  when  in  forward  gear, 
and  the  ellipse  X  is  that  followed  in 
backward  gear.  The  curves  in  Fig.  2 
marked  i,  i.  is  that  followed  by  the  point 
F  in  full  forward  gear,  the  curve  2,  2  is 
that  followed  when  the  reverse  lever  is 
in  the  center,  and  curve  3,  3  is  that  for 
full  backward  gear. 

Among  other  things  the  makers  say 
of  this  gear  that,  "It  maintains  uniform 
lead  at  all  points  of  cut-off;  a  larger 
port  opening  at  all  points  of  cut-off;  S 
per  cent,  travel  of  the  piston  required 
for  full  port  openings;  uniform  cut-off; 
any  cut-off  from  75  to  85  per  cent,  can 
be  had  at  full  gear,  by  lengthening  the 
quadrant  so  that  the  reverse  lever  can  be 
moved  down,  thus  dropping  reverse  yoke 
J  down  lower,  which  increases  the  travel 
of  the  valve  and  increases  the  cut-off 
at  full  stroke;  late  release,  at  quarter 
stroke,  releases  at  85  per  cent.,  that  is, 
on  24-in.   stroke   with   6-in.   cut-off;    ex- 
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eliminated;  reduced  bacl<  pressure  be- 
cause of  quick  complete  release;  lower 
terminal  pressure  which  permits  of  larger 
exhaust  nozzle;  total  absence  of  pre- 
admission ;  produces  25  per  cent,  higher 
range   of   temperatures." 

This  valve  gear  has  been  tested  on 
Toledo,  St.  Louis  &  Western  Railroad 
engines  No.  42  and  157,  also  on  Chicago 
&  Alton  engine  No.  602.  Further  infor- 
mation concerning  the  gearing  may  be 
had  by  applying  to  the  Pilliod  Company  of 
Swanton,  Ohio. 


Guides,  Pistons,  Cylinders,  Etc. 

By   a   Sh'JP  Eorem.^n. 

These  three  items  of  locomotive  con- 
struction are  so  closely  related  that  we 
may  as  well   speak  of  them  at   one   lime, 


a  centre  line  must  be  run  from  front  end 
of  cylinder  through  back  head  and  through 
the  crosshead  fit  of  piston  rod,  being 
fastened  at  some  convenient  point  back  of 
the  guides.  This  line  is  centered  at  front 
end  of  cylinder  and  at  hole  in  centre  of 
back  head.  By  bringing  the  bottom  guides 
to  the  proper  height,  all  that  remains  to 
complete  the  operation  is  to  line  the  top 
guides  so  that  the  crosshead  can  be  moved 
back  and  forth  freely  without  having  too 
mucli  play  in  guides.  The  guides  and 
crosshead  gibs  should  have  been  machined 
so  that  surfaces  are  true  and  in  line,  thus 
making  it  possible  to  put  the  guides  up 
close  and  still  have  crosshead  quite  free. 

One  large  railroad  does  not  allow  its  en- 
gine house  to  "close"  guides,  but  when 
there  is  too  much  lost  motion  between 
guides  and  crosshead  gibs,  it  removes  the 


that  there  was  no  certainty  of  its  being 
held  in  position  tightly.  On  the  alligator 
type  of  crosshead,  the  bottom  guide  can 
be  oiled  nicely  by  drilling  suitable  open- 
ing in  centre  of  bottom  shoe,  under  the 
crosshead  pin,  as  quite  an  amount  of  oil 
will  drop  from  front  end  of  main  rod. 

After  guides  are  lined  and  bolted,  the 
piston  should  be  put  in  cylinder  and  pis- 
ton rod  keyed  in  crosshead,  front  cylinder 
head  put  up  and  the  striking  points  located 
clearly  on  guides.  By  measuring  the 
stroke  by  these  marks,  it  can  be  found 
whether  there  will  be  sufficient  clearance 
in  cylinders  to  avoid  danger  of  breaking 
the  heads  in  service.  While  clearance 
spaces  are  a  detriment  when  steam  distri- 
bution is  considered,  because  the  greater 
the  clearance  spaces  the  greater  the  con- 
densation and  the  more  the  loss  from  ex- 
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and  give  a  general  outline  of  their  import- 
ance in  shop  work.  The  rods,  guides, 
crossheads,  pistons  are  stripped  by  the  men 
in  the  stripping  gang,  who  are  usually 
classed  as  machinist  helpers.  A'fter  the 
parts  have  been  cleaned,  the  first  detail  to 
receive  attention  is  the  cylinder,  the  ma- 
chinist having  charge  of  this  work  ex- 
amining the  cylinder  for  cracks  and  calip- 
ering  the  bore  to  determine  if  boring  out 
is  required.  This  also  refers  to  the  valve 
chamber  bushings  where  piston  valves  are 
used.  By  doing  this  work  as  soon  as 
engine  is  stripped,  gives  tlie  machine  shop 
foreman  plenty  of  time  to  turn  up  new 
pistons  and  division  rings  for  the  piston 
valves.  This  being  taken  care  of,  joints 
faced,  if  necessary,  studs  applied  and  back 
cylinder  heads  put  up,  the  next  step  is  to 
hang  the  guides. 

In  order  to  insure  piston  head  and  cross- 
head  working  smoothly  in  the  same  plane. 


crosshead  shoe  and  relincs  I  hem  to  the 
standard  thickness,  and  in  that  way,  it 
keeps  its  guides  in  alignment  with  the 
cylinder.  We  all  know  that  the  practice 
in  engine  houses  in  "closing"  guides  is  not 
a  very  accurate  proceedurc  and  that  the 
results  are  merely  serviceable  and  notli- 
ing  to  be  proud  of.  Of  course,  with  the 
four-bar  guides  and  brass  gibs,  it  would 
be  too  costly  to  renew  gibs  each  time 
there  was  cucasion  to  take  up  this  lost 
motion,  and  the  shoes  we  referred  to  as 
being  relincd  were  those  using  a  soft 
metal  lining  such  as  the  Alligator  type 
or  Laird  ty])e  of  crossheads.  On  station- 
ary engines,  various  devices  have  been 
used  for  taking  up  this  lost  motion  with- 
out closing  the  guides,  but  the  only  one  we 
know  of  that  was  used  to  any  extent 
on  locomotives  was  on  four-bar  guides 
having  a  Iirass  gib  that  could  lie  packed 
nut   witli   liners.     The  objection  to  it   was 


pansion,  still  if  we  arc  not  liberal  with  our 
clearance  we  will  have  trouble  with  broken 
cylinders  and  heads,  from  water  in  cyl- 
inders. There  should  never  be  less  than 
'i  in.  (u  an  end,  and  more  is  better  still, 
(uiur.illy,  it  is  best  to  divide  the  clear- 
ance .so  as  to  have  more  in  front  than  at 
back  end  because  of  the  general  arrange- 
ment of  rod  keys  or  edges,  which  lengthen 
rod   as   they  are  adjusted. 

With  the  piston  valve,  the  usual  meth- 
od after  fitting  it  up  and  knowing  that 
bushings  are  spaced  properly  and  that  the 
rings  measure  up  to  the  gauge,  is  to  get 
the  port  openings  by  using  the  peep-holes 
in  walls  of  chamber,  marking  same  on 
valve  stem  or  valve  rod,  with  the  usual 
tram.  Many  people  have  a  wrong  im- 
pression of  valve  packing  rings,  think- 
ing it  is  necessary  to  have  the  steam  set 
them  out  tightly  against  the  walls  of 
tlie  bushing.     The  most  successful  piston 
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Increased  lubricating  efficiency — 
that's  what  we  want  you  to  stop  a 
moment  to  consider.  And  it's  a 
mighty  vital  thing  this  problem  of 
lubrication.  Just  how  vital  you  rea- 
lize when  you  remember  that  an  en- 
gine couldn't  run  without  it.    Now 

Dixon's 
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Graphite 

has  some  properties  that  no  other 
lubricant  of  equal  value  possesses. 
Flake  Graphite  is  a  solid,  it  is  not 
subject  to  heat  or  cold,  will  with- 
stand the  greatest  pressures,  and  is 
unafifected  by  acids  or  alkalies.  Do 
you  know  of  any  oil  or  grease  that 
will  stand  such  tests? 

Write  for  our  new  booklet  C-69 
on  Dixon's  Ticonderoga  Flake 
Graphite — sent  to  you  free. 
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valve  in  use  to-day  is  made  by  a  firm 
which  locks  the  rings  so  as  to  prevent 
the  steam  setting  the  rings  out,  the  ex- 
pansion used  being  only  the  natural  set 
of  the   rings. 

In  the  case  of  a  slide  valve  locomotive, 
after  assembling  steam  chest,  valve,  yoke, 
etc.,  and  before  the  steam  chest  cover  is 
placed  in  position,  the  port  openings  are 
located  as  above.  The  various  opinions  in 
regard  to  valve  packing  strips  and  rings 
are  so  numerous  that  the  subject  really 
requires  separate  consideration.  Packing 
strips,  to  be  a  good  job,  should  not  only 
have  a  perfect  bearing  on  pressure  plate, 
but  should  also  make  a  joint  with  the 
other  strips  at  the  ends  and  should  be  free 
enough  to  come  up  against  the  walls  of 
valve  toward  its  centre.  This  can  easily 
be  tested  by  forcing  strips  down  to  their 
normal  position.  These  last  remarks  have 
reference  to  the  Richardson  balance. 

In  connection  with  the  subject  of  cyl- 
inders and  guides,  comes  the  very  import- 
ant one  of  packing  for  valve  stems  and 
piston  rods.  If  the  guides  are  not  properly 
lined,  it  will  be  a  difficult  matter  to  keep 
the  piston  rod  packing  from  blowing,  no 
matter  what  kind  of  packing  is  used.  One 
railroad  is  e.xperimenting  with  moulding 
the  packing  on  piston  rod  while  in  posi- 
tion on  engine,  the  packing  being  all  one 
piece  with  short  vibrating  cups  on  each 
outer  end  of  packing,  these  vibrating  cups 
being  forced  together  by  springs.  A  spe- 
cial mould  must  be  clamped  around  piston 
rod  to  accomplish  this.  This  packing  has 
been  in  service  nearly  two  months  and  it  is 
claimed  it  is  giving  satisfaction.  The  same 
metal  is  used  for  this  new  packing  as  is 
used  for  the  regular  United  States  pack- 
ing. It  would  seem  that  if  the  packing 
were  quite  soft,  this  might  work  all  right, 
but  being  the  usual  hard  metal,  it  is  dif- 
ficult to  understand  the  reported  success. 

These  -subjects  should  be  of  special 
interest  to  locomotive  engineers  because  it 
will  be  through  their  efforts  in  handling 
engines  carefully  working  condensation 
rut  of  ports  and  cylinders  gradually,  lu- 
bricating valves  and  cylinders  regularly, 
keeping  swabs  in  shape  on  valve  stems 
and  piston  rods,  watching  guides  and 
travel  of  crosshcad.  with  reference  to 
striking  points,  that  will  keep  these  very 
important  parts  in  good  condition  and 
ready  to  do  proper  service  on  the  road. 


Transparent  and   Strong. 

Our  illustration  shows  what  the  mak- 
ers call  the  "Ironclad"  water  gauge 
glass  protector.  It  is  simply  the  ordi- 
nary water  glass  shielded  by  an  outer 
coat  or  tube  of  glass,  in  which  soft  steel 
wire  is  embedded.  The  "protector,"  if 
we  may  so  speak  of  the  outer  sheath 
of  glass,  is,  in  fact,  similar  to  the  glass 
used  in  the  doors  of  elevators  in  office 
buildings  or  apartment  houses,  so  far 
as  the  wire  netting  in  the  center  of  the 
glass  is  concerned.     .'Ns  applied  to  loco- 


motive water  gauges,  the  protector  is 
made  of  best  quality  of  annealed  plate 
glass,  and  is  therefore  capable  of  stand- 
ing sudden  changes  of  temperature,  just 
like  a  good  tuinbler  stands  them. 

The  object  of  embedding  the  soft 
wire,  open-mesh  netting  in  the  center 
of  the  glass  is  to  hold  it  in  place  and 
in  form,  if  by  any  cause  it  should  be 
broken.  Being  clear  plate  glass  it  is 
of  course  transparent,  whether  whole  or 
broken.  It  is  open  at  the  back  or  por- 
tion nearest  the  boiler  head.  This 
opening  is  for  the  purpose  of  easily  ap- 
plying or  removing  the  protector,  and 
the  opening  would  act  as  a  vent  for 
steam  and  water  in  case  the  water  gauge 
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glass  itself  broke.  The  space  also  affords 
means  of  ventilation. 

This  opening  would  prevent  the  pro- 
tector from  being  filled  with  water  and 
steam,  but  would  compel  them,  to- 
gether with  the  fragmens  of  the 
water  glass,  to  blow  out  at  the  back, 
and  not  towards  the  persons  in 
the  cab.  The  water  guage  valves  could 
then  easily  be  shut  off  by  the  hand  without 
the  risk  usually  incurred  by  fireman  or 
engineer  when  a  gauge  glass  breaks. 

The  Ironclad  protector  is  thus  always 
ready  for  an  emergency,  but  even  when 
no  accident  takes  place,  the  outer  glass 
shields    the    water   glass    from    currents 
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of  cold  air,  which  often  cause  the 
breakage  of  a  hot  gauge  glass.  The 
protector  being  on  the  outside,  would 
take  the  shock  of  any  object  which 
would  otherwise  have  struck  the  gauge 
glass,  and  though  the  protector  might 
suffer  injury  or  be  broken  in  this  way, 
the  wire  netting  in  it  would  hold  it  to- 
gether sufficiently  to  secure  the  water 
glass  from  damage. 

The  Sargent-Hollingshead  Company 
of  Chicago  handle  the  Ironclad  pro- 
tector, and  Mr.  T.  J.  Berry,  New  York, 
is  the  Eastern  agent.  Write  to  either 
for  any  further  information  on  the  sub- 
ject, and  they  will  be  glad  to  give  it 
to  you  and  to  have  you  look  through 
their  whole  assortment  if  you  feel  so 
disposed. 


pany.  Therefore  any  railroad  shop 
foreman  or  manager  can,  if  he  prefers 
it,  make  his  own  cutters  in  his  own  way 
and  out  of  the  particular  brand  of  high- 
speed steel  which  he  may  think  most 
desirable.  In  this  way  all  sorts  of 
short  pieces  can  be  used  up.  These 
points  or  cutters  are  readily  forged 
under  a  steam  hammer  by  using  a  form 
easily  made  in  the  shop  or  by  using  a 
form   supplied  by  the    Lang   Company. 


Tool  Holder  and  Cutters  for  Tires. 

There  is  a  very  useful  tool-holder  on 
the  market  at  the  present  time,  which 
is  intended  for  the  work  of  remov- 
ing metal  in  plain  lathe  turning,  or 
on  a  vertical  mill  or  on  a  planer. 
The  cutters,  which  are  usually  sup- 
plied with  the  holders,  are  made 
of  drop  forged  high-speed  steel, 
the  points  of  which  are  air  hard- 
ened and  are  ground  ready  for  use. 
The  idea  of  the  tool-holder,  which  is 
made  by  the  G.  R.  Lang  Company,  of 
Meadville,  Pa.,  is  that  the  cutter  is  held 
up  to  the  work,  so  that  no  cross  strain 
comes  on  the  metal.  The  grip  of  the 
.  cutter  is  strong  and  the  tool  is  held  in 
the  cutting  position  very  much  like  a 
chisel  is  held,  that  is,  the  whole  strain 
of  the  cut  is  borne  logitudinally  by  the 
tool,  and  the  holder  takes  the  cross 
strain. 

This  is  advantageous  where  a  heavy, 
rapid  cut  is  taken  on  worn  driving- 
wheel  tires.  The  makers  say  that  their 
cutter,  when  held  in  the  tool-holder,  is 
able    to    take    a    cut    %    in.    deep    with 
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J4  in.  feed  on  a  pair  of  72  in.  driving 
wheels,  and  take  off  from  10  to  IS  ft. 
per  minute.  Solid  tools,  where  the 
cross  strain  comes  on  the  metal  be- 
tween the  cutting  point  and  the  tool 
rest,  very  frequently  fail  in  this  kind 
of  service.  The  cutter  furnished  with 
these  tool-holders  are  made  for  forming 
sides  and  flanges  and  for  finishing  cuts. 
It  is,  however,  possible  to  get  only 
the   tool-holders   from   the   Lang   Com- 
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This  company  can  furnish  annealed 
cutter  points  which  can  be  planed  up 
to  the  standard  gauge  and  by  grinding 
them  entirely  on  the  top,  the  true  ra- 
dius can  be  maintained  until  the  point 
is  entirely  worn  away.  In  roughing 
out  the  tread,  the  turning  point  can  be 
fed  right  up  into  the  flange  as  the  point 
projects  far  enough  out  from  the  holder 
to  allow  the  latter  to  clear  flange  on 
the  deepest  cuts. 

The  G.  R.  Lang  Company  have  issued 
a  descriptive  circular  on  the  subject 
which  is  well  worth  looking  at,  and  it 
can  be  had  on  direct  application.  The 
cutters  are  sent  on  thirty  days'  ap- 
proval, and  you  can  get  both  holder 
and  cutters  of  any  desired  shape,  or  you 
can  get  the  holder  and  a  former  for  the 
cutter,  or  you  can  have  the  holder 
alone  and  make  the  cutter  to  suit  your- 
self. Write  to  the  company  if  you  are 
at  all  interested. 


In  reply  to  the  inquiry  concerning 
the  supporting  of  heavy  piston  rods  by 
means  of  tail  rods,  which  appeared  in 
our  General  Correspondence  columns 
in  the  December,  1908,  issue,  and  signed 
"Master  Mechanic,"  one  of  our  corre- 
spondents, Mr.  H.  M.  Hunt,  of  In- 
dianapolis, Ind.,  sends  us  particulars  of 
patent  No.  s87>394  (Aug.  3,  'o/)-  There 
is  no  tail  rod,  but  in  the  bottom  por- 
tion of  the  bull-ring  is  formed  a 
chamber,  into  which  the  steam  under 
pressure  is  introduced  from  either  or 
both  ends  of  the  cylinder  at  a  pressure 
sufficient  to  counterbalance  the  weight 
of  the  piston  and  attachments  connect- 
ed therewith.  The  chamber  is  bounded 
by  a  series  of  grooves  or  recesses  ar- 
ranged in  rectangular  form  complete- 
ly enclosing  the  chamber,  and  in  these 
grooves  are  fitted  the  packing-strips, 
which  are  forced  outwardly  to  a  bear- 
ing against  the  cylinder  by  their  springs 


Welding 

Locomotive 

Frames 

In  Two  Days  or  Less 


That  is  what  may  be  accomplished  by  the 
Thermit  Process.  No  necessity  for  remov- 
ing the  frame  from  the  engine.  Further- 
more, a  REINFORCEMENT  of  Thermit 
Steel  is  fused  around  the  weld,  thoroughly 
amalgamating  with  the  steel  of  the  frame 
and  greatly  increasing  the  strength  of  the 
frame  at  point  of  fracture,  effectually 
preventing  future  breakage. 

Thermit  welds  are  PERMANENT. 
aUICK  and  ECONOMICAL.  Used  by  all 
the  leading  railroads  of  the  country. 

Write  for  Pamphlet  No.   18. B. 

(iolils(liiDiiltIMt(o. 

90  West  St.,  NEW  YORK 

432-436   Folsom    St.,    San   Francisco,    Calif. 
103  Richmond  St.   W.,   Toronto,   Ont 


THE  ROBERT  W.  HUNT  &  CO. 

Baraau  of  Inspection,     Te«t»  and  Consultation, 

1137    THE     ROOKERY,     CHICAGO. 

66    Broadway,    New    York. 
Park    Building,    Pittsburg. 
■II     Norfolk     House,     London,     Eng. 
Inspection  of  Steel  Rails.  Splice  Bars,  Railroad 
Cars,    Wheels.    Axles,    etc.     Chemical    Labora- 
tory—Analysis  of  Ores,  Iron,  Steel,  Oils,  Wate-. 
etc       Physical     Laboratory— Test     of     Metals, 
Drop  and  Pulling  Test  of  Couplers,  Dravir  Bars. 

Efficiency    Tests    of    Boilers,    Engines 

and     Locomotives^ 

A  well-known  and  experienced  railway 
supply  salesman  with  a  large  railroad  ac- 
quaintance and  valuable  clientele  desires 
a  position  with  first-class  house.  Particu- 
lars at  this  office. 

Address:   W.  H.  P.  this  office. 


February,  1909. 
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New  Practical  Book  Catalogue  sent  FREE  on 
request.  Includes  practical  railroad  books. 
Send  your  name  and  address  and  receive  it  by 
return   mail. 

AIR  BRAKE  $^'()o 

CATECHISM      ^— 

By     Robert     H.      Blackall.  A     complete 

treatise  on  the  Westinghouse  Air  Brake,  in- 
cluding the  No.  5  and  No.  6  ET  LOCOMO- 
TIVE BRAKE  EaUIPMENT;  the  K  (Quick- 
Service)  Triple  Valve  for  Freight  Service; 
and  the  Cross-Compound  Pump.  The  opera- 
tion of  all  parts  of  the  apparatus  is  ex- 
plained in  detail,  and  a  practical  way  of 
finding  their  peculiarities  and  defects,  with 
a  proper  remedy,  is  given.  It  contains  over 
2,000  examination  questions  with  their  an- 
swers.     Price  $2.00. 


LOCOMOTIVE 
BREAKDOWNS 


Price, 

$1  00 


By  Fowler-Wood.  Just  Issued,  pocket  book 
form.  Tells  bow  and  what  to  do  in  case  of 
an    accident   or    breakdown   on    the   road. 

Among  the  contents  are  chapters  on  De- 
fective Valves,  Accidents  to  the  Valve  Mo- 
tion, Cylinders,  Steam  Chests,  Cylinders  and 
Pistons.  Guides,  Crossheads  and  Rods.  Run- 
ning Gears,  Truck  and  Frame  Accidents, 
Boiler  Troubles.  Defective  Throttles  and 
Steam  Connections,  Defective  Draft  Appli- 
ances, Pump  and  Injector  Troubles.  Acci- 
dents to  Cab  Fixtures,  Tender  Accidents, 
ftllscellaneous  Accidents,  Compound  Locomo- 
tive Accidents,  Tools  and  Appliances  for 
Making  Engine  Repairs,  Air  Brake  Troubles, 
Walachaert  Valve  Gear  Troubles,  Electric 
Headlight  Troubles,  etc.  Contains  over  800 
Qtiestlons  with  their  Answers.  275  pages, 
fully  Illustrated.     Price  $1.00. 


LOCOMOTIVE 
CATECHISM 


Price, 

$250 


By  Robert  Grimshaw.  27th  Edition.  Is 
entirely  revised,  rewritten  and  reset.  A  new 
book  from  cover  tu  cover.  It  contains  twice 
as  mpny  pages  and  double  the  number  of  illus- 
trations, of  previous  editions.  Includes  the 
greatest  amount  of  practical  Information 
ever  published  on  the  construction  and  man- 
agement of  modern  locomotives.  Contains 
specially  prepared  chapters  on  the  Wai- 
schaert  Locomotive  Valve  Gear,  the  Air 
Brake  Equipment  and  the  Electric  Head 
Light.  825  pages.  437  Illustrations  and  3 
folding  plates.  Over  4,000  examination 
questions  and  their  answers  are  Included. 
Price  $2.50. 


THE  WALSCHAERT 
LOCOMOTIVE 
VALVE  GEAR 


Price, 

$i  50 


By  Wm.  W.  Wood.  If  you  would  thoroaghly 
understand  the  Walschaert  Valve  Gear  you 
should  possess  a  copy  of  this  book.  IT 
EXPLAINS  THE  WALSCHAERT  VALVE 
GEAR  IN   EVERY  DETAIL.     PRICE  $1.50. 

LINK  MOTIONS, 
VALVES,  AND       rj^^ 
VALVE  SETTING  i>U 

By  Fred  H,  Colvin.  A  handy  book  that 
clears  up  the  mysteries  of  valve  setting. 
Shows  the  different  valve  gears  in  use,  Imw 
they  work  and  why.  Piston  and  slide  valves 
of  difTerent  types  are  Illustrated  and  ex- 
plained. A  book  that  every  railroad  man  In 
the  motive  power  department  ought  to  have. 
PRICE  60c. 

i^  AGENTS  WANTED.  Write  for  our  Spe- 
cial Terms.  You  can  make  equal  to  a 
Month's  Pay  selling  our  Railroad  Books 
on  the  side. 

4®"  Send  for  a  Special  Circular  of  Our 
Railroad    Books. 

tS"  Copies  of  these  Books  sent  prepaid  on 
receipt    of    the    price. 

The  Norman  W.  Henley 
Publishing  Co. 

I  32  NASSAU  STREET,  NEW  YORK,  U.S.A. 


and  form  a  steam-tight  joint.  The 
pressure  of  the  steam  contained  in  the 
chamber  must  be  maintained  at  a  fixed 
and  uniform  pressure,  which  pressure 
is  secured  by  a  suitable  pressure  regu- 
lator and  reducer  in  the  piston.  A  copy 
of  this  patent  may  be  secured  on  appli- 
cation to  the  U.  S.  Patent  Office,  in  the 
usual  way,  by  anyone  interested. 


to  the  advantage  of  railroad  officials  in 
charge  of  shops  to  secure  this  pam- 
phlet, which  they  can  do  by  writing  di- 
rect to  the  makers. 


Ideal  Tire  Remover. 
We  show  a  useful  appliance  for  rail- 
roads which  is  called  the  Buckeye  Lo- 
comotive Tire  Heater.  This  tire  ex- 
pander is  giving  great  satisfaction  in 
many  railroad  shops,  and  it  can  so  far 
be  termed  a  necessity  as  to  say  that 
a  railroad  shop  is  incomplete  without  it. 
The  outfit,  as  designed,  is  made  in  a 
number  of  different  types,  so  that  it 
can  be  used  horizontally  or  vertically. 
Gasoline  or  kerosene  may  be  used  for 
fuel.  It  has  even  been  operated  suc- 
cessfully   with    crude    oil    and    common 


The  Independent  Pneumatic  Tool 
Company  of  Chicago  are  not  exactly 
before  the  footlights,  but  a  number  of 
their  "Thor"  pneumatic  hammers  are 
on  the  stage.  The  importance  of  pneu- 
matic tools  is  now  more  generally  rec- 
ognized by  the  public  at  large  than 
ever  before,  and  this  is  shown  by  the 
use  of  "Thor"  hammers  in  Frederick 
Tompson's  latest  production  "Via  Wire- 
less," recently  shown  at  the  Liberty  Thea- 
tre, New  York.  The  plot  of  the  play 
revolves  about  the  over-tempering  of  a 
huge  experimental  gun,  so  that  it  will 
explode  under  test.  The  effect  of  this 
would  be  to  divert  a  large  government 
contract  for  another  gun,  and  place  it 
in  the  hands  of  the  steel  works  holding 
the  patents  on  a  second  gun. 


i;L'i  Ki';vi-:    iik.xti;!;    ai'    wvikk. 


headlight  oil.  Our  illustration  shows 
what  is  termed  the  "Type  F,"  which  is 
in  one  of  the  largest  railroad  shops  in 
the  East,  and  which  outfit  is  now  being 
adapted  for  use  in  all  the  shops  of  that 
road.  The  makers  are  receiving  in- 
quiries from  other  railroads  who  are 
interested  in  the  matter,  and  who  may 
adopt  this  appliance  in  their  shops. 

A  recent  test  showed  that  one  type  of 
this  tire  heater  removed  ten  tires  and 
put  on  four  in  nine  hours,  thickness  of 
tires  ranging  from  2  to  3^  ins.  With 
the  Ruckeye  heater,  we  are  told,  a  loco- 
motive was  "tired"  in  one  day,  remov- 
ing all  of  its  tires  and  replacing  them 
with  a  new  set.  It  is  believed  to  be 
possible  to  do  better  than  this  when 
the  operators  get  used  to  the  heater. 

A  very  interesting  pamphlet  has  been 
issued  by  the  manufacturers,  Walter 
Macleod  &  Company,  of  213  East  Pearl 
street,  Cincinnati,  O.     It  will  no  doubt  be 


The  second  act  of  the  play  is  realistic. 
The  scene  is,  in  fact,  an  exact  reproduc- 
tion of  the  forge  room  of  one  of  the 
largest  steel  plants  in  the  country. 
Each  side  of  the  stage  shows  a  row  of 
furnaces  from  which  large  billets  of 
white-hot  steel  are  carried  on  overhead 
trolleys  to  the  immense  steam  ham- 
mers in  the  center  of  the  stage,  and 
forged  into  shape.  During  the  action 
of  the  scene,  the  heavy  thud  and  vibra- 
tion of  the  steam  hammers  and  the 
rapid  blows  of  the  "Thor"  Pneumatic 
Hammers  indicate  that  the  shop  force 
works  on,  utterly  unconscious  of  the 
villainy  of  the  higher  officials.  Just  be- 
fore the  curtain  falls,  the  much  over- 
heated gun  forging  is  swung  across  the 
stage  and  dropped  with  a  hiss  and  a 
cloud  of  vapor  into  the  tempering  bath. 
Mr.  Tompson  has  carefully  gone  into  all 
details  of  this  scene  and  made  it  a  most 
thrilling  and   lifelike   production.     The 
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nlav  works  out  to  the  condemnation  of     comprehensive    catalogue    on    the    sub 


villainy  and  the  exaltation  of  truth  and 
honesty,  but  the  "Thor"  hammers  are 
all  right  all  the  way  through. 


ject,  which  they  will  be  happy  to  send 
to  anyone  who  applies  to  them. 


Universal  Grinders. 
Grinding  machines  have  become  a 
recognized  feature  of  railroad  shop 
equipment,  and  are  now  practically  con- 
sidered as  indispensable  for  finishing 
tools,  hardened  parts,  etc,  where  accu- 
racy is  required.  This  result  is  also  ob- 
tained in  probably  a  shorter  time  than 
by   any   other   method. 


Conscientious  Effort. 

A  persistent  la\v.\er,  who  had  been 
trying  hard  to  establish  a  witness's  sus- 
picious connection  with  an  oflfending  rail- 
way was  at  last  elated  by  the  witness's 
admission  tliat  he  "had  worked  on  the 
railway." 

"Ah  !"  said  the  attorney,  with  a  satisfied 
smile.  "You  say  you  have  worked  on  the 
P.,  T.  &  X.?"  "Yes."  "For  how  long  a 
period?"  "Off  and 
on  for  seven  years, 
or  since  I  have 
lived  at  Peacedalc 
on    their    line." 

"Aih  !  You  say  you 
were  in  the  employ 
of  the  P.,  T.  &  X. 
for  seven  years  off 
and  on?" 

"No.  I  did  not 
say  that  I  was  em- 
ployed by  the  P.,  T. 
&  X.  I  said  that  I 
worked  on  the  road, 
(iff  and  on,  for  that 
length   of  time." 

"Did  you  work 
without    reward?" 

"Absolutely  with- 
out reward,"  the 
witness  answsred, 
calmly.  "For  seven 
years,  off  and  on, 
I've  tried  tn  open 
the  windows  in  the 
P..  T.  &  X.  cars, 
NO.    I    UNIVERS.M.  CUINDING   M.SCHINE.  and  never  once  have 

The      Landis      Tool      Company      of  1  succeeded."  —YouthS  Comfanion. 
Waynesboro,  Pa.,  make  a  great  variety  q^^^  ^j  ^,^g  ^^^^  ^f  ^^^  „,^^„y  gggd  cata- 
of    grinders,    and    their    universal    ma-  j^gygg  ^f  machine  tools  which  come  to 
chines,    taken    as    an    e.xample,    are    un-  j].,ig   office,   is   the   one   lately   issued   by 
doubtedly   high    grade   tools.      In   order  ^■^-^^      National   -   Acme      Manufacturing 
to  produce  a  thoroughly  solid   machine  Company   of   Cleveland,   O.     The   book 
the   metal    of   which   it    is    composed   is  |,^j   ^^^^   ;„  the   course   of   preparation 
liberally    distributed,    the    spindles    are  f„^  go^g  tjjne,  and  illustrates  the  com- 
accurately  finished,  and  the  bearings  are  pi^tg  ];„£  ^f  Single   Belt  Driven  Acme 
made   adjustable,   and   all    the   flat    sur-  Automatics,  as  well  as  the  Motor  Driv- 
faces  are  scraped  to  surface  plates.  g„   .„,(i  pjain   machines,  and   the   Acme 
The    Nos.    I    and    I^    are    principally  Scmi-Automatic     Screw     Slotting     Ma- 
used   for   finishing  tools   and   for   a   va-  chines.     It  has  been  the  company's  .aim 
riety  of  articles  which  usually  come  to  throughout  the  book,  to  make  the  illus- 
the  tool   room,  or   for  other  small    wmk.  trations  so  clear  and  plam   that  to  the 
Pieces  up  to  VA  ins.  in  diameter  and  u  mechanical    man    they    need    little    ex- 
ins    long  can  be  handled  on  these  ma-  planation  or  comment,  thai   he  may  be 
chines      The   sizes  known  as   Nos.  2,  3  able   to   understand    them   as   he   would 
and     4     are     adapted     for     the     finishing  the    machine,    and    the    letterpress    corn- 
tools    and    for    small    parts.      They    can  ccrning  each  machine  has  been  hmited 
be   used    economically    on    material   2/.  to  a  brief  statement  of  facts  about  the 
ins.  in  diameter  and  36  ins.  long.     Nos.  important    parts.      The    N.itional-Acmc 
7    8  and  9  are  intended  for  the  heavier  Company  state  that  they  will  be  pleased 
class  of  work,  and  while  generally  used  to    send    a    copy    of    this    catalogue    lo 


on  large  tools,  they  are  well  suited  for 
finishing  a  variety  of  the  larger  parts 
where  grinding  is  the  economical  and 
expeditious  method  of  treatment.  The 
Landis    Company    have    issued    a    very 


anyone  referred  to  them  by  R.mlw.w 
.\Nn  I^coMOTivE  Engineering.  The  cat- 
alogue is  a  most  excellent  one  of  Q-' 
pages,  beautifully  printed  on  the  finest 
paper. 


RECOGNIZED 

as    the 

STANDARD 

FLEXIBLE 
STAYBOLTS 

Holds  firebox  sheets  securely 
together,  and  accommodates  it- 
self to  the  unequal  expansion 
of  the  plates. 

USfD    ON    OVER    100    RAILROADS 

••Stay bolt  Trouble 
a  Tbing  of  tbe  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 

THE  TATE  BOLT  HAS 
PROVED  ITSELF  INDISPENS- 
ABLE TO  LOCOMOTIVES  IN 
HIGH  PRESSURE  SERVICE 
BY  RENDERING  A  LOWER 
COST  OF  FIRE  BOX  REPAIRS 
TO  A  GREATER  MILEAGE  IN 
SERVICE,  THEREBY  IN- 
CREASING THE  EARNING 
VALUE. 

FLANNERY  BOLT  COMPANY 

Suite  328  Frick  Bldg. 
PITTSBURGH,   PENN.,   U.  8.  A. 

B.  E.  D.  BT.M'FOKD.  GENERAL  MANAGER 

Write  for  Literature. 
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Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 

Dukesmith  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THE  DUKESMITH   SCHOOL 
OF  AIR  BRAKES 

MEADVILLE,    PA. 


'"EBESTHANDSOAPKNOWi 


Agent  Wanteti 

In  every  Railroad  Shop  and  Round   House 
in  the  United  States  to  sell 

SKAT 

The  best  hand  soap  known  for  removing 
grease,  oil,  soot,  dust  and  dirt.  Guaranteed 
pure  and  beneficial  to  skin — 

Send  postal  for  free  sample  and  terms. 

THE  SKAT  MFG.  GO. 

607  Park   Street  Harllord,  Conn. 


Patents. 

GEO.   P.  WHITTLESEY 


McSKX    BULOINQ 
Terms  Reasonable 


WASHINGTON.  D.  C. 
Pamphlet  <*ent 


2011}  Century 
Locomotives 

NOW  $2.00 


As  far  as  trade  catalogues  are  con- 
cerned, some  people  may  not  consider 
them  very  instructive,  but  nowadays 
tlie  catalogues  that  come  to  this  office 
possess  quite  an  educational  value  if 
looked  at  and  studied  intelligently. 
Take,  for  example,  the  1908  catalogue 
of  the  Hancock  valves  made  by  the 
Hancock  Inspirator  Company  of  New 
York,  which  is  a  subsidiary  corporation 
controlled  by  Manning,  Maxwell  & 
Moore.  The  catalogue  of  Hancock 
\alves  is  illustrated  with  half-tones, 
which  not  only  show  what  each  valve 
is  like,  but  have  an  artistic  touch  about 
them  which  puts  the  valve  before  the 
reader  quite  as  clearly  as  if  he  had  the 
\alve  in  his  hands.  There  are  thirty- 
seven  pages  the  same  size  as  the  Rail- 
road Club  Proceedings,  with  sizes, 
measurements,  and  prices  for  each 
style.  If  j'ou  require  any  sort  of  valve, 
write  to  this  company  for  a  copy  of 
the  catalogue,  and  they  will  be  happy 
to  send  you  one. 


pocket  book  of  reference  that  would  give 
rules  and  information  on  all  the  varied 
engineering  questions  that  were  daily  com- 
ing up  for  solution  or  answer.  That  re- 
minded us  of  difficulties  that  we  used  to 
experience  under  inquisitive  railroad 
managers  and  superintendents.  There 
was  no  "favorite  railroad  paper"  in  those 
days  to  consult,  but  we  happened  acci- 
dentally upon  Haswell's  Engineering 
Hand  Book,  which  proved  worth  its 
weight  in  gold.  Even  better  help  is  now 
to  be  found,  which  is  Kent's  Pocket  Book, 
the  most  wonderful  compendium  of  use- 
ful engineering  information. 


The  new  edition  of  Sinclair's  Loco- 
motive Engine  Running  is  proving  nearly 
as  popular  as  was  the  first  edition.  The 
first  edition  came  out  twenty-four  years 
ago,  and  its  pages  taught  many  railroad 
men  that  mechanical  writing  could  be 
made  clear  enough  for  ordinarv-  people 
to   understand. 


The  Pratt  &  Whitney  Company  of 
Hartford,  Conn.,  have  issued  a  neat 
little  pocket  catalogue  of  their  turret 
lathes.  It  is,  in  fact,  a  small  reference 
booklet;  the  complete  "Turret  Lathe" 
catalogue,  may  be  had  upon  appli- 
cation to  the  company,  but  the  one 
of  which  we  write  is  a  helpful  little 
guide  in  picking  out  the  style  you  want. 
The  variety  of  sizes  of  these  Pratt  & 
Whitney  Turret  Lathes  enables  the  man- 
ufacturer to  install  a  machine  particu- 
larly applicable  to  the  work  to  be  done. 
These  machines  embody  the  latest  and 
most  approved  designs,  are  especially 
efficient  for  all  kinds  of  work  from  the 
bar,  and  are  powerful  and  accurate. 


Indian  Railway  Bands. 

The  Great  Indian  Peninsula  Rail- 
way has  a  volunteer  force  of  1,500  men, 
and  at  each  station  a  military  band  is 
to  be  found.  >Jaturally,  the  headquar- 
ters at  Bombay  has  the  largest.  The 
band  shown  in  our  illustration  is 
grouped  about  one  of  the  large  G.  I.  P. 


The  Rockwell  Furnace  Company  have 
been  awarded  the  contract  covering  the 
ccmplete  furnace  equipment  for  the  new 
locomotive  shops  of  the  Delaware,  Lack- 
awanna &  Western  Railroad  at  Scranton, 
Pa.  The  furnace  equipment  consists  of 
thirty-five  of  the  latest  type  furnaces 
operated  with  joo  B.  T.  \J.  water  gas, 
which     is     made     in     Loomis,     Pettilxme 


GRIC.VT     l.VI>r.\     PENINSUL.\ 

engines.  The  band  consists  of  52  men 
when  complete,  and  they  perform  regu- 
larly at  the  shops  at  Parel.  They  are 
■ill  of  Indian  birth,  trained  under  an 
English  military  bandmaster.  Their 
|)erformance  is  very  popular  in  the  city 
of  Bombav. 


A.n^us    Sinclair   Co. 

114  Liberty  St.,  Now  York 


We  had  a  letter  recently   from   a  mas- 
ter   mechanic    who    was    in    search    of    a 


R.\II.W.\Y,  MILIIARV    I!.\ND. 

producers.  These  shops  will  be  capable 
of  turning  out  complete  locomotives,  and 
arc  to  be  in  operation  in  three  months. 
No  pains  or  expense  has  been  spared  to 
make  them  up  to  date,  as  they  embody 
the  latest  and  most  improved  machinery 
and  e(|uipment  selected  after  thoroughly 
inspecting  a  large  number  of  modern  rail- 
way and  industrial  plants  throughout  the 
country. 
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The  H.  \V.  Johns-Manville  Co.,  of  New 
York,  are  constantly  adding  something 
new  to  their  extensive  stock  of  railway 
supplies.  The  latest  is  known  as  "Lino- 
lite"  desk  lamps.  This  lamp  is  12  ins. 
long  between  centres,  and  distributes  the 
light  more  evenly  and  over  a  larger  area 
of  the  desk  than  the  common  bulb  lamps 
are  capable  of  doing.  The  light  is  also 
placed  within  the  focus  of  the  reflector 
with  the  result  that  the  light  is  at  its 
greatest  brightness  where  it  is  really  use- 
ful. The  lamps  are  made  in  burnished 
brass  finish,  oxidized  copper  and  gun 
metal  finished,  and  are  of  an  elegantly  ar- 
tistic appearance. 


The  McConway  &  Torley  Company,  of 
Pittsburgh,  Pa.,  the  well-known  makers 
of  the  Janney,  the  Kelso  and  the  Pitt 
couplers,  etc.,  have  issued  a  very  useful 
booklet  which  they  appropriately  call  the 
"Car  Interchange  Manual."  It  is  one  of 
the  handiest  "tools"  which  anyone  deal- 
ing with  freight  car  interchange  can  work 
with.  Among  other  things  in  the  manual 
is  a  concise  epitome  of  the  decisions  of 
the  Arbitration  Committee  of  the  M.  C.  B. 
Association.  The  McConway  &  Torley 
Co.  have  just  issued  a  supplement  to  the 
manual  which  contains  cases  739  to  755, 
which  brings  the  work  up  to  date.  This 
company  is  willing  to  send  a  copy,  gratis, 
to  anyone  who  would  find  such  a  work 
useful.  All  you  have  to  do  to  obtain  a 
copy  of  the  Manual  of  Car  Interchange 
and  the  Supplement  is  to  drop  a  post  card 
to  the  McConway  &  Torley  Co.,  of  Pitts- 
burgh, and  ask  them  to  send  you  a  copy. 


Trees  to  be  grown  by  the  Aransas  Pass 
are  said  to  absorb  antiseptic  qualities  and 
yield  a  quality  of  tie  timber  that  is  suf- 
ficiently creosoted  and  impregnated  to 
repel  decay.  They  are  a  special  variety 
of  catalpa  grown  successfully  in  southern 
States  east  of  the  Mississippi  River. 
Their  strange  quality  was  discovered  only 
a  few  years  ago,  and  is  being  tested  by 
the  Illinois  Central,  the  Louisville  & 
Nashville  and  other  roads. 


We  have  received  a  striking  office  calen- 
dar from  the  Railway  Equipment  Com- 
pany of  Portland,  Ore.  The  calendar  is 
about  20  X  27  ins.  and  has  the  figures  for 
the  days  of  the  months  in  clear  block  type 
which  can  be  easily  seen  across  the  room. 
The  calendar  is  printed  in  red  and  blue  and 
presents  a  very  clear,  plain  and  effective 
appearance.  If  you  want  a  good  office  or 
shop  calendar  write  direct  to  this  company 
and  ask  for  one. 


Simple  Lessons  In  Drawing  is  an  ex- 
cellent book  sold  for  fifty  cents,  which 
we  would  have  considered  cheap  at  five 
dollars  when  our  apprentice  hand  was 
striving  to  acquire  the  art  of  delinea- 
ting the  mechanical  parts  that  make  up 
the  finished  locomotive. 


Railroad  Men  Join  in  Honoring  Burns. 

The  admirers  of  the  immortal  genius  of 
Robert  Burns,  the  sweet  singer  for  every 
lover  of  poetic  sentiment,  are  so  numerous 
among  the  readers  of  Railway  and  Loco- 
motive Engineering,  that  we  need  offer 
no  apology  in  putting  before  them  the  fol- 
lowing verses  composed  and  read  by  our 
associate  editor,  Mr.  James  Kennedy,  at 
the  annual  banquet  of  the  Burns  Society 
of  New  York,  held  at  Delmonico's  on 
Fifth  avenue,  to  commemorate  the  one 
hundred  and  fiftieth  birthday  of  the  bard 
who  gave  to  the  world,  "A  Man's  a  Man 
for  a'  That." 

TO  THE  SCOTS  IN  AMERICA. 

Scots,  my  brothers,  let  us  be 
Joined  in  jocund  jollity; 
Come  and  swell  the  happy  throng 
Breaking  into  soulful  song. 
Hail  the  day  that  blithe  returns, — 
Happy  day  that  gave  us  Burns, 
He  whose  mighty  heart  and  mind 
Marked  him  noblest  of  our  kind. 
Prince  of  poets,  king  of  men, 
Wielder  of  the  magic  pen, 
Master  of  the  tuneful  lyre, 
Utterer  of  the  words  of  fire ! 

Though  we  cross  the  weary  main, 
Tread  the  dismal,  desert  plain. 
Though  our  feet  may  wander  far 
Underneath  the  Western  star. 
Never  can  the  dull  distress 
Of  forsaken  loneliness 
Reach  us  on  the  earth  or  air, — 
He,  our  deathless  Bard,  is  there 
Chanting  in  our  charmed  ear 
Songs  of  fellowship  and  cheer. 
Songs  whose  warbled  words  express 
Love  and  truth  and  tenderness. 

His  the  master  song  that  brings, 
Bright  on   fancy's   fairy   wings. 
Visions  of  the  heath-clad  hills. 
Hoary  cliffs  and  crystal   rills, 
Fairest  flowers  the  fields  among. 
Curlew's   call   and   skylark's   song, 
Happy  hamlets,  leaf-embowered. 
Castles  turreted  and  towered, 
Straw-roofed  cots  where  honest  worth, 
King-like,  undismayed,  comes  forth, 
Homes  where  grace  in  modest  mood 
Dwells    in    queen-like    womanhood. 

Burns   it  is  whose  wondrous  words 
Arm  us  as  with   sharpened   swords. 
His  the  hand  that  sowed  the  seeds 
Blossoming  into  dauntless  deeds. 
He,  our  leader,  in  the  van. 
Hailed   the  brotherhood  of  man! 
We,   the   freemen   of  the  world. 
Follow  on  with  flag  unfurled, 
Hastening  on  the  golden  age. 
Ours  the  matchless  heritage. 
Ours  the  splendor  of  his  name. 
His.  the  evcrhsting  fame! 


TOOL 


Die  Blocks 
Steel  Forglngs 

First  Prize  awarded  at  the 
Louisiana  Purchase  Ex- 
position, at  St.  Louis,  for 
our  TOOL  STEEL  when 
placed  in  competition 
with  the  best  makes  in 
England  and  Germany. 

Write  lor  Information  andPrlces. 

Specify     Mclnnes    Tool     Sleel     when 

ordering. 


MclNNES 
STEEL  CO. 

CORRY,  PA. 

Agents 
SCHEOCK   &    S9TTIRES, 

291   Pearl    St..    New   York. 

HOY   MACHINERY   CO.. 

Minneapolis.    Minn. 


STANDARD  MECHANICAL  BOOKS 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.50 


New  York  and 
Westinghouse  Air  Brakes 


Price,  $1.50 


One  Thousand  Pointers  for 
Machinists  and  Engineers 


Price,  $1.50 


All  books  bound  In  fine  clotb. 


New  York,  January  25,   1909. 


AGENTS  WANTED  everywhere:  write  for 
terms  and  descriptive  circulars.  Will  be  sent  pre- 
paid to  any  address  upon  receipt  of  price. 

GRirniN  &W11NTERS 

171  La  Salle  Street,  CHICAGO 
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CARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


Trade 
Mark 


RUBEROID 
ROOFING 


Regist'd 
I  V.  S.  Pat. 
Office 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 
Outlasts  Metal 
SPARK  PROOF,  CINDER  PROOF, 
QAS  PROOF,  WEATHER  PROOF 

Write  tor  samples,  prices  and  booklet  No.  60. 

THE    STANDARD    PAINT    CO. 
I  00  William  SIreat  New  York 

Chicago.    r'hil;i(lcl[ilii.l.    Boston.    Kansas    Clt.v, 
Memphis,    Atlanta. 


IF  you  have  ever 
had  trouble  with 
Flange  Packings, 
you    have    NOT 
used  our  celebrated 

DURABLA 

H.  p.  SHEET  PACKING 


Write  us  and  we  will  supply 
you  with  a  working  sample 
for  test — used  exclusively  on 
theSinger  building.  Ask  them 


THE  AUSTIN  PACKING 
AND  SUPPLY  CO. 

109  Liberty  Street  New  York  City 


John  Robertson. 

Among  the  many  eminent  engineers 
that  came  into  notice  in  the  early  part 
of  the  last  century  it  is  interesting  to 
recall  Mr.  John  Robertson,  who  con- 
structed what  was  known  as  the  Comet 


JOHN    ROBERTSON. 

engine  in  1812.  He  was  a  native  of 
Glasgow,  and  was  on  intimate  terms 
with  James  Watt  and  other  inventors. 
He  was  born  in  1782,  and  died  in  1868. 


Twentieth  Century  Locomotives. 

The  author's  purpose  in  writing  the 
book  "Twentieth  Century  Locomo- 
tives" was  to  provide  for  studious  me- 
chanics a  work  full  of  useful  informa- 
tion. The  important  facts  concerning 
the  principles  of  locomotive  construc- 
tion and  operation  will  do  more  than 
a  course  in  an  expensive  correspondence 
school  for  a  person  ambitious  to  suc- 
ceed in  business  connected  with  the  me- 
chanical department  of  railroads.  A 
new  edition  of  the  book  has  recently 
been  published  which  sells  for  two  dol- 
lars. The  men  who  have  found  "Loco- 
motive Engine  Running  and  Manage- 
ment" an  instructive  book  should  lose 
no  time  in  getting  possession  of  "Twen- 
tieth Century  Locomotives,"  as  its 
pages  form  a  supplement  to  the  other. 


One  of  the  illusions  is  that  the  pres- 
ent hour  is  not  the  critical,  decisive 
hour.  Write  it  on  your  heart  that 
every  day  is  the  best  day  in  the  whole 
year.  No  man  learned  anything  right- 
ly until  he  knows  that  every  day  is 
Doomsday. — Emerson. 


Keep  yourself  cool  and  equal  for 
anything  that  may  happen,  and  it  will 
be  better   for  you. — Bleak  House. 


One  Year  and 
Eleven  Months' 

SERVICE 

WITHOUT    REPACKING.    ON 

High-Pressure  Locomotives 


Sffle  300  TV. 


A   throttle   failure   is  an   absolute 

impossibility    where    Crandall's 

Throttle  Valve  packing  is  used. 


IT  WILL    NOT  BLOW  OUT 


Crandall  Packing  Co. 

FACTORY    AND    GENERAL    OFFICE 

PALMYRA,       .      .        NEW  YORK 

BRANCHES 
New  York  Cleveland 

136  Liberty  St.  9  So.  Water  St. 

Chicago 

ra  West   Washington   St. 


DUNER 
CAR    CLOSETS 

DUNER   CO. 

!■•   S.   CLINTON    ST..  CHICASO 


WHAT    TRUCK    WILL    RUN    FARTHER,    LAST    LONGER    AND    COST    LESS 
FOR   MAINTENANCE   THAN   ANY   OTHER? 


ASK 


IM 


DAVENPORT.  lA. 


THE     CAR     BUILDERS 

CHICAGO 


IVI 


NEW   YORK 


IMV 


ST,  LOUIS 
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GOOD   TWIST   DRILLS 

WORTH 

APPROXIMATELY 


1670 

Were  scrapped  in  two  years  by  a  steel  car  company  because  the  tangs  were  twisted  off  or  the 
shank  broken.  One  of  our  salesmen  counted  these  drills  and  showed  the  figures  to  the  manage- 
ment. As  a  result  that  shop  is  now  completely  .equipped  with  "Use-Em-UP"  Drill  Sockets 
and  those  drills  are  working  every  day.  Further — there  will  never  be  any  more  scrapped,  as 
they  buy  their  new  drills  fitted  for  this  socket.  Do  you  know  that  all  drill  manufacturers  will 
furnish  drills  to  fit  the    "  Use-Em-UP"  Socket  at  no  e.xtra  cost? 

The  "USE-EM-UP"  Drill  Socket 

Is  now  in  use  by  106  different  railroads  and  it  wo.uld'nt  be  if  it  wasn't  "RIGHT." 


One  Solid   piece. 

Made  in  all  sizes  and  combinations. 

Standard  except  the  flat. 

Just  grind  a  fiat  on  the  shanks  (time  2  minutes  per  drill),  buy  some 
"  Use-EM-UP"  Sockets  and  your  drill  troubles  are  ended  for  all 
time. 

FOR  SALE  BY  ALL  DEALERS  OR 

AMERICAN   SPECIALTY  COMPANY, 


SLEEVE  TYPE 


^y 


Chicago 
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Electric  Locomotives  for  the  G.  N.  are    capable    of    exerting    a    maximum  strain  of  each  motor  is  divided  between 

I- or   tlie    purpose   of   operating   trains  torque  of  at  least  three  times  the  guar-  the  two  sets  of  gears.     The  gear  ratio 

through   the    Cascade   tunnel   the   Great  anteed  full  load  running  torque.  is  I  to  4.28. 

Xorthern  recently  ordered  four  electric  Each  truck  is  equipped  with  two  mo-         As  far  as  the  mechanical  features  are 

locomotives.     These     have     just     been  tors  and  on  account  of  the  large  size  of  concerned,  the  design  represents  a  dis- 

completed,  and  were  built  by  the  .Amer-  the    geared    motors    a    special    form    of  tinct   departure   from  previous   practice 

ican   Locomotive   Company  in   conjunc-  drive     is     used,     there     being     a     pinion  in  electric  locomotive  construction.     It 

tion    with    the    General    Electric    Com-  0:1      each      c;id      of      the      motor      shaft,  also     represents      the     adaptability     of 


MODERN  TYPE  OF  E 
G.  H.   Emerson,   Superintendent  of  Motive  Power 

pany  and  under  the  supervision  of  Dr. 
Cary  T.  Hutchinson,  the  consulting  en- 
gineer for  the  road. 

Each  of  these  locomotives  has  a 
total  weight  in  working  order  of  230,- 
000  lbs.,  all  of  which  is  carried  on  the 
drivers.  The  overall  length  is  44  ft. 
2  ins.  and  the  rigid  wheel  base  is  11  ft. 
and. the  driving  wheels  are  60  ins.  in  di- 
ameter. The  motors  are  of  the  three- 
phase  induction  type,  with  plain  sec- 
ondary   circuit    rheostatic    control,    and 


LECTRIC  LOCOMOTIVE  FOR  THE  GRE.\T  NORTHERN  R.\IL\V.\V. 

General  Electric  and  .-\merican  Loco.  Ojs.,   iluildc-rs. 


These  pinions  engage  gear  bands 
shrunk  on  the  extension  of  the  driv- 
ing wheel  centers.  The  gear  bandr  are 
cut  in  pairs  and  are  set  so  that  the 
teeth  on  the  two  wheels  line  up  accu- 
rately. The  pinions  on  the  motor  shaft 
are,  of  course,  set  in  accurate  line.  By 
this  form  of  drive  there  is  no  tendency 
to  tilt  the  motor,  as  there  is  with  the 
Ijinion  on  one  end  of  the  shaft,  and 
moreover,  the  gears  do  not  have  an 
excessive  width   of  face,  as  the   driving 


steam  locomotive  practice  to  electric 
locomotive  construction.  The  wheel 
arrangement,  as  is  clearly  seen  from  the 
illustrations,  is  a  modification  to  suit 
the  requirements  of  electric  service  of 
the  builders'  practice  in  the  design  of 
articulated  steam  locomotives. 

The  locomotive  under  consideration 
is  mounted  on  two  4-wheel  trucks  artic- 
ulated together  by  means  of  a  center 
pivot  connection.  This  is  placed  in  the 
center  of  the   engine,  midway  between 
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became  changed,  and  he  commenced  to 
trace  the  development  as  it  occurred 
in  the  United  States;  and  the  main  part 
of  the  book  deals  with  the  history  of 
the  railway  engine  in  the  States.  But 
as  the   first  three  chapters,  which  deal 


SIDE  VIEW  OF  TRUCKS,   SHOWING    PIVOT    CONNECTION. 


the  inside  axles  of  the  No.  I  and  the  other  accessories,  is  made  of  angle  tive  was  gained  on  a  Scottish  railway. 
No.  2  truck.  With  this  form  of  con-  iron  framing  with  a  covering  of  Then  becoming  a  naturalized  citizen  of  the 
struction,  the  distance  between  the  cen-  }4-in.  sheet  steel,  all  securely  riveted  United  States,  the  standpoint  from  which 
ter  pins '  supporting  the  cab  platform  together.  The  arrangement  of  car  body  he  viewed  the  growth  of  the  locomotive 
varies,    of    course,    as    the    trucks    pass     and  end  hoods  is  such  as  to  afford  the     '  '  '       "  '  '' 

through    the   curves.      One    center   pin,     engineman  a  clear  view  of  the  track, 
therefore,   is    so    designed   as    to   allow         These    locomotives    are    now    being 
sufficient     longitudinal      movement     to     tried  in  a  scries  of  tests  under  service 
take  care  of  this.  conditions,     .^t  present  it  is  planned  to 

The  advantage  of  this  articulated  de-  use  them  through  the  Cascade  tunnel 
sign  is  that  all  the  drawbar  pull  is 
thus  directed  through  the  truck  frames 
permitting  a  much  lighter  form  of  cab 
platform  than  in  those  designs  where 
the  pull  is  through  the  platform  sills. 
Moreover,  the  only  strain  which  this 
puts  on  tlie  center  pins  is  that  due  to 
the  weight  of  the  cab  and  its  equip- 
ment and  the  cab  platform.  The 
truck  frames  are  made  of  cast  steel, 
and  those  of  the  front  and  back  trucks 
are  interchangeable.  As  all  the  pulling 
and  buffing  is  done  through  the  truck 
frames,  these  are  made  large  and 
heavy.  Some  of  the  weight  of  the 
frames  and  all  the  weight  of  the  truck  is 
accounted  for  by  the  fact  that  on  these 
locomotives  it  is  necessary  to  add 
weight  in  order  to  obtain  the  necessary 
adhesion.  A  certain  amount  of  ballast 
is  also  used  on  the  cab  platform  for  the 
same  purpose.  The  features  of  the 
truck  construction  are  clearly  shown  in 
the  engravings. 

The  method  of  weight  equalization  is 
interesting.  On  the  No.  I  end  truck 
the  weight  is  carried  by  semi-elliptic 
springs  resting  on  saddles  on  top  of 
the  journal  bo.xes  and  straddling  the 
frame.  The  two  drivers  on  each  side 
are   equalized   together  by   means   of  a 


only,  which  is  somewhat  less  than 
three  miles  in  length,  and  has  a  uni- 
form grade  in  one  direction  of  about 
1.7  per  cent.  The  electrification  of  this 
division  and  the  probability  of  extend- 
ing the  electric  zone  to  include  at  least 
two  grades  in  the  immediate  neighbor- 
hood of  the  tunnel  has  been  consid- 
ered by  the  Great  Northern  officials. 

The   following   are   the   principal   di- 
mensions of  the  locomotive  illustrated: 

Length    over  cab 40  ft.   iji   ins. 

Height  over   cab 14  f t- 

Width   over   all 10  ft. 

Total    wheel    base 3'   ft-       91ns. 

Rigid    wheel   base n  ft. 

Weight  of  mechanical  equipment.  .  1 12,599  lbs. 
Weight   of  electrical   equipment. .  .117,401  lbs. 


Development  of  the  Locomotive  Engine 

Mr.  G.  A.  Sekon,  editor  of  the  Rail- 
way Magazine  of  London,  is  author 
of  the  "Evolution  of  the  Steam  Loco- 
motive," one  of  the  best  works  on  the 
wrought  iron  equalizing  beam  between  subject  ever  written.  Mr.  Sekon  has 
the  upper  and  lower  rails  of  the  frame,  lately  published  in  his  magazme  a  high- 
similar     to      steam     locomotive      prac-     ly   complimentary   review   of  "Develop- 


PERSPECTIVE  VIEW  Or  GK1..M    NO 

tice.  The  weight  on  the  drivers  of  the 
No.  2  end  truck  is  also  carried  on  the 
same  style  of  springs,  supported  on  the 
driving  boxes  in  like  manner,  but  in 
this  case  there  is  no  equalizing  beam 
between  the  two  drivers  on  one  side, 
but  the  two  front  drivers  are  equalized 
together  by  means  of  a  cross  equaliz- 
ing beam.  The  truck  bolsters  are  made 
of  cast  steel  of  box  construction,  very 
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ment    of   the    Locomotive    Engine,"    by 
Angus  Sinclair,  in  which  he  says: 

Americans  interested  in  the  evolution 
of  the  railway  engine,  owe  a  debt  of 
gratitude  to  our  confrere,  the  editor  of 
Railway  and  Locomotive  Engineering, 
for  the  exhaustive  work  he  has  written 
on  this  fascinating  subject. 

It    is    somewhat   difficult    to   compare 

Mr.    Sinclair's   book   with    others   on    the 

rigidly    connected    to    the    frames    and     same  subject,  because  the  author  occu- 

with  center  plates  cast  integral.  pies    a    position    more    fortunate    than 

The  cab,  which  carries  the  controlling     most    writers.      Born    a    Scotsman,    his 

apparatus,   as   well   as   air   compressors     early  experience  of  the   steam  locomo- 


with  the  origin  and  growth  of  the 
steam  engine,  give  the  history  of  the 
engine  from  its  invention,  and  traces 
the  main  features  of  its  development  in 
Great  Britain  almost  to  the  present 
time,  the  book  has  a  twofold  value  to 
American  readers;  while  the  main  por- 
tion of  the  book — that  dealing  with 
locomotive  development  in  the  States 
. — is  a  valuable  addition  to  the  history 
of  the  railway  engine  the  world  over. 

Mr.  Sinclair  has  adopted  a  novel 
method  of  dealing  with  the  evolution 
of  the  locomotive  in  the  United  States; 
he  does  not  treat  the  whole  country  as 
being  concerned  in  the  development, 
but  traces  the  growth  of  the  machine 
on  various  railroads,  apart  from  one 
another.  Thus  the  several  improve- 
ments initiated  on  the  Erie  Railroad 
are  described  in  one  section,  its  devel- 
opment on  the  New  York  Central  in 
another,  and  its  growth  on  the  Phila- 
delphia and  Columbia  in  a  third,  while 
other  railroads  are  dealt  with  in  like 
manner.  Then  chapters  are  set  apart 
showing  how  certain  locomotive  build- 
ers assisted  in  the  improvement  of  the 
railway  engine — Baldwin,  for  instance, 
receiving  due  recognition  in  this  cate- 
gory. 

Other  chapters  deal  with  the  devel- 
opment of  certain  parts  of  the  engine, 
such  as  the  boiler,  the  valve  gear, 
spark  arresters,  etc.  "Freak"  locomo- 
tives are  not  forgotten,  many  curious 
specimens  of  engines  being  described 
and  illustrated.  A  chapter  is  also  de- 
voted to  the  evolution  of  the  locomo- 
tive in   Canada. 

From  the  above  brief  notes  it  will  be 
seen  that  Mr.  Sinclair  has  produced  an 
important  work  on  an  important  sub- 
ject, and  while  much  of  the  book  is  of 
universal  interest,  the  work  as  a  whole 
undoubtedly  supplies  Americans  with  a 
standard  book  on  the  subject  of  loco- 
motive  development   in   the   States. 

Mr.  Angus  Sinclair  is  entitled  to 
hearty  commendation  for  his  instruc- 
tive contribution  to  the  literature  of 
the  "iron  horse." 
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WHAT  CAN  BE  DONE  WITH  A  COLD  SAW 


Bj^  "Roger  j\lKjnjon 


A  great  portion  of  the  intellect  and 
time  of  a  large  part  of  civilized  nations 
is  always  being  devoted  to  devising  meth- 
ods and  means  whereby  manufacturing 
operations  may  be  performed  in  less 
time,  with  less  exertion,  and  at  less  cost, 
all  of  which  enables  the  benefits  derived 
to  become  serviceable  to  a  larger  section 
of  humanity.  Machines  and  tools  are 
constantly  being  invented  and  manufac- 
tured which  cause  changes  in  the  system 
by  which  other  things  are  made,  and 
render  further  developments  possible  in 
different  lines  of  work ;  and  among  these 
the  development  of  the  cold  circular  saw 
has  been  the  means  of  effecting  very  con- 
siderable economy. 

Twenty  years  ago  or  so,  the  parting  of 
masses  of  metal  by  means  of  a  narrow 
strip  being  cut  out  was  not  common,  and 
was  avoided  when  possible,  but  when 
indispensible  it  was  done  by  slotting 
with  a  narrow  tool  which  was  a  slow  and 
expensive  process.  Thus,  for  instance, 
forgings  were  demanded  which  were  to 
be  made  close  to  the  sizes  required  when 
finished,  as  the  cost  of  removing  the  ex- 
cess metal  during  the  operation  of  finish- 
ing was  very  great  and  took  considerable 
time.     It  was  necessary  to  employ  forge- 


FIG.     I.      SAWING    UP    TO    A    SHOULDER. 

men  of  great  skill  and  experience,  and 
who  were  paid  highly,  to  get  such  a  class 
of  work  in  short  time,  as  the  cost  per 
hour  of  the  necessary  plant  and  men  was 
large.  The  machinery  used  in  finishing 
was  comparatively  light,  and  any  excess 
metal  left  by  the  forgemen  took  consid- 
erable time  to  cut  away  into  shreds  dur- 
ing removal,  an  excess  in  length  prob- 
ably cost  highest  per  pound  of  metrd  re- 
moved. This  trouble  was  largely  over- 
come by  the  use  of  heavier  machinery 
and  better  tool  steel,  but  the  cutting  to 
shreds  of  the  excess  metal  still  takes 
time  and  is  expensive.  In  some  classes 
of  operations,  however,  it  has  been  con- 
siderably diminished  by  the  use  of  the 
cold  saw. 

For  a  long  time  the  use  of  the  saw 
was  confined  to  cutting  oflf  such  material 
as  pipes,  round  bars  or  axles,  gates  from 
Eteel  castings,  etc.  This  was  probably 
largely  due  to  the  saw  being  laterally 
flexible,  and  consequently  any  defects  en- 
countered in  the  metal  or  a  difference  of 


TYPE  OF  MODERN  COLD  SAW. 

resistance  on  either  side,  would  cause  the 
saw  to  deflect  and  run  off  from  a  straight 
Kne.  This  would  probably  break  the  saw, 
if  not  promptly  attended  to,  and  in  any 
case  the  saw  could  only  be  used  for  the 
loughest  class  of  work.  Experience  has 
shown,  however,  that  considerable  econ- 
omy can  be  effected  by  leaving  more  ex- 
cess metal  on  forgings,  less  care  and 
skill  being  necessary  in  the  forging,  thus 
economizing  on  the  time  and  cost  of  a 
high-priced  plant,  viz. :  furnace,  hammer, 
etc.  The  high-priced  men  can  turn  out 
much  more  work  in  a  given  time,  and  this 
move  offsets  the  co'st  of  the  metal  wasted 
and  of  the  cost  of  removing  it  in  the 
machine    shop. 

Some  of  the  circular  cold-saw  machines 
have  the  saw  driven  by  the  arbor,  by 
means  of  flanged  discs  on  each  side  and 
bolts  through  the  saw.  The  advantage  of 
this  style  of  driving  is  that  the  saw  is 
held  rigidly  in  a  line  and  does  not  easily 
deflect,  but  it  has  two  disadvantages  for 
some  purposes.  These  are,  the  diam- 
eter of  the  driving  flanges  reduces  the 
useful  diameter  of  the  saw  by  restricting 
the  depth  it  can  cut,  and  for  a  given 
Qcpth  of  cut  compels  the  use  of  a  large 
saw,  which  in  turn  increases  the  power 
consumed,  as  all  the  work  is  done  at  the 
periphery  of  the  saw,  and  in  addition  as 
the  power  is  transmitted  by  the  arbor  it 
must  be  large  enough  to  stand  the  twist- 
ing strain,  not  only  without  breaking  but 
without  jerking  when  the  cut  is  unsteady. 
This  trouble  is  almost  impossible  to  over- 
come, and  it  is  worse  with  large  saws 
than  with  small  ones. 

In  other  types  the  arbor  is  small  and 
the  nuts  holding  the  saw  are  also  small, 
as  they  are  only  required  to  keep  the 
saw  in  position,  while  the  driving  power 
is  transmitted  to  the  saw  by  a  sprocket 
pinion  working  in  slots  in  the  saw  itself, 
and  placed  near  the  rim,  thus  giving  great 
useful    depth    of    cut,    with    low    driving 


power  required.  This  form  of  drive  elim- 
inates jerking,  as  the  sprocket  pinion  lit- 
erally pulls  the  saw  through  the  metal  by 
tension,  while  the  saw  runs  in  guides 
which  prevent  lateral  deflection  and  gives 
it  steadiness.  This  system  also  permits 
of  a  more  vertical  cut  in  some  classes  of 
V.  ork,  which  is  advantageous  when  cut- 
ting up  to  a  shoulder.  If  the  saw  table  is 
large  and  the  work  is  small  it  may  be 
placed  on  an  angular  block  so  as  to  cut 
square  up  to  a  shoulder,  as  shown  in  our 
ilkistration  Fig.  i.  For  some  classes 
of  work  it  is  found  desirable  to  put  two 
saws  on  the  arbor,  adjustable  as  to  dis- 
tance apart,  which  increases  economy  and 
accuracy. 

A  third  type  of  saw  was  formerly  made, 
in  which  the  saw  is  carried  on  a  swinging 
head  adjustable  in  different  directions, 
and  attached  to  a  heavy  overhanging  bar 
of  hexagonal  or  square  section,  the  driv- 
ing shaft  being  in  the  centre  of  this  bar, 
and  the  whole  can  be  extended  or  with- 
drawn as  required,  while  the  saw  can  be 
set  to  work  at  any  angle  round  the  bar, 
which  was  convenient  and  quick  for  many 
purposes. 

In  most  of  these  types  the  feed  ar- 
rangement is  made  to  advance  the  saw 
while  the  work  is  fixed,  but  in  all  cases 
it  is  better  to  have  a  steady  continuous 
feed  than  to  feed  by  ratchet,  and  an  au- 
tomatic friction  feed  which  can  be  set 
to  work  rapidly  in  light  sections,  but  will 
slip  or  feed  more  slowly  where  the 
work  is  heavy,  materially  increases  the 
cutput  of  the  machine  and  is  not  so 
destructive  to  the  saw.  The  friction 
feed  automatically  adjusts  itself  to  the 
varying  thicknesses  of  the  work  which 
may  be  encountered  or  to  the  varying 
hardness     or  to  the  core  spaces  through 


DRILLED  AND 


FIG.    2.      SAWING    SOLID    ECCENTRIC. 

which  the  saw  cuts.  In  this  way,  one 
man  can  easily  attend  to  two  machines, 
setting  work  on  one  while  the  other  is  in 
operation. 

These  saws  enable  new  methods  of 
doing  work  to  be  adopted,  for  instance, 
eccentric  straps  are  sometimes  cast  whole, 
ns   shown  in  Fig.  2.     This  saves  time  in 
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the  foundry,  and  avoids  deformation  by 
shrinkage.  In  the  machine  shop  the  bolt 
holes  are  drilled  through  the  lugs,  and 
sides  of  lugs  faced.  The  halves  are  then 
parted  by  the  saw  in  a  few  minutes,  and 
no  further  work  is  necessary  on  the  joint. 
Permanent  liners  equal  to  the  thickness 
of  the  saw  kerf  are  inserted  to  allow 
for  reduction  in  service  and  the  halves 
are  bolted  together  with  their  own  fin- 
ished bolts,  and  the  strap  is  ready  for  bor- 
ing out. 

A  very  economical  method  of  making 
main  rod  straps  is  to  take  a  slab  of  mild 
steel  large  enough  for  two  straps  Fig.  3. 
These  are  planed  to  the  required  thick- 
ness, and  marked  out,  then  clearance  holes 
are  drilled  as  shown,  and  the  surplus 
metal  can  be  cut  off  by  sawing  ajong  the 
dotted  lines.  After  that  only  finishing 
work  is  required.  The  blocks  of  metal 
thus  cut  away  can  be  flattened  and  used 
for  smaller  straps  or  other  parts. 

The  ordinary  defect  of  rod  straps  is 
failure  in  the  corner.  This  is  very  com- 
mon in  straps  which  ar?  forged  and  bent. 


FIG.    4-     SAWING   A   SHEAF   OF    BAKS. 

The  use  of  the  saw  produces  straps  in 
which  the  defect  is  entirely  overcome,  as 
there  is  no  detrusion  of  the  metal  caused 
by  bending.  After  many  years  of  service 
the  writer  has  never  known  straps  so 
made  to  fail.  The  cost  of  straps  produced 
in  this  way  is  less  than  forged  and  bent 
straps,  and  it  may  be  said  that  the  saw 
method   is   more   scientific. 

In  Fig.  4  we  show  a  method  of  sawing 
a  sheaf  of  iron  or  steel  bars.  One  of  the 
jaws  A,  is  set  with  a  dowel,  the  other, 
marked  B,  is  adjustable  so  that  a  number 
of  bars  can  be  evenly  placed  between  the 
jaws.  When  all  are  in  place  the  bars  are 
clamped  down  and  the  saw  soon  cuts  off 
the  projecting  ends. 

The  peripherally  driven  cold  saw  with 
friction  feed  is  a  very  useful  tool,  but  the 
method  of  setting  work  is  also  important, 
as  the  output  of  the  saw  can  be  affected 
by  what  musicians  would  call  the  "attack." 
In  the  shop  the  point  of  attack  is  deter- 
mined by  the  way  the  work  is  presented 
to   the   saw.     In   Fig.   5   the   saw   is   cut- 


ting into  a  stepped  mass  of  metal  and  it 
is  moving  from  left  to  right.  The  zone 
A  represents  the  minimum  depth  of  cut 
in  the  stepped  piece.  This  increases 
through  zone  B  where  the  medium  depth 
of   cut   is    carried   through   zone    C.      In- 


diameter  of  the  piston  rod  may  be  a  cer- 
tain fraction  of  the  cylinder  diameter; 
the  length  of  the  main  rod  is  so  many 
times  the  length  of  the  crank.  I  wish 
some  of  the  readers  of  Railway  and  Lo- 
comotive Emgineering  who  are  in  a  po- 

ORILLED  HOLES, 


crease  in  depth  takes  place  in  zone  D, 
and  maximum  cut  exists  all  through 
zone  E. 

That  the  method  of  attack  is  worth 
considering  is  apparent  from  a  glance  at 
Fig.  6,  which  represents  the  same  stepped 
piece  of  metal  being  sawed  through  from 
the  large  end,  the  saw  moving  from 
right  to  left.  The  saw  begins  at  the  lower 
right  hand  corner  and  the  depth  of  the 
cut  increases  through  zone  F  and  the 
maximum  is  reached  and  held  through 
zone  G.  The  depth  of  cut  decreases  as 
the  saw  proceeds  and  the  medium  cut 
i.-i  encountered  in  zone  H,  and  further 
decrease  occurs  at  and  through  z6ne  J. 
The  relative  widths  of  the  maximum, 
medium,  and  minimum  cuts  is  approx- 
imately shown  by  the  width  of  the  zones. 

In  both  cases  the  saw  has  cut  through 
exactly  the  same  amount  of  metal,  but  it 
has  had  harder  work  to  do  in  one  case 
than  the  other  and  the  time  taken  in  do- 
ing the  easier  task  is  shorter  than  that 
required  to  perform  the  more  difficult. 
If  the  saw  could  express  an  opinion  in 
words  of  the  right  or  left  attack  in  this 
case  it  would  probably  repeat  the  old  say- 
ing, "There  is  no  substitute  for  brains," 
but  not  being  able  to  speak  its  actions 
spell  the  word  economy. 


Valve  Motion  Design. 

Bv  Sidney  C.  Carpenter. 
In  this  article  I  desire  to  consider  link 
motion  design,  not  from  the  valve  setter's 
point  of  view,  but  from  the  standpoint 
of  the  .'train  on  the  various  parts.  When 
designing  parts  where  strength  is  an  im- 
portant consideration  it  is  always  best  to 
take  account  of  all  the  principal  strains  to 
which  the  piece  is  subjected  and  de.sign 
it  to  meet  the  greatest  strain  it  will  have 
to  bear  in  service.  This  often  involves 
considerable  calculation,  and  when  de- 
signs are  made  in  a  number  of  different 
sizes  formulas  are  often  used  in  which 
some  one  dimension  is  taken  as  a  stand- 
ard, and  the  others  are  taken  as  a  certain 
proportion  of  this  one.     For  example,  the 
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sition  to  do  so  would  give  some  of  these 
approximate  formulas  which  have  been 
tried  out  in  practice  and  adopted  as  stand- 
ard by  locomotive  builders. 

The  power  required  to  move  the  valve 
depends  on  the  load  imposed  on  the  valve 
by  the  steam  pressure.  This  load  is  dif- 
ficult to  calculate.  The  downward  pres- 
sure is  due  to  the  steam  acting  on  the 
back  of  the  valve,  but  it  is  opposed  by 
a  variable  upward  pressure,  due  to  the 
steam  in  the  ports,  which  depends  on  the 
pressure  in  the  cylinder  at  different 
points  of  the  stroke.  If  the  valve  is  10  in. 
X  18  in.  and  is  subjected  to  a  pressure  of 
180  lbs.,  it  will  be  held  on  its  seat  with 
a  pressure  of  i6j4  tons.  Assuming  that 
■-:■  of  this  is  balanced  by  the  steam  under 
the  valve,  we  have  a  load  of  12  tons  to 
be  moved  twice  at  every  revolution  of  the 
drivers  for  each  side  of  the  engine.  The 
force  required  to  move  this  load  depends 
upon  the  condition  of  the  valve  and  seat. 
.Assuming  a  coefficient  of  friction  of  .08, 
we  have  1,930  lbs.,  or,  say,  a  force  of 
2,000  lbs.,  which  must  be  applied  to  the 
valve.  If  the  valve  makes  10  strokes  per 
second,  4  in.  to  a  stroke,  it  will  travel  200 
feet  per  minute,  which  would  require  ap- 
proximately 12  horse  power  to  move  each 


FIG.    5.      S.\W    MOVING    FROM    LEFT    TO 
RIGHT. 

valve.  Balanced  valves,  of  course,  re- 
quire less  power,  but  the  saving  is  varia- 
ble on  account  of  leakage,  and  for  pur- 
poses of  design  they  should  be  considered 
as  unbalanced. 
When    the    valve    is    moving   back    the 
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strain  on  the  rod  is  simply  tension,  but 
when  moving  forward  the  rod  becomes  a 
column  under  compression  and  tends  to 
spring  or  buckle.  In  the  rocker  and  rock- 
er box  we  have  a  varietj'  of  strains.  The 
pins  in  the  valve  rod  and  link  block  are 
in  shear,  the  rocker  arms  tend  to  bend 
and  the  rocker  shaft  is  subject  to  tor- 
sion, or  tends  to  twist.  The  arms  are 
cantilevers,  and  their  tapered  form  is 
characteristic  of  this  class  of  beams.  The 
bending  moment  is  greatest  at  the  shaft 
and  the  section  is,  therefore,  greatest  at 
this  point.  In  the  theoretical  beam,  bear- 
ing a  load  at  the  end,  the  sides  would 
curve  to  a  point,  but  there  are  practical 
considerations  which  determine  the  size 
of  the  end.  The  pin  for  the  valve  rod 
must  be  thick  enough  to  prevent  it  from 


FIG. 


6.      S.AW    MOVIXn    FROM    RIGHT    TO 
LEFT. 


breaking  out,  and  the  length  of  the  boss 
must  be  sufficient  to  hold  the  pin  and 
prevent  it  from  working  in  the  hole.  The 
web  must  be  sufficiently  strong  to  resist 
the  bending  moments  at  the  different 
points,  and  it  must  also  meet  a  twisting 
strain  due  to  the  offset  of  the  valve  rod. 
Suppose  the  length  of  the  arm  is  12  in., 
with  a  strain  of  2,000  lbs.,  on  the  rod, 
there  would  be  24,000  lbs.  bending  mo- 
ment at  the  shaft,  12,000  lbs.  at  6  in.  from 
the  center,  etc.  If  it  is  6  in.  from  the 
center  line  of  the  valve  rod  to  the  center 
line  of  the  web,  there  will  be  a  force  of 
12,000  lbs.  tending  to  twist  the  web 
around. 

The  rocker  shaft  is  subject  to  torsion 
and  shear.  When  the  link  block  goes  for- 
ward the  load  at  the  valve  rod  tends  to 
twist  the  shaft,  and  this  causes  a  shearing 
strain  at  the  base  of  the  arms.  The  whole 
rocker  has  a  tendency  to  swing  around 
the  end  of  the  valve  rod,  and  this  tendency 
is  increased  by  the  offset  between  the 
link  block  and  valve  rod.  The  effect  of 
this  offset  is  to  form  a  lever  with  the 
power  at  the  link  block,  and  fulcrum  at 
the  valve  rod  and  the  rocker  box  as  the 
weight  to  be  moved.  We  will  assume  di- 
mensions as  follows :  The  power  arm  is 
the  horizontal  distance  between  the  cen- 
ter of  the  valve  rod  and  the  center  line 
of  the  link,  or  30  ins.  The  weight  arm  is 
the  distance  from  the  valve  rod  to  the 
center  of  the  rocker  box.  or  12  ins.  If 
the  two  rocker  arms  are  equal  it  will  re- 
quire 2,000  lbs.  at  the  link  block  to  move 


2,000  lbs.  at  the  valve  rod,  and  the  force 
tending   to   push   the    rocker    box    out   of 
30x2,000 

place    is    ^5,000    lbs.      We 

12 
might  call  this  the  oft'set  leverage.  It 
tends  to  swing  the  rocker  in  a  hori2HDntal 
plane,  and  can  be  reduced  by  bringing 
the  valve  rod  more  nearly  over  the  link, 
as  in  the  case  where  the  valves  are  be- 
tween the  cylinders.  Another  leverage 
acts  in  a  vertical  direction,  and  tends  to 
swing  the  rocker  like  a  pendulum  from 
the  valve  rod  as  a  pivot.  Assuming  12 
in.  arms,  with  the  same  force  as  before, 
this  leverage  will  give  4,000  lbs.  at  the 
rocker  box.  When  the  engine  is  running 
at  high  speed,  all  these  forces  act  prac- 
tically as  blows,  first  in  one  direction,  then 
the  other,  and  a  good  many  to  a  second. 
A  certain  force  applied  suddenly  is  much 
more  destructive  than  the  same  force  ap- 
plied gradually. 

In  the  link  we  have  another  complica- 
tion of  forces.  Considering  one-half  of 
the  link  only,  the  front  piec  is  a  beam 
fastened  at  each  end  with  the  load  occu- 
pying various  positions.  It  is  stramed 
only  when  the  half  link  is  going  back 
and  the  greatest  bending  moment  occurs 
when  the  block  is  about  half  way  between 
the  center  and  the  end.  The  back  of  the 
link  may  also  be  considered  a  beam  fast- 
ened at  the  ends  when  the  half  link  is 
going  back.  There  is  no  strain  from  the 
block,  but  the  pull  of  the  eccentric  blade 
acts  as  a  load  near  one  end.  When  the 
end  of  the  link  is  moving  forward  the 
back  is  practically  a  lever 
with  the  eccentric  blade  pin 
at  the  opposite  end  as  a  ful- 
crum, and  the  eccentric  at 
the  end  which  is  moving 
forward  as  the  power.  In 
other  words,  all  parts  of  the 
link  except  the  back  could 
be  removed  without  affect- 
ing the  force  applied  to  the 
link  block.  The  link,  as  a 
whole,  may  also  be  consid- 
ered a  lever,  with  the  ec- 
centric blade  which  controls 
the  motion  of  the  valve 
acting  as  the  power  and  the 
other  as  the  fulcrum. 

The  eccentric  rods  are 
subject  to  alternate  tension 
and  compression,  or  rather, 
bending,  and  if  the  rod  is 
bent  to  pass  an  axle  the 
strains  are  still  more  com- 
plicated. The  greatest  strain 
comes  on  the  rod  in  full 
gear ;  at  other  points  it  has 
the  advantage  of  the  leverage  afforded  by 
the  link.  The  rod  should  be  designed  as  a 
long  column.  The  power  required  to 
move  the  valve  and  the  length  of  the  rod 
being  given,  the  problem  is  to  determine 
a  suitable  section  which  will  prevent  ex- 
cessive   deflection    or    spring    in    the    rod. 


The  bolts  at  the  eccentric  end  are  in 
shear.  The  eccentric  strap  is  alternately 
in  tension  across  the  top  and  bottom  and 
compression  at  the  front. 

The  eccentric  itself  is  one  arm  of  a 
lever,  of  which  the  crank  is  the  other  arm, 
and  the  strain  is  taken  by  the  points  of  the 
set  screws  and  the  key.  The  principal 
strains  acting  on  the  eccentric  are  the 
power  required  to  reverse  the  weight  of 
the  moving  parts  and  the  power  required 
to  move  the  valve.  To  determine  the 
pow-er  required  to  operate  the  valve  gear 
we  will  assume  the  total  weight  of  the 
moving  parts  for  both  cj'linders  to  be 
2,000  lbs.,  which  is  not  excessive,  as  valve 
gears  go  on  large  locomotives.  In  full 
gear  all  parts  have  approximately  the 
same  motion  as  the  valve,  and  for  sim- 
plicity, w-e  will  take  the  motion  of  the 
whole  valve  gear  equal  to  the  throw  of 
the  eccentric.  At  5  revolutions  a  second 
the  valve  gear  will  make  a  stroke  in  one 
direction  every  tenth  of  a  second.  The 
velocity  of  motion  varies  from  o  at  each 
end  of  the  stroke  to  the  maximum  in  the 
middle,  so  that  the  whole  mass  must  be 
brought  from  rest  to  its  maximum  veloci- 
ty in  1-20  of  a  second.  To  determine  the 
maximum  velocity  we  will  take  the  throw 
of  the  eccentric  at  6  in.,  and  the  center  of 
the  eccentric  travels  a  distance  of  i8.8s  in. 
at  each  revolution.  In  5  revolutions  this 
equals  7.85  ft.,  which  is  the  maximum  ve- 
locity' per  second  transmitted  to  the  valve 
motion.  The  energ\'  required  to  move 
the  parts  at  this  velocity  is  2,000  x  7.85 
2-64.32,    or    1,916    foot-pounds.      But    this 
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energy  must  be  developed  in  1-30  of  a 
second,  which  is  equal  to  2,299,200  foot- 
pounds per  minute,  or  69.66  horse  power. 
This  calculation  does  not  take  account  of 
the  further  exertion  of  power  owing  to 
friction  due  to  the  heavy  pressure  on  the 
different  wearing  surfaces. 
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Air    Flue    Cleaner. 

A  locomotive  flue  cleaner,  which  does 
away  with  the  auger  for  boring  out  flues 
clogged  up  with  cinders  and  soot,  has 
been  got  up  by  Mr.  C.  E.  Lunisdcn,  fore- 
man at  the  Council  Bluffs  shops  of  the 
Chicago,  Rock  Island  &  Pacific.  In- 
stead of  boring  out  the  flue  this  air- 
operated  apparatus  blows  them  out  and 
the  point  about  this  device  is  that  it  pro- 
vides an  exit  or  way  of  escape  for  the 
cinders  when  they  are  so  tightly  lodged 
that  they  will  not  readily  blow  through 
into  the  smokebox. 

The  apparatus  is  simple  and  easily  and 
cheaply  made,  being  in  fact  a  2-in.  Y-pipe 
fitting.  The  back  of  the  straight  end  of 
the  Y  is  filled  with  a  i-in.  plug,  in  which 
a  hole  is  drilled,  which  allows  a  'A-in.  pipe 
to  slide  easily.  The  forward  end  of  the 
straight  portion  of  the  Y  has  a  2-in. 
nipple  5  ins.  long  swaged  down  to  lyi 
ins.  diameter.  A  yi-'m.  pipe  connected 
with  the  compressed  air  supply  in  the 
shop  is  thrust  through  the  plug  at  the 
back  of  the  straight  end  of  the  Y.  The 
angle  of  the  Y  is  provided  with  a  straight 
nipple,  on  which  is  fastened  a  2-in.  rub- 
ber hose,  and  this  hose  is  allowed  to  drop 
down  into  the  firebox,  and  if  desired,  into 
the  ash  pan.  This  is  the  cinder  exit.  When 
the  flue  cleaner  or  blower  is  in  place, 
the  tapered  nipple  at  the  front  enters  the 
flue  and  is  pushed  in  as  far  as  it  can  be, 
which  is  ultimately  up  to  the  front  of  the 
Y.  The  %-in.  air  pipe  is  then  pushed 
forward  up  to  or  beyond  the  mouth  of  the 
tapered  nipple  and  air  is  turned  on. 

The  cinders  may  blow  through  to  the 
smokebox  if  they  are  only  loosely  in  the 
flue,  but  if  they  are  packed  tight  the  an- 
nular opening  around  the  ^-in.  pipe  in  the 
tapered  nipple  forces  the  first  handful  of 
cinders  to  blow  back  into  the  Y.  They 
then  pass  down  the  angle  opening  into  the 
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way  to  a  more  suitable  place,  viz. :  the 
ash  pan.  There  is  no  dust  or  soot  blow- 
ing around  to  IxJther  the  operator,  the  air 
from  the  small  central  pipe  causes  an 
enthusiastic  movement  among  the  cinders 
toward  the  ash  pan. 


the  engine  in  motion  and  the  engineer's 
work  and  attention  is  reduced  to  a 
minimum.  In  this  way  it  is  a  time-saver 
and  the  engineer  can,  probably  does,  clean 
off  the  strainer  more  often  than  when  he 
had  to  get  down  and  uncouple  the  hose. 
All    sorts    of    small    obstructions,    like 


Combined    Strainer   and    Water    Valve. 

The  Georgia  Railroad  is  using  what 
may  be  called  a  combined  strainer  and 
water  valve  which  provides  a  very  easy 
and  expeditious  method  of  cleaning  the 
tank  strainer  without  taking  down  the 
hose  or  disconnecting  anything  in  the 
feed-water  system  between  the  tank  and 
the  supply  pipe  to  the  injector.  The 
device  has  been  patented  by  Mr.  J.  H. 
Waters,  the  assistant  master  mechanic  of 
the  road,  and  he  is  prepared  to  supply 
his  device  to  anyone  who  wants  it. 

The  strainer-valve  is  placed  in  a  con- 
venient place  and  is  at  the  lowest  point 
between  the  tank  valve  and  the  supply 
pipe  to  the  injector.  The  principle  involved 
is  simply  that  of  making  of  the  strainer 
practically  an  upright  wall,  which  can  be 
rocked  about  its  centre  line  by  a  crank 
and  lever  operated  from  the  cap.  When 
the  strainer  is  operative  it  stands  in  a 
vertical  position.  The  bottom  edge  of  the 
strainer  has  a  foot  which  carries  a  valve, 
which  opens  or  closes  a  port  in  the  bot- 
tom of  the  strainer-valve  chamber  ac- 
cording to  whether  the  strainer  is  in- 
clined or  is  standing  in  the  vertical  po- 
sition. 

When  the  strainer  is  vertical  the  port  is 
closed  and  the  water  on  its  way  from  the 
tank  to  the  injector  supply  pipe  passes 
through  the  strainer.  When  the  strainer 
is  placed  in  the  inclined  position,  the 
valve  uncovers  the  port  in  the  bottom  of 
the  chamber  and  the  water  from  the  tank 
flows  out  of  it,  and  in  this  way  washes 
the  strainer  clean.  If  the  injector  "breaks," 
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hose  leading  to  the  ash  pan.  As  the 
cinders  disappear  from  the  flue  by  this 
means,  the  %-\n.  pipe  is  pushed  further  in 
close  up  to  the  wall  of  cinders,  and  the 
wall  of  cinders  in  the  flue  are  continually 
dislodged  and  blown  back  to  the  Y  and 
take  the  ash-pan  route  by  way  of  the  2-in. 
hose.  The  'A-in.  air  pipe  is  therefore  al- 
ways like  a  good  soldier  in  battle,  fight- 
ing at  the  front,  and  the  ultimate  defeat 
of  the  cinders  is  only  a  matter  of  a  short 
time.  In  fact  our  correspondent,  Mr.  C 
W.  Miller,  of  Ilorton,  Kan.,  tells  us  that 
a  set  of  locomotive  flues  can  be  cleaned 
out  in  about  15  minutes  and  the  cinders  do 
not  go  to  the  smoke  box,  but  make  tlicir 
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owing  to  msuflicicnt  water  supply,  the  en- 
gineer moves  his  valve  handle  and  the 
strainer  is  washed  off.  In  the  winter 
when  it  is  necessary  to  drain  the  hose  and 
the  supply  pipe  opening  this  valve  is  all 
that  is  necessary.  When  it  is  desired  to 
clean    the    strainer    it    can    be    done    with 


STRAINER  AND  WATER  VALVE, 
cinders,  grit  and  the  like  find  a  sort  of 
"exit  here"  direction  when  the  strainer 
valve  is  open,  much  the  same  as  people 
do  when  trying  to  get  out  of  an  un- 
familiar railway  station.  When  it  is  neces- 
sary to  drain  the  tank  the  strainer  valve 
provides  an  easy  way,  and  if  the  flushing 
cf  the  water  does  not  thoroughly  clean 
the  strainer,  the  blow-back  from  the  in- 
jector may  help,  for  whether  the  drainage 
port  is  open  or  closed,  the  perforations 
of  the  strainer  are  ready  to  receive  the 
flow  of  water  or  steam.  Mr.  J.  H.  Waters, 
who  is  stationed  at  Augusta.  Ga.,  will  be 
happy  to  give  further  information  to  those 
interested. 


Under  the  Hepburn  rate  law  the  rail- 
roads are  requested  to  keep  nearly  every 
scrap  of  paper  connected  with  their  busi- 
ness. These  papers  have  added  such  a 
burden  to  the  railroads  that  the  House 
Committee  on  Interstate  and  Foreign 
Commerce  has  reported  a  bill  authorizing 
the  Interstate  Commission  to  grant  per- 
mission to  destroy  these  useless  papers. 


A    So-Called    Lost    Art. 

It  has  been  claimed  that  tempering 
copper  is  one  of  the  "lost  arts."  Accord- 
ing to  Professor  Hopkins,  of  the  depart- 
ment of  chemistry  at  Amherst  Coljege, 
the  idea  that  copper  was  tempered  in 
ancient  times  arises  from  a  thirteenth 
century  misunderstanding  of  the  Greek 
word  bal'lu' — a  word  used  by  the  Grjeco- 
Egyptian  alchemist  writers  of  the  third 
century.  Professor  Hopkins  states  that 
Berthelot,  the  eminent  authority  on 
alchemy,  has  shown  that  this  word  tem- 
pering may  mean  coloring  cloth,  glass  and 
metals,  coloring  materials,  or  the  coloring 
bath.  He  says  that  Egyptfan  alchemy 
busied  itself  originally  in  producing  bril- 
liant bronzes  on  copper  and  the  copper 
alloys,  and  that  this  expression  "the  tem- 
pering of  copper"  means  and  always  has 
meant,  bronzing  copper  so  that  it  may 
simulate  silver  or  gold.  It  would  thus 
appear  that  copper  may  never  have  been 
tempered,  after  all.  This  is  a  more  prob- 
able conclusion  than  that  the  way  to  do  it 
has  been  lost. 
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Gauging   Worn   Wheels. 

Editor: 

In  your  article  on  Gauging  Worn 
Flanges  on  page  68  of  the  February  issue 
of  Railway  and  Locomotive  Engineer- 
ing you  speak  of  three  kinds  of  wheels 
and  two  kinds  of  gauging.  This  is  all 
right,  but  it  seems  to  me  that  rule  lo  itself 
and  the  explanation  of  it  given  by  the  M. 
C.  B.  Association  in  the  illustration  they 
use  on  pages  lo  and  il  of  the  1908  code 
of  interchanges  are  not  quite  as  clear  as 
they  might  be.  Now  is  the  time  that  the 
various  railway  clubs  are  preparing  to 
make  suggestions  regarding  the  rules  of 
interchange  and  I  therefore  wish  to  point 
out  one  thing  that  might  be  improved. 

Rule  10  states  that  cast  wheels  under 
cars  less  than  80,000  lbs.  capacity  are  to 
be  taken  out  if  the  flat  vertical  wear  of 
the  flange  exceeds  i  in.  or  if  this  flange  is 
15/16  ins.  thick,  as  measured  by  the  gauge. 
Cast  iron  wheels  under  cars  of  more  than 
80,000  lbs.  capacity  may  only  have  a  flat 
vertical  surface  %  from  tread  or  a  flange 
less  than  i  in.  thick  as  measured  by  the 
gauge,  and  further,  as  I  understand  it, 
steel  or  steel-tired  wheels,  without  refer- 
ence to  what  capacity  car  they  may  be 
under,  should  be  removed  for  a  flat  verti- 
cal worn  surface  I  in.  up  from  tread  or  a 
flange  l  in.  or  less  in  thickness.  As  the 
"  rules  states  it  all  the  steel  or  steel-tired 
wheels  take  the  sharp  flange  limit  equal 
to  the  cast  wheel  under  cars  of  less  ca- 
pacity than  80,000  lbs.,  and  all  the  steel 
or  steel-tired  wheels  take  the  thickness 
limit  of  the  cast  wheels  under  cars  of 
over  80,000  lbs.  capacity. 

In  other  words,  for  cast  wneels  you  use 
the  gauge  as  determined  by  the  capacity 
of  the  cars,  but  with  steel  or  steel-tired 
wheels  you  use  the  gauge  as  directed 
without  reference  to  the  capacity  of  the 
cars  under  which  the  steel  or  steel-tired 
wheel  may  be.  This  is  apparently  the 
meaning  of  the  rule  but  when  it  comes 
to  the  interpretation  of  the  rule  as  shown 
in  the  figiires  in  the  code  we  find  that  in 
Fig.  4  the  limit  of  thickness  of  steel-tired 
wheels  is  shown  as  15/16  ins.  or  less. 
Rule  10  says  limit  of  thickness  of  all  the 
steel  or  steel-tired  wheels  is  I  in.  or  less. 
Fig.  4  makes  it  look  as  if  the  steel  or 
steel-tired  wheel  was  gauged  because 
under  an  80,000  lb.  capacity  car.  Also  in 
Fig.  4a,  the  presumption  is  that  for  cars 
over  80,000  lbs.  capacity  the  steel  wheel  is 
treated  like  the  cast,  with  a  sharp  flange 
limit  of  %  ins.,  though  Fig.  4a  does  not 
«xactly  say  so. 

The  point  I  wish  to  bring  out  is  that 


there  is  ambiguity  between  the  last  clause 
of  rule  10  relating  to  steel  or  steel-tired 
wheels  and  the  directions  tinder  Fig.  4  in 
the  code.  If  steel  or  steel-tired  wheels 
are  to  be  treated  like  cast-iron  wheels  it 
should  be  plainly  stated  so  in  the  rules. 
If  steel  or  steel-tired  wheels  are  in  a 
class  by  themselves  without  reference  to 
capacity  of  car,  then  the  illustration,  Fig. 
4,  should  be  made  to  conform  to  the  rule. 
A.  O.  Brookside. 
Nezv  York,  N.  Y. 


Proposal  for  Foreme  n  to  Get  Together. 

Editor : 

I  note  in  your  February  issue  that  a 
little  controversy  has  arisen  between  Mr. 
E.   F.  Fay,  president  of  the  International 


order  to  be  successful,  must  have  special 
qualifications,  such  as  lots  of  grit,  a  thick 
skin  and  the  get-there-quick  ability.  No 
doubt  this  is  true.  On  the  other  hand 
the  machine  shop  foremen,  boiler  shop 
foremen,  etc.,  must  also  have  special 
qualifications  to  be  successful  in  their 
particular  hne,  and  in  order  to  promote 
such  qualifications  it  is  necessary  that 
we  get  together  occasionally  to  discuss 
subjects  pertaining  to  our  profession. 

As  president  of  the  N.  E.  Locomotive 
Foremen's  Association  for  the  last  two 
years,  I  am  able  to  state  that  the  mingling 
together  of  the  different  classes  of  loco- 
motive foremen  has  been  of  general  bene- 
fit not  only  to  the  members  of  our  as- 
sociation, but  the  railroad  as  well. 


ENGINE    WITH    "SUNFLOWER"    SMOKESTACK. 
(Photographed  by  A.   W.  Ainsworth,  Dernier,  Col.) 


Railway  General  Foremen's  Association, 
and  Mr.  A.  B.  Glover,  of  Marquette,  rela- 
tive to  the  merits  and  demerits  of  the 
General  Foremen's  Association  and  the 
New  England  Locomotive  Foremen's  As- 
sociation. 

If  all  locomotive  foremen  are  entitled 
to  membership  in  the  General  Foremen's 
Association  it  is  not  known  or  so  under- 
stood in  this  part  of  the  country. 

The  term  general  foreman  is  an  elastic 
one  and  may  apply  to  any  man  that  has 
supervision  of  men  and  work,  from  a 
track  foreman  to  and  including  a  master 
mechanic,  depending  on  the  railway  and 
the  locality.  Nevertheless,  locally  the 
term  does  sometimes  draw  the  line  and 
make  a  distinction  between  the  different 
classes  of  locomotive  foremen. 

Mr.  Glover  seems  to  put  special  stress 
on  the  fact  that  a  roundhouse  foreman,  in 


In  order  to  further  improve  the  stand- 
ing of  all  locomotive  foremen  let  the 
ofiicers  of  the  International  General  Fore- 
men's Association  and  the  New  England 
Locomotive  Foremen's  .A.ssociation  get 
together  and  discuss  the  question  with 
a  view  of  forming  a  national  association 
open  to  all  locomotive  foremen  with  a 
local  association  for  each  railroad  or 
division    of   railroad. 

Such  an  association  could  adopt  a  name 
and  by-laws  that  would  eliminate  all 
suggestions  of  class  distinction.  I  would 
be  glad  to  have  Mr.  Fay  give  us  his 
view  of  this  question  through  the  col- 
umns of  the  Railw.w  and  Locomoti\t: 
Engineering. 

Llewelyn    Morgan, 
Engine    House    Foreman, 

Boston  &   Maine. 

Filchburg,   Mass. 
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Air   Pump    Gland-Nut    Lock. 

Editor: 

Thinking  that  it  may  be  of  interest 
to  your  readers  I  am  sending  you  a 
sketch  of  a  "square"  packing  nut-lock 
and  swab-holder  for  use  on  air. pumps. 
In  the  sketch  the  device  is  shown  as 
applied.  It  keeps  the  two  packing  nuts 
of  the  air  pump  from  working  off  and 


GLAND    NUT-LOCK    AND    SWAB    HOLDER. 

it  holds  a  swab  around  the  piston  rod. 
The  swab-holder  may  or  may  not  be 
applied  to  the  nut-lock  as  may  be  de- 
sired. 

In  the  sketch  the  part  marked  A  is 
made  something  like  a  tuning  fork  and  is 
slotted  so  as  to  slip  under  the  nut  of  a 
cylinder  head  stud.  The  horizontal  part 
A  is  s'A  ins.  long  and  the  vertical  part 
B  is  5  ins.  high.  The  swab-holder  is 
riveted  to  B  at  any  convenient  part  and 
is  inade  of  thin  flat  spring  steel.  This 
spring  holds  the  swab  closely  to  the 
rod  and  is  easy  of  access  at  all  times. 
The  upright  part  B  is  made  long 
enough  to  slip  into  the  vertical  slot  of 
both  the  gland-nuts  so  that  air  and 
steam  piston  rod  packing  is  taken  care  01. 

After  the  pump  has  been  packed  and 
the  gland-nuts  tightened  to  place,  a  slot 
in  each  gland-nut  is  brought  into  verti- 
cal line.  Part  B  of  the  nut-lock  is 
pushed  in  the  slots  and  the  nut  of  stud 
C  is  tightened  down,  thus  locking  the 
gland-nuts  in  position.  The  nut-lock 
prevents  a  pump  failure  from  loss  of 
packing  due  to  nuts  working  off,  and  it 
lessens  the  tendency  of  the  engineer  to 
squeeze  the  life  out  of  packing  in  giving 
the  gland-nuts  that  "extra  turn"  he  so 
often  gives  in  order  to  be  sure  they  will 
not  come  off.  These  "square"  nut-locks 
can  be  made  from  malleable  cast  iron 
at  a  trifling  cost,  and  the  good  they 
accomplish  soon  more  than  compen- 
sates for  the  outlay.  Without  doubt 
standard  forms  of  pump  packing  would 
give  better  service  if  the  gland-nuts 
were  locked.  Do  you  not  think  the 
packing  makers  would  be  money  ahead 
if  they  would  furnish  something  of  this 
kind  with  their  standard  sets  of  pack- 
ing? A.  H. 

Wheeling,   IV.    Va. 


English   Pullman    TraTn. 
Editor : 

The  Pullman  Car  Company,  in  conjunc- 
tion with  the  London,  Brighton  &  South 
Coast  Railway,  have  introduced  a  most 
luxurious  train  of  seven  cars  vestibuled 
throughout,  for  the  London-Brighton  ser- 
vice. The  train  affords  liberal  accommo- 
dation for  219  passengers.  The  cars  differ 
from  the  standard  Pullman  pattern,  in 
having  elliptical  roofs  in  place  of  the  usual 
clerestory  type,  thereby  giving  increased 
internal  space.  Each  car  runs  on  six 
wheeled  bogies  and  measures  63  ft.  10  in. 
long,  8  ft.  8^  in.  wide,  and  13  ft.  6  in. 
high  from  the  rail  to  the  top  of  the  roof. 
The  equipments  include  independent  hot 
water  heating  apparatus,  electric  light  and 
bells,  improved  systems  of  ventilating 
with  warmed  air,  etc. 

The  interior  decorations  are  more  ar- 
tistic, combining  elegant  design  with  the 
maximum  of  comfort.  The  wood  carving 
hitherto  so  frequently  used  for  interiors 
has  been  entirely  eliminated  and  delicate 
inlaid  work  has  been  substituted.  Each 
car  has  distinct  treatment  in  the  species  of 
wo'od  used,  among  them  being  oak  and 
Spanish  mahogany  inlaid  with  satinwood; 
satinwood  inlaid  with  sycamore  and  box- 
wood, pearlwood  inlaid  with  hollywood. 
The  upholstering  has  been  carefully  stud- 
ied to  harmonize  with  the  woodwork  in 
each  car.  The  first  and  last  cars  are  for 
smokers,  the  middle  car  is  also  for  smok- 
ers, and  has  a  buffet.  The  electric  lights 
are  arranged  to  give  the  fullest  effect  of 
height  to  the  ceilings".  Standard  lamps 
are  also  provided  on  the  tables.  The  cars 
are  named  as  follows:  "Verona"  (with 
brake  compartment),  "Princess  Helen,' 
"Belgravia,"  "Grosvenor,"  "Cleopatra." 
"Bessborough"  and  "Alberta"  (with  brake 
compartment). 

The  bodies,  bogies  and  undcrframes 
were  built   by  the   Amalgamated   Railway 


Western  Maryland,  No.  50. 

Editor : 

I  am  enclosing  you  a  photograph  of  an 
old  Wootten  type  passenger  locomotive, 
belonging  to  the  Western  Maryland  Rail- 
road, and  built  by  the  Baldwin  Locomo- 
tive Works  in  1884.  I  think  this  engine  is 
the  only  one  of  its  type  running  out  of 
Baltimore.  The  photograph  was  taken 
in  the  Western  Maryland  yards  here.  I 
have  no  data  in  reference  to  this  engine, 
but  surmise  the  following  figures  may 
give  an  idea  of  its  size  and  capacity : 
Cylinders  17x24  ins.  Steam  pressure  160 
lbs.  drivers'  diameter  62  ins.  Weight  on 
drivers  95,000  lbs.,  which  would  create  a 
draw  bar  pull  of  a  little  more  than  15,000 
lbs.     Should  you  consider  this  of  sufficient 


WOOTTEN    FIREBO.X    ENGINE. 

interest  to  yourselves  and  your  readers, 
you  may  publish  it.  With  the  compli- 
ments of  the  season.         L.  J.  L.\pslev, 

Telegrapher,  Gen'l  Offices  B.  &  O. 
Baltimore,  Md. 


Old    Jersey    Central    Engine. 

Editor: 

In   reply   to  your  correspondent,   Mr. 
Colvin,    who    in    the    February    number 

of    R.MLWAV    AND    LoCOMOTIVE    ENGINEER- 
ING takes  me  to   task  for  errors  in  stat- 


ENCLISII    PUI.I,MA.\    TRAIN,    "SULTIIhRN    liELI.E. 


Carriage  &  Wagon  Co.,  Ltd.,  the  decora- 
tions being  designed  by  Mr.  G.  F.  Milne 
and  executed  by  Messrs.  W.  S.  Laycock, 
Ltd.,  of  Sheffield.  A.   R.  Bell. 

Ridgway,  England. 


Kn  optimist  is  a  man  who  never  stops 
to  open  a  sandwich. 


ing  particulars  concerning  the  old 
Jersey  Central  engine  "New  York"  in 
the  January  number,  I  beg  to  say  that 
having  been  requested  by  you  to  write 
something  to  accompany  the  repro- 
duction of  the  photograph  of  that  en- 
gine, I  reluctantly  did  so,  and  very 
much    appreciate    the    fact    tliat    it    was 
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accepted,    and    therefore    was,    and    I    be- 
lieve still,  is  approved  of  by  you. 

In  stating  the  particulars  in  ques- 
tion I  was  careful  to  say,  "if  my  mem- 
ory serves  me  right,"  so  that  I  made 
no  pretense  of  being  absolutely  cor- 
rect either  technically  or  mechani- 
cally. 

As  to  whether  the  engines  were 
built  in  the  fifties  or  sixties,  I  can 
only  say  that  I  went  to  Phillipsburg, 
N.  J.,  to  live  in  1858,  at  which  time 
the  trains,  afterwards  hauled  by  the 
"Taunton"  engines,  were  then  being 
hauled  by  such  engines  as  the  "Dela- 
ware." "New  Jersey"  and  "Lehigh," 
to  the  best  of  my  recollection  all 
Rogers  engines,  and  I  have  no  recol- 
lection of  seeing  the  "Tauntons"  un- 
til some  time  in  i860. 

However,  I  do  not  claim  to  know  it 
all ;  am  willing  to  be  corrected,  and  it 
is  probable  that  your  correspondent 
is  right  on  the  points  he  questions. 
At  any  rate,  we  will  take  it  for 
granted  he  is.  for  I  have  had  no  time 
to  look  up  my  "old  friend  of  eighty 
three  years  of  age"  to  verily  what 
your  correspondent  says,  but  even  if 
he  is  right,  and  I  am  wrong,  it  would 
seem  that  if  he  had  read  my  articli 
in  the  sense  it  w-as  intended,  he  would 
readily  have  seen  that  it  was  written 
more  in  the  nature  of  a  reminiscence 
of  boyhood  than  anything  else,  and. 
therefore,  in  making  his  corrections 
would  have  refrained  from  comment- 
ing in   the   way   he   did. 

F.    W.     Bl-AUVELT. 


Union  Station  and  St.  Louis  Terminals. 
Editor: 

The  Union  Station  at  St.  Louis,  includ- 
ing the  train  shed,  covers  an  area  of  four 
square  blocks.  Besides  the  train  shed 
containing  32  tracks,  each  track  having  a 
capacity  of  15  cars,  the  station  is  occupied 
by  the  general  offices  of  the  Terminal 
Railroad  Association  of  St.  Louis,  as  well 
as  those  of  some  of  the  other  railroads 
centering  here,   of  which   there  are  26  in 


in  the  country,  very  roomy  and  with 
plenty  of  light.  A  separate  room  is  set 
aside  at  one  end  of  the  second  floor  wait- 
ing room  for  ladies;  tables,  etc..  are  pro- 


course,  route  is  clear.  This  plunger  is 
connected  to  a  cabinet  of  numbers  in  the 
tower  by  electricity,  and  when  conductor 
plunges,  the  number  of  track  from  which 
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vided  where  reading  and  writing  can  be 
done. 

In  January  a  bank  was  opened  in  the 
station,  which  affords  the  traveler  a  great 
convenience. 

The  train  shed,   with   its  32  tracks,  en- 


MODELS    IN    .MR    BR.\KE    ROOM. 

ables  the  association  to  handle  trains  with 
the  necessary  promptness  and  safety,  the 
average  day's  business  in  and  out  of  sta- 
tion being  1,500  cars. 

Each  track  is  equipped  with  two 
plungers,  placed  opposite  each  platform, 
one   bcina:   about    the   center   of   the   shed 


LOOKING  NORTH   TOWARD   TRAIN  SHED,   EAST   SIDE.   ST.   LOUIS  TERMINAL. 


number.  The  station  affords  the  traveler 
every  desirable  modern  convenience. 
Baggage  and  parcel  check  rooms  are 
under  the  station  roof.  The  station  has 
possibly  two  of  the  finest  waiting  rooms 


and  the  other  at  the  south  end  of  shed, 
by  which  conductors  in  charge  of  trains 
signify  to  the  tower  their  readiness  to 
depart,  upon  which  notice  clear  signals 
are  displayed   for  the  train,  providing  of 


he  plunges  shows  up  in  this  cabinet,  and 
at  the  same  time  a  buzzer  is  sounded  to  at- 
tract the  attention  of  leverman.  This 
track  number  remains  visible  until  released 
by  the  leverman.  The  rear  end  of  each 
track  is  equipped  with  steam,  air  and  elec- 
tric current  connections,  so  that  cars  can 
be  heated,  lighted  and  brakes  tested  for 
leaks  before  engine  assigned  to  handle 
train  arrives.  Some  of  the  tracks  are  also 
equipped  with  telephone  connection  for  the 
benefit  of  trains  having  such  service. 
Train  callers  are  provided  to  call  out  the 
departure  of  trains,  such  call  being  made 
about  40  minutes  before  such  train  de- 
parts, notice  being  given  at  the  same  time 
as  to  whether  train  is  ready  for  the  recep- 
tion of  passengers. 

The  train  shed  tracks  are  divided  into 
two  parts  known  as  the  east  and  west 
side;  each  of  the  16  tracks  are  run  into 
three  and  then  again  widened  into  six 
main  leads  on  the  east,  and  the  same  on 
the  west  side.  Three  of  these  six  leads 
from  each  side  are  diverted  to  the  east 
and  three  from  each  side  to  the  west.  All 
tracks  within  a  radius  of  four  blocks  east 
and  four  blocks  west  as  well  as  the  en- 
trance to  the  shed  are  controlled  by  the 
interlocking  tower.  There  are  15  signal 
bridges  in  the  territory  described  above, 
to  say  nothing  of  the  many  dwarf  signals 
;ind  single  arm  semaphore  signals  not  on 
the  bridges. 

The  interlocking  tower  shown  contains 
about  200  switch  and  signal  levers  which 
are  in  use  almost  incessantly.  All  of  the 
bridges  in  this  plant  contain  from  three 
to  eight  semaphore  posts  and  each  post 
carries  from  two  to  four  masts.  On  the 
entire  property  there  are  16  telegraph 
offices  and  interlocking  towers.  In  ad- 
dition to  the  entire  property  being  pro- 
tected by  the  interlocking  system,  it  is 
also  protected  by  automatic  block  signals. 
Air  and  electricity  are  used  in  the  han- 
dling of  switches  and  signals,  and  all  sem- 
aphore signals  as  well  as  all  dwarf  sig- 
nals in  the  vicinity  of  the  Union  Station 
are  lighted  by  electricity.  No  switch  that 
connects  with  the  main  line  at  any  point 
on  the  property  is  controlled  by  hand.    It 
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nvill  be  noted  that  promotion  of  safety  is 
uppermost  at   all   times. 

Under  the  train  shed  at  the  southern 
end  we  observe  the  subway  for  the 
'handling  of  mail  and  baggage,  the  han- 
dling of  which  is  all  done  under  ground. 
Each  platform  has  two  elevators ;  this, 
of  course,  makes  crossing  the  tracks  with 
baggage  or  mail  unnecessary,  and  natur- 


to  storage  bins.  The  two  vrater  tanks 
run  the  entire  length  of  the  building  and 
hold  about  1,000,000  gallons. 

On  the  second  floor  of  the  building  are 
scales  opposite  each  chute  by  which  all 
coal  delivered  to  engines  is  weighed.  This 
building  is  of  steel  and  iron  and  is  fire- 
proof throughout.  The  ashes  pass  from 
the  ash  pan  to  buggies,  from  which  they 


from  this  the  room  has  many  charts  and 
designs.  Mr.  C.  F.  Smith,  the  able  in- 
structor is,  by  the  way,  a  constant  reader 
of  Railway  and  Locomotive  Engin- 
eering. 

The  service  building  also  contains  toilet 
and  washroom  for  shop  and  enginemen  as 
well  as  a  sleeping  and  reading  room  for 
the  enginemen,  and  a  small  storeroom. 
The  locoiraotives  used  by  the  Terminal 
Company  are  mostly  70-ton  6-wheel 
switchers,  20  x  26-in.  cylinders,  and  a 
boiler  pressure  of  200  lbs.  Tlie  maximum 
tractive  effort  of  these  engines  is  about 
34,000  lbs.  The  tenders  are  square  shaped 
and  have  a  capacity  of  10  tons  coal  and 
5,000   gals,   water.  Missourian. 

St.  Louis,  Mo. 
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ally  there  is  no  such  thing  as  injury  to 
handlers.  On  the  west  side  and  imme- 
diately south  of  shed  are  the  express 
houses,  and  on  the  east  side  is  the  an- 
nex station  Post  Office  and  the  Union 
Station  power  house.  This  power  house 
furnishes  all  heat,  light  and  air  used  by 
the  Terminal  Company  in  St.  Louis,  with 
very  few  exceptions. 

There  are  two  main  lines  of  track  north 
via  Merchants'  Bridge  and  two  main  lines 
east  via  Eads  Bridge  and  tunnel. 

Three  engine  houses  are  about  one-quar- 
ter mile  from  the  Union  Station.  These 
houses  contain  about  45  stalls,  most  of 
which  are  equipped  with  pits.  The  shop 
located  in  the  engine  house  is  not  large 
fcut  affords  ample  facilities  for  all  neces- 
sary repair  work  to  locomotives  of  the 
Terminal  Company  and  also  those  of 
other  lines  housing  there.  In  addition 
to  the  shops,  the  terminal  has  the  largest 
coaling  station  in  this  part  of  the  country 
and  possibly  in  the  States.  Engines  can 
be  supplied  with  coal,  water  and  sand, 
and  their  fires  can  be  cleaned  or  knocked 
out  all  at  the  same  time  and  without 
moving  engine.  An  idea  of  the  coal  han- 
dling may  be  of  interest  to  your  readers. 

A  bottom  dump  loaded  car  is  placed 
over  a  large  hopper  and  dumped,  wliile  at 
the  same  time  it  is  leaving  the  bottom  of 
this  hopper  and  passes  through  a  crusher 
or  rather  a  cracker,  where  coal  is  crushed 
to  fist  size ;  from  this  plant  it  is  carried 
to  the  third  floor  of  the  building  in  buckets 
or  carriers  and  dumped  into  storage  bins ; 
from  this  point  it  reaches  the  locomotive 
through  a  chute,  there  being  about  12 
chutes  and  alxjut  the  same  number  of 
water  spouts  around  the  building.  The 
storage  bins  hold  about  800  tons  of  coal. 
Sand  is  handled  the  same  way,  except 
that  it  is  dried  by  the  use  of  a  sand  stove 
and  shoveled  by  hand  to  the  chute  leading 


are  dumped  into  carriers  that  pass  under 
these  pits  in  which  buggies  are  located; 
the  ashes  are  carried  up  to  the  second 
floor  and  dumped  into  a  large  bin,  from 
which  they  are  dumped  into  cars  by  means 
of  a  chute  when  necessary.  The  machin- 
ery can  be  handled  by  one  man,  and  it 
will  be  observed  that  little  manual  labor 
is  required  about  the  building. 

The  air  brake  instruction  room  is  in  the 
service  building  about  one-half  mile  from 
the  Union  Station  and  is  equipped  with 
all  modern  Westinghouse  Air  Brake 
equipment.  The  ii-in.  air  pump,  engine, 
tender    and    equipment    of    ten    cars    are 


AIR     IIKAKF,      INSI  KrCTION     ROOM. 

operative.  It  also  contains  a  brake  cyl- 
inder and  triple  valve  cut  in  two  and 
connected  to  one  in  operation  so  that  the 
inside  working  parts  can  be  seen.  It  has 
a  rack  on  which  are  many  other  cuts  such 
as  the  lubricator,  injector,  etc.  A  rack 
connected  with  the  ten  car  train  line  is 
equipped  with  four  triple  valves,  three  of 
which  are  defective  for  three  different 
reasons.  These  can  be  cut  out  or  cut  in 
as    desired    by    the    manipulator,      .'\side 


Derailment  of  Tenders. 

Editor: 

I  have  read  with  interest  the  articles 
in  your  paper  on  engine  tanks  leaving  the 
track,  and  will  say  I  have  had  some 
trouble  in  this  line,  and  found  mine  in  the 
draw  castings  between  engine  and  tender, 
and  by  lowering  draw  casting  on  tender 
about  inch  to  inch  and  a  half  I  had  no 
more  trouble.  I  have  had  this  happen  on 
a  new  engine  as  well  as  old  ones. 

Maplesville,  Ala.  F.  C.  Leavitt. 


Kink  in  Laying  Off  Work. 

Editor : 

In  this  age  of  steel  cars  there  is  al- 
ways more  or  less  repairs  to  make  on 
them,  and  as  these  repairs  consist  in  han- 
dling channels,  bulbs,  angles  and  other 
irregular  shapes  that  have  to  be  replaced 
with  new  ones,  it  is  often  an  expensive 
piece  of  work  to  lay  out  the  holes  to  ex- 
actly correspond  with  those  in  the  old 
piece,  and  it  is  vexatious  to  find  some  of 
the  holes  away  oflf  when  drilled  or 
punched.  This  being  the  case,  it  calls  for 
cnnsiderable  chiseling,  and  is  a  poor  job 

tn    boot. 

.\  channel  or  anglc-har  that  is  bent  or 
twisted  presents  considerable  difficulty  for 
.iccurate  measurement,  but  the  problem 
liecomes  both  easy  and  accurate  if  the 
simple  means  I  here  present  is  adopted, 
.-  nd  while  it  has  been  in  use  in  some  shops 
for  years,  it  is  not  so  easy  to  think  of 
until  suggested  by  one  who  knows  how. 

.^ny  surface  or  any  variety  and  number 
and  shape  of  holes  can  be  reproduced 
as  in  the  original  piece  by  taking  a  piece 
of  drawing  paper  or  cardboard  and  clamp- 
ing it  on  the  old  piece  as  smoothly  as  pos- 
sible, avoiding  all  wrinkles  or  kinks  in  the 
paper  as  nearly  as  possible.  When 
clamped  securely,  go  over  the  holes  with 
the  pein  of  a  hammer,  impressing  the 
holes,  slots  or  countersinks  on  the  paper 
and  when  this  is  done,  be  sure  to  mark 
the  end  of  the  paper  pattern  to  correspond 
with  the  end  of  the  old  iron  leaving  no 
possibility  for  getting  the  new  piece 
wrong  end  to. 

Where  a  hole  has  a  countersink,  take  a 
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pipe  nipple  to  go  in  the  hole  and  make 
the  impression  from  this  with  a  pencil 
on  outside,  to  denote  the  countersink.  This 
will  avoid  any  mistake.  Some  prefer  to 
mark  the  paper  through  the  holes  with 
a  pencil,  but  this  often  proves  inaccurate 
and  shifts  the  centers,  but  with  the  ham- 
mer pein  or  bob  punch  one  gets  an  exact 
reproduction  of  the  original,  provided  the 
clamps  hold  the  paper  securely  in  place. 

If  desired  you  can  cut  out  the  holes  in 
the  paper  with  a  sharp  knife  blade.  Of 
course,  nothing  should  be  left  to  chance 
and  it  will  be  found  sometimes  better  to 
use  clamps  close  together  where  an  abrupt 
turn  or  angle  occurs  or  where  the  bar  is 
badly  twisted. 

This  method  can  be  used  also  to  repro- 
duce holes  in  boiler  plates  or  in  laying 
off  a  new  frame  from  an  old  one..  The 
paper  needs  to  be  tough  and  yet  pliable 
and,  of  course,  pressed  closely  in  the  cor- 
ners and  angles  of  the  work  so  that  there 
will  be  no  possibility  of  variation  in 
measurement.  If  needed  for  future  use, 
the  paper  can  be  carefully  marked  and 
filed  away.  The  varied  uses  this  method 
can  be  put  to  in  a  railroad  shop,  and  the 
economy  and  simplicity  of  it  will  com- 
mend it  to  repair  men  in  general,  because 
as  no  great  skill  is  required  in  doing  it, 
a  man  can  almost  do  it,  with  his  eyes  shut, 
with  very  little  possibility  of  mistake. 

St.   Louis,  Mo.  T.   Toot. 


Canal  Zone   Diamond   Stack. 
Editor: 

I  notice  your  correspondent's  in- 
quiry about  the  diamond  stacks  in  the 
December  number  of  Railway  and 
Locomotive  Engineering.  The  Isthmian 
Canal  Commission  and  Panama  Rail- 
road    Company    have     six    locomotives 


Information  Wanted  About  Crossheads 

Editor: 

I  read  with  much  interest  in  your  Feb- 
ruary, 1909,  issue  entitled  "Guides,  Pis- 
tons, Cylinders,  etc.,  by  a  Shop  Fore- 
man," page  86.  I  would  be  much  pleased 
if  you  would  have  the  "Shop  Foreman" 
continue  his  articles  in  the  future  num- 
bers of  Railway  and  Locomotive  Engin- 
eering. 

I  am  on  a  small  railroad  as  a  loco- 
motive engineer  where  we  have  to  do  all 
our  own  work  and  repairs,  have  no  shop 
tools  of  any  description,  simply  hand  tools 
and  not  much  of  those,  consisting  of 
hammers,  monkey  wrenches,  etc. ;  simply 
the  tools  carried  on  the  locomotives  in 
addition  to  a  few  we  engineers  own.  Our 
freight  engines  are  20  x  24  ins.  cylinders 
and   125   lbs.   steam  pressure. 

What  I  wish  the  "Shop  Foreman"  to 
tell  me  is  this :  Our  engines  have  the 
alligator  crossheads  P.  R.  R.  style.  The 
top  and  bottom  shoes  of  crosshead  when 
they  came  from  the  shop  had  J4-in-  lining 
of  tin  or  babbitt  metal,  and  ?fter  two  or 
three  years  lining  is  worn  out. 

Having  no  tools  we  simply  take  off  the 
guides  and  both  shoes  and  re-babbitt  them, 
line  up  the  guides  and  put  the  engine  to 
work.  Sometimes  the  babbitt  will  stay 
in  for  several  months  and  again  it  will 
only  last  a  few  days.  I  have  tried  warm- 
ing the  shoes  before  running  in  the  bab- 
bitt, but  it  does  not  seem  to  help  much. 

What  I  wish  to  know  is  this :  Should 
we  use  tin,  that  is  block  tin  instead  of 
babbitt?  Please  have  "Shop  Foreman" 
tell  me  how  to  get  the  tin  or  babbitt  to 
stay  on  shoe.  I  line  up  the  guides  as 
close  as  I  can.  When  crosshead  is  at 
each  end  of  stroke  it  is  as  tight  as  it 
can  be  run,  but  at  the  middle  of  stroke  it 
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ZONK. 


with  diamond  stacks  in  service,  all 
switch  engines.  Here  is  a  picture  of 
one  of  them.  If  you  see  fit  to  publish 
this  picture,  please  mark  pliotograph 
as  taken  by  me  at  Gatun,  Canal  Zone, 
Panama.  C.  C.  Daly. 

Gatun. 


stands  away  from  top  guide  34  to  54  'i- 
usually  about  3/16  in.,  as  our  guides  are 
badly  worn.  Any  information  you  can 
publish  in  Railway  and  Locomotive  En- 
gineering will  be  greatly  appreciated  by 
me. 
I  consider  your  magazine  the  best  paper 


I  take,  as  it  contains  so  much  information 
for  engineers  who  do  their  own  work. 
I  received  copy  of  the  Railway  and 
Locomotive  Engineering  Vol.  i.,  No.  i, 
from  Frederick  Keppy,  book  publisher, 
Bridgeport,  Conn.,  and  have  read  it  ever 
since,  either  by  subscription  or  from  news 
stands,  but  find  the  only  satisfactory  way 
is  by  subscription.  I  have  lots  of  back 
numbers  which  are  not  complete  files,  but 
could  be  used  to  complete  other  files  for 
someone   else.  Jay  W.  Moorhead. 

Clarion,  Pa. 


Diamond  Stack  on  the  N.  Y.,  O.  &  W. 

Editor: 

The  enclosed   photograph   was   recently 
handed  to  me  by  one  of  the  engineers  of 


DIAMOND  STACK  ON  Till-;   N.   Y..  O.  &  W. 

the  New  York,  Ontario  &  Western  Rail- 
way. While  too  late  for  the  first  edi- 
tion of  Railway  and  Locomotive  En- 
gineering having  pictures  of  this  class 
of  engine,  if  it  is  now  any  use  to  you, 
you  are  welcome  to  use  it.  It  is  engine 
No.  28  and  is  in  active  service  at  Walton. 
N.  Y.,  on  the  N.  Y.,  O.  &  W.  system. 
F.  P.  Browne, 
Norwich,  N.    Y.         Sec.  Y.  M.  C.  A. 


Pound  on  the  Left  Side. 

Editor: 

To  deal  with  questions  of  this  kind  it 
is  necessary  that  the  different  positions  of 
the  engine  should  be  defined  by  some  rule 
so  that  any  part  of  the  driving  wheel 
could  be  located  at  once,  and,  as  you  have 
used  the  clock  face  to  describe  the  posi- 
tions of  eccentrics  -with  relation  to  the 
crank  pin  previously,  I  will  use  same  in 
this  case  and  will  suppose  that  I  am 
standing  at  the  right  side  of  a  locomotive 
and  picture  the  driving  wheel  as  being 
marked  off  similar  to  a  clock  face ;  that 
is,  12  the  top,  6  the  bottom,  3  the  front 
and  9  the  back.  These  are  the  four  quar- 
ters, but  any  part  of  the  circle  with  its 
60  divisions  can  be  referred  to. 

If  the  engine  is  right-leading  and  right 
crank  is  at  3,  the  left  crank  would  be  on 
top  quarter  at  12  and  in  the  position  to 
exert  its  greatest  power,  and  would  pull 
left  end  of  axle  forward  and  right  end, 
back  equal  to  the  amount  of  lost  motion 
due  to  worn  parts  in  axle  boxes  and  all 
parts  of  the  bearings ;  and  when  steam 
entering  front  R  port  would  act  on  piston, 
all  lost  motion  being  in  front  of  the  box. 
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no  pound  could  take  place  when  passing 
the  front  centre  at  3,  but  when  the  R 
crank  comes  down  to  6  and  is  exerting  its 
full  power  it  seems  to  keep  the  axle  and 
lost  motion  in  the  same  position  as  when 
the  left  side  had  the  power  acting  on  its 
top  quarter.  But  when  the  left  side  takes 
steam  through  front  port  and  crank  at  3, 
the  axle  and  box  is  pressing  front  ped- 
estah  steam  acting  on  piston  causes  wheel 
to  slip  back,  or  stop,  until  back  pedestal 
and  the  box  meet  and  a  pound  takes  place 
equal  to  the  amount  of  lost  motion  in 
left  side  every  time  the  left  side  is  passing 
3,  the  front  centre. 

If  an  examination  is  made  of  left  driv- 
ing tire  about  11  minutes  in  front  of  left 
crank  it  will  be  seen  that  a  flat  spot  will 
develop  at  that  point,  showing  that 
that  part  of  the  tire  is  on  the  rail  w-hen 
the  pound  takes  place  and  seems  to  show 
that  lead  opening  does  not  admit  steam  to 
the  L  cylinder  soon  enough  to  cause  the 
pound  to  take  place  until  left  crank  al- 
most reached  figure  4  of  our  clock.  When 
L  crank  is  passing  9.  the  back  center, 
the  pound  does  not  seem  to  have  the  same 
effect,  being  lighter,  the  wheel  turning 
forward  adjusts  slack  almost  without  a 
pound.  Now.  how  can  the  power  exerted 
on  right  side  and  using  the  axle  for  a 
lever,  R  pedestal  as  a  fulcrum,  keep 
L  end  of  axle  and  box  pressing  front 
pedestal  in  spite  of  the  tendency  the 
wheels  have  to  lag  back  and  the  compres- 
sion which  takes  place  in  the  cylinder  as 
the  piston  approaches  front  end  and  when 
front  port  is  closed  to  exhaust  wliilc 
crank  is  moving,  say  from  i  to  3? 

There  appears  to  be  a  period  while  the 
piston  is  finishing  forward  stroke  and  be- 
fore commencing  its  return  stroke  in  the 
cylinder  when  no  pressure  is  exerted. 
compression  has  ended  and  before  the 
steam  entering  the  cylinder  owing  to 
lead  opening  has  any  influence  on  the  pis- 
ton that  the  left  end  of  the  axle  is  moved 
forward  by  the  pressure  exerted  on  R  pis- 
ton if  some  pressure  could  be  kept  in 
front  of  L  piston  until  steam  of  sufficient 
pressure  was  admitted,  then  there  would 
be  no  pound  on  the  left  side  when  passing 
front  centre  at  3.  We  have  right  and 
left  hand  leading  engines  here.  Right 
leading  engine  pounds  on  left  side  and 
wears  a  hole  or  flat  spot  in  tire  tread  about 
10  minutes  in  front  of  L  crank;  the  1. lead- 
ing engine  pounds  on  R  side  and  wears  a 
hole  in  R  tire  tread.  The  fiat  on  the  tire  and 
the  pound  seems  to  be  aggravated  by  cut- 
ting off  short,  and  on  straight  track  I 
have  often  noticed  when  pounding,  hooked 


worn  parts  is  in  all  boxes.  This  is  proved 
by  the  pound  changing  from  left  to  right 
side  when  backing  up.  E.  E. 

Rockhampton,  Queensland,  AiistraHa. 


Old  Time  Table. 
Editor : 

I  herewith  send  you  a  time  table  and 
rules  of  instruction  of  the  Western 
Railroad,  now  a  portion  of  the  Boston  & 
Albany  Railroad,  which  will  be  fifty  years 
old  this  March.     Thinking  that  this  may 


of  which  we  quote  as  in  a  way  indicatmg 
the  condition  of  affairs  in  the  days  when 
this  time  table  was  in  force.  The  in- 
structions are  signed  by  Henrv'  Gray, 
Sup't.  Western  R.  R.  office,  Springfield, 
March  14th,   1859. 

"No.  6.  If  it  shall  be  found  imprac- 
ticable, from  any  cause,  for  a  freight 
train,  in  passing  from  one  station  to 
another,  to  reach  the  station  to  which 
it  is  proceeding  in  season,  and  another 
train  is  expected,  then  the  conductor  will 


WESTERN  RAIL  ROAD  TIME  TABLE  FOR  WESTERN  TRAINS. 

MOND.A.Y   march:   14tlx,   1859. 

So  Train  wUl  be  allowed,  nnder  any  tircmnstances,  to  lea?e  a  Station  BEFORE  THE  Tl.ME  specified  in  tbis  Table, 
as  regnlated  b;  the  clocli  at  Springfield  Station. 

^■i>  Trnin  icill  bf  alloireri,  under  any  circumUaneet,  la  ran  at  a  greater  npeeil  than  the  time  siteeiHed' 
in  the  Time  Table  "Speeiat  .Votire."  In  ease  a  Passenger  Train,  folloiriMg  another  Passeneer  Train, 
trhleh  hn.  riof  passed  a  Station  TH.T  .JIM-yiTes  prerious  to  the  arrival  of  the  foHoirins  Train,  it 
.rill  he  the  dula  ot  the  .igent  at  the  filation  to  raise  a  Itrd  Mlag  by  day  or  a  Iterl  I.antern  by  night 
and  the  folloicing  Train  irill  irait  inUll  the  TCV  .lMl.vrTi:s  tiXPllins.  before  proeeeding. 
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RULES   FOR   PASSING  THE  CANAAN   TUNNEL. 

■  full  BU>p  kl,tbe  (igD  mkfked 
•  fall  ilcpkl  the  lign^mniked    i; 


>  pus  ibc  Taanel  od  tb«  (ioe  of  a  Pumo- 


AU  Tf«ioi  from  Gweobwh  W  SpriusGeld  will  come  10  ■  full  slop  »l,tbe  »ign  m^ked    .  Freigbt  Trm 

•■  Weil  TaDoel  Suood,"  before  enienog  ibo  Tonnol                                                               '■'  t"  '^'*'°-                                         ...         .         ,               ,         n       .      i^         ..     1.  ,v 

All  TrUD*  Irom  Siinoalield  to  Greeobtub  will  come  U)  •  foil  lUDp*!  tht  ■ign.m'Likeil    <  Eitia  Tr»iD»  will  not  pu*  Ihe  Tuonel  oQ  Ibe  une  olu;  K«galAr  I^sjdi,     wBttB- 

"E4«    Tqdd.1  t>i-t.oo,' Wort  Mlmog  me  ToomI.                                                                '  tt  Pwienget  or  Frt.gb.,''  And  m  pu*>og  its  ToomI  wJl  uke  doobie  of  ibe  \»ag±  of 

pMMQger  TrwDt  Irora  SpriDicatId  to  Gretobuib  will  not  Attempt  10  p*u  ibp  Too-    ;  ume  of  fc»alAf  Truo*  u  apeciflcd  la   ib«  Time  TAblra  id  paMiDg  beiwteD  tM  bMt 

ImI,  wben  AoothEr  TAiwDgcr  TrAin  ki  doe  fron  Gncobuib.  uoul  ibej  Lato  »eDt  a  Hod     f  aai  Wett  faoDcl  SiAuotu- 

PIab  bj  ity  or  a  Bid  LAniAm  by  oigbi,  10  iiop  the  eiptcied  Trmio                                     J  No  Tmn,  noder  adj  arcomilAOce*.  ■ 

rrewhi   TrAiOi  from  SpnoEbelil  »  Grteobosb  will  not  ■.•tempt  to  piii  tbe  TDond     ;  TPett  TaoDcl  Eutioo)  than  (poci&ed  11                                                ,.    t         ,               .* 

whon  AooihM  Frtigbi  TrAiD  u  doe  from  Greeobosb.  ooul  ihtj  bMrt  mqi  a  Bfi  J"lAg     ;  GrcAi  caj*  mtm  be  lAteo  k(  All  uat*  bj  tie  TrAiiii  10  p'Snog  iht  loooel.  to  atoiU 

bj  dAT  or  Bed  LAOtani  bj  nigbt,  U>  aiop  ibe  eipeiicd  Tialq                                                  ',  duger 

TRAINS  FROM   SPRINGFIELD  TO  GREENBUSH. 

It   Freigbi  Tnia   to  Gneobub  U  3d  PAM«4i|c«f  Tnin  to  Gncnhtuh  will  bimi  2>1  pAUtngcr  Tma  froiD   Groesbotb  At 

Tr»iOfrom  Groenboth  At  Piiufield    :  H<u«ll   ai  7  10    P     M.  Aod   will  m«i  3d    Frr.gbl    Tnuo   from    GTwobiuh  CD   Ibc 

.43  A.  M.,  Aod   will  meet  lit  PAaMSger  Tnila  from  Gneabnih  ai  Sbalier  ViUige  Double  Track  between  RitbcDODd  AOd  Grt«&boiti 

"m  P-^fcer  TrAin  to  G.«nboih  wUl   meet   l.l  PA^eog..  Traio   from   Greenbuih"   i  1«  Freight  Tr.in  to  Gr«nbwh  w,ll  be  pu^hj  In  PA,«iger  TrA.n  «  G-*^b««b 

SS  R,A..S  ..d";™"!.,     "?"m  .«.  m'  Fu...s.r  T™,.  f,.B  G,.„b„b    i  ~  10,.!.  A.  M  .  .M  .,U  .«.  U  S„,,t,^J  2J  F-,.pr  Tc«,.  f.™  a^^M,  » 
on  tbe  Dooble  Tfsck  between  RicbooDd  eod  Grtcnbu 


t  PwMDgcr   Trmin  to  Greenbtub   will   pus 
Mjddltbcld  Ai  B  3G  A  U  An4  wiU  mMt  l*i  Freigt 


the  Doable  Jrack  b«I«ten  Rtcbmood  Aod  Gr««oba4h 

Trains  from  greenbush  to  Springfield 

ill  meet  lit  pAtuoger  TrAJD  from  Sprmgdeld    |   And   will    me«t   2d   PAMCOKCt   Tnin   from   Springfield 


lit  Fuienser  Tikis  lo  Springfield „  .      _ 

kl  BbAker  Villege  At  5  ii.,  A  M.  And  will  pAu  lit  Frtigbi  TfAio  to  Spnog. 
6eld  It  pHufieJd  At  10  tj9,  AOd  will  meet  l»t  Fraigbt  Twin  from  Spnogfield  At  Dalioo, 
At  10.23.  A.  M  ,  end  will  meet  Sd  PMMOger  TrAin  from  Spnngbeld  At  tt  ML  Spring- 
field it  12  22  F  M-  -  .  ,  O  c  IJ 
3d  PAiwager  Trejo  to  SpnogSeld  w.ll  idmi  2d  Pe»Mng<T  TrAio  from  bpnngfitld 
eo  ibe  Doable  TiACk  bci«e«n  Qroeoboiti  aod  RicbmonJ,  end  will  mc«t  3d  Fa»- 
»eoe»r  Trsin  from  i>pnoc6(ld  H  Rnoall  ai  7-10  P  M.  „  .  „  ., 
-     *  tishi  TrAio  10  bpnagflold  »Ul  meet    lit  Peweoctr  Tr»ln   from  Spnogfidd, 


And  Will  be  pwKd  b)  lit  pAettDgw  TiAJn  u 


._^ Cbeile'    At   t  33   P    M. 

.(■ht  TfAin  and  3d  Pateeogf r  Train 
Grceoboab  ADd  Richmond 


SphogficliI  At  Piiuncld  At  9  15  A.  M  , 

or  FOE  ni8TEtrcn059,  BEE  OPPOSITE  PAGE. 


And  will   mMt  M 

9d  Frrigbi  FrAio  Is  Piiafictd  will  m"ci  li 
from  Spnugbcld  on  the  Double  TrAck  bti* 

3d  Freisht  Train  to  SpriagSeld  will  meet  M  PA.i«ng«(  Train  from  SphogfitJJ  oft 
the  Doable  TrAck  between  Gr«CDba>b  Aod  Ricbtnood 

No  TiAio  will  Ctom  CoBnettJent  Rucr  Bndge  in  lea*  time  thAn  rim  M-ini'i 

If  tbe  Pigbt  KfTigbi  Train*  cAOoui  Arrne  et  abj  StAtioa  ^  teMO*  10  aroid  a  rvgotar 
TrAin,  It  wiU  become  ad  irrtgnlAr  Tf»m,  And  be  kept  001  of  tM  waj  of  All  r«g« 
lai  TiAioi,  wbetbcT  PAuenger  or  Fmghu 


KliPKODUCnoN   or 


be  of  interest  to  some  and  most  of  your 
readers,  I  send  it  to  you  to  enable  you 
10  make  use  of  it  for  your  valuable  publi- 
cation.   This  being  an  original  copy  which 


TI.ME  X.\1;LE  .now   50   VK.\US  OLD. 

be  careful  to  send  a  man  very  far  ahead 
with  a  flag  by  day,  or  a  lantern  by  night, 
to  give  notice  of  his  approach. 
"No.    12.  In   running  one   train   behind 


up  the  pound  will  diminish  when  the  lever     was  given  me  by  an  old  friend,  I  would     another,  each  engineman  must  so  run  as 
is  moving  away  from  the  centre.     I  don't     ask  you  to  return  it  to  me.  to   keep   the   tram   ahead   of   h.m   out-of- 


think  that  inside  cylinder  engine  would 
pound  in  this  way  as  much  as  outside 
cylinder  engine,  and  would  pound  on 
leading  engine  and  on  back  centre  at  9, 
and  would  not  do  so  much  damage.  I 
think  that  all  driving  box  bearings  should 
be   increased  because   the   pound   due   to 


The  station  names  missing  owing  to  the 
torn  edge  of  the  time  table  are:  Shaker 
Village.  Richmond,  State  Line,  East  Tun- 
nel, West  Tunnel  and  Canaan. 

W.  Springfield,  Mass.       S.   P.  Faas. 

[On  the  back  of  the  time  table  are 
printed  a  number  of  instructions;  a  few 


sight,  and  in  approaching  a  station,  par- 
ticular caution  will  be  used  so  to  slack- 
en the  speed  as  to  avoid  the  possibility  of 
running  into  the  leading  train.  No  ex- 
cuse as  to  being  deceived  about  the  dis- 
tance will  be  received  for  neglect  of  this 
rule. 
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"No.  1,3.  Every  engineman  is  authorized 
to  require  the  conductor  and  brakemen  of 
his  train  to  be  at  their  posts.  No  brake- 
man  will  be  allowed  to  leave  his  post,  or 
to  be  in  a  car  when  the  train  is  running, 
upon  any  consideration  whatever. 

"No.  14.  Each  conductor  or  assistant 
conductor  of  a  freight  train  will  be  held 
strictly  responsible  for  the  correct  per- 
formance of  duty  of  the  brakemen  of  his 
train.  He  will  require  the  doors  of 
freight  cars  always  to  be  closed  and 
locked  and  keep  the  brakemen  always 
at  their  posts. 

"No.    16.  Enginenien   before   crossing   a 


OLD  CURIOSITY  SHOP.  LONDON.     IMMOR- 
TALIZED  BY   DICKENS.     SOON   TO   BE 
REMO\-ED  FOR  NEW  BUILDING. 

railroad  at  grade,  will  stop  their  engines 
within  a  distance  of  five  hundred  feet  of 
such  crossing,  and  when  he  resumes  his 
course,  pass  slowly  over  such  crossing." 
These   are   a   few   e.xtracts. — Editor.] 


Stationary  and  Locomotive  Practice. 

Editor  : 

The  stationary  engine  and  boiler  would 
be  almost  a  complete  failure  if  they  used 
cold  water,  but  they  use  their  by-prod- 
ucts ;  that  is,  they  save  the  steam  after 
it  has  done  its  work  to  get  the  heat  and 
water  that  is  in  it.  The  locomotive 
uses  its  steam  after  it  ha";  done  its  w.5rk 
in  the  cylinders  to  make  draught  for  the 
fire.  Now  why  do  we  have  10  have  such 
a  strong  draught?  It  is  to  heat  the 
water  from  the  low  temperature  we  use. 
The  stationary  engine  or  boiler  reduces 
their  fuel  till  almost  one-half  by  heating 
the  water.  Why  should  not  the  loco- 
motive do  the  same?  The  locomotive 
man   says    I    cannot   do   that,   I   need   the 


steam  to  make  draught  for  the  fire.  True 
you  need  most  of  it,  but  do  you  need  u 
all,  even  with  cold  water?  You  would 
not  need  as  much  draught  with  hot  water 
as  with  cold.  We  have  all  kinds  of  op- 
portunities to  heat  the  water  on  the  loco- 
motive. Heat  is  what  we  are  after.  The 
whole  machine  is  useless  without  it.  See 
the  amount  of  heat  that  is  required  to 
bring  the  water  up  to  212  deg.  Water 
below  212'  deg.  is  of  no  use,  while  all 
this  time  the  engine  is  after  your  steam. 
The  engine  don't  wait  on  the  steam  or 
fuel.  See  the  effect  of  green  wood  or 
coal.  It  is  just  the  same  as  cold  water. 
The  last  issue  of  Railway  and  Loco- 
motive Engineering  had  views  of  a  lot 
of  old  diamond  stack,  saddle  tank  engines 
with  a  lot  of  the  men  that  run  them,  but 
in  the  whole  outfit  not  one  of  them 
brings  out  a  thing  to  improve  present  con- 
ditions. The  bank  tiring  man  must  have 
a    very    high    draught    in    front. 

William    Wily, 
Sioux  City,  la.  Loco.  Engineer. 


Trip  Through  the  Great  West. 

Editor: 

I  was  called  on  a  few  months  ago  for 
the  purpose  of  going  to  Shasta  County, 
California,  with  a  locomotive  for  the 
Balaklala  Consolidated  Copper  Company 
of  Coram,  Cal.  I  arrived  in  Chicago  on 
Sept.  20  via  the  Lake  Shore,  thence  by 
C.  &  N.  W.  to  Omaha,  Neb.,  from  there 
I  was  transferred  to  the  U.  P. 

For  the  benefit  of  those  who  have  never 
had  the  pleasure  of  a  trip  over  this  line 
I  have  this  to  say :  Some  6  years  having 
passed  since  I  was  over  this  line  I  was 
much  surprised  to  find  the  road  so  greatly 
changed.  The  road  is  practically  a  double 
track  from  Omaha  to  North  Platte,  all 
stone  ballast  and  90  lb.  rails.  I  was  very 
much  surprised  to  see  so  many  fruit  trains 
coming  east.  One  day  I  counted  12  trains 
with  30  cars  of  solid  fruit,  all  running  on 
a  fast  schedule  to  Omaha.  I  think  it 
is  less  than  a  quarter  of  a  century  ago 
when  the  first  carload  of  fruit  was  sent 
over  this  line  to  an  eastern  market.  It  is 
a  wonderful  advance  since  those  days. 

I  arrived  at  Cheyenne  and  after  a  good 
night's  rest  I  was  off  to  Ogden,  Utah. 
Leaving  Ogden  on  Sunday  morning  I  had 
the  pleasure  of  crossing  the  Great  Salt 
Lake  by  daylight. 

My  next  important  stop  was  Winne- 
muka,  Nevada.  A  strange  thing  pre- 
sented itself  at  this  point.  While  wait- 
ing I  looked  off  through  the  sage  brush 
and  saw  an  object  approaching  me  at 
a  very  rapid  rate  which  proved  to  be 
an  automobile  containing  si.\  men. 
They  went  by  me  at  the  rate  of  30 
miles  an  hour.  I  appealed  to  the  yard- 
master  and  he  told  me  they  were  go- 
ing 75  miles  and  expected  to  be  there 
for  dinner.  I  thought  then  if  some  of 
the  old   Forty-Niners  could  come  back 


and  see  this  sight  I  should  hate  to 
guess  what  they  would  think.  The 
next  place  of  any  importance  is  Sparks, 
•a  division  point  of  the  Southern  Pacific 
four  miles  this  side  of  Reno.  There  is 
a  roundhouse  there  with  stalls  for  60 
engines  and  a  large  machine  shop  for 
heavy  repairs  to  locomotives,  employ- 
ing about  1,500  men.  This  place  is 
only  8  years  old  and  is  an  incorporated 
city.  I  was  soon  off  for  Truchey  and 
through  the  great  snow  sheds  across 
the  mountains.  These  sheds  are  40 
miles  long  and  are  maintained  at  an 
immense  expense  to  the  company,  but 
they  are  as  necessary  as  the  rails  them- 
selves. 

My  next  trip  will  probably  te 
through  the  great  Sacramento  Valley. 
It  is  700  miles  long  and  200  miles  wide 
and  is  the  greatest  fruit  region  in  the 
world.  Hundreds  of  cars  on  side  tracks 
were  loaded  with  grapes,  being  sold  at 
$6  a  ton.  I  arrived  at  Coram,  Cali- 
fornia, on  October  2  and  found  the 
largest  copper  mine  in  this  country. 
They  liad  12,000,000  tons  of  ore  in  sight, 
with  all  modern  machinery  and  a 
grand  supply  of  water.     After  insuilling 
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the  locomotive  1  was  ready  to  retrace 
my  steps.  Going  to  Sacramento  it  was 
my  privilege  to  come  on  the  Overland 
Limited.  This  I  considered  the  great- 
est trip  of  my  life.  The  train  is  first- 
class  in  every  sense  of  the  word.  We 
arrived  in  Chicago  in  3  days.  The 
train  was  not  over  15  minutes  late  at 
any  time  during  the  2,500  mile  trip. 
Philadelphia,   Pa.         G.  H.  Jackson. 
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Above  the  Snow  Line  in  Norway. 
Bv  A.  R.  Bell. 

The  line  from  Bergen  to  Gulsvik 
forms  a  portion  of  the  eventual  trunk 
communication  between  the  former  im- 
portant port  and  the  Norwegian  capi- 
tal, Christiania.  The  route  followed, 
which  was  chosen  as  being  the  most  di- 
rect and  offering  the  fewest  obstacles 
from    an     engineering    point    of    view. 


66H  miles  from  Bergen,  and  is  one  of 
the  most  frequented  places  in  Norway. 
From  Voss,  the  line  rises  again,  and 
traverses  the  Sverreskar  Ravine  into 
Raundal.  Raundal  Valley  was,  until 
the  railway  passed  through  it,  almost 
isolated,  through  being  entirely  shut 
off  by  mountains  and  forests.  The  line 
passes  through  numerous  tunnels  go- 
ing along  the  valley;  and  as  it  narrows, 
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abounds  in   wonderful   features  only  to 
be   found  in  mountainous  countries. 

The  Norwegian  government  voted 
funds  for  constructing  the  line  in  the 
summer  of  1875,  and  work  was  com- 
menced in  that  section,  from  Bergen  to 
Voss,  the  same  year.  This  line  was 
originally  constructed  on  the  metre 
gauge  and  was  opened  for  traffic  in 
1883.  In  1894  another  grant  of  funds 
was  made  for  the  section  from  Voss  to 
Tangevand,  which  lies  near  the  sum- 
mit, and  in  1898  the  section  from 
Tangevand  to  Gulsvik  was  provided 
for.  The  lines  between  Voss  and  Guls- 
vik were  laid  on  the  4  ft.  8^  in.  gauge 
so  that  for  running  through  trains  tlu 
section  between  Bergen  and  Voss  had 
to  be  converted.  This  was  done  in 
1904.  The  total  length  of  the  line  from 
Bergen  to  Christiania  will  be  305  miles, 
of  which  the  Bergen-Gulsvik  section 
contributes  218  miles.  At  present 
through  communication  is  afforded  by 
steamer  from  Gulsvik  to  Kroderen,  and 
thence  by  metre  gauge  railway  to 
Christiania  via    Drammen. 

Soon  after  leaving  Bergen  on  the 
Voss  line,  the  Oster  Fjord  is  reached, 
along  the  side  of  which  the  railway  is 
built,  passing  through  numerous  tun- 
nels, long  and  short.  After  Dale,  42 
miles  further  on.  a  long  .tunnel  is 
passed  through  which  is  4,365  feet  in 
length,  under   the    Hyvingen.     Voss   is 


the  trees  become  scarcer,  and  at  Opsct 
they  entirely  disappear.  A  tunnel  is 
then  passed  through  into  one  of  the 
wild   valleys  of  the   Sogne   Fjord,   after 


through  this  section  was  extremely  try- 
ing to  the  engineers,  as  for  fully  nine 
months  of  the  year  the  ground  is  en- 
tirely covered  with  snow.  The  highest 
railway,  excluding  Rack  rail  systems, 
in  the  Alps,  is  that  over  the  Albula 
pass,  which  rises  to  a  height  of  5,979 
feet,  whereas  the  highest  point  on  the 
Bergen-Voss  line  is  over  6,550  feet. 

Near  Opset  is  the  longest  tunnel  on 
the  line,  being  17,384  ft.  long,  mostly 
through  hard  rock.  Near  the  Eastern 
end  of  the  tunnel  is  Myrdal  station. 
After  Myrdal  a  point  is  reached  from 
v.hich  one  of  the  grandest  views  from 
a  railway  train  can  be  witnessed.  Look- 
ing down  a  .precipice  of  nearly  2,000 
ft.  into  the  valley  with  the  Flaamsdal 
Ravine  in  the  background.  The  view 
i:-  suddenly  cut  short  by  the  train  en- 
tering another  tunnel,  and  upon  emerg- 
ing the  scenery  is  quite  changed,  al- 
though not  lacking  in  beauty.  Pass- 
ing through  numerous  tunnels  and  cut- 
tings, the  line  again  rises  steadily  into 
more  desolate  regions.  The  curiously 
dome-shaped  Hardanger  jokel,  over 
6,000  ft.  in  height,  is  passed,  besides 
numerous  lakes  on  which  floating  ice 
may  be  seen  often  in  the  late  summer. 
Tlie  outlook  becomes  wilder  and  less 
hospitable — snow  is  more  abundant. 
.Although  the  mountains  are  very  high, 
they  do  not  appear  to  be,  as  the  rail- 
way is  at  a  considerable  altitude.  The 
line  now  approaches  the  highest  point, 
l'"inse,  118  miles  from  Bergen. 

The  ground  here  is  almost  perpetual- 
ly covered  with  snow,  and  the  lakes 
;ire   rarely  free   from   ice.     The   railway 
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which  the  bleak  mountain  plateau  is 
reached.  The  scenery  from  the  car- 
riage window  here  is  very  wild  and  des- 
olate.     The     making     of     the     railway 


follows  the  border  of  Lake  Finse  and 
descends  to  the  Sanabotn  Valley  into 
Hangastol.  When  the  more  thickly 
populated     district     near     Usteosen     is 
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reached,  trees  again  reach  the  eye.  The 
country  now  becomes  less  romantic 
and  the  wide  valley  of  Hallingdal  is 
passed  through.     This  part   was  entire- 


again  the  Hailing  River,  then  through 
tunnels  and  a  few  minor  stations  to 
Gulsvik,  218  miles  from  Bergen. 

We  are  indebted  to  Mr.  Sunde  of  the 


General   Foremen's   Convention. 

The  executive  committee  of  the  In- 
ternational Railway  General  Foremen's 
Association  has  selected  Chicago  as 
the  place  of  holding  the  convention 
in  1909,  on  June  I,  2,  3,  4  and  5. 
The  Lexington  Hotel  has  been  chosen  as 
the  official  headquarters,  at  which  the 
following  rates  have  been  granted:  $1  to 
$2  a  day,  single,  without  bath;  $2  to  $3 
per  day,  double,  without  bath ;  pleasant 
outside  rooms  with  bath,  $2  to  $3  per  day, 
single;  $3  to  $4  per  day,  double.  A 
club  breakfast  can  be  secured  from  twenty 
cents  up.  A  table  d'hote  luncheon  can 
be  secured  for  fifty  cents.  Arrangements 
have  been  made  with  the  supply  firms 
for  exhibits,  particulars  of  which  can  be 
secured  from  Mr.  J.  Will  Johnson,  427 
Monadnock  Block,  Chicago.  Applica- 
tions for  membership  can  be  secured  from 
my  of  the  members  of  the  organization, 
jr  from  the  secretary-treasurer,  Mr.  E.  C. 
Cook,  Royal  Insurance  Building;  Chicago. 
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ly  shut  off  from  the  outer  world,  being 
so  inaccessible,  until  the  end  of  the 
last  century,  when  good  roads  were 
made.  The  line  presently  crosses  the 
Breifoss,  one  of  the  many  waterfalls 
seen  from  the  train,  and  soon  after  a 
point  is  reached  from  which  a  fine  view 
of  Holsdal  is  obtained.  Here  the  line 
is  at  an  altitude  of  about  1,990  feet.  It 
may  be  mentioned  that  the  highest 
commercial  railway  in  the  world  is  at- 
a  point  490  miles  from  Mombasa,  on 
the  Uganda  Railway,  in  South  Africa, 
where  a  height  of  8,320  ft.  above  sea 
level  is  reached. 

Gradually  descending,  Aal  is  reached, 
where  some  old  Norwegian  buildings 
are  to  be  seen.  After  passing  Torpe 
(170  miles)  Gol  is  reached,  which  is 
only  678  ft.  above  sea  level.  The  moun- 
tains are  now  only  visible  in  the  dis- 
tance,   and    after    crossing    the    Hailing 


Norwegian  State  Railways  for  the  ex- 
cellent photographs  reproduced,  and 
for  many  of  the  particulars  given.  Our 
illustrations     are     seasonable,     as     they 


Am.    Soc.    Mech.    Engs. 

The  regular  monthly  meeting  of  The 
American  Society  of  Mechanical  En- 
gineers was  held  on  February  23.  The 
subject  of  the  evening's  discussion  was^ 
Safety  Valves,  introduced  by  a  brief- 
paper  by  Mr.  Frederic  M.  Whyte,  Gen- 
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SNOW  PLOW  TRAIN  AT  MYRDAL,  ON  THE 
BERGEN   RAILWAY,   NORWAY. 

River,  the  line  wends  its  way  alongside 
it,  through  picturesque  wooded  coun- 
try, to  Nesbjen  (190  miles),  continuing 
along  the  banks  of  Lake  Bromma  and 


show  the  working  of  the  line  amid 
plenty  of  snow.  Plows  have  often  to  be 
used  in  May.  The  rotary  plow  has 
done  excellent  work  in  the  snowy  re- 
gions of  the  Rocky  Mountains,  where 
the  transcontinental  railways  of  the 
United  States  and  Canada  cross  the 
"Great  Divide."  The  rotary  is  also  to 
be  seen  in  the  mountainous  and  snow- 
covered  regions  in  Norway.  The  ro- 
tary is  the  king  of  the  railway  domain 
in   mountain   land. 


eral  Mechanical  Engineer  of  the  New 
York  Central  Lines.  Mr.  Whyte  dis- 
cussed the  principles  of  the  application 
of  safety  valves  to  steam  boilers  with 
special  reference  to  locomotive  practice, 
including  questions  of  design  and  con- 
struction, and  the  requirements  and 
limitations  of  valves.  His  paper  was 
followed  by  a  general  discussion  cover- 
ing marine  and  stationary  practice  and 
the  conditions  existing  in  connection 
with  lo-w-pressure  heating  boilers. 
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Help  in  Bringing  Back  Prosperity. 

Many  years  have  passed  since  the  dema- 
gogue form  of  politician  found  that  abus- 
ing   railroads    and    disparaging    railroad 
interests  was  a  cheap  means  of  acquiring 
popularity      among      unthinking      people. 
Strangely  enough,  it  took  a  long  time  for 
the  railroad  rank  and  file  to  realize  that 
wanton    attacks    made    upon    their    em- 
ployers were   really   assaults   upon   them- 
selves.    This   truth    has   been    forcing   it- 
self  upon   railroad   employees   during   the 
last  year  or  two  and  indications  are  daily 
becoming     apparent     that     they    are     de- 
termined to  resent  abuse  of  the  interests 
through  which   their  livelihood  is  earned. 
To  make  their  power  properly  felt  against 
their   enemies,    railroad    people   ought    to 
combine  and   work   systematically  as   has 
been  done  by  the  Railroad  Business  Asso- 
ciation, an  organization  composed  princi- 
pally   of    people    engaged    in    making    or 
selling  railroad  supplies.     An  open  letter 
recently  issued  by  that  association   reads : 
For   very   well   understood   reasons   the 
railroads  have  not  yet  begun  to  share  in 
the  return  of  prosperity,  and  while  many 
commercial  interests  are  busier  than  they 
were,   those  concerned   in   supplying   rail- 
roads  with  material  and  equipment  have 
been  unable  to  secure  orders  sufficient  to 
put   their   men   back   on    full   time.     This 
serious    situation    brought    together    our 
members  in  an  effort  to  effect  a  change 
in  public  opinion  which  would  lead  to  an 


improvement  of  the  general  railroad  situa- 
tion and  aid  in  restoring  normal  con- 
ditions. 

This  movement  was  not  only  necessary 
but  timely.  The  pendulum  of  popular 
sentiment  had  swung  adversely  to  the 
railroads  and  swung  too  far,  as  indicated 
by  a  large  amount  of  legislation  which 
affected  the  transportation  interests  by  in- 
creasing the  cost  of  railroad  operation, 
v.hile  curtailing  revenues. 

At  a  recent  dinner  in  New  York  the 
statement  was  made  that  during  the  years 
1906  and  1907  the  British  parliament  en- 
acted 114  laws  for  the  government  of 
Great  Britain  and  Ireland,  whereas  dur- 
ing the  same  time  Congress  and  the  State 
legislatures  of  the  United  States  en- 
acted 25,000  laws.  It  is  reasonable  to 
doubt  that  12,000  wise  laws,  per  year,  can 
be  enacted  in  any  country.  The  thinking 
people  who  constitute  the  safeguard  of 
the  nation  have  begun  to  recognize  that 
the  railroad  interests  could  not  be  ad- 
versely affected  by  restrictive  legislation 
without  affecting  all  other  human  inter- 
ests. There  has  been  no  general  senti- 
ment in  favor  of  weakening  restriction  of 
railroads,  but  there  is  a  growing  convic- 
tion that  restriction  must  be  intelligent. 

The  way  in  which  the  members  of  the 
association  rallied  to  the  call  is  scarcely 
more  impressive  than  the  ready  support 
of  tlie  commercial  public.  By  a  combina- 
tion of  very  important  manufacturing 
concerns  into  a  good-natured  association, 
public  opinion  has  crystallized  to  a  grati- 
fying extent,  and  legislators,  both  State 
and  national,  have  heard  from  the  people 
in  a  voice  devoid  of  quavering. 

Some  of  the  largest  commercial  asso- " 
ciations  have  been  ready  and  willing,  at 
the  suggestion  of  the  association,  to  make 
pacific  utterances.  Responses  from  the 
largest  cities  and  from  national  associa- 
tions covering  the  entire  country  have 
been  surprising.  The  voice  asking  for 
legislative  quiet  and  for  true  statesman- 
ship witli  respect  to  railroad  enactments 
has  come  from  many  directions  and  from 
many  interests,  some  of  them  being  en- 
tirely separated  from  railroad  affairs. 
Those  for  instance,  who  make  and  sell 
shoes  have  co-operated  through  their  na- 
tional organizations  to  indicate  apprecia- 
tion of  the  fact  that  the  welfare  of  those 
concerned  in  transportation  is  involved 
with  their  own  welfare  to  such  an  e.xtent 
as  to  justify  a  long  step  from  their  beaten 
paths  to  correct  the  unfortunate  situation 
in  which  our  members  find  themselves. 

One  reason  for  this  co-operation  lies 
in  the  recognition  of  the  fact  that  the 
personnel  of  the  association  is  remark- 
able in  including  men  known  for  the  most 
successful  engineering,  manufacturing  and 
commercial  achievements.  Some  of  our 
constituent  concerns  are  as  large  com- 
mercially as  a  fairly  large  railroad.  The 
number  of  men  employed  by  such  con- 
cerns as  are  represented  in  our  member- 


ship  is  as  great  as  the  number  employed 
by  the  railroads.  Our  association  has  con- 
flicting competitive  interests,  all  united  in 
the  bond  of  good  fellowship  to  carry  out 
the  plan  which  makes  for  the  common 
good.  This  plan  is  conducted  absolutely 
independently  of  the  railroads.  It  has 
been  shown  for  the  first  time  to  be  pos- 
sible for  influences  outside  of  the  rail- 
roads to  band  together  to  promote  by  or- 
ganized action  a  realization  of  the  inter- 
dependence between  the  public  and  the 
transportation  interests. 

Our  activities  are  by  this  time  very 
well  known.  In  four  months  the  fact  has 
been  demonstrated  that  the  people  are 
ready  not  only  to  acknowledge  what  the 
railroads  have  done  for  the  country,  but 
to  give  transportation  questions  the  con- 
sideration which  they  deserve.  To  turn 
the  light  on  obscure  questions  affecting 
the  relations  between  people  and  the  rail- 
roads, tending  to  prevent  extremes  in 
legislation  constitutes  a  permanent  work 
for  this  organization. 

Not  all  the  work  already  accomplished 
has  been  easy.  The  railroads  as  well  as 
the  public  have  their  part  to  do  and  the 
work  of  the  association  will  include  ef- 
forts to  bring  about  a  permanent  friendly 
relationship.  This  cannot  be  done  in  a 
short  time. 

One  of  the  most  effective  elements  of 
the  success  of  this  association  is  the  gen- 
erous good  fellowship  of  its  members. 
The  organization  already  extends  into 
si.xteen  States  and  often  competitive  in- 
terests in  the  same  city  are  united  in  U  cal 
f.chievements.  No  discordant  notes  are 
heard  in  the  conduct  of  its  affairs  and  it 
is  inconceivable  that  any  will  be  heard 
under  the  leadership  of  such  a  personality 
as  that  of  the  president  of  the  association, 
sustained  by  and  enjoying  the  constant 
counsel  of  the  able,  energetic  and  poten- 
tial men  who  compose  its  general  execu- 
tive committee.  These  two  months  in  the 
executive  office  have  been  so  crowded 
with  important  developments  that  they 
seemed  e.xceedingly  short. 

.■\t  the  outset  reasonable  doubt  of  the 
possibilities  of  the  movement  have  been 
justified.  Some  may  have  felt  that  it  was 
too  intangible  and  experimental  to  win 
llieir  instant  support.  Now  there  is  no 
room  for  doubt.  It  is  no  longer  experi- 
mental. The  writer  regrets  that  because 
of  compelling  business  obligations,  he  can- 
not continue  in  direct  co-operation  with 
a  work  so  inspiring.  This  brief  time  has 
convinced  him  that  the  need  for  the  or- 
ganization was  great,  the  field  for  its  ef- 
forts wide,  the  plan  of  its  work  effective. 
It  is  equally  clear  that  so  much  remains 
to  be  done  as  to  justify  the  question: 
How  can  any  concern  engaged  in  supply- 
ing the  railroads  with  their  requirements 
delay  enrollment  in  the  Railway  Business 
Association?  Their  offices  are  in  the 
Whitehall  Building,  N'cw  York,  clo.'ic  to 
P.attery  Park. 


March,  igop, 
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Electric  Locomotive  Inspection  Trip. 

Early  last  month  a  party  of  gentlemen 
•connected  with  the  technical  press  of  this 
city  were  invited  to  accompany  Mr.  W.  S. 
Murray,  the  electrical  engineer  of  the 
New  York,  New  Haven  &  Hartford,  on 
a  trip  to  Stamford,  Qjnn.,  and  return. 
The  party  were  taken  on  the  electric 
locomotives  which  drew  the  train  and 
were  given  every  facility  for  the  fullest 
inspection  of  the  locomotives  which  were 
hauling  the  train.  At  Stamford  the  small 
but  well-managed  shop  for  electric  loco- 
motive maintenance  and  repairs  was 
visited  by  the  party  and  the  various  op- 
erations carried  on  at  that  point  were  ex- 
plained by  Mr.  Murray  and  his  able 
assistants. 

The  N.  Y.,  X.  H.  &  H.  trains  run  over 
the  tracks  of  the  New  York  Central  as 
far  as  Mott  Ha^en,  and  the  locomotives 
are  equipped  with  contact  shoes  for  the 
third  rail  and  other  necessary  electrical 
equipment  for  the  direct  current  used 
by  the  N.  Y.  C.  At  Mott  Haven  the 
New  Haven  tracks  are  reached  and  here 
the  overhead  wire  and  the  alternating 
current  used  by  the  N.  Y.,  N.  H. 
&  H.  are  encountered.  The  locomotives 
are  of  course  designed  to  meet  these 
conditions,  and  for  that  reason  carry  more 
apparatus  than  the  ordinary  electric  loco- 
motive. The  overhead  conductor  carry- 
ing alternating  current  is  a  level  steel 
wire  supported  by  three  copper  wires, 
which  hang  in  graceful  catenary  curves 
from  the  series  of  steel  bridges  placed 
about   every  200   feet   along  the   road. 

The  motors  used  under  these  locomo- 
tives can  be  operated  by  direct  or  by 
alternating  current,  but  give  their  great- 
est efficiency  with  the  alternating  cur- 
rent for  which  they  were  designed.  The 
coaches  are  heated  by  steam  in  the  usual 
way,  and  this  is  supplied  from  a  small 
upright  boiler,  burning  oil  fuel,  all  of 
which  is  carried  on  the  electric  locomo- 
tive. In  appearance  these  N.  Y.,  N.  H.  & 
H.  electric  locomotives  are  very  similar 
to  those  used  on  the  Great  Northern, 
and  which  form  the  subject  of  our  fron- 
tispiece   illustration    this    month. 

The  object  of  the  inspection  trip  was, 
as  Mr.  Murray  explained,  to  give  a  prac- 
tical demonstration  of  the  working  of 
these  locomotives  hauling  passenger 
trains  in  and  out  of  New  York  under 
regular  service  conditions.  The  trip  was 
much  enjoyed  by  those  who  had  the  priv- 
ilege of  being  on  the  electrical  iron  horse. 
In  a  subsequent  issue  we  hope  to  be  able 
to  present  to  our  readers  some  of  the 
interesting  features  concerning  train 
operation  by  these  machines  in  which 
direct  and  alternating  current  for  pro- 
pulsion is  used  with  equal  facility.  These 
engines  have  a  leading  and  a  trailing 
truck  of  the  pony  type  like  that  used 
under  a  consolidation  engine.  This 
type  of  electric  locomotive  is  most  inter- 
esting from  several  points  of  view. 


Leaky    Steam   Pipes. 

Among  the  chronic  troubles  that  affect 
the  modern  locomotive  it  is  safe  to  say 
that  leaky  flues  and  leaky  steam  pipes  are 
among  the  most  persistent.  It  may  not 
be  generally  observed  that  when  steam 
pipes  begin  leaking  the  flues  follow  soon 
after,  as  if  there  was  some  sympathetic 
co-relation  existing  between  the  insen- 
sate metallic  molecules.  The  cause  and 
effect  are  not  far  to  seek.  The  constant 
changes  of  temperature  to  which  the 
steam  pipes  are  subjected  is  not  only  a 
severe  strain  on  the  bolts  holding  the 
pipe  joints  together,  but  the  pipes  and 
rings  are  rapidly  affected  by  the  sheer 
pressure  of  the  bolts,-  and  in  time  the 
lugs  of  the  pipes  and  T-head  will  begin 
to  lean  toward  each  other  at  the  e.x- 
tremities.  This  is  when  the  joints  begin 
to  leak  at  the  centre  of  the  bearing,  the 
point  farthest  away  from  the  bolts,  and 
the  tightening  of  the  bolts  by  the  round- 
house mechanics  often  increases  the  evil. 

It  will  be  readily  noted  that  when  the 
steam  pipes  are  leaking,  especially  if  the 
escaping  steam  is  blowing  tovi-ard  the 
flues,  the  effect  on  the  fire'  is  of  the  most 
pernicious  kind.  A  certain  number  of 
flues  cease  to  be  of  any  service,  the  blast 
of  escaping  steam  being  stronger  than 
the  draft  through  the  flues,  consequently 
the  number  of  flues  affected  cease  to  be 
operative.  This  brings  a  train  of  evils 
of  which  the  leaking  of  the  flues  seems 
to  be  the  natural  outgrowth.  Very  often 
the  boilermaker  gets  the  worst  of  it,  as 
if  a  leaky  flue  was  proof  of  poor  work- 
manship, when  it  is  not  by  any  means  the 
case. 

The  original  fitting  of  the  steam  pipes 
is  a  matter  of  much  inportance  in  the  re- 
liability of  the  joints  during  the  service. 
The  faces  of  the  joints  should  be  care- 
fully squared  to  face  each  other  exactly, 
for  while  convex  rings  and  concave  bear- 
ings readily  afford  some  measure  of  flex- 
ible adaptability,  the  pressure  on  joints 
that  are  not  well  matched  is  apt  to  be 
unequal,  with  a  tendency  to  leak  at  the 
widest  space  in  the  fitting.  It  will  be 
found  that  thin  rings  also  have  a  greater 
tendency  to  leak  than  those  that  are 
thicker.  In  ordinary  practice  one  inch 
in  thickness  should  be  the  minimum. 

When  steam  pipe  joints  have  shown  a 
tendency  to  leak,  the  earliest  opportunity 
should  be  taken  to  refit  the  joints.  With 
proper  tools  at  hand  the  operation  is 
not  as  ponderous  as  it  looks.  It  is  hardly 
proper  to  expect  a  good  job  to  be  done 
while  the  boiler  is  still  heated.  Good 
fitting  requires  good  physical  conditions, 
and  the  most  skilled  workmen  are  gen- 
erally very  susceptible  to  extreme  climatic 
changes,  but  it  will  be  found  that  a 
careful  refitting  of  the  steam  pipes  when 
necessary  will  in  the  end  be  much  more 
conducive  to  good  railway  engineering 
than  any  number  of  efforts  with  a  round- 
house wrench. 


Co-ordination  Without  Subordination. 

A  curious  psychological  phenomenon  is 
the  certainty  that  many  people  who  are 
strictly  honest  and  fair  in  their  own 
personal  dealings  will  be  guilty  of  fraudu- 
lent practices  on  behalf  of  an  employer. 
This  truth  became  conspicuously  apparent 
in  the  development  of  car  interchange 
after  railroads  had  been  operating  about 
thirty  years.  For  a  short  period  the 
movement  of  freight  cars  was  confined 
to  the  owner's  lines,  where  they  were 
cared  for,  repaired  when  necessary  and 
distributed  as  the  business  required.  But 
the  course  of  development  required  that 
cars  should  be  sent  to  the  destination  of 
the  goods  with  which  they  were  loaded 
and  this  first  gave  opportunity  for  dis- 
honest dealings  on  the  part  of  people  who 
failed  to  perceive  any  iniquity  in  taking 
advantage  of  connecting  lines.  It  did 
not  require  much  reasoning  to  understand 
that  the  spirit  of  equity  deinanded  the  re- 
turn of  cars  to  the  owners  in  the  same 
condition  they  were  in  when  received  by 
a  foreign  railroad,  but  many  railroad 
companies  adopted  the  practice  of  putting 
no  more  work  upon  foreign  cars  than 
what  was  absolutely  necessary  to  enable 
them  to  hold  together.  Other  companies 
acted  honestly,  the  result  being  that  the  un- 
scrupulous official  cheated  connecting  lines 
and  frequently  rejoiced  in  his  roguery. 

As  new  transportation  problems  arose 
it  was  the  duty  of  the  several  State  legis- 
latures to  establish  laws  for  the  protec- 
tion of  honest  owners  of  cars,  but  that 
never  was  the  way  of  legislators.  State  or 
national.  The  making  of  laws  relating  to 
railroads  has  never  been  suspended,  but 
they  have  generally  taken  the  form  of 
persecution,  the  idea  of  helping  railroad 
companies  to  carry  on  their  business 
with  profit  to  themselves  was  repug- 
nant to  the  rustic  mind.  Legislators  hav- 
ing failed  to  meet  the  growing  require- 
ments of  transportation  by  passing  need- 
ful laws,  matters  connected  with  the  in- 
terchange of  freight  cars,  were  drifting 
into  a  serious  condition  when  a  number 
of  gentlemen  connected  with  the  car  de- 
partments of  various  railroads  met  and 
formulated  rules  to  be  observed  in  the 
interchange  of  freight  cars.  This  meet- 
ing eventuated  in  the  organization  of  the 
Master  Car  Builders'  Association  which 
has  performed  extraordinarily  valuable 
services  to  railroads  and  to  the  country,  in 
promoting  uniformity  in  car  construction 
and  in  establishing  standard  parts. 

Organizing  and  holding  in  operation 
the  Master  Car  Builders'  Association  was 
one  of  the  greatest  self-denying  move- 
ments ever  known  in  industrial  history. 
A  body  of  busy  men  held  regular  meet- 
ings for  many  years,  spending  their  valu- 
able time  and  in  many  cases  paying  their 
own  expenses  for  the  purpose  of  lessen- 
ing the  cost  of  car  construction  or  for 
preventing  of  or  settling  disputes  that 
arose  in  the  dealings  of  one  railroad  com- 
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pany  with  another.  There  has  never  been 
any  question  that  the  voluntary  duties 
involved  have  been  properly  and  satis- 
factorily performed.  Yet  of  late  a 
tendency  has  been  manifested  among  the 
higher  railroad  officials  to  curtail  the 
privileges  of  the  Master  Car  Builders' 
Association  and  to  subordinate  its  ac- 
tion to  the  American  Railway  Association 
or  to  some  other  organization  in  close 
touch  with  the  railroad  managers.  This 
is  a  very  ungrateful  move  to  say  the  least. 
There  is  no  complaint  of  the  Master  Car 
Builders'  Association  having  failed  to 
perform  efficiently  the  duties  of  promot- 
ing uniformity  in  car  construction  and  in 
dealing  equitably  with  questions  arising 
in  connection  with  car  interchange.  The 
spirit  of  meddling  that  has  arisen  in  con- 
nection with  the  voluntary  duties  per- 
formed so  satisfactorily  by  the  Master 
Car  Builders'  Association  is  not  calcu- 
lated to  promote  railroad  interests,  to  say 
the  least.  The  heads  of  mechanical  de- 
partments are  now  the  controlling  power 
in  the  Master  Car  Builders'  Association 
and  their  action  ought  to  be  entirely  un- 
restrained. If  the  higher  officials  wish 
to  act  in  co-ordination  with  those  in 
charge  of  the  car  department,  well  and 
good,  but  that  ought  to  be  no  thought  of 
subordination. 

The  same  spirit  ought  to  be  manifested 
in  the  dealings  of  superior  officers  with 
the  various  voluntary  organizations 
formed  to  promote  efficiency  in  various 
lines  of  railroad  work  without  thought 
of  personal  gain.  The  American  Railway 
Master  Mechanics'  Association  has  done 
work  scarcely  second  in  importance  to 
that  done  by  the  Master  Car  Builders' 
Association,  and  the  members  ought  to  be 
encouraged  in  pursuing  their  self-denying 
labors.  Co-ordination  of  the  higher  offi- 
cials is  desirable  in  the  case,  but  no 
thoughts  of  subordination. 

The  same  rule  ouglit  to  apply  to  all 
other  organizations  voluntarily  promoted 
for  betterment  of  different  departments, 
such  as  the  Master  Car  and  Locomotive 
Painters'  Association,  the  Traveling  En- 
gineers' Association,  the  Air  Brake  Asso- 
ciation, the  International  Railway  Gen- 
eral Foremen's  Association,  the  Boiler- 
makers' and  the  Blacksmiths'  Associa- 
tions. Sometimes  such  associations  have 
assumed  expressions  of  authority  that 
were  injudicious  and  undesirable,  but 
small  mistakes  ought  not  to  be  held  up 
in  disparagement  of  bodies  trying  to  do 
their  best  for  their  employers,  and  a  safe 
motto  to  make  conspicuous  in  dealing 
with  such  organizations  is  Co-ordination 
without   subordination. 


Cultivating  Mental  Growth. 
Development  of  one's  own  powers,  was 
practically  the  keynote  of  an  interesting 
address  recently  given  by.  Mr.  J.  E. 
Muhlfcld  before  the  New  York  Railroad 
Club,  on  the  subject  of  "The  Education 


;ind  Organization  of  Railway  Engineer- 
ing Labor."  Speaking  on  this  subject 
he  said:  In  this  age  of  civilization  and 
specialization,  that  man  is  in  demand 
who,  unique  in  financial  and  administra- 
tive genius  can  expand  his  powers 
through  executive  ability  to  organize  and 
direct  large  bodies  of  men,  and  to  evolve 
and  consummate  great  undertakings  or 
concentrate  all  his  energies  upon,  and 
e.xcell  in,  one  profession  or  trade-learn- 
ing. 

Dealing  more  particularly  with  the  lat- 
ter class,  he  held  that  the  problem  of  to- 
day is  not  only  to  develop  inanimate  me- 
chanical forces,  method  and  materials, 
many  of  which  may  be  standardized,  but  to 
study,  select,  train  or  manage  the  animate 
human  element,  which  cannot  be  stand- 
ardized, and  is  the  potent  and  controlling 
factor  in  the  man-machine  unit.  The 
supervision  of  this  unit  must  be  such  as 
will  inspire  a  personal  interest  and  en- 
thusiasm of  the  animate  in  the  inanimate 
and  stimulate  individuality,  without 
which  superior  intelligence  and  skill  in 
the  subordination  and  utilization  of  means 
would  not  re'sult. 

Coming  closer  to  the  subject  of  devel- 
opment he  believed  that  every  man  who 
looks  for  success  should  learn  to  appre- 
ciate the  immense  power  of  his  personal 
equipment,  such  as  instinct,  perception,  in- 
genuity, initiative,  determination,  self- 
reliance,  prudence,  courage,  knowledge 
and  experience,  and  of  some  particular 
ability  which  enables  him  to  accomplish 
with  ease  that  which  it  is  difficult  or  im- 
possible for  others  to  do.  To  expand 
these  faculties,  the  first  requisite  is  moral 
strength,  which  naturally  applies  that 
mental  and  physical  vigor,  which  is  the 
measure  for  the  cultivation  of  knowledge, 
capacity  and  resolution,  as  only  the 
healthy  intellect  is  capable  of  receiving 
and  retaining  impressions  necessary  for 
the  execution  of  ideas  and  to  evolve  con- 
centration of  thought,  freedom  of  action 
and  personal  power.  To  develop  the 
mind,  body  and  morals  of  young  men 
during  the  scholastic  period,  plenty  of 
open  air,  pure  water  and  nourishing  food 
in  combination  with  systematic  gj'mnastic, 
athletic  and  military  recreation  are  fac- 
tors which  should  be  correlative  with  the 
elementary,  technical  and  engineering 
teaching. 

For  all  practical  purposes,  the  ele- 
mentary, technical  and  engineering  edu- 
cation need  not  exceed  a  term  of  twelve 
years,  during  which  period  a  certain  pro- 
portion of  the  industrial  shop  apprentice- 
ship time  should  also  have  been  served 
and  the  more  advanced  schooling  propor- 
tioned twenty-five  per  cent,  each,  techni- 
cal study  and  instruction  and  fifty  per 
cent,  engineering  practice.  With  engineer- 
ing work  a  clear  and  concise  style  of 
language  is  of  particular  importance  in 
the  preparation  of  technical  correspond- 
ence, reports,  specifications,  and  contracts, 


as  well  as  in  the  promulgration  of  rules, 
regulations  and  instructions  for  the  guid- 
ance of  others,  and  a  command  of  good 
speech  not  only  exhibits  breeding  of  so- 
cial accomplishment  but  will  facilitate 
administration,  avoid  unnecessary  discus- 
sion, reduce  the  liability  for  error  and 
lessen  the  need  of  lawyers  and  the  courts. 
Frequent  attendance  at  good  lectures  and 
the  reading  of  standard  books  will  result 
in  a  greater  knowledge  of  pronunciation 
and  of  the  distinction  in  the  meaning  and 
use  of  words  as  well  as  to  increase  the 
vocabulary. 

Clubs  and  organizations  organized  for 
the  promoting  of  knowledge  and  mental 
culture  through  the  reading,  discussion 
and  circulation  of  appropriate  papers  at 
meetings  and  conventions  are  also  in- 
valuable in  securing  an  interchange  of 
engineering  ideas  from  men  whose  pro- 
fessional and  practical  research  and  ex- 
■  perience  may  establish  a  basis  for  the 
determination  of  disputed  questions.  By 
means  of  the  liberal  and  demonstrative 
training  as  set  forth,  the  mental  and 
physical  powers  of  ambitious  and  aspiring 
young  men  will  be  developed  and  dis- 
ciplined to  eflfective  action,  and  they  will 
gain  the  advantage  of  being  able  to  rea- 
son and  analyze  administrative,  financial 
and  commercial  questions  and  withal,  the 
infinite  worth  of  broad  knowledge, 
friendly  companionship,  moral  character, 
good  address  and  culture. 

Young  men  instructed  along  such  lines, 
while  appreciating  the  value  of  school- 
ing, will  more  particularly  esteem  that 
knowledge  which  enables  them  to  find 
and  make  use  of  the  information  con- 
tained in  books  rather  than  to  actually 
absorb  their  contents.  Their  minds  will 
be  receptive  and  have  the  faculties  of  in- 
sight, calculation,  arrangement  and  gen- 
eralization. They  will  have  the  ability 
to  concentrate  their  force  and  effort  on 
the  task  at  hand.  They  will  have  the 
courage  to  maintain  their  own  convictions 
and  to  acknowledge  when  they  are 
wrong. 

In  this  brief  and  necessarily  frag- 
mentary account  of  Mr.  Muhlfeld's  ad- 
mirable paper  we  can  quote  or  paraphrase 
only  some  of  the  salient  passages.  Deal- 
ing with  what  may  be  called  investigation 
he  said :  The  primary  reason  for  en- 
gineering research  is  to  establish  facts 
so  as  to  direct  and  control  the  forces  of 
nature,  for  the  use  and  convenience  of 
mankind  and  the  training  necessary  to 
master  this  great  branch  of  science,  com- 
bined with  commercial  ability,  should 
develop  qualifications  for  honest  and  con- 
structive administration.  Intelligence  and 
integrity  not  only  inspire  confidence,  but 
as  a  matter  of  self-preservation  enhance 
competition  and  compel  progress  by  en- 
couraging rivalry  in  multiplying  and  im- 
proving methods,  processes  and  mechan- 
isms. 
The  primary  reason  for  discipline  is  to 
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effect  improvement  in  personal  conduct 
and  in  the  service  and  not  as  a  matter  of 
punishment.  The  cumulative  efficiency 
and  deficiency  methods  of  discipline  now 
in  vogue  should  promote  a  feeling  of 
greater  security  and  confidence  between 
American  labor  and  capital  inasmuch  as 
good  service  rendered  is  recognized  and 
rewarded  by  continued  employment  and 
promotion.  Therefore,  with  just  methods 
of  administration  and  negotiation;  high 
average  wages ;  loan,  savings,  medical, 
sick,  injury  pension  and  death  benefits; 
rest,  lunch,  toilet,  recreation,  athletic,  edu- 


and  other  new  work.  The  value  of  the  pub- 
lication of  the  proceedings  to  all  inter- 
ested is  pre-eminently  apparent.  It  would 
be  invidious  to  select  special  papers  as 
worthy  of  special  notice  when  all  were  of 
real  value  and  should  be  carefully  perused 
by  those  who  are  interested  in  the  work  of 
this  association.  Many  of  our  readers  are 
not  aware  that  this  association  has  been  so 
many  years  in  existence.  It  has  kept 
quietly  but  persistently  on  its  way,  and  is 
doing  a  great  and  good  work  for  the  rail- 
roads. In  its  special  field  it  has  relieved 
several  of  the  other  associations  of  much 


Carolina,   Clinchfield   &   Ohio    Engines. 

The  Carolina,  Clinchfield  &  Ohio 
Ry.,  formerly  known  as  the  South 
and  Western,  is  now  being  built  from 
Elkhorn,  Ky.,  to  Spartansburg,  S.  C. 
This  road  will  open  up  valuable  coal 
fields  in  Kentucky  and  Virginia.  It 
traverses  a  mountainous  country,  and 
is  notable  from  an  engineering  stand- 
point. The  line,  throughout,  is  being 
built  in  the  most  substantial  manner. 
The  maximum  grade  against  loaded 
traffic  is  only  one-half  of  one  percent., 
with    curves    compensated.     This    gives 


H.    F.   Stanley,   Master   Mechanic. 


2-8-0   CAROLINA.    CLINCHFIELD   &   OHIO   RAILWAY. 


Baldwin    Locomotive    Works,    Builders. 


cation  and  entertainment  facilities;  free 
transportation  and  other  benefits  now 
generally  enjoyed  by  railroad  employes, 
whereby  they  can  spend  their  time  off 
duty  comfortably,  pleasurably  and  profit- 
ably at  a  minimum  cost,  there  is  no  good 
leason  why  the  improved  moral  tone, 
personal  cleanliness,  honesty  and  courtesy, 
should  not  promote  the  lasting  friendly, 
charitable,  benevolent  and  protective  re- 
lations between  the  employer  and  em- 
ployees so  necessary  to  bring  about  in- 
dustrial peace,  higher  standards  and  a 
proper  degree  of  safety,  efficiency  and 
economy. 

Book  Notices 

Proceedings  of  the  39TH  Annual  Con- 
vention OF  THE  Master  Car  and  Loco- 
motive Painters'  Association  of  the 
United  States  and  Canada.  Published 
for  the  Association  by  Messrs.  Twombly, 
Reading,  Mass.  106  pages,  6  ins.  by 
9  ins.    Price  $1.00. 

The  convention  of  this  association  held 
at  Atlantic  City  last  September  was  one 
of  the  most  important  ever  held  under  the 
auspices  of  the  association,  in  the  number 
and  importance  of  the  papers  read  and 
discussed,  in  the  presentation  of  the  re- 
sults of  important  tests  and  in  the  features 
as  presented  in  the  painting  of  steel  cars 


detail  work,  while  the  annual  publication 
bedomes  a  noteworthy  contribution  to  the 
mechanical  literature  of  our  time. 
General  Lectures  on  Electrical  Engi- 
neering by  Prof.  C.  P.  Steinmetz,  A.  M. 
Ph.  D.    Published  by  Robson  and  Adee, 
Schenectady,  N.  Y.     284  pages.     6  ins. 
by    9    ins.    Cloth,    gilt    top,    illustrated. 
Price  $2.00. 


Professor  Steinmetz  has  been  long  and 
favorably  known  as  one  of  the  foremost 
authorities  in  electric  engineering,  and  the 
sixteen  lectures  which  are  collected  and 
published  for  the  first  time  in  this  hand- 
some volume  will  be  found  to  embrace  an 
elucidation  of  the  probleins  of  generation, 
control,  transmission,  distribution  and 
utilization  of  electric  energy.  The  treat- 
ment of  the  various  subjects  is  essentially 
descriptive  and  is  adapted  to  the  needs  of 
the  beginner  as  well  as  to  the  advanced 
student.  The  typography  and  binding  re- 
flect great  credit  on  the  publishers  and  the 
work  is  sure  to  meet  with  a  popular  re- 
ception from  among  the  large  and  rapidly 
expanding  body  of  electric  workers. 


A  very  sublime  and  grand  thing  is 
Truth,  in  its  way,  though  like  other  sub- 
lime and  grand  things,  such  as  thunder- 
storms and  that,  we're  not  always  over 
and  above  glad  to  see  it. — Old  Curiosity 
Shop. 


excellent  opportunity  for  handling 
heavy  tonnage  on  an  economical  basis. 
The  road  has  recently  received  nine- 
teen locomotives  from  the  Baldwin  Lo- 
comotive Works.  Fifteen  of  these  en- 
gines are  of  the  consolidation  type  for 
freight  service,  while  the  remaining 
four  are  of  the  ten-wheel  type,  for  pas- 
senger service.  Both  designs  embody 
single  expansion  cylinders,  inside  ad- 
mission piston  valves  and  Walschaerts 
valve  gear. 

The  consolidation  type  locomotives 
exert  a  tractive  force  of  43,900  lbs.,  and 
are  an  e.xcellent  example  of  modern 
Iieavy  power.  The  cylinders  are  22  x  32 
ins.,  driving  wheels  57  ins.  and  steam 
pressure  190  lbs.  The  engines  are  de- 
.signed  to  traverse  i6-deg.  curves,  and 
to  assist  in  this  the  front  and  back 
driving  tires  are  given  %  inch  more 
play  between  the  rails  than  those  on 
the  two  middle  pairs  of  wheels.  All  the 
tires  are  flanged.  The  cylinders  are 
built  with  heavy  walls  to  insure  ample 
strength  and  are  lined  with  cast  iron 
bushings,  ^  in.  thick.  The  cylinder 
castings  are  secured  to  the  smokebox, 
and  to  each  other  by  a  double  row  of 
bolts.  The  piston  valves  are  12  ins.  in 
diameter.  They  have  cast  iron  bodies 
and  cast  steel  heads,  and  are  fitted  with 
L-shaped  packing  rings.  The  steam 
chest    center    lines    are    placed    outside 
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the  cylinder  center  lines,  thus  permit- 
,  ting  all  parts  of  the  motion  to  be  in 
the  same  vertical  plane.  The  link  and 
reversing  shaft  bearings  are  bolted  to 
the  guide  yoke,  and  the  gear  is  so  con- 
nected that  the  link  blocks  are  down 
when  running  ahead.  The  valves  are 
set  with  a  maximum  travel  of  Sj4  ins. 
and  a  lead  of  J4  in.  Circulating  valves 
are  provided  for  the  steam  chests. 
These   valves   are   of   the    Pennsylvania 


is  54  sq.  ft.,  which  gives  a  ratio  between 
grate  and  total  heating  surface  of  very 
nearly  as  i  is  to  64^.  The  tubes  in 
this  2-8-0  engine  boiler  number  412, 
each  2  ins.  outside  diameter  and  15  ft. 
3  ins.  long.  They  are  .11  of  an  inch 
thick  and  are  made  of  steel.  The  front 
end  is  arranged  in  accordance  with  the 
reconinu'iulations  of  the  Master  Me- 
chanics' .\5SOciation.  It  has  a  single 
high  e.xhaust  nozzle,   in  front  of  which 


Railroad  style,  with  flat  plates  over  the  is   placed   an   adjustable    diaphragm.     A 

relief  ports.  perforated  plate  is  used  instead  of  net- 

The    main    frames   are    of   cast   steel,  ting.    The  stack  is  of  cast  iron,  tapered, 

4'/^  ins.  wide.    They  are  finished,  on  the  with    a   minimum   internal    diameter   of 

sides,   onlv   where   fitting   is   necessary,  21^4  ins. 

and    at    these    points    the    width    is    in-         The     tender     is     equipped     with     a 

creased.     In  this  way  superfluous  finish  water-bottom    tank,    and    the    frame    is 

is     dispensed     with    wherever    possible,  built  of  12-in.  channels.    The  trucks  are 


The  transverse  frame  braces  include  a 
deep  steel  casting  which  is  placed  be- 
tween the  second  and  third  pairs  of 
driving  wheels,  and  is  bolted  to  both 
the  main  and  lower  frame  rails.  Ad- 
vantage is  taken  of  the  absence  of  any 
inside  valve  gear,  by  placing  two  large 
air  drums  between  the  frames  and  over 
the  second  and  third  driving  axles. 
The  boiler  is  of  the  straight  top  type 


of  the  arch  bar  type,  with  forged  and 
rolled  steel  wheels  supplied  by  the 
Standard  Steel  Works  Co.  The  tank 
holds  7,500  gallons  of  water  and  12J/2 
tons  of  coal. 

The  ten-wheel  passenger  locomotives 
have  wagon  top  boilers  with  narrow 
fireboxes,  which  are  placed  above  the 
frames.  The  engines,  as  built,  have 
driving    wheels   6.?    ins.    in    diameter,   but 


width,    71V1    ins.;    depth,    front,    74V2    ins.; 

depth,    back,   is'A    ins.;    thickness    of   sheets, 

sides,   a   in.;  back,  5/16  in.;  crown,   ^   in.; 

tube,    V4    in.  .  v     , 

Water   Space — Front,   5   ins.;  sides,  4  ins.;  back, 

4    ins. 
Drivina  Wheels— Outside  diameter,  57  ins.;  jour- 
nals,   main^    g'A     ins.    x    13    ins.;    journals, 

others,    9    ins.    x    13    ins. 
Ensine    Truck  Wheels— Front  diameter,   33   ms.; 

journals,  6'/:   ins.  x   12  ins. 
Wheel  Base — Driving,  16  ft.;  total  engine,  24  ft. 

6     ins.;     total     engine     and     tender,     56     ft. 

q^/2   ins. 
Weight — On     driving    wheels,     178,650    lbs.;     on 

truck,   front,   20,500   lbs.;   total  engine.    199.- 

150     lbs.;     total    engine    and    tender,    about 

350,000    lbs.;    service,    freight. 

DIMENSIONS   OF  4-6-0  TYPE. 

Cylinder — 20  ins.  x  26  ins.;  valve,  balanced  Pis- 
ton. 

Boiler — Type.  Wagon  Top;  material,  steel;  di,im- 
eter  60  ins.;  thickness  of  sheets,  9/16  ins. 
and  y^  ins.;  working  pressure,  190  lbs.; 
fuel,   soft  coal;    staying,   radial. 

Fire  li'ox — Material,  steel;  length,  120  3/16  ins.; 
width,  40  ins.;  depth,  front,  73  ins.;  depth, 
back,  62  ins.:  tliickness  of  sheets,  sides,  H 
in.;    back,    5/16    in.;    crown,    H    in-:    tube, 

'/'    '"■  .  .J  •  V,     1 

Water  Space — Front,   5   ms. ;   sides,  4  ins.;   back. 

4  ins. 

Tubes— Material,  steel;  .11  thick;  number,  295; 
diameter,    2    ins.;    length.    15    ft.    3    ins. 

Heating  Surface — Firebox,  174  sq.  ft.;  tubes, 
2,343  sq.  ft.;  total,  2,517  sq.  ft.;  grate  area, 
33.3    sq,    ft. 

Driving  Wheels — Outside  diameter,  63  ins.;  jour- 
nals.  9   ins.  X   13   ins. 

Engine  Truck  Wheels — Front  diameter,  33  ins.; 
journals,   6^4    ins.   x    12  ins. 

Wheel  Base— Driving,  15  ft.;  total  engine,  26  ft. 

5  ins.;     total     engine     and    tender,     59     ft. 
^}i    ins. 

Weight — On  driving  wheels,  125,300  lbs.;  on 
truck,   front,   38,300   lbs.;   total  engine,    163,- 
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with  wide   firebox.     The  mud   ring  is   of 
forged  iron,  double  riveted,  and  thick- 
ened at  the  corners.    It  is  supported  on 
sliding    shoes    in    front    and    a    buckle 
plate   at   the   rear.     A  brick   arch,   sup- 
ported   on    water    tubes,     is     provided. 
Flexible   staybolts  are  used   to  a  mod- 
erate extent,  200  being  disposed  in  the 
outside    rows   in    the   throat,    sides    and 
back  head.   The  barrel  is  built  with  two 
rings,    and    has    a    welded    longitudinal 
seam     under     the    dome,     with    a     re- 
enforcing  liner  inside.    The  diameter  of 
the  boiler  at  the  smokebox  end  is  7654 
ins.   The  heating  surface  amounts  in  all 
to  3,482  sq.  ft.    This  is  made  up  of  182 
sq.   ft.   in   the   firebox   and. 3,272  in   the 
tubes,   to   which   must   be   added  28   sq. 
ft.  gained  by  use  of  water  tubes  which 
carry   the   brick   arch.     The   grate   area 


they  are  so  designed  that  69-in.  wheels 
may  be  substituted  if  desired.  The 
equipment  throughout  is  generally  sim- 
ilar to  that  of  the  consolidation  en- 
gines. As  in  the  case  of  the  freight 
locomotives,  a  brick  arch  is  provided, 
but  it  is  supported  on  studs  which  are 
tapped  into  the  side  sheets. 

In  the  design  of  these  two  classes 
special  attention  has  been  paid  to  mak- 
ing the  details  interchangeable  where 
possible.  A  minimum  number  of  pat- 
terns is  thus  required,  and  the  problem 
of  effecting  repairs  is  simplified.  The 
principal  dimensions  of  both  types  are 
appended  for  reference. 

DIMENSIONS   OF   2-8-0   TYPE    ENGINE. 

Boiler— Thickness  of  sheets,    11/16  in.;   working 

pressure,    190   lbs.;    fuel,   soft   coal;   staying, 

radial.  ,         «      ,  ^  - 

Fire  Box— Material,  steel;  length,  108  3/16  ins.; 


600  lbs.;  total  engine  and  tender,  about 
284,000  lbs. 
Tender — Wheels,  diameter,  36  ins.;  journals,  s/a 
ins.  x  10  ins.;  tank  capacity,  water,  6,000 
gals.;  tank  capacity,  coal,  12  tons.;  service, 
passenger. 


Vibratory. 

.■\.  traveler  in  a  dining-car  of  a  Georgia 
railway  had  ordered  fried  eggs  for  break- 
fast. 

"Can't  give  you  fried  eggs,  boss."  the 
negro  waiter  informed  him,  "lessen  yo' 
want  to  wait  till  we  stops." 

"Why,  how  is  that?" 

"Well,  de  cook  he  says  de  road's  so 
rough  dat  ebcry  time  he  tries  to  fry  aigs 
dey  scrambles."— 5.  S.  Messenger. 


There  is  nothing  we  may  not  hope  to 
repair;  it  is  never  too  late  to  mend.— 
Dombey  &■  Son. 
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Elements  of  Physical   Science. 
Second    Series. 
VI.     The   Ste.\m    Engine. 
Apart  from  the  many  varieties  of  form 
in   which   steam  engines   are   made,   there 
are  two  general  divisions  into  which  they 
may  be  classified  those  of  the  condensing 
and   non-condensing   engines.      The    loco- 
motive and  nearly  all  the  factory  engines 
are  of  the  non-condensing  type.     In  this 
class  the  steam  after  it  has  done  its  work 
in   moving   the    piston,    is   exhausted   into 
the  open  air.     An  engine  of  this  kind  is 
readily  discerned  by  the  puffing  sound  of 


FIG.    I.     SLIDE  VALVE  WITHOUT  L-i^P. 

the  exhausted  steam,  each  re-percussion 
indicating  the  completion  of  the  piston 
stroke,  and  sudden  release  of  the  pent-up" 
steam,  which  it  may  be  observed  has  still 
much  more  than  sufficient  force  left  in  it 
to  overcome  the  pressure  of  the  atmos- 
phere. In  a  condensing  engine  the  steam 
after  passing  through  the  cylinder  is  ad- 
mitted into  a  bo.x  or  receptable  called  a 
condenser  on  account  of  its  being  cooled 
by  contact  with  water  or  with  pipes 
through  which  cold  water  is  passing.  The 
condensation  of  the  exhausted  steam  has 
the  eiTect  of  producing  a  partial  vacuum 
in  the  condenser,  which  permits  the  steam 
being  used  until  it  has  reached  a  lower 
pressure  than  in  a  non-condensing  engine. 
Marine  engines  are  mostly  of  this  type,  as 
a  constant  supply  of  cold  water  can  read- 
ily be  obtained. 

It  will  be  remembered  that  the  atmos- 
pheric engine  previous  to  James  Watt's 
invention  of  the  steam  engine,  Was  oper- 
ated by  the  admission  of  steam  into  a 
vertical  cylinder,  while  the  piston  was  at 
the  upper  end  of  the  stroke  and  when  a 
jet  of  cold  water  was  admitted  into  the 
cylinder,  the  steam  was  condensed,  thereby 
producing  a  vacuum  and  the  weight  of 
the  atmosphere  acting  on  the  uncovered 
upper  face  of  the  piston  was  sufficient 
to  press  down  the  piston.  Watt  con- 
ceived the  idea  of  condensing  the  steam 
in  a  separate  vessel,  thereby  effecting  a 
great  saving,  and  also  made  the  important 
advance  in  applying  steam  alternately  to 
both  sides  of  the  piston,  thereby  creating 
or  inventing  an  entirely  different  engine 
from  that  of  Newcomen. 


The  rapid  condensation  of  steam  into 
water  renders  suitable  openings  into  all 
steam  cylinders  a  necessity.  These  open- 
ings, or  cylinder  cocks,  as  they  are  called, 
are  usually  operated  by  a  hand  lever 
which  is  placed  in  the  open  position  when 
starting  the  engine.  This  should  be  care- 
fully attended  to,  as  water  unavoidably 
gathers  in  the  cylinders  while  engines 
are  not  running,  that  is  if  a  pressure  of 
steam  is  in  the  boiler. 

The  most  important  openings  into  the 
cylinder,  however,  are  the  ports  by  which 
the  steam  is  admitted  and  that  by  which 
it  escapes  after  its  work  is  accomplished. 
This  leads  us  to  the  slide  valve,  the  most 
common  form  of  valve  used  in  steam  en- 
gines, and  although  simple  in  construction 
it  is  a  most  ingenious  contrivance  for  ad- 
mitting and  cutting  off  the  supply  of 
steam  at  the  desired  instant  of  time.  The 
cylinder  is  so  constructed  as  to  form  a 
flat  portion  on  a  part  of  its  outer  surface 
on  which  there  are  three  rectangular 
openings,  the  middle  being  the'  exhaust 
port,  is  wider  than  the  other  two,  and 
leads  directly  from  the  cylinder  face  to 
an  opening  on  which  the  exhaust  pipe 
may  be  bolted.  The  two  other  ports  are 
the  steam  ports,  one  leading  to  one  end  of 
the  cylinder  and  the  other  to  the  other 
end.  The  slide  valve  is  so  constructed  as 
to  cover  these  three  openings  and  is 
shaped  like  a  hollow  rectangular  dish 
with  an  inner  cavity,  the  edges  of  the  dish 
forming  the  face  of  the  valve.  This  face 
is  carefully  fitted  so  that  when  the  valve 
is  placed  in  position  it  forms,  in  conjunc- 
tion with  the  surface  of  the  cylinder,  a 
steam-tight  joint.  It  may  be  added  that 
in  the  early  days  of  the  steam  engine 
much  care  w^as  taken  in  fitting  the  valve 
face  and  valve  seat  together  so  that  every 
part  of  the  metals  w^ere  bearing  equally 
on  each  other.  It  was  latterly  found  that 
the  friction  incident  to  the  movement  of 
the  valve  very  quickly  caused  the  valve  to 
adjust  itself  to  the  valve  seat  so  that  a 
fine  bearing  at  the  start  is  not  essential, 
the  bearing  being  perfected  in  the  course 
of  a  few  hours'  service. 

The  slide  valve,  when  in  the  central 
position,  covers  the  two  steam  ports  and 
leaves  the  middle  port  open  in  the  inner 
cavity  of  the  valve.  If  the  valve  was  so 
constructed  as  to  cover  the  two  steam 
ports  exactly  it  can  be  readily  perceived 
that  a  movement  of  the  valve  in  either 
direction  would  open  one  of  the  steam 
ports  leading  to  the  cylinder  and  open 
the  other  steam  port  to  the  inner  cavity  of 
the  valve,  thereby  opening  the  communi- 
cation  to   the   exhaust   pipe.     .-\   valve   so 


constructed  would  admit  steam  during  the 
entire  length  of  the  piston  stroke,  so  that 
when  the  piston  stroke  was  completed  the 
steam  in  the  cylinder  would  be  at  or  near 
boiler  pressure  and  when  released  by  the 
opening  of  the  exhaust  port,  as  already 
alluded  to,  the  loss  of  steam  at  each  stroke- 
would  be  equal  to  the  full  capacity  of  the- 
cylinder  and  steam  spaces.  In  its  primi- 
tive form  the  slide  valve  was  constructed, 
in  this  way  and  was  used  on  some  of  the 
earlier  engines  of  James  Watt.  Fig.  1 
shows  such  a  valve  in  the  central  position.. 
This  form  of  valve  had  several  seriouS' 
objections.  The  smallest  degree  of  lost 
motion  had  the  efJect  of  admitting  the 
steam  in  a  sufficient  quantity  to  obstruct 
the  piston  at  the  end  of  the  stroke.  The 
tendency  to  create  severe  pounding  was 
very  great.  The  most  important  draw- 
back was  in  the  fact,  already  alluded  to, 
that  the  steam  was  released  while  at  full 
pressure,  and  no  tdvantage  could  be  taken 
of  the  expansive  power  of  steam.  Dur- 
ing Watt's  lifetime  the  pressure  of  steam 
as  applied  to  steam  engines  was  extremely 
low,  so  that  the  loss  was  not  so  very  great 
as  it  became  when,  with  the  improvement 
in  boiler  construction,  higher  pressures  of 
steam  became  available.  In  the  early  days 
of  the  locomotive  fifty  pounds  pressure  of 
steam  per  square  inch  did  not  admit  of 
much  advantage  being  taken  of  the  ex- 
pansion of  steam  in  the  cylinder.  The 
change  of  the  form  of  the  slide  valve  was 
very  simple,  but  very  important.  It  con- 
sisted merely  of  lengthening  the  valve 
face,  so  that  when  the  valve  stood  in  the 
center  of  the  seat  the  edges  of  the  valve 
extended  a  certain  distance  over  the  steam 
ports,  as  shown  in  Fig.  2. 


FIG.  2.      VALVE   WITH   OUTSIDE   LAP. 

This  extension  of  the  valve  faces  is 
called  outside  lap,  or  simply  lap.  It  has 
the  effect  of  closing  the  steam  port  at  a 
certain  distance  before  the  piston  reaches 
the  end  of  the  stroke,  and  this  point, 
which  with  the  variations  incident  to  the 
action  of  the  radial  link  is  a  variable 
point,  usually  called  the  point  of  cut-off. 
It  can  be  readily  understood  that  when 
the  supply  of  steam  is  cut  off  from  tlie 
boiler  before  the  piston  stroke  is  com- 
pleted, the  piston  is  moved  on  its  further 
course  by  the  expansive  power  of  steam-. 
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and  when  the  stroke  is  completed  the 
steam  in  the  cylinder  having  increased 
in  volume  is  correspondingly  reduced  in 
pressure  and  when  released  the  loss  is  not 
great,  as  the  pressure  of  the  steam  is  not 
greatly  in  excess  of  the  pressure  of  the 
atmosphere. 


Celebrated    Steam    Engineers. 

XV'I.     Matthias  W.  Baldwin. 

The  introduction  of  the  locomotive 
engine  into  American  industrial  life 
called  into  prominence  many  clever  en- 
gineers. While  the  Stephensons  had 
literally  control  of  the  new  industry  in 
Europe,  many  claimants  for  recognition 
appeared  in  America.  Almost  every  ma- 
chine shop  on  the  Atlantic  coast  pro- 
duced something  new  and  strange  in  the 
name  of  a  locomotive.  In  Dr.  Angus 
Sinclair's  "Development  of  the  Loco- 
motive Engine"  there  is  described  and 
illustrated  an  extensive  collection  of 
these  mechanical  curiosities,  some  of 
them  fearfully  and  wonderfully  made, 
but  all  of  them  illustrative  of  that 
mercurial  inventive  faculty  begotten  in 
the  free  air  of  American  enterprise.  As 
usual  the  unexpected  happened  and  the 
master  minds  destined  to  improve  and 
leave  their  mark  on  the  new  machine 
came  from  the  most  unlocked  for 
quarters. 

Matthias  W.  Baldwin,  a  colossal 
bronze  statue  of  whom  now  majestically 
adorns  a  public  square  in  the  city  of 
Philadelphia,  was  a  working  jeweller 
who  early  gave  his  attention  to  the  im- 
provement of  the  locomotive  engine, 
and  who  may  properly  be  said  to  have 
established  the  American  type  of  loco- 
motive. Beginning  with  the  production 
of  a  museum  curiosity  the  exact  me- 
chanism and  design  of  which  attracted 
much  attention,  he  was  soon  engaged 
by  railway  promoters  in  constructing 
something  more  important  than  minia- 
ture locomotives. 

In  1832  Mr.  Baldwin's  first  locomo- 
tive was  tried  on  the  Philadelphia,  Ger- 
mantown  and  Norristown  Railroad.  It 
was  named  "Old  Ironsides."  It  was  a 
complete  departure  from  the  British 
type  of  locomotive.  The  driving  wheels 
were  in  front  of  the  firebox  and  the 
carrying  wheels  immediately  behind  the 
smokebox.  The  drivers  were  54  ins.  in 
diameter,  and  the  front  wheels  45  ins. 
The  boiler  was  30  ins.  in  diameter  and 
contained  72  flues,  made  of  copper.  The 
flues  were  ij4  ins.  in  diameter  and  7  ft. 
in  length.  The  locomotive  weighed 
about  6  tons  and  while  its  tractive 
capacity  was  not  great  it  created  a  new 
record  in  transportation  which  has  not 
been  greatly  surpassed.  It  ran  a  mile  in 
58  seconds  or  over  62  miles  an  hour. 

The  next  important  venture  in  loco- 
motive construction  was  the  "E.  T,.  Mil- 
ler," which  appeared  in  1834.  This  loco- 
motive  weighed  about  9   tons.    It   had 


outside  frames  and  a  single  pair  of 
drivers  behind  the  horizontal  boiler  and 
a  swivelling  four-wheel  truck  under  the 
smokebox.  The  cylinders  were  bolted 
on  the  top  of  the  frames  at  the  sides  of 
the  smokebox,  and  the  power  was  trans- 
mitted to  half-cranks  inside  the  driving 
wheels.  It  immediately  became  the 
most  famous  locomotive  in  America. 
It  ran  on  the  South  Carolina  Railroad 
which  was  at  that  time  the  largest  rail- 
road in  existence.  The  locomotive  was 
not  only  the  best  constructed,  but  it 
was  the  simplest  and  most  durable  loco- 
motive engine  in  use  up  to  that  time, 
and  it  may  be  said  to  have  laid  the 
foundation  of  the  Baldwin  Locomotive 
Works. 

Of  equal  importance  with  the  im- 
provement of  the  design  and  construc- 
tion of  the  locomotive,  the  introduction 
of  new  machinery  engaged  in  the  work 
of  constructing  the  locomotive  marked 
the  beginning  of  that  rapid  advance  in 
machine  tools,  which  has  since  kept 
American  machines  in  the  forefront  of 
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the  world's  manufactures.  Mr.  Baldwin 
resembled  James  Watt  in  many  particu- 
lars, especially  as  an  exact  mechanician. 
Both  were  singularly  gifted  with  the 
inventive  faculty  and  both  were  ac- 
complished mechanics.  Both  aimed  at 
simplicity  in  design,  and  in  this  latter 
regard  Mr.  Baldwin  was  particularly 
successful.  In  the  important  feature  of 
boiler  making,  Mr.  Baldwin's  boilers 
were  so  simple  that  any  one  could  un- 
derstand them  and  any  boilermaker 
could  easily  repair  them.  The  valve  mo- 
tion as  perfected  by  him  was  not 
shrouded  in  mystery.  There  was  a 
single  fixed  eccentric  for  each  cylinder. 
The  eccentric  strap  had  two  arms  at- 
tached to  it,  one  above  and  the  other 
below.  There  was  a  hook  on  the  inner 
side  of  each.  The  rocking  shaft  had 
arms  above  and  below  its  axis,  and  the 
hooks  of  the  two  rods  of  each  eccentric 
were  moved  by  hand  levers  so  as  to 
engage  either  arm,  thus  producing  for- 
ward or  backward  motion.  This  form 
of  valve  gearing  was  used  for  a  number 
of  years  previous  to  the  introduction  of 
the  radial  link. 

Of  Mr.   Baldwin's  many  marked  im- 


provements mention  may  be  made  of 
his  use  of  cast  iron  wheels  with  wooden 
felloes  between  the  spokes  and  outer  rim, 
making  the  wheels  slightly  elastic.  The 
great  weight  of  the  modern  locomotive 
has  rendered  the  use  of  this  combina- 
tion impossible,  but  it  served  a  good 
purpose  in  the  early  days  of  locomotive 
engineering.  The  introduction  of 
ground  pipe  joints  with  adjustable 
rings,  the  use  of  copper  ferrules  on  the 
outside  of  the  ends  of  flues,  with  the 
result  that  steam  could  be  raised,  and 
kept  at  a  pressure  unprecedented  in 
British  locomotive  practice  and  without 
the.  constant  appearance  of  leaky  flues, 
were  some  of  Mr.  Baldwin's  improve- 
ments. To  these  may  be  added  the  use 
of  metallic  packing,  the  placing  of 
springs  over  the  truck  and  engine 
wheels,  the  use  of  spiral  springs,  the 
invention  of  detachable  grates,  the  con- 
struction of  solid  frames  with  pedestals 
attached,  and  latterly  the  substitution 
of  steel  in  place  of  iron  in  nearly  every 
part  of  the  locomotive.  Variable  ex- 
haust nozzles  and  spark  arresters  be- 
gan with  Mr.  Baldwin,  and  indeed  there 
is  scarcely  a  part  of  the  twentieth  cen- 
tury locomotive  that  does  not  show 
some  mark  of  his  master  hand. 

He  lived  to  see  one  of  the  largest  and 
most  perfectly  equipped  industrial  es- 
tablishments that  ever  blossomed  into 
being  by  the  intelligent  enterprise  of 
one  man,  and  it  is  gratifying  to  know 
that  those  who  have  succeeded  to  the 
noble  heritage  have  worthily  main- 
tained the  high  reputation  wliich  has 
always  characterized  the  Baldwin  Loco- 
motive Works  of  Philadelphia. 


Questions  Answered 

TROUBLE  WITH   E.    T.   EQUIPMENT. 

9.  B.  S.,  Whitefish,  Mont.,  asks: 
What  is  the  trouble  with  the  E.  T. 
equipment  if  the  brake  sets  on  the 
whole  train  when  the  independent 
brake  is  used?  Weather  was  very  cold 
and  independent  brake  worked  O.  K. 
up  to  this  time? — A.  At  a  time  when 
there  is  no  excess  pressure  in  the  main 
reservoir  or  if  the  main  reservoir  is  full 
of  water,  or  if  the  air  cylinder  of  the 
pump  is  in  a  poor  condition,  excessive 
brake  cylinder  leakage  on  the  engine 
or  tender  is  liable  to  reduce  main  reser- 
voir pressure  below  the  pressure  in  the 
brake  pipe  when  the  independent 
brake  is  applied.  If  it  does,  the  brake 
pipe  pressure  would  be  reduced  by 
flowing  back  into  the  main  reservoir 
and  the  brakes  on  the  train  would  be 
applied.  In  your  case  it  was  quite  likely 
that  there  was  considerable  brake  pipe 
leakage,  owing  to  the  hose  being  frozen 
stiflF,  and  this,  together  with  brake  cyl- 
inder leakage,  exceeded  the  capacity  of 
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the  air  pump  when  the  independent 
brake  was  applied.  The  brake  cylinder 
leakage  may  have  been  due  to  a  frozen 
packing  leather  in  the  tender  brake 
cylinder  which  would  allow  air  to 
escape  from  the  cylinder  as  fast  as  it 
could  enter.  There  should  be  a  choked 
fitting  in  the  brake  cylinder  pipes  on 
the  engine  ne.xt  to  the  hose  connection 
between  the  engine  and  tender,  and  one 
next  to  the  hose  connection  to  the  en- 
gine truck  brake  cylinder  if  one  is  used. 

PUSHING    OR    PULLING. 

10.  C.  A.  R.,  El  Paso,  Texas,  asks:  Can 
an  engine  pull  as  much  as  it  can  push?— 
A.  We  have  had  several  articles  on  this 
subject  before  now,  but  for  the  informa- 
tion of  those  who  are  not  up  in  the  sub- 
ject  we  may  say  that  an  engine  can  more 
easily  pull  a  given  load  than  it  can  push 
it  over  the  same  piece  of  level,  straight 
track.  The  reason  is  that  running  for- 
ward there  is  less  tendency  for  the  driving 
wheels  to  slip,  as  the  pull  and  push  of  the 
main  rod  is  more  or  less  downward  on  the 
wheels.  The  reaction  caused  by  this,  as 
you  know,  puts  the  pressure  of  the  cross- 
head  on  the  top  guide  bars.  There  is, 
however,  another  reason  why  pulling  is 
easier  than  pushing.  A  train  is  made  up 
of  separate  cars  like  links  in  a  chain,  and 
when  pushed  the  couplings  do  not  always 
transmit  the  push  along  the  exact  centre 
line,  and  the  trucks  have  more  of  a 
tendency  to  slew.  It  is  something  like 
the  pushing  or  pulling  of  a  chain  along  a 
groove.  The  chain  pulls  readily  enough 
but  shows  a  tendency  to  buckle  or  kink 
when  pushed  even  in  a  well  lubricated 
groove. 

AUTOMATIC    AND    NON-AUTOMATIC    PARTS. 

II.  M.  W.,  Cleveland,  O.,  asks:  What 
parts  of  the  air  brake  and  signal  sys- 
tem are  automatic,  and  what  parts  are 
not? — A.  By  automatic  you  no  doubt 
mean  the  parts  moved  by  air  or  steam 
pressures  and  by  non-automatic  you 
probably  mean  the  movable  parts  op- 
erated by  some  other  piece  of  mechan- 
ism or  by  hand.  The  pump  throttle, 
brake  valve  handles,  angle  cocks,  stop 
cocks,  release  valves,  conductors' 
valves,  car  discharge  valves,  and  the 
regulating  or  adjusting  parts  of  the  ap- 
paratus are  of  course  operated  by  hand 
and  are  non-automatic.  Beginning 
with  the  air  pump,  the  automatic  parts 
are  the  differential  piston,  the  steam 
piston  and  the  air  valves.  The  air  pis- 
ton, piston  rod,  reversing  valve  and  rod 
and  slide  valve  being  operated  by  the 
movement  of  the  steam  pistons.  In  the 
pump  governor  the  diaphragms  and  gov- 
ernor piston  are  automatic,  the  steam 
valve  being  moved  by  the  governor  pis- 
ton, and  the  pin  valve  by  the  dia- 
phragms are  non-automatic.  Of  the 
brake  valve,  the  equalizing  piston  is 
automatic,  the  rotary  valves  and  rotary 
keys   being  moved  by  the   brake   valve 


liandles.      The    tubes    of   the   air    guage 
are   moved  by  air  pressure,   the   hands 
of  the  gauge  are  moved  by  the  tubes. 
Of   the   triple   valve,   the   triple   piston, 
emergency  piston  and  check  valve  are 
automatic,    the    graduating   valve,   slide 
valve  and  graduating  stem  being  moved 
by  the  triple  piston  and  the  emergency 
valve  being  unseated  by  the  emergency 
piston.     A  cut  of  the  high-speed  reducing 
valve    and    distributing    valve    compared 
with  the  above  will  show  you  what  parts 
are  operated  by  a  change  of  air  pressures 
and   what   parts   depend   upon   the   move- 
ment of  other  parts.     In  the  quick  action 
cap  of  a  distributing  valve  the  check  valve 
is  automatic,  the  slide  valve  is  displaced 
by    the    equalizing    valve    piston.      The 
piston  valve  of  the  safety  valve  is  un- 
seated   by    air    pressure,    the     stem    is 
moved  by   the  piston.     The   movement 
of    the    brake    cylinder    piston    is    auto- 
matic.    The   piston  of  a   slack  adjuster 
operates    automatically,    the    pawl    and 
ratchet    operate    mechanically.      Of   the 
signal   reducing  valve  or   feed   valve   the 
movement    of   the   supply   valve   piston 
and  diaphragms  are  automatic,  the  sup- 
ply valve  is  moved  by  the  piston  and 
the    regulating    valve    and    diaphragm 
spindle  by  the  diaphragms.     In  the  sig- 
nal  valve   the   diaphragm    is   moved   by 
air  pressure,  the  diaphragm  stem  by  the 
action  of  the  diaphragm. 


BY-PASS    VALVES    BLOWING. 

12.  G.  C.  M.,  Pueblo,  Colo.,  asks: 


Will 
the  by-pass  or  over-pass  valves  on  each 
end  of  the  valve  chambers  of  a  heavy 
freight  engine,  bought  within  the  past 
year,  blow  to  the  exhaust?  Experts  who 
do  not  run  engines  say  they  will  not.  Fel- 
lows who  are  not  experts,  but  who  must 
pull  tonnage  with  as  much  steam  blowing 
through  stack  as  goes  out  of  cylinders, 
think  they  do.  If  they  do  blow,  please  tell 
us  how  to  test  for  the  blows.— A.  By-pass 
valves  open  communication  between  the 
cylinder  steam  ports  so  that  excess  pres- 
sure at  one  end  can  escape  by  the  other, 
one  port  being  always  in  communication 
with  the  exhaust  port.  These  valves  are 
closed  when  live  steam  pressure  is  in  the 
steam  chest,  by  that  pressure,  conse- 
quently no  steam  can  escape  so  long  as  the 
by-pass  valves  remain  in  good  order. 
However  these  valves  usually  get  out  of 
order  very  quickly  and  are  very  much 
neglected  as  a  rule,  so  that  there  is  gen- 
erally a  great  loss  of  steam.  A  plug  hole 
in  the  casing  or  space  between  these  valves 
is  the  best  method  of  ascertaining  their 
condition  quickly. 


TO    HARDEN    DRILLS. 

13-  R.  W.  S.,  Scranton,  Pa.,  writes: 
Some  of  the  special  steel  used  nowadays 
is  sometimes  so  hard  that  an  ordinary 
hardened  drill  makes  little  impression 
upon  it.  Can  you  tell  of  anything  to 
help  the  drill?— A.  Heat  the  drill  to 
cherry    red    and    temper    hy    driving    the 


pomt  into  a  bar  of  lead.     If  that  treat- 
ment does  not  make  it  cut  nothing  will. 

QUALITIES    OF    VARIOUS    GEARS. 

14.  B.  M.,  Chicago,  111.,  writes:  We 
have  some  engines  that  have  Walschaerts 
valve  motion  and  all  the  rest  have  link 
motion.  A  common  subject  of  dispute 
among  the  boys  is.  Which  style  of  mo- 
tion is  most  economical  in  the  use  of 
steam?  We  had  a  meeting  this  morning 
where  the  subject  was  discussed  at  great 
length  and  decided  to  leave  the  verdict 
to  you.  What  do  you  say?— A.  From 
the  examination  of  a  great  many  indicator 
diagrams  of  valve  motion  engines  and  of 
Walscliaerts  motion  engines  we  believe 
there  is  no  difference  between  the  two. 
It  IS  like  examining  the  diagrams  taken 
from  two  valve  motion  engines  of  the 
same  general  dimensions.  One  would 
show  a  little  better  steam  distribution 
than  the  other,  but  the  cause  of  the  dif- 
ference could  not  easily  be  identified. 
The  most  valuable  feature  about  the 
Walschaerts  valve  motion,  is  that  the 
lead  is  constant  and  people  cannot  spoil 
the  steam  distribution  by  altering  the  lead. 

ACTION   OF  VARIOUS   VALVE   GEARS. 

15-  A.  H.,  Wheeling,  W.  Va.,  asks: 
How  can  the  Joy,  Walschaerts  or  Baker- 
Pilliod  valve  gears  affect  the  steam  dis- 
tribution mere  that  the  Stephenson  gear, 
when  using  the  same  style  or  kind  of,  and 
only  one  valve?— A.  The  direction  and 
speed  of  movement,  as  well  as  the  time 
of  movement  of  a  valve  with  respect  to 
the  movement  of  the  piston  is  its  most  im- 
portant function,  or  else  the  same  valves 
could  not  make  an  engine  go  both  back- 
ward or  forward.  The  Joy,  Walschaerts 
and  the  Baker-Pilliod  gears  give  constant 
lead,  while  the  Stephenson  gives  an  in- 
creasing lead.  The  Joy  and  Walschaerts, 
in  most  designs,  open  and  close  the  valve 
slightly  more  rapidly  than  the  Stephenson, 
dwelling  somewhat  longer  on  the  full 
open  position.  The  Baker-Pilliod  is 
claimed  to  have  these  features  in  a  more 
pronounced  degree. 

TEST  FOR  BLOWS. 

16.  C.  A.  R.,  El  Paso,  Texas,  asks :  Can 
an  engine  be  placed  in  one  position  so  as 
to  test  both  sides  for  piston  packing  and 
valve  blows,  without  moving,  and  how, 
and  in  what  position? — A.  If  the  engine 
had  been  out  of  the  shop  for  a  consider- 
able length  of  time  and  had  cylinder  and 
valves  badly  worn  you  could  not  make  a 
satisfactory  test  of  both  sides  in  one  posi- 
tion for  the  reason  that  cylinder  wear  is 
usually  greater  at  the  ends,  and  generally 
greatest  at  the  front  end,  therefore  the 
packing  should  be  tested  with  piston  in 
position  in  which  you  expect  to  get  the 
worst  blow.  If  the  engine  was  new  out 
of  the  shop  and  cylinders  not  worn  at  all 
you  might  be  able  to  make  a  test  for  both 
sides  in  same  position,  say  right  side  or 
lower   forward   eighth   and   left   or   upper 
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forward  eighth.  Slide  valves  wear  most 
in  the  center  of  their  travel,  and  they 
should  be  placed  at  center  and  at  either 
end  of  travel  in  order  to  ascertain  where 
blow  was  greatest. 

GREASE  LUBRICATION    ON    LINKLESS   GEARS. 

17.  A.  H.,  Wheeling,  W.  Va.,  asks : 
Can  grease  lubrication  be  successfully 
used  on  the  linkless  types  of  gear? — A. 
Grease  lubrication  does  not  work  well  on 
pins  that  have  only  partial  rotation,  or 
on    reciprocating   surfaces. 

FRONT    END    CLINKERS. 

18.  J.  B.,  Peoria,  111.,  writes :  I  am 
running  engine  with  self-cleaning  front 
end ;  one  end  of  the  lower  moveable 
apron  or  deflector  plate  got  loose  and  fell 
down.  The  front  end  got  filled  up,  and 
when  I  opened  the  door  in  front  end  the 
sparks  were  clinkered  so  hard  we  could 
not  get  them  out  with  a  shovel,  but  had 
to  get  a  steel  bar  to  dig  a  hole  and  poke 
them  out.  The  clinkers  were  red,  about 
the  color  of  brick.  What  was  the  cause 
of  sparks  clinkering?— A.  It  is  probable 
that  the  coal  you  were  using  contained  a 
certain  amount  of  alumina  and  silica,  and  a 
trace  of  iron.  The  presence  of  a  small 
quantity  of  iron  would  account  for  the 
color,  and  the  other  two  substances  in  the 
required  quantities  heated  in  the  closed 
smoke  box  with  an  insufficient  supply  of 
oxygen  would  cause  them  to  fuse  suf- 
ficiently to  produce  a  clinker.  In  the  fire- 
box the  coal  burns  presumably  with  suf- 
ficient oxygen  and  the  coal  is  constantly 
broken  up  and  stirred  there.  The  condi- 
tions, under  the  circumstances  you  state, 
were  favorable  to  the  production  of  the 
front  end  clinker  and  the  cinders  contained 
the  necessary  ingredients. 

CALCULATING     STEAM     USED     IN     CYLINDERS. 

19.  Apprentice,  Buffalo,  N.  Y.,  writes : 
In  reading  engineering  publications 
I  have  noticed  remarks  about  meas- 
uring the  amount  of  steam  used  per 
stroke.  Could  you  give  me  any  help  in 
learning  how  to  make  calculations  of 
that  kind? — A.  Study  the  section  called 
Steam  and  Motive  Power,  in  Ticentieth 
Century  Locomotives. 

JOY    GEAR    WITHOUT   A    LINK. 

20.  A.  H.,  Wheeling,  W.  Va.,  writes : 
In  a  number  of  the  B.  L.  F.  &  E.  Maga- 
zine, 1908,  Mr.  W.  W.  Wood  says  the  Joy 
gear  can  be  made  without  a  link,  and  do 
the  same  work.  Can  this  be  done? — A. 
Yes,  the  curved  slot  of  the  Joy  gear  can 
be  equalled  by  a  radius  link  as  a  guide, 
but  it  is  much  more  complicated  in  con- 
struction. The  Rakcr-Pilliod  does  it  (see 
radius  link  F  II,  Fig.  2,  p.  85,  Railway 
AND  Locomotive  Engineering  for  Febru- 
ary). This  link  swings  on  point  H,  and 
point  H  is  shifted  by  the  reversing  lever. 


Turn  Tables  Electrically  Turned. 

Nearly  every  railroad  man  is  familiar 
with  the  unhappy  conditions  which  often 
prevail  at  a  round  house  where  a  heavy 
engine  on  a  turntable  is  slowly  and  la- 
boriously turned  by  a  couple  of  squads 
of  men  pushing  hard  at  the  handles  of 
the  table.  The  table  goes  round  slowly, 
and,  when  set  for  the  proper  track,  the 
extra  men  who  have  been  hurriedly 
pressed  into  the  service,  go  off  to  their 
own  work  with  exasperating  slowness. 
Loss  of  time  prevails  all  through  the 
performance,  to  say  nothing  of  the  cost 
of  it  all. 

It  has  long  been  known  that  for  doing 
work  of  a  purely   laborious  sort,  that  is. 


Perhaps  it's  a  good  thing  to  have  an 
unsound  hobby  ridden  hard,  for  it  is  soon- 
er ridden  to  death. — Diiz'id  Cof>f>crfie!d. 


SCENE    ON    MOTOR-DRIVliX    TABLE. 

requiring  merely  strength,  such  as  the 
turning  of  an  engine  on  the  table,  the 
human  animal  is  a  very  inefficient  piece 
of  apparatus  when  compared  with  a  me- 
chanical power-producer  such  as  an.  elec- 
tric motor.  Man  is  inefficient  in  point  of 
size,  weight  and  cost  of  operation.  Nev- 
ertheless, it  has  long  been  the  almost  uni- 
versal custom  to  operate  turntables  and 
transfer  tables  on  steam  railroads  by  man 
power.  A  striking  example  of  the  econo- 
my and  convenience  which  results  from 
tl:e  use  of  electric  power  for  this  kind  of 
work  is  shown  by  the  installation  of  a 
motor  on  a  turntable  on  one  of  the  rail- 
roads in  New  York  State. 

A  turntable  on  this  road  was  formerly 
operated  by  hand,  requiring  the  time  of  a 
number  of  men  at  intervals,  which  aver- 
aged the  continuous  service  of  two  men 
for  24  hours  a  day.  A  transformation 
was  effected  when  a  hinged  projection 
from  the  table  called  a  donkey  was 
equipped  with  a  standard  Westinghouse 
induction  motor,  known  as  type  "F"  high 
torque,  rated  at  20  h.  p.,  200  volts,  two- 
phase,  60  cycles.  This  arrangement  re- 
duced the  labor  required  to  one  man  per 
day  of  24  hours. 

As  the  men  formerly  employed  at  this 
work  were  paid  15  cents  an  hour  in  each 
case,  this  motor  produced  a  saving  of 
$3.60  a  day,  or  $1,314  per  year  of  365 
days.  As  the  cost  of  power  for  the  motor 
averaged  $8  a  month,  or  a  total  of  $96  a 
year,  the  net  saving  is  $1,218  a  year.  The 
total  cost  of  the  electrical  equipment,  in- 
cluding the  cost  of  installing  the  outfit. 
was      approximately      $1,500.      which      is 


slightly  greater  than  the  actual  saving  in 
one  year.  The  success  of  this  installa- 
tion was  so  marked  that  four  other  turn- 
tables have  been  supplied  with  electrical 
equipment  by  the  same  railroad,  and  plans 
are  on  foot  for  similarly  equipping  several 
more. 

Cash  economy  is  not  the  only  point  in 
favor  of  the  motor-driven  table.  The  work 
of  a  turntable  is  intermittent.  It  is  usu- 
ally busy  for  a  short  time  and  then  at  a 
standstill,  especially  at  terminals,  where 
many  locomotives  often  come  in  at  the 
same  time.  The  length  of  time  required 
to  turn  a  locomotive  by  hand  depends 
largely  upon  the  number  of  men  avail- 
able to  do  the  turning,  but  even  with  the 
handles  full,  which  condition  requires 
from  four  to  eight  men,  it  is  impossi- 
ble to  do  the  work  as  rapidly  as  with  the 
motor.  Hence  the  saving  in  time  at  such 
periods  is  of  great  importance.  The  con- 
gestion near  the  turntable  is  thus  re- 
lieved and  the  movement  of  traffic  is  ex- 
pedited. 

The  method  of  supplying  power  to  the 
table  is  interesting.  A  bridge  is  used 
with  overhead  wires,  which  lun  to  a 
standard  Westinghouse  overhead  collect- 
ing switch.  This  switch  is  made  with 
brushes  and  collector  rings  so  that  con- 
tact is  maintained  at  all  times  and  in  all 
positions  of  the  turntable.  This  switch 
is  so  arranged  that  there  is  no  strain  on 
the  line  wires.  The  cross  arm  to  which 
they  run  does  not  move  with  the  table, 
but  is  stationary  while  the  table  revolves. 

In  the  installation  of  which  we  write 
the  operator's  cab  is  mounted  on  the 
center  of  the  turntable,  so  that  the  wires 
run  directly  from  the  overhead  bridge  to 


MOTOR   FOR  TURNING  TABLE. 

the  cab  and  to  the  motor.  In  many  in- 
stances the  cab  is  mounted  at  one  end, 
but  instead  of  being  directly  on  the  table, 
it  is  mounted  on  the  donkey,  or  project- 
ing frames,  and  is  over  the  motor.  This 
i.->  done  to  overcome  the  jolting  which 
the  operator  would  experience  when  a 
locomotive  was  run  on  or  oft".  In  many 
cases,  especially  in  a  new  installation,  the 
feed  wires  arc  run  underground  in  con- 
duits and  brought  up  through  the  king- 
pin in  the  center  of  the  table..  The  same 
t\  pe  of  switch  mentioned  above  is  placed 
between  the  tracks  and  the  connections- 
are    made     from     it    in    the    usual     wav 
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Air  BraKe  Department 

Conducted  bv  G.  XV.  K^iehm 


Broken  Air  Pipes.  H  6  Brake. 
Part  II. 
In  release  position,  the  flow  of  air 
from  the  main  reservoir  to  the  brake 
pipe  is  direct  through  the  H6,  H5  or 
G6  brake  valves,  but  when  the  handles 
of  the  H6  or  H5  are  moved  to  running 
position,  the  pressure  is  reduced  by  the 
feed  valve,  and  passes  through  a  sep- 
arate piece  of  pipe,  then  through  the 
brake  valve  into  the  brake  pipe,  and  it 
is  evident  that  if  either  pipe  should  be 
broken,  the  remaining  pipe  will  still 
be  free  to  conduct  reservoir  pressure 
to  the  brake  valve.  Should  the  reser- 
voir pipe  of  either  the  H5  or  the  H6 
brake  be  broken  while  out  on  the  road, 
the  break  can  be  plugged  and  a  blind 
gasket  placed  in  the  union  connection 
at  the  brake  valve.  The  train  brakes 
must  then  be  released  in  running  po- 
sition, and  at  such  times  the  pump  gov- 
ernor will  stop  the  pump  for  a  few 
seconds  if  the  reduction  has  been  a 
heavy  one.  When  the  main  reservoir 
pressure  has  reduced  until  it  is  nearly 
equal  to  the  pressure  in  the  brake  pipe, 
or  feed-valve  pipe,  the  diaphragm  valve 
of  the  governor  will  be  seated,  and  the 
pump  will  start.  If  a  slight  leak  ex- 
ists at  the  union  connection,  or  at 
the  rotary  key  gasket,  it  may  result 
in  an  occasional  flash  of  air  at  the 
emergency  e.xhaust  post  of  the  brake 
valve,  due  to  the  rotary  valve  being 
forced  from  its  seat,  but  the  pressures 
will  equalize  promptly  and  seat  the 
value  without  affecting  the  operation  of 
the  brake. 

If  the  feed-valve  pipe  should  be 
bro!:en,  unscrewing  the  adjusting  nut 
of  the  feed  valve  will  stop  the,  escape 
of  main  reservoir  pressure.  The  other 
end  of  the  break  must  then  be  plugged 
and  the  lower  connection  to  the  excess 
pressure  head  of  the  governor  must  be 
blanked  to  prevent  the  governor  from 
stopping  the  pump,  as  the  pressure  used 
to  assist  the  adjusting  spring  to  hold 
the  diaphragm  valve  to  its  seat  is  taken 
from  the  feed-valve  pipe.  The  high  pres- 
sure governor  top  can  then  be  adjusted 
for  the  desired  number  of  pounds 
brake-pipe  pressure.  The  handle  being 
carried  in  release  position  will  permit  no 
excess   pressure  in   the  main   reser\'oir. 

From  this  it  will  be  observed  that  if 
at  any  time  the  excess  pressure  gov- 
ernor pipe  should  be  broken,  it  would 
be  necessary  to  plug  the  lower  connec- 
tion as  well  to  prevent  the  action  just 
referred    to. 

A  peculiarity  of  this  governor  is.  that 


if  the  feed  valve  does  not  constantly 
maintain  a  predetermined  pressure  in 
the  brake  pipe,  and  above  the  dia- 
phragms of  the  governor,  the  main 
reservoir  pressure  is  likely  to  unseat 
the  diaphragm  valve,  and  stop  the 
pump.  The  fe'ed  valve  may  maintain 
the  pressure  on  the  engine  alone,  but 
if  coupled  to  a  train  with  the  brake- 
valve  handle  in  running  position,  the 
governor  will  stop  the  pump  until  the 
reservoir  pressure  has  nearly  equal- 
ized with  the  brake  pipe,  or  it  might 
be  said  that  pump  will  stop  until  the 
brake-valve  handle  is  placed  in  re- 
lease position,  the  proper  place  for  re- 
leasing the  brake,  and  charging  a  train. 
This  action  of  the  governor  has  been 
criticised,  and  no  doubt  some  time  has 
been  spent  working  on  the  governor, 
and  sometimes  the  air  pump,  because  of 
this  action,  which,  when  understood, 
calls  attention  to  the  fact  that  the  man- 
ipulation of  the  brake  valve  is  faulty; 
and  by  stopping  the  pump  for  a  short 
space  of  time,  if  the  feed  valve  does 
not  open  and  supply  the  brake-pipe 
leakage  promptly,  it  calls  the  engineer's 
attention  to  the  erratic  action  of  the 
feed  valve. 

This  feature  should  be  considered  de- 
sirable instead  of  being  the  subject 
for  criticism. 

If  the  lower  connection  to  the  excess 
pressure  governor  top  is  broken  off  "at 
the  governor,  or  the  brake  valve,  the 
high-pressure  governor  pipe,  which  is 
connected  directly  with  the  main  res- 
ervoir, can  be  connected  to  the  excess- 
pressure  top,  and  the  proper  amount  of 
excess  pressure  will  be  maintained  in 
all  positions  of  the  brake-valve  handle, 
the  broken  pipe  must  be  plugged,  and 
there  will  be  no  high  main  reservoir 
accumulated  when  the  valve  handle  is 
on  lap,  or  in  the  application  positions. 
If  the  high-pressure  governor  pipe  is 
broken  off,  and  the  leak  stopped,  it 
might  be  necessary  to  throttle  the  pump 
if  the  brake-valve  handle  is  allowed  to 
remain  on  lap  an  unusual  length  of 
time. 

It  is  not  necessary  for  the  brake- 
valve  handle  to  be  on  lap  position  for 
any  considerable  length  of  time,  unless 
possibly  in  heavy  grade  work  with 
freight  trains,  and  the  pump  is  then 
usually  taxed  to  its  utmost  capacity, 
and  there  is  very  little  danger  of  ac- 
cumulating too  high  a  main  reservoir 
pressure. 

If  this  high-pressure  governor  pipe 
was   broken   off   nti    the   second   engine. 


when  double  heading,  air  in  the  main 
reservoir  would  not  be  compressed  to 
a  greater  pressure  than  that  which  the 
excess-pressure  governor  top  is  adjust- 
ed for,  as  the  hand  of  the  brake  valve 
will  be  in  running  position. 

However,  if  the  H5  equipment  was 
on  the  engine,  the  brake-valve  handle 
would  be  on  lap  position,  and  if  there 
are  a  few  minutes  time  to  spare,  and, 
if  tlie  union  connections  in  the  pipes 
at  the  feed-valve  pipe  and  at  the  brake 
valve  are  the  same,  the  pipe  connecting 
the  feed  valve  with  the  governor  can 
be  connected  to  the  fitting  at  the  brake 
valve,  and  the  pipe  leading  from  the 
brake  valve  to  the  governor  can  be  con 
nected  to  the  feed-valve  pipe  then  by 
plugging  the  broken  pipe,  and  connect- 
ing the  lower  pipe  of  the  excess-pres- 
sure top  to  the  high-pressure  top.  the 
governor  will  stop  the  pump  if  the  gov- 
ernor is  adjusted  to  a  figure  slightly 
less  than  that  maintained  by  the  feed 
valve,  or  if  the  tension  on  the  regulat- 
ing spring  of  the  feed  valve  is  increased 
to  regulate  the  pressure  at  a  figure  be- 
yond that  for  which  the  governor  is 
adjusted.  It  is  merel}'  a  matter  of  us- 
ing the  pipe  which  connects  the  brake 
valve  and  governor  to  connect  the  feed- 
valve  pipe  with  the  high-pressure  gov- 
ernor, plugging  the  break,  and  setting 
the   governor. 

The  excess-pressure  governor  top  is 
intended  to  control  the  pump  in  the 
first  three  positions  of  the  brake  valve, 
and  with  the  H5  brake  it  was  noticed 
that  at  times  the  excess  pressure  top 
would  operate  in  running  and  driver 
brake  holding  positions,  and  in  train 
brake  release  position  the  high-pre>sure 
top    would    stop    the    pump. 

This  was  due  to  leakage  into  the  feed- 
v.ilve  pipe,  which  increased  the  pres- 
sure beyond  the  figure  for  which  the 
feed  valve  was  adjusted,  for  in  this  po- 
sition of  the  brake  valve  the  feed  valve 
maintains  the  pressure  in  the  short 
feed-valve  pipe  only,  and  the  leakage 
\\?s  usually  found  to  be  from  the  sup- 
ply or  regulating  valves  of  the  feed 
valve.  This  disorder,  although  not 
serious,  has  been  corrected  in  the  116 
e(|uipment.  by  taking  the  air  discharged 
tlirough  the  brake  valve  warning  port, 
from  the  feed  valve  pipe,  the  amount 
of  which  is  more  than  the  permissible 
k;'kagc  through  the  feed  valve. 

If  the  reducing  valve  pipe  should  be 
broken,  slackening  off  the  adjusting 
nut  of  the  reducing  valve  would  stoi> 
the  reservoir  leak  and  at  the  same  time 
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cut  off  the  pressure  for  the  signal 
whistle  and  the  independent  brake;  a 
blind  joint  could  then  be  made  in  the 
union  connection  at  the  reducing  valve. 
With  either  equipment  pressure  from 
the  application  cylinder  or  the  appli- 
cation chamber,  as  the  case  may  be,  is 
free  to  pass  to  the  under  surface  of 
the  rotary  valve  of  the  independent 
brake  valve,  and  with  the  handle  in 
running  position  the  valve  is  likely  to 
be  forced  off  its  seat  occasionally, 
when  the  automatic  brake  is  applied, 
which  will  result  in  the  escape  of  air 
at  the  independent  brake-valve  exhaust 
port. 

This  action  can  be  avoided  by  placing 
the  independent  valve  handle  in  quick 
application  position  before  applying 
the  automatic  brake  and  when  the 
brake  is  applied  application  cylinder 
pressure  will  flow  through  the  rotary 
valve  and  to  its  upper  surface  also  and 
after  the  train  brake  is  released  and 
the  automatic  brake  valve  brought  to 
running  position,  the  handle  of  the  in- 
dependent brake  can  be  brought  to  run- 
ning position,  which  will  release  the 
engine  brake. 

The  independent  brake  is  intended 
to  apply  the  brake  on  the  engine  and 
tender  only,  and  when  the  brake  on  the 
entire  train  is  applied  by  the  use  of  the 
independent  brake  valve  it  must  be  due 
to  an  equalization  of  main  reservoir 
and  brake-pipe  pressures,  insufficient 
main  reservoir  volume  or  e.xcess  pres- 
sure. Excessive  brake-cylinder  leakage 
or  a  reduced  capacity  of  the  air  pump 
are  doubtless  important  factors  in 
bringing  about  this  equalization  of 
pressure  and  the  reduction  of  brake 
pipe   pressure. 

If  the  brake  pipe  was  broken  ofl  at 
the  brake  valve  while  out  on  the  road 
it  could  be  overcome  and  the  train 
brought  to  the  terminal  with  the  brake 
pipe  charged,  and  the  train  brakes  could 
be  applied  and  released,  but  the  driver 
brake  would  be  cut  out. 

It  has  been  explained  some  time  ago 
how  the  Hs  brake  can  be  operated 
under  such  circumstances,  and  the  H6 
brake  can  be  operated  in  a  smilar  man- 
ner, provided  that  the  standard  con- 
nections are  used  between  the  engine 
and  tender.  As  the  brake-pipe  is  broken 
the  automatic  brake  valve  handle  will 
be  placed  on  lap  position  to  prevent 
the  loss  of  main  reservoir  pressure,  and 
the  driver  brake  will  be  released  with 
the  independent  brake  valve.  The  brake- 
pipe  leak  can  then  be  stopped  by  clos- 
ing the  brake-valve  cut-out  cock  and 
the  hose  on  the  brake  cylinder  pipe  at 
the  rear  of  the  engine  can  be  coupled 
to  the  brake-pipe  hose  at  the  front  of 
the  tender  by  hammering  the  hose 
couplings  together.  The  stop  cocks  in 
the  driver  brake-cylinder  pipes  can 
then  be  closed  and  the  adjusting  nut  of 


the  safety  valve  of  the  distributing 
valve  screwed  down  to  prevent  it  from 
popping  when  the  reducing  valve  is  ad- 
justed for  the  brake-pipe  pressure  de- 
sired, which  will  be  done  when  the 
handle  of  the  independent  brake  valve 
is  placed  in  quick  application  position. 
As  the  pressure  is  increased  in  the  ap- 
plication cylinder  a  like  amount  of  main 
reservoir  pressure,  provided  the  volume 
is  sufficient,  will  pass  the  application 
valve  into  the  brake-cylinder  pipes  on 
the  engine  and  to  the  brake  pipe  on 
the  tender  and  train,  releasing  the  brake 
and  recharging  the  auxiliaries.  The  stop 
cock  in  the  signal  pipe  at  the  rear  of 
the    tender   should   be   closed. 

When  the  independent  brake-valve 
handle  is  placed  in  release  position,  the 
pressure  will  be  exhausted  from  the  ap- 
plication cylinder  and  brake-pipe  pres- 
sure will  force  the  application  piston 
to  release  position,  exhaust  brake-pipe 
pressure   and   apply   the   train   brake. 

The  brake  hose,  and  signal  hose, 
which  are  standard  connections  for 
brake-cylinder  pipes  between  the  en- 
gine and  tender,  can  be  coupled  by 
driving  the  hose  couplings  together, 
but  are  likely  to  be  sprung  in  the 
couplings,  and  should  be  gauged  be- 
fore again  being  put  in  service  after 
being  used   in   this   manner. 

If  the  brake  pipe  was  broken  below 
the  cut-out  cock  the  break  could  be 
used  in  the  same  manner,  but  the  brak'C 
would  be  plugged;  it  could  be  used  in 
this  manner  if  both  the  reservoir  and 
feed-valve  pipe  were  broken  off  or  if 
the  brake  valve  was  broken  or  in  any 
way  disabled  so  that  it  could  not  be 
operated,  it  would  only  be  necessary 
to  stop  the  flow  of  air  between  the 
main  reservoir  and  brake  valve,  and 
close  the  stop  cock  under  the  brake  valve. 
With  no  air  pressure  on  the  brake 
valve  the  excess  pressure  top  of  the 
governor  could  not  interfere  with  the 
work  of  the  air  pump,  and  the  reducing 
valve  would  in  all  cases  govern  the 
brake-pipe  pressure,  and  it  would  not 
matter  whether  the  equalizing  cylinder 
cap  of  the  distributing  valve  was  of  the 
plain   or   quick-action   pattern. 


Cleaning  and  Repairing  Triples. 

The  recommendations  of  the  AW  Brake 
.Association  are  not  the  opinions  of  an 
individual  but  rather  the  opinions  of  a 
large  number  of  air  brake  men,  in- 
cluding the  experts  of  both  the  Westing- 
house  and  New  York  Air  Brake  Com- 
panies as  well  as  the  experts  of  all  the 
large  railroad  systems  in  the  United 
States  and   Canada. 

It  is  needless  to  say  that  every  air 
brake  man  in  the  country  should  be 
familiar  with  the  recommendations  of 
the  Association  and  carry  them  out  as 
far  as  lies  in  his  power,  and  in  doing  so 
he  can  rest  assured  that  he  is  making  no 


mistake.  The  following  concerning  the 
cleaning  and  the  repairing  of  triple  valves 
is  taken  from  the  Association's  Recom- 
mended Practice. 

(i)  The  triple  valve  to  be  removed 
from  the  car  for  cleaning  in  the  shop 
and  should  be  replaced  by  one  in  good 
condition. 

(2)  It  must  be  dismantled,  and  all  the 
internal  parts,  except  those  with  rubber 
seats  or  gaskets,  immersed  in  kerosene  oil 
to  soften  the  accumulated  oil  and  grease. 

(3)  No  hard  metal  to  be  used  to  re- 
move gum  or  dirt,  or  to  loosen  the  piston 
packing  ring  in  its  groove,  as  the  almost 
inevitable  result  will  be  damage  to  some 
vital  part  of  the  triple. 

(4)  Particular  pains  to  be  taken  in 
cleaning  the  feed  groove,  not  to  enlarge  it. 

(5)  Cloth,  or  better  still,  chamois 
skin,  to  be  used  rather  than  waste,  as 
the  latter  invariably  leaves  lint  on  the 
parts  on  which  it  has  been  used. 

(6)  Particular  attention  to  be  given  to 
the  triple  piston  packing-ring.  It  should 
fit  its  groove  in  the  piston  snugly  and 
without  binding  and  have  a  full  accurate 
bearing  on  the  triple  piston  cylinder. 

(7)  The  slide  valve  triple  piston  pack- 
ing-ring and  bushing  should  be  lubricated 
with  a  small  amount  of  good  triple  valve 
lubricant,  but  the  emergency  piston,  valve 
and  check  valve  should  not  be  lubricated. 

(8)  Should  the  triple  piston  cylinder- 
bushing  or  slide  valve  bushing  require  re- 
newing, it  is  recommended  that  such  work 
be  done  by  the  manufacturers. 

(9)  The  cylinder  cap  gasket  and 
check  valve  case  gasket  to  be  carefully  ex- 
amined and  cleaned  by  using  a  cloth,  but 
should  not  be  scraped  with  a  sharp  tool. 
All  gaskets,  hard  or  cracked,  must  not  be 
used. 

(10)  Before  assembling  the  parts  after 
cleaning  the  castings  and  body  of  the 
triple  valve  should  be  thoroughly  blown 
out  with  compressed  air. 

(11)  When  applying  the  triple  valve 
on  the  auxiliary  reservoir  the  gasket 
should  be  placed  on  the  triple  valve,  not 
the  reservoir. 

(12)  Standard  gaskets  as  furnished  by 
the  manufacturers  should  be  used.  Home- 
made gaskets  should  be  avoided,  as  the 
irregular  thickness  results  in  leakage  and 
the  bending  of  the  triple  pistons. 

(13)  All  triple  valves  after  being 
cleaned  or  repaired  must  be  tested  on 
standard  rack  and  pass  the  prescribed  test 
before  being  placed  in  service. 

(14)  Freight  car  brake  cylinders  and 
triple  valves  should  be  cleaned  at  periods 
not  to  exceed  twelve  months  apart. 

(is)  When  cleaning  freight  car  brakes 
the  drain  cup  strainer  and  branch  pipe 
strainer  should  be  thoroughly  cleaned 
out.  Before  the  branch  pipe  is  connected 
to  the  triple  valve,  the  main  brake  pipe 
and  branch  pipe  should  be  thoroughly 
blown  out. 
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Electrical  Department 


Oil  Switches  and  Oil  Circuit  Breakers. 

\Vm.  B.  Kouwenhoven. 
The  growth  of  large  power  stations  and 
the  application  of  high  voltages  to  trans- 
mission lines  called  for  the  design  of  a 
special  form  of  switching  apparatus  that 
would  satisfactorily  and  conveniently  han- 
dle large  currents  at  high  voltages.  It 
must  be  remembered  that  an  electrical  cir- 
cuit is  not  opened  until  the  spark  or  arc 
as  it  is  called,  that  was  formed  upon  pull- 
ing the  switch  or  circuit  breaker,  has  gone 
out.     The  opening  of  an  electrical  circuit 


HAND  OPERATED  OIL  SWITCH. 

may  be  compared  to  the  opening  of  a 
door  that  is  locked.  The  key  must  first 
be  turned  and  then  the  door  opened.  In 
an  electrical  circuit  the  switch  or  circuit 
breaker  must  be  first  pulled  or  tripped 
out,  but  the  circuit  is  not  actually  broken 
until  the  arc  has  completely  disappeared. 
The  arc  usually  goes  out  from  the  simple 
inability  of  the  voltage  to  maintain  it. 
The  simple  act  of  pulling  a  switch  will 
not  open  an  electrical  circuit  if  the  voltage 
be  high  enough  to  continue  the  arc  across 
the  gap  formed  by  opening  the  switch. 

Fuses  and  the  simplest  knife  switches 
were  able  to  easily  handle  the  low  voltage 
and  the  small  amounts  of  power  that  were 
used  on  the  earliest  electric  systems.  As 
the  voltage  and  the  current  increased  fuses 
were  found  inadequate  and  circuit  breaker 
and  heavier  switches  were  built.  When 
high  voltages  were  first  applied  to  trans- 
mission lines  and  heavy  currents  came 
into  use,  circuit  breakers  with  arms  sev- 
eral feet  in  length  were  employed  to  han- 
dle them.  These  long  swinging  arms 
were  provided  with  carbon  contacts  or 
breaks  as  they  are  known,  between  which 
the  arc  took  place.  On  opening  the  cir- 
cuit a  very  long  arc  was  produced  in  the 
open  air  between  these  contacts.  This  arc 
broke  simply  from  the  fact  that  the  volt- 
age could  not  maintain  it  over  such  a  great 
distance.      The  long  arc  in  the  open  air 


was  very  objectionable,  and  made  it  im- 
possible to  place  any  other  apparatus  in 
close  proximity'.  These  switches  were  very 
cumbersome  and  occupied  much  valuable 
space. 

The  problem  of  handling  high  voltages 
and  currents  by  means  of  a  compact  de- 
vice was  solved  by  the  oil  switch  and  the 
oil  circuit  breaker.  An  ordinary  knife 
switch,  if  provided  with  a  suitable  handle 
and  placed  under  oil  becomes  an  oil 
switch.  Upon  the  opening  of  the  switch 
the  oil  smothers  out  the  arc.  Oil  is  a  very 
much  better  insulation  than  air,  and  its 
action  in  smothering  the  arc  may  be  com- 
pared to  the  throwing  of  water  upon  a 
fire.  The  water  cools  the  flames  and 
keeps  away  the  oxygen  of  the  air.  The 
oil  in  much  the  same  way  cools  the  arc 
and  excludes  the  air.  The  good  qualities 
of  oil  both  as  an  insulator  and  as  an  arc- 
suppressing  medium  make  the  oil  switch 
a  very  compact  device  when  the  enormous 
voltages  and  currents  that  it  is  capable  of 
handling  are  considered.  The  properties 
of  a  good  oil  for  use  in  an  oil  switch 
or  an  oil  circuit-breaker  are  as  follows ; 
High  break  down  voltage,  high  flashing 
point,  high  burning  point,  small  evapora- 
tion, freedom  from  sediment,  and 
moisture. 

As  was  stated  in  the  February  issue  of 
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a  circuit  breaker  is  held  closed  by  a  trig- 
ger   and    in    case    of    an    over    load    or 
a   short   circuit   taking   place,   the   trig- 
ger    automatically     releases     the     arm 
which    is    opened    by    a    spring    or    by 
some  other  means.    A  switch,  on  the  other 
hand,    does    not    possess    any    automatic 
features,  but  must  be  opened  or  closed  by 
some   outside   means.      Exactly   the   same 
principles    apply   to   the   operation    of   oil 
switches    and    oil    circuit   breakers.     The 
most   important    parts    of   an    oil   switch, 
aside  from  the  oil,  are  the  coritacts  corres- 
ponding to  the  contact  jaws  of  the  ordi- 
nary open   knife   switch,   the   blades,   the 
insulation    which    separates  'the    contacts 
from  each  other  and  from  the  ground,  and 
the   handle  or   operating   mechanism.     In 
addition   to   the   parts   already   mentioned 
the  oil  circuit  breaker  possesses  a  spring 
or   weight  tending  to  open  the  contacts, 
a  toggle  or  trigger  for  holding  the  breaker 
closed,  and  a  trip  coil   for  releasing  the 
breaker. 

CONTACTS    AND    BLADES. 

The  contacts  carry  the  current,  and 
when  separated  from  the  blades  by  the 
operating  mechanism  open  the  circuit. 
There  are  usually  two  contact  jaws  or 
contacts  to  each  pole  of  the  switch.    The 


blade  is  carried  on  an  insulating  rod,  and 
when  the  switch  or  breaker  is  closed  con- 
nects the  two  contacts  together.  On  open- 
ing the  switch  the  circuit  is  interrupted  in 
two  places  simultaneously.  The  term  con- 
tact, when  applied  to  an  oil  switch  or  circuit 
breaker  is  generally  considered  to  em- 
brace both  the  contact  jaws  and  the  blade 
that  serves  to  connect  them.  The  current- 
carrying  capacity  of  the  contacts  depends 
upon  the  pressure  between  the  blades  and 
the  jaws  as  was  explained  in  last  month's 
article.  On  oil  switches  a  higher  current 
density  is  allowed  per  square  inch  of  con- 
tact surface  than  in  open  air  switches 
because  it  is  possible  to  use  greater  pres- 
sures between  the  blade  and  the  con- 
tact, due  to  the  fact  that  they  are 
usually  operated  by  power.  The  con- 
tact jaws  are  sometimes  reinforced 
by  powerful  springs  which  increase 
the  pressure.  These  springs  do  not 
carry  any  current,  because  the  current 
might  raise  their  temperature  sufficiently 
to  ruin  the  temper. 

As  tlie  contacts  are  used  to  open  the  cir- 
cuit under  load  they  are  often  provided 
with  small  auxiliary  contacts  or  fingers 
between  which  the  arc  takes  place;  this 
prevents  the  burning  of  the  main  contacts. 
The  contacts  are  subjected  to  more  or  less 
wear  and  are  usually  adjustable,  both  as 
to  pressure  and  alignment.  A  very  good 
form  of  contact  is  one  made  up  of  lamina- 
tions of  spring  copper.     These  brush  con- 


OIL  CIRCUIT  BREAKER. 

tacts  as  they  are  called  will  take  up  a  con- 
siderable amount  of  wear.  Another  ex- 
cellent contact  is  the  butt  contact.  It 
consists  of  a  copper  wedge  that  fits  into 
sets  of  copper-laminated  jaws.  This  style 
will  compensate  for  a  large  amount 
of  wear.  A  very  important  point  in  the 
design  of  the  contacts  is  that  they  be  con- 
structed so  that  pitting  and  burning 
will  not  cause  sticking  or  jamming, 
thus  preventing  the  opening  and 
closing  of  the  switch.     The  oil  receptacle 
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which  is  usually  made  of  some  moulded 
material  or  of  sheet  iron,  should  be  easily 
removable  so  that  the  contacts  may  be 
readily  inspected.  When  an  oil  circuit 
breaker  has  opened  a  line  on  which  a  bad 
short  circuit  existed,  the  contacts  should 
be  examined  before  the  circuit  breaker  is 
closed  again,  in  order  that  any  damage 
may  be  repaired. 

There  are  three  different  methods  of 
arranging  the  contact  and  their  blades 
in  the  oil.  Some  manufacturers  place 
the  contact  jaws  at  the  bottom  of  the 
oil  receptacle,  and  the  contact  blade  mov- 
ing vertically  above  them.  This  insures  a 
large  amount  of  oil  around  the  point  at 
which  the  arc  takes  place  and  a  pressure 
tliat  tends  to  force  the  oil  into  the  space 
or  bubble  formed  by  the  arc.  Another 
type  of  switch  has  the  contact  jaws  near 
the  surface,  the  contact  blade  moving  in 
a  vertical  plane  below  them.  This  pro- 
vides plenty  of  clear  oil  at  the  point  where 
the  arc  takes  place  and  any  sediment  that 
forms  will  sink  to  the  bottom  of  the  tank, 
lowering  the  insulation  value  of  the  oil  at 
that  point  only.  In  the  first  type  the 
blades  or  moving  contacts  are  drawn  up 
to  open  the  circuit,  in  the  second  they 
drop  down.  The  third  arrangement  places 
the  contact  jaws  and  the  moving  blades 
so  that  they  move  in  a  horizontal  plane, 
claiming  that  the  disturbance  is  more 
distributed  than  when  confined  to 
the  vertical  plane.  The  arc  also 
tends  to  flare  upward  and  increase 
in  length.  Oil  switches  and  oil 
circuit  breakers  in  which  the  contact  jaws 
and  the  moveable  contacts  are  set  one 
above  the  other,  and  where  the  motion 
takes  place  in  a  vertical  line  are  the  most 
common. 

INSULATION. 

The  insulation  plays  a  very  important 
part  in  all  devices  that  are  used  for  high 
voltage  work,  and  therefore  great  care 
must  be  taken  in  the  choice  of  insulating 
materials  that  are  to  be  used  in  oil 
switch  or  circuit  breaker  construction. 
In  an  oil  switch  or  circuit  breaker  all  of 
the  contacts  are  mounted  or  attached  to 
a  base  as  in  the  ordinary  knife  switch,  only 
the  contacts  and  moveable  parts  of  an  oil 
switch  or  circuit  breaker  are  fastened  to 
the  lower  side  of  the  base  and  immersed 
under  the  oil.  The  receptacle  containing 
the  oil  is  simply  attached  to  the  base  in 
such  a  way  as  to  be  easily  removed. 
Where  the  voltage  handled  is  only  moder- 
ately high,  and  the  switch  or  circuit 
breaker  has  more  than  one  pole,  all  of 
the  poles  dip  into  the  same  oil  tanks,  and 
between  each  is  a  barrier  composed  of 
some  insulating  material.  If  the  voltage 
is  very  high,  then  it  is  unsafe  to  mount  all 
of  the  poles  in  one  oil  receptacle,  and  each 
pole  is  provided  with  its  own  individual 
oil  tank,  and  heavy  barriers  of  soap  stone 
or  slate  separate  the  tanks.  All  of  the 
poles,  however,  operate  together.  The 
qualifications  of  a  good  insulating  material 


for  oil  switch  work  are  that  it  must  be 
permanent,  possess  mechanical  strength 
and  must  withstand  rough  usage  and  a 
considerable  degree  of  heat,  and  pos- 
sess  a   high   break   down   voltage. 

One  of  the  best  materials  is  well  glazed 
porcelain ;  w  hile  it  does  not  possess  great 
mechanical  strength  and  is  liable  to  crack, 
if  properly  installed  and  with  the  strains 
well  distributed,  it  will  form  an  insulation 
that  is  absolutely  permanent.  It  is  equally 
good  either  under  oil  or  exposed  to  the 
atmosphere.  Hard  rubber,  while  possess- 
ing the  necessary  mechanical  strength,  de- 
teriorates very  rapidly  when  placed  under 
oil.  Fibre  is  liable  to  warp  and  go  to 
pieces  when  exposed  to  the  atmosphere 
as  was  explained  in  the  last  issue.  Wood 
when  properly  treated  forms  an  excellent 
insulator  as  it  has  the  requisite  mechanical 
strength  and  a  capacity  for  withstanding 
shocks.  If  the  wood,  during  the  season- 
ing process,  has  been  well  soaked  in 
water,  thus  removing  any  salts  that  may 
be  present,  then  dried,  and  the  pores  filled 
with  some  insulating  compound,  sealing 
them  against  the  absorption  of  moisture, 
it  forms  an  insulating  material  that  is 
only  second  to  porcelain  in  insulating 
properties  and  far  superior  to  it  in  with- 
standing shocks  and  strains.  Soapstone 
is  a  good  material  for  insulating  purposes 
where  the  voltage  is  low.  It  is  liable  to 
have  running  through  it  metallic  streaks 
which  are  objectionable  for  high  voltage 
work. 

OPER.\TING    MECH.iiNISM. 

There  are  three  different  methods  for 
operating  oil  switches  and  oil  circuit 
breakers :  Manual,  pneumatic,  and  elec- 
trical. Manual  operation  or  operation  by 
hand  is  applied  to  only  small  sizes  of  oil 
switches  and  circuit  breakers,  because  a 
man's  strength  is  not  sufficient  to  operate 
the  large  ones-  The  hand  operating 
device  is  simply  a  handle,  which 
raises  or  lowers  the  contact  blades, 
and  may  be  compared  to  the  com- 
mon pump  handle.  It  is  simple  and 
effective  where  the  distance  through' 
which  the  contact  blades  are  moved  up 
and  down  is  short  and  where  a  straight 
line  action  is  not  necessary. 

Pneumatic  operation,  as  the  name  im- 
plies, requires  compressed  air.  Compressed 
air  can  furnislj  the  required  power  and  a 
straight  line  action,  but  it  has  not  come 
into  favor  for  the  operation  of  oil  switches 
and  circuit  breakers,  as  there  is  very  little 
demand  for  the  use  of  compressed  air  for 
other  purposes  in  sub-stations  and  central 
stations.  Where  available,  it  offers  an  ex- 
cellent means  for  the  operation  of  oil 
switching  devices. 

Electrical  operation  is  obtained  by  two 
mctliods:  motor  and  solenoid.  There  is 
considerable  difference  of  opinion  as  to 
which  method  is  the  better.  The  motor 
operates  the  contacts  by  means  of  gearing. 
The  motors  used  are  small  direct-current 
motors  which  are  controlled  bv  the  switch- 


board operator,  and  they  can  close  a 
switch  under  great  pressures.  They 
take  some  little  time  to  close  the  oil 
switch  or  circuit  breaker.  The  solenoids 
are  usually  supplied  with  direct  current, 
and  close  the  switch  by  means  of  a  sys- 
tem of  levers  and  a  toggle.  Solenoids  arc 
instantaneous  in  action  and  a  straight  line 
action  is  possible.  The  solenoid  is  also 
free  from '  commutator  and  gearing 
troubles. 

The  oil  circuit  breaker  has  the  same- 
form  of  contacts,  blades  and  operating 
mechanism  as  the  oil  sw-itch,  but  in  ad- 
dition to  these,  as  was  explained,  it  pos- 
sesses a  spring  or  some  other  device  tend- 
ing to  separate  the  contacts.  It  is 
held  closed  by  a  toggle  or  trigger  that 
ij.  released  by  a  trip  coil.  This  trip  coil 
may  be  operated  automatically  by  a  short 
circuit  or  an  overload,  or  by  the  operator 
himself  when  desiring  to  open  the  circuit. 

REMOTE  CONTROL. 

The  voltage  for  which  oil  switching 
apparatus  is  used  is  often  very  high,  too 
high  to  be  carried  to  the  switchboard, 
because  of  the  danger  of  injury  to  the 
men  operating  the  board.  The  oil  switch 
and  circuit  breakers  are  placed  in  a  safe 
place,  at  a  distance  from  the  board, 
where  there  is  little  danger  of  any  one 
comin"'  in  ctontact  with  them.  On 
the  switchboard  is  placed  a  small 
switch  or  handle  for  controlling 
the  operating  mechanism.  The  op- 
erator controls  the  position  of  the  main 
switch  by  means  of  this  handle  and  a 
system  of  colored  lights  or  an  indicator 
is  provided  for  indicating  the  position  of 
the  oil  switch. 

PR.\CTICE. 

Oil  switches  and  circuit  breakers  may 
be  single  pole  or  of  any  number  of 
poles.  As  they  are  usually  employed 
to  handle  high  voltage,  it  is  considered  tlie 
best  practice  to  provide  a  pole  for  each 
and  every  lead  or  wire  of  the  circuit. 
These  poles  may  be  closed  one  by  one 
or  all  together.  They  all  open  simul- 
taneously,   however. 

In  practice  it  is  not  customary  to  in- 
stall both  an  oil  switch  and  an  oil  cir- 
cuit breaker  on  the  same  circuit,  as  in  low- 
voltage  direct  current  work,  where  the 
breaker  is  first  closed  then  the  switch, 
and  in  case  a  short  circuit  exists  the 
breaker  opens  upon  the  closing  of  the 
switch.  As  only  the  oil  circuit  breaker 
is  used  in  high  voltage  alternating  cur- 
rent work,  it  is  so  constructed  that  if 
closed  under  conditions  of  short  circuit 
it  will  open  even  if  the  handle  control- 
ing  the  operating  mechanism  is  held  in 
a  closed  position.  This  is  obtained  by 
constructing  the  operating  mechanism  in 
two  parts  held  together  by  a  catch  or  lock. 
This  catch  is  automatically  released  when 
the  breaker  is  closed  under  conditions  of 
short  circuit,  permitting  the  breaker  if> 
open  even  if  the  handle  remains  in  the 
closed    position. 
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AMONG  THE  WESTERN  RAILROAD  MEN 

By  fames  IQennedy 


The  monotony  of  the  Great  American 
Desert,  so  depressing  to  a  tenderfoot, 
-Seems  to  sit  lightly  on  the  philosophic 
Westerner.  There  is  a  comradeship  which 
is  invisible  to  the  common  eye,  but  when 
something  happens  on  the  plains  crowds 
of  men  come  clustering  from  what  seems 
to  be  the  uttermost  ends  of  the  earth. 
An  incident  occurred  in  Utah  that  will 
be  remembered  for  a  long  time :  The  train 
was  proceeding  at  a  high  speed,  some 
■distance  beyond  a  place  called  Green 
River,  when  suddenly  an  appalling  crash 
rent  the  startled  air.  The  cars  jostled 
•each  other  fiercely,  but  to  one  accus- 
tomed to  the  stopping  of  some  of  the 
trains  on  the  Interborough  Railroad  in 
New,  Y.ork,  this  was  no  .great  matter. 
The  train  sped  on  through  a  terrifying 
cloud  of  white  vapor  accompanied  with 
a  deluge  of  water  that  rattled  on  the  car 
roofs  like  the  spray  of  a  hurricane  in  mid- 
winter on  the  North  Atlantic.  Women 
shrieked  and  strong  men  stood  still.  Pres- 
ently the  train  slackened  its  speed  and 
came  to  a  stop,  and  everybody  hurried 
out  to  see  what  had  happened.  The 
clouded  air  was  hot  and  sulphurous,  but 
m  spite  of  which  the  teeth  of  many  of 
the  amazed  passengers  were  rattling  like 
dice.  When  the  air  cleared  it  was  found 
that  the  locomotive  boiler  had  exploded 
and  had  parted  its  fastenings,  and  lay 
half  buried  in  the  earth  about  fifty  vards 


nace  door.  When  the  rupture  had  oc- 
curred, the  escaping  steam,  after  striking 
the  ashpan  to  the  earth,  had  recoiled  and 
lifted  the  boiler  into  the  air.  Not  a 
wheel  had  left  the  rails.     With  the  excep- 


of  good  grazing  than  hard  galloping. 
Most  of  the  visitors  seemed  disappointed 
when  they  learned  that  there  was  nobody 
killed  or  even  hurt.  Some  of  them,  after 
a    cursory    glance,    turned    sullenly    away, 


KNGINE  ST.\NDING  ON  TRACK  WITH   BOILER   BLOWN   .\W.\V. 


tion  of  a  few  broken  bolts  and  the  for- 
lorn spectacle  of  an  unattached  smoke 
box  to  which  the  smokestack  still  stuck, 
the  engine  seemed  readv  for  a  new  boiler. 


EXPLODED  BOILER  LYING  ON  TlIK  PRAIRIE  AWAY  TO  ONE  SIDE  OF  TRACK. 


away.  The  engine  was  left  intact.  The 
engineer  and  fireman  stood  without  a 
scratch,  and  looked  like  men  that  woke 
up  suddenly  out  of  a  strange  dream.  In- 
side the  firebox  the  flue  sheet  was  riven 
across  and  the  crown  sheet  folded  like 
a   piece   of   p;iper,   back   towards   the   fur- 


Before  the  ruins  of  the  explosion  could 
be  fully  examined,  visitors  began  to 
gather  around  from  the  neighboring 
counties.  They  were  mostly  mounted  on 
small  ewe-necked  horses  that  seemed  to 
be  strangers  alike  to  the  corn  crib  and 
the  currycomb.     They  stood  more  in  need 


and  after  remounting  their  steeds,  can- 
tered leisurely  towards  the  rim  of  the 
horizon.  A  delegation,  evidently  from 
the  cold  North,  hung  around  the  hot 
boiler  as  if  resolved  to  stay  all  night. 
Presently  the  wrecking  train  was  upon 
us,  and  the  passengers  climbed  back  to 
their  comfortable  seats,  and  the  last  seen 
of  the  exploded  boiler  resembled  the  re- 
mains of  a  dead  buffalo  with  his  head  in 
the  earth,  and  a  hungry  flock  of  vultures 
hovering  around  the  remains. 

Such  accidents  are,  happily,  few  and  far 
between,  and  it  is  gratifying  to  know  that 
while  the  number  of  locomotives  is  in- 
creasing at  the  rate  of  over  7  per  cent, 
each  year,  tlie  number  of  boiler  explosions 
is  diminishing  at  a  more  rapidly  vanish- 
ing ratio.  The  coolness  of  the  train  crew 
was  complete,  while  the  wrecking  gang 
were  models  of  physical  manhood,  supple 
and  sinewy.  The  velocity  with  which  they 
rid  what  remained  of  the  locomotive  of 
warped  entanglements  was  great.  The  ex- 
hibition of  noisy  authority  was  refresh- 
ingly conspicuous  by  its  absence.  The 
men  seemed  to  work  by  an  instinct  that 
was  unerring,  and  showed  how  carefully 
the  gang  had  been  selected  from  the 
brightest  and  best  and  most  accomplished 
of  the  Western  railway  men. 

MISSOURI  PACIFIC  SHOPS  AT  ATCHISON.  KAN. 

It  was  interesting  to  look  in  for  a  brief 
hour  at  the  repair  shops  of  the  Missouri 
Pacific   at   Atchison,   Kansas,   and   to   ob- 
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serve  how  one  of  the  earlier  roundhouses, 
built  over  forty  years  ago,  is  still  doing 
good  service,  although  the  locomotives 
have  outgrown  the  dimensions  of  the 
building  and  are  here  and  there  project- 
ing themselves  into  the  outer  air.  The 
adjoining  machine  shop  which  was  evi- 
dently originally  intended  as  an  ash  pit 
where  the  engines  could  pause  a  moment 
and  have  their  fires  quenched  or  cleaned 
out  before  entering  the  roundhouse,  is 
crowded  with  fine  machines,  and  the  work 
accomplished  is  of  the  very  best,  in  spite 
of  the  limited  space  and  unpromising 
conditions  under  which  it  is  performed. 

We  were  reminded  of  an  Eastern  mas- 
ter mechanic,  who,  on  being  appealed  to 
for  certain  tools  necessary  to  the  execu- 
tion of  some  difficult  mechanical  opera- 
tion, replied  that  anyone  could  do  a  job 
with  fine  tools,  but  it  took  a  skilled 
mechanic  to  work  without  tools.  There 
is  some  truth  in  this,  but  it  is  not  alto- 
gether truth.  Work  can  be  done  much 
better  and  quicker  under  all  conditions 
with  good  tools,  and  it  is  the  poorest  kind 
of  economy  to  keep  even  skilled  work- 
men wasting  their  time  struggling  with 
their  bare  hands  or  even  with  antiquated 
tools.  At  the  Atchison  roundhouse  there 
are  many  fine  tools  and  all  that  is  neces- 
sary is  better  housing  and  more  spacious 
accommodation.  Mr.  J.  L.  Butler,  the 
scholarly  and  accomplished  master  me- 
chanic, has  surrounded  himself  with  a  fine 
body  of  men.  In  the  limited  space  at  his 
disposal  there  are  280  men  at  work,  most- 
ly fine  types  of  physical  manhood,  with 
the  rough  and  ready  characteristics  of 
the  Westerner  to  which  is  added  the  in- 
genuity and  skill  of  the  Eastern  trained 
mechanician.  They  seemed  contented,  and 
the  kindly  cordiality  existing  between  the 
workmen  and  the  heads  of  the  various 
sections  was  pleasant  to  witness,  the  only 
drawback  being,  as  we  have  already 
stated,  the  lack  of  sufficient  accommoda- 
tion which  is  really  essential  to  the  per- 
formance of  the  best  work. 


trembling  of  the  frail  bridge  and  the 
turbulence  of  the  wilderness  of  waters  be- 
neath were  not  conducive  to  that  tran- 
quility of  mind  essential  to  the  proper  con- 
templation of  nature  on  her  beauty  and 
solitude.  It  was  comforting  to  learn  that 
the  tumultuous  torrent  was  not  always 
like  that.  It  was  usually  a  mere  creek. 
Whether  it  swelled  up  at  the  approach  of 
a  stranger,  or  whether  a  forty-eight  hours' 
rain  storm  preceding  our  visit  had  super- 
induced the  rising  of  the  foaming  flood, 
we  were  pleased  to  be  safely  over  it  again, 
and  are  hopeful  that  there  will  be  a  new 
bridge,  a  new  roundhouse  and  a  new  ma- 
chine shop  when  we  again  retrace  our 
steps. 


FIG.    1.     SQUARIiNG  AND  TESTING  SIDE 
FRAMES. 

The  situation  of  the  roundhouse  is  of 
the  most  picturesque  kind,  the  approach 
in  the  ordinary  way  being  over  a  small 
footbridge  extended  over  a  deep  guUey 
where  a  fierce  torrent  foamed  and 
tumbled  towards  the  near  Mis.souri.     The 


Cast  Steel  Truck  Frames. 

The  first  step  in  the  manufacture  of 
cast  steel  truck  frames  is  to  obtain  a 
metal  of  the  requisite  composition.  Basic 
open  hearth  cast  steel  is  used  in  the  Bet- 
tendorf  truck  frame  and  is  of  a  composi- 
tion which  affords  a  high  elastic  limit.  In 
a  derailment  the  frames  may  be  bent  out 


etc.,  is  possible  without  interfering  with 
the  general  features  of  the  design.  With 
these  frames  a  distance  of  at  least  4  ins. 
is  obtained  between  lower  arch  bar  and 
the  top  of  rail.  In  case  of  derailment  the 
frame  will  skid  along  the  roadbed  and  will 


FIG.  2.     FRAME  SUSPENDED  ON  SPRING 
SEAT. 

of  shape,  but  they  do  not  readily  break, 
and  in  most  cases  may  be  straightened  and 
put  into  service  again.  The  truck  frame, 
which  is  taken  as  an  example,  is  a  one- 
piece  casting  with  arch  bars,  columns, 
spring  seat  and  journal  boxes  cast  integral 
with  the  frame.  This  form  of  construc- 
tion eliminates  bolts  and  rivets.  This 
feature  is  a  good  point  in  truck  frames 
and  simplicity  of  design  generally  means 
a  reduced  cost  of  maintenance.  Another 
point  is  the  reduction  in  weight  which  the 
one-piece  frame  affords.  These  frames 
give  a  reduction  in  weight  of  about  l.oco 
lbs.  per  car. 

The  distribution  of  metal  is  such  as  to 
resist  all  stresses,  allowing  moreover  a 
high  factor  of  safety.  Metal  is  not  wasted 
in  the  frame,  so  that  they  will  still  carry 
a  greater  number  of  load  pounds  per 
poimd  of  truck  frame  than  the  ordinary 
;irch  bar  frame.  This  feature  is  not  due 
entirely  to  careful  designing,  but  is  made 
possible  by  the  construction  of  the  frames. 
The  truck  frame  is  built  so  as  to  be  in- 
terchangeable with  any  standard  truck 
frame.  Any  width  of  wheel  base,  design 
of  journal  box,  height  of  bolster  opening, 


FIG. 


SQUARING  TKUCK  FRAME. 


not  tear  up  the  track,  owing  to  the  ab- 
sence of  bolts,  nuts   and  parts  of  frame. 

The  journal  boxes  are  cast  integral 
with  the  frame  and  may  be  made  of  any 
standard  design.  The  strength  of  the 
connection  between  arch  bars  and  journal 
boxes  is  ample.  There  is  a  lug  on  the 
bottom  of  journal  bo.x  which  may  be  used 
for  jacking  up  when  the  truck  is  under 
a  car. 

The  Bettendorf  Company  is  willing  to 
replace  the  entire  frame  if  the  journal 
bo.xes  should  fail  in  normal  service  or  in 
derailment.  In  most  cases  where  these 
journal  boxes  are  damaged  in  wreck  or 
derailment,  they  can  be  restraightened  in 
the  railroad  shops. 

The  bolster  openings  are  of  the  shape 
illustrated  for  the  rigid  bolster.  The 
designs  for  Barber  roller  construction  and 
swing  motion  bolster  provide  straight 
column  guides.  There  is  a  hole  cast  in 
the  bottom  arch  bar,  in  which  a  projection 
on  the  spring  plank  is  secured.  In  this 
way  rigidity  is  overcome  to  the  extent 
that  the  truck  is  adjustable  to  track  ir- 
regularities, and  at  the  same  time  flange 
wear  on  wheels  and  end  wear  on 
brasses  are  reduced  to  a  minimum. 

The  machine  for  squaring  and  testing 
side  frames  is  a  press  of  97S-ton  capacity. 
The  first  operation  is  straightening  the 
spring  seat,  and  in  Fig.  i  the  press  is 
shown  with  the  dies  on  the  platen  pressing 
down  upon  the  spring  seat.  After  the 
spring  seat  is  straightened  the  frame  is 
suspended  on  the  spring  seat  as  shown  in 
Fig.  2,  is  ready  to  have  the  false  journals 
slid  in  position  in  the  journal  boxes.    Fig. 

3  shows  the  press  in  the  act  of  squaring 
and  testing  the  truck  frame.  The  upper 
portion  of  journal  box,  where  wedge 
bears  against  top  wall  of  journal  box, 
must  be  in  line  with  the  spring  seat.    Fig. 

4  shows  the  top  platen  of  press  returned, 
tlic  false  journals  slipped  out  of  journal 
boxes  and  gauges  in  journal  boxes  to 
ascertain  if  the  top  walls  of  journal  boxes 
are  square  with  the  spring  seat.    The  load, 
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applied  to  the  axles  as  in  Fig.  3,  is  equal 
to  the  capacity  of  car  with  which  the 
frame  is  to  be  used  and  is,  therefore,  four 
times  the  load  which  the  frame  is  to  carry 
in  service.  The  trucl<  frame  is  then  turned 
upon  its  side,   and   is   straightened   trans- 


FIG.   4.     PRESS   WITH   TOP  PLATEN   UP. 

versely  so  that  the  lugs  for  brasses  on  in- 
side of  journal  box  and  the  face  of  col- 
umn guide  are  the  proper  distances  from 
each  other.  The  gauge  is  applied  to  as- 
certain if  the  truck  frame  is  straightened 
transversely. 

From  the  testing  department  the  frames 
are  removed  to  the  finishing  and  inspect- 
ing department.  The  inspector  gauges 
the  wheel  base  and  again  tests  the  frames 
to  see  that  they  are  square.  In  this  de- 
partment pneumatic  tools  are  used  to  chip 
to  gauge  the  column  guides  and  dust 
guard  openings  and  to  chip  up  the  journal 
box  openings  so  as  to  produce  a  good  fit 
between  box  and  cover. 

The  number  of  operations  required  to 
assemble  a  Bettendorf  truck  have  been  re- 
duced to  a  minimum  because  of  the  small 
number  of  parts.  All  parts  of  the  truck, 
iiicluding  side  frames,  bolsters,  brake 
beams,  etc.,  are  placed  within  access  of 
the  workmen,  so  as  to  be  handled  by  a 
i,ooo-lb.  traveling  hoist.  A  pair  of 
mounted  wheels  are  run  up  on  the  ele- 
vated track  and  one  side  frame  is  placed 
in  position.  The  wedges  and  brasses  are 
then  inserted  in  the  journal  boxes  and  the 
truck  bolster  set  in  position,  after  which 
the  second  side  frame,  together  with 
brasses  and  wedges,  is  added.  Next,  the 
bolster  is  raised  up  against  the  top  arch 
bar  and  the  spring  plank  and  springs  are 
flipped  into  position.  Then,  after  the  brake 
beam  is  hung  and  brake  rigging  attached, 
the  truck  is  completely  assembled  and 
ready  to  be  placed  under  a  car.  The 
makers  say  it  requires  about  8  minutes  to 
assemble  such  a  truck  and  about  g  minutes 
to  dismantle  it  after  the  truck  has  been 
placed  under  a  car. 


Side  Door  Steel  Cars. 
The  Interborough  Rapid  Transit  Com- 
pany are  experimenting  with  a  train  of 
eight  steel  cars  equipped  with  eight  doors 
each.  This  train  is  in  the  New  York  sub- 
way and  the  side  doors  are  arranged  at 
each  end  something  like  the  pay-as-you- 


enter   street    cars    now    familiar   in   many 
cities. 

The  subway  cars  have  closed  vestibuled 
platforms  with  side  doors  as  usually  pro- 
vided. In  addition  to  these  four  doors 
which  open  to  the  station  platforms,  there 
are  four  other  side  doors  also  opening  to 
the  station  platforms  and  these  four  extra 
doors  are  placed  each  about  3  ft.  from  the 
original  doors.  The  cars  therefore  have 
four  doors  on  each  side,  placed  at  and 
near  each  end. 

The  ordinary  vestibule  doors  are  oper- 
ated by  hand  levers  and  are  intended  for 
the  entrance  of  passengers.  The  new  side 
doors,  operated  by  air  are  placed  near 
the  ends  of  the  body  of  the  car  and  are 
for  the  exit  of  passengers.  When  a  car 
stops  at  a  station,  passengers  enter  by  the 
ordinary  vestibule  doors,  and  those  within 
the  car  leave  it  through  the  new  side 
doors  in  the  ends  of  the  car  body.  The 
movement  of  passengers  will  resemble 
that  of  passengers  getting  on  and  off  the 
pay-as-you-enter  street  cars. 

The    intention    of    the    Public    Service 


INSPECTING   .'VND    FINISHING    DEP.\RT- 
MENT. 

Commission  in  introducing  this  design  into 
subway  cars  is  to  keep  separate  the  enter- 
ing and  departing  streams  of  people,  and 
thus  diminish  the  crowding  and  jostling 
which  takes  place  when  one  door  is  used 
for  oVit-going  and  in-coming  passengers. 
Whether  the  hopes  of  the  designer,  Mr.  B. 
J.  Arnold,  are  to  be  realized  or  not  will 
be  determined  by  the  severe  service  test 
entailed  by  operating  this  train  in  the 
heavy  rush  hours  of  New  York  subway 
traffic. 

The  new  side  doors  are  operated  by 
compressed  air,  and  a  neatly  designed 
piece  of  mechanism  for  that  purpose  is 
placed  under  the  "scat-for-two"  which  is 
situated  in  the  wall  space  between  the  new 
door  and  the  ordinary  vestibule  door.  The 
air  operating  mechanism  was  designed  by 
Mr.  J.  F.  McElroy,  consulting  engineer  of 
the  Consolidatel  Car  Heating  and  Lighting 
Company.  The  usual  method  of  notifying 
the  motorman  of  a  subway  train  is  by  bell. 
Each  guard,  beginning  at  the  rear,  ringing 
a  bell  on  the  car  ahead,  the  signal  ulti- 
mately reaching  the  motorman.  On  the 
experimental  train  the  closing  of  each  door 
makes  an  electric  contact,  and  the  last  door 


to  be  closed,  without  reference  to  its  posi- 
tion in  the  train,  completes  the  circuit  and 
sounds  a  buzzer  in  the  motorman's  cab. 
A  button  on  the  buzzer  is  held  down  by 
the  motorman  in  anticipation  of  the  signal 
to  start,  as  soon  as  the  train  stops,  and  the 
release  of  this  button  breaks  the  door  cir- 
cuit made  by  the  closed  doors  after  the 
signal  has  been  received,  and  this  prevents 
the  continuous  sounding  of  the  buzzer  with 
closed  doors  while  the  train  is  in  motion. 
In  this  way  the  motorman  is  compelled  to 
be  on  the  alert  for  the  signal  to  start, 
which  he  gets  when  the  last  door  is  shut. 


Hard  Weather  in  the  West. 

The  Southern  Pacific  Company  had 
hard  luck  last  month.  Severe  weather  set 
in  early  in  November  and  had  with  little 
abatement  continued  until  well  on  in  Feb- 
ruary. Snow  and  rain  fell  in  large  quan- 
tities, and  local  papers  in  California  state 
that  the  Sacramento  River  has  risen  con- 
siderably in  consequence.  Southern  Pa- 
cific trains  were  run  with  great  caution 
at  a  speed  of  not  more  than  12  miles  an 
hour  for  a  considerable  period  of  time. 

At  Gibson  a  heavy  snow  slide  covered 
the  track  early  in  January  and  the  heavy 
and  laborious  work  of  cutting  through  it 
was  prosecuted  with  vigor  by  the  railway 
officers  and  employees.  Scarcely  had  the 
line  been  opened  for  traffic  when  a  second 
heavy  snow  slide  submerged  the  track 
at  the  same  place,  but  the  work  of  clear- 
ing it  away  went  on  without  hesitation  or 
delay.  Those  who  live  in  the  compara- 
tively flat  parts  of  the  country  and  who 
see  only  falls  of  light  snow  or  drifts  fill 
the  railway  cuttings  have  no  idea  of  the 
intensely  ice-like  mass  which  wet  snow 
uiakes  on  the  track  when  it  comes  down 
from  even  a  comparatively  insignificant 
fisure  or  crevice  in  the  mountains.  This 
heavy,  solidly  packed  snow  cannot  be 
shoveled  out  in  the  ordinary  way  and' 
the  wedge  plow  is  useless  against  it. 
Many  times  the  rotary  plow  cannot  cut 
its   way  through   the   slide   until   portions 
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01  it  are  broken  by  the  use  of  the  pick 
and  even  dynamite  has  been  used  to  dis- 
lodge solidly  frozen  portions  of  the  slide 
which  usually  contain  earth,  stones,  frag- 
ments of  trees  and  other  matter,  difficult 
to  deal  with. 
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Eduactional  Chart  No.  10.  29.  Wliat  is  the  difference  between  back 
The  appended  Hst  of  questions  and  an-  pressure  and  compression? 
swers  in  connection  with  our  Educational  A.  Back  pressure  has  just  been  ex- 
Chart  No.  10  completes  the  series  which  plained.  Compression  occurs  when  the 
was  begun  in  the  January  issue  of  the  valve  closes  toward  the  end  of  the  re- 
present year,  .^s  the  call  for  copies  of  turn  stroke,  permitting  the  piston  to 
the  January  issue  of  Railway  and  Loco-  squeeze  the  gases  in  the  cylinder  into  a 
MOTIVE    Engineering    has    surpassed    our  diminishing  space, 

expectations   we  would  state  that  we  are  30.  What  is  the  cavity  under  the  valve 

unable  to  fill  further  orders  in  regard  to  for? 

that  particular  issue.     We  hope,  however,  A.  It   provides    a    passage    for    the   ex- 

to  be  able  to  find  space  in  the  April  issue  haust  steam  to  escape   from  the  cylinder 

to  republish  the  complete  list  of  questions  into  the  exhaust  pipe. 

lopl>a'tr 

Educaiional  Chart  W 10 


-Plirtiill0fRn>*fnCJ«5l»aiiionCentie 

and  answers  in  connection  with  our  new 
cliart.  By  this  means  those  who  cannot 
secure  copies  of  the  January  and  February 
issues  may  obtain  the  entire  series  of  ques- 
tions and  answers  when  republished  in  the 
April  issue. 

It  is  very  gratifying  to  observe  the  warm 
and  intelligent  interest  which  has  been 
taken  in  our  new  chart.  It  has  proved 
itself  to  be  a  valuable  aid  to  railway  men 
in  preparing  themselves  for  the  severe  ex- 
aminations which  are  now  held  on  all  rail- 
ways preparatory  to  making  promotion, 
and  the  thousands  of  railway  men,  whose 
testimony  cannot  be  gainsaid,  given  ample 
proof  of  the  educational  advantages  af- 
forded them  of  obtaining  important  infor- 
mation at  a  nominal  cost.  This  is  in  line 
w^ith  the  policy  established  by  us  and  main- 
tained with  growing  success.  It  will  con- 
tinue to  be  our  aim  to  furnish  tlie  very 
fullest  and  best  information  in  regard  to 
the  mechanical  appliances  used  on  rail- 
ways, and  to  this  end  we  are  keeping 
abreast  of  the  times,  and  meeting  with 
gratifying  encoura.gement  at  home,  while 
new  and  untried  fields  are  opening  to  us 
abroad. 

It  should  be  remembered  that  our  sub- 
scribers, whether  new  or  renewed,  have 
their  choice  of  either  of  our  three  loco- 
motive charts,  the  American,  the  Atlantic 
nr  the  Consolidation  types,  or  our  com- 
bination passenger  and  sleeping  coach 
chart,  or  our  new  combination  chart  and 
model.  No.  lo.  The  answers  to  the  re- 
m.iining  questions  are  given  below. 

QDESTIONS    ON    CHART    NO,     10, 

28,  What   is   back  pressure? 

A,  The  pressure  that  obstructs  the  pis- 
ton on  the  return  stroke,  due  to  steam, 
moisture  or  air  left  in  the  cylinder  after 
the  exhaust   port   has   opened. 


31.  What  is  meant  by  the  expression, 
"cutting  off  at  six  inches?" 

A,  It  means  that  when  the  steam  has 
pushed  the  piston  six  inches  of  its  stroke 
the  valve  cuts  off  further  admission  of 
steam. 

32.  Could  you  change  the  lap  of  the 
valve  by  changing  the  eccentrics  ? 

A.  No. 

33.  When  a  valve  blows,  where  does 
the    steam   go   to? 

A.  Into  the  exhaust  passage,  thence  to 
the  atmosphere. 

34.  What  is  inside  clearance? 

A.  The  cutting  away  of  the  inside  edges 
of  the  valve  cavity,  so  that  there  is  an 
opening  to  the  cavity  from  both  ends  of 
the  cylinder  where  the  valve  is  on  the 
middle  of  the   seat. 

35.  Could  steam  be  worked  expansively 
with  a  valve  without  lap? 

A.  No,  because  release  of  the  steam 
would  happen  at  the  same  time  as  cut  off. 

36.  Suppose  this  piston  -was  on  the  for- 
ward dead  center  and  the  reverse  lever 
was  put  in  full  forward  gear,  where  would 
the  valve  be?  Where  would  the  valve  be 
if  tlie  lever  was  put  in  full  back  gear? 

A.  In  both  cases  the  valve  would  be  in 
the  position  to  begin  admitting  steam  at 
the   forward   end   of  the  cvlindcr. 


The  first  improvement  in  railway 
signals  was  made  by  a  lazy  Scotsman  at 
Glasgcnv.  The  vane  signal,  then  in  use, 
was  worked  by  hand,  and  was  placed  at 
some  distance  from  the  signalman's  box. 
The  canny  Scot  was  compelled  to  walk  to 
and  fro  from  the  signal  every  time  it  was 
required  to  operate  the  signal.  Me  rigged 
up  a  primitive  wire  arrangement  and  sat 
still. 


Double  Cone  for  Diamond  Stack. 

Since  a  number  of  our  readers  have 
given  information  concerning  diamond- 
stack  engines  still  in  use  in  various  parts 
of  the  country  it  may  be  of  interest  to 
state  that  a  spark  arrester  or  modification 
of  the  old-fashioned  diamond-stack  cone 
is  being  used  by  Alberta  Railway  and  Irri- 
gation Company  of  Lethbridge,  .-Mta., 
Canada. 

The  spark  arrester  is  made  of  cast  iron, 
being  really  two  cones,  one  placed  above 
the  other.  The  lower  one  contains  out- 
v/ardly-pointing  projections  with  holes 
through  them.  The  lower  cone  is  made 
in  sections  and  the  projections  in  each 
section  are  cast  in  the  form  of  half  tubes 
and  when  the  sections  are  bolted  together 
they  make  the  full  tube  through  each  pro- 
jection. It  is,  in  fact,  as  if  the  lower 
cone  was  pierced  by  a  number  of  short 
nipples,  which  provide  means  for  the 
smoke  and  hot  gases  to  go  through,  but 
have  a  tendency  to  baffle  and  break  up  the 
live  cinders  which  come  through  the  tubes. 

The  upper  cone  is  made  with  just  the 
ordinary  rough  surface  of  cast  iron,  and 
by  changing  the  direction  of  the  smoke 
and  cinders  which  get  through  the  lower 
cone,  forms,  as  it  were,  a  second  batfle 
against  which  the  cinders  are  still  further 
broken  up  or  killed.  The  cones  are  ad- 
justable with  relation  to  the  stack  and  to 
each  other.  The  use  of  this  double  cone 
arrangement  does  not  make  it  necessary 
to  alter  the  front  end  of  the  locomotive 
in  any  way. 

This    arrangement,    which    is    made    by 


DOUBLE   CONK   DI.\MOND    ST.-\CK. 

the  Hall  Patent  Stack  Company  of 
Edmonton,  Alta.,  Canada,  has  been  de- 
signed in  response  to  the  call  for  the  ef- 
fective preservation  of  the  magnilicent 
forest  areas  of  the  United  States  and 
Canada  through   which  railroads  pass. 


As  the  flint  contains  the  spark,  un- 
known to  itself,  which  the  steel  alone 
can  awaken  to  life,  so  adversity  often 
reveals  to  us  hidden  gems,  which  pros- 
perity or  negligence  would  forever 
have  hidden. — H,  W.  Shazi: 
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Items  of  Personal  Interest 


Mr.  James  Butler  has  been  appointed 
road  foreman  of  engines  of  the  Chicago 
&  Alton  Railroad,  vice  Mr.  A.  S.  Work, 
resigned. 

Mr.  A.  Maynes,  formerly  district  master 
mechanic  on  the  Canadian  Pacific  Rail- 
way, has  been  appointed  rule  examiner  on 
that  road. 

Mr.  Alfred  Anderson  has  been  ap- 
pointed purchasing  agent  of  the  Metropol- 
itan Street  Railway,  with  headquarters  at 
New  York. 

Mr.  A.  F.  Hull  has  been  appointed 
purchasing  agent  of  the  Rock  Island- 
Frisco  lines,  with  headquarters  at  Ft 
Worth,  Texas. 

Mr.  George  F.  Hennessey  has  been  ap- 
pointed roundhouse  foreman  of  the  Chi- 
cago, Milwaukee  &  St.  Paul  Railway  at 
Janesville,  Wis. 

Mr.  A.  J.  Wade  has  been  appointed 
master  mechanic  on  the  Louisiana  & 
Arkansas  Railway,  vice  Mr.  F.  A.  Sy- 
monds,  resigned. 

Mr.  W.  F.  Lowe  has  been  appointed  lo- 
comotive foreman  on  the  Canadian  Pacific 
Railway  at  Ignace,  Ont.,  vice  Mr.  A.  E. 
Hough,  transferred. 

Mr.  D.  L.  Jones  has  been  appointed  lo- 
comotive foreman  on  the  Canadian  Pacific 
Railway  at  Smith's  Falls,  Ont.,  vice  Mr. 
B.  Pendleton,  transferred. 

Mr.  E.  G.  Osgood  has  been  appointed 
master  mechanic  of  the  Williamville, 
Greenville  &  St.  Louis  Railway,  vice  Mr. 
O.  D.  Greenwalt,  resigned. 

Mr.  W.  G.  Hunter  has  been  appointed 
assistant  superintendent  on  the  Chicago 
Great  Western  Railway  with  head- 
quarters at  Des  Moines,  la. 

Mr.  P.  B.  Vermillion  has  been  ap- 
pointed assistant  superintendent  on  the 
Chicago  Great  Western  Railway  with 
headquarters  at  St.  Joseph,  Mo. 

Mr.  A.  E.  Hough,  formerly  locomotive 
foreman  on  the  Canadian  Pacific  Railway 
at  Ignace,  Ont.,  has  been  appointed  night 
shop  foreman,  at  Fort  William,  Ont. 

Mr.  F.  W.  Sadlier  has  been  appointed 
locomotive  foreman  on  the  Canadian 
Pacific  Railway  at  Field,  B.  C,  vice  Mr. 
J.  Archibald,  transferred  to  Vancouver. 

Mr.  E.  T.  Reisler  has  been  appointed 
division  engineer  on  the  Lehigh  Valley 
Railroad  Company  with  offices  at  Auburn, 
N.  Y.,  vice  Mr.  F.  K.  Bennett,  resigned. 

Mr.  J.  Archbald,  formerly  locomotive 
foreman  on  the  Canadian  Pacific  Railway 
at  Field,  B.  C,  has  been  appointed  shop 
foreman  on  that  road  at  Vancouver,  B.  C. 

Mr.  G.  L.  Moore  has  been  appointed  en- 


gineer of  maintenance  of  way  on  the  Le-' 
high  Valley  Railroad  with  offices  at  South 
Bethlehem,    Pa.,    vice    Mr.    R.    G.    KenJy, 
resigned. 

Mr.  G.  Hebb  has  been  appointed  road 
foreman  of  the  Central  division  of  the 
Canadian  Pacific  Railway,  vice  Mr.  A. 
West,  appointed  district  master  mechanic, 
at  Kenora,  Ont. 

Mr.  A.  H.  Eager,  formerly  district 
master  mechanic  on  the  Canadian  Pacific 
Railway  at  Kenora,  Ont.,  has  been  ap- 
pointed locomotive  foreman  on  that  road 
at  Calgary,  Alta. 

Mr.  Charles  L.  Gasper,  mechanical  en- 
gineer of  the  Wisconsin  Central,  has  been 
appointed  superintendent  of  the  mechani- 
cal department  of  the  Canton  &  Hankow, 
at  Canton,  China. 

Mr.  J.  J.  Keefe,  well  known  in  the 
pneumatic  tool  trade  has  entered  the  em- 
ploy of  the  Independent  Pneumatic  Tool 
Company  as  salesmen  and  will  travel  from 
their  Chicago  office. 

Mr.  S.  S.  Reigel  has  been  appointed 
mechanical  engineer  on  the  Delaware, 
Lackawanna  &  Western  Railroad  with 
headquarters  at  Scrajiton,  Pa.,  vice  Mr. 
J.  A.  Mellon,  resigned. 

Mr.  B.  J.  Peasley,  master  mechanic  of 
the  St.  Louis,  Iron  Mountain  &  Southern 
at  Ferriday,  La.,  has  been  appointed  mas- 
ter mechanic  at  De  Soto,  Mo.,  vice  Mr. 
P.  J.  Conrath,  resigned. 

Mr.  Marvin  Howe  has  been  appointed 
general  foreman  of  the  Rome,  Water- 
town  and  Ogdensburg  division  shop  of 
the  New  York  Central  at  Oswego,  N.  Y., 
vice  Mr.  R.  G.  Cullvan  transferred. 

Mr.  W.  Josselyn,  formerly  storekeeper 
of  the  Chicago,  Burlington  &  Quincy  at 
Plattsmouth,  Neb.,  has  been  appointed 
storekeeper  on  that  road  at  Sheridan, 
Wyo.,  vice  Mr.  B.  G.  McKeen,  resigned. 
Mr.  W.  H.  Markland,  for  many  years 
foreman  of  the  electrical  department  in 
charge  of  the  Altoona  machine  shops  of 
the  Pennsylvania,  has  been  appointed 
superintendent  of  the  labor-saving  de- 
vices. 

Mr.  J.  C.  Garden,  formerly  general  shop 
foreman  on  the  Grand  Trunk  Railway  at 
Toronto,  has  been  appointed  master 
mechanic  on  that  road  at  Montreal,  Que., 
vice  Mr.  T.  McHattie,  resigned  to  accept 
another  position. 

Mr.  F.  C.  Pickard,  master  mechanic  of 
the  Mississippi  Central,  has  been  ap- 
pointed master  mechanic  of  the  Cincin- 
nati, Hamilton  &  Dayton,  with  head- 
quarters at  Moorefield,  Ind.,  vice  Mr  C 
B.  Cadman,  resigned. 


Mr.  F.  Rowlindson,  formerly  locomo- 
tive foreman  on  the  Canadian  Pacific 
Railway  at  Brownville  Jet.,  Me.,  has  been 
appointed  locomotive  foreman  on  that 
road  at  West  Toronto  Jet.,  Ont.,  vice  Mr. 
T.  Reynolds,  resigned. 

Mr.  J.  R.  Spragge,  formerly  district 
master  mechanic  on  the  Canadian  Pacific 
Railway  has  been  transferred  to  the  On- 
tario division  of  that  road,  vice  Mr.  A. 
Maynes,  promoted.  Headquarters  at 
West  Toronto,  Jet.,  Ont. 

Mr.  R.  G.  CuUivan,  formerly  general 
foreman  of  the  locomotive  department  of 
the  New  York  Central  at  West  Albany, 
N.  Y.,  has  been  appointed  division  super- 
intendent of  motive  power  on  that  road, 
vice  Mr.  E.  A.  Walton,  resigned. 

Mr.  J.  H.  Mills,  formerly  district  mas- 
ter mechanic  of  the  Canadian  Pacific  Rail- 
way at  Farnham,  Que.,  has  been  appointed 
acting  master  mechanic  on  that  road,  vice 
Mr.  R.  Preston,  who  has  been  granted 
leave  of  absence.  Mr.  Mills'  headquarters 
will  be  in  West  Toronto  Jet.,  Ont. 

Mr.  T.  McHattie,  formerly  master 
mechanic  of  the  Eastern  division  of  the 
Grand  Trunk  Railway  at  Montreal  has 
been  appointed  superintendent  of  motive 
power  and  car  department  on  the  Central 
Vermont  Railroad,  vice  Mr.  W.  Kennedy, 
resigned.  Headquarters  at  St.  Albans,  v't. 
The  duties  of  mechanical  engineer, 
locomotive  branch,  at  the  Angus  shops  of 
the  Canadian  Pacific  Railway  at  Montreal, 
heretofore  performed  by  Mr.  A.  W.  Hor- 
sey, who  has  been  appointed  master 
mechanic  on  that  road  at  Smith's  Falls, 
Ont.,  will  hereafter  be  carried  on  by  Mr. 
G.  I.  Evans,  chief  draughtsman. 

Mr.  J.  E.  Irwin,  master  mechanic  of  the 
Marietta,  Columbus  &  Cleveland  Railway, 
has  resigned  to  become  superintendent  of 
equipment  of  the  Indian  Refining  Co.,  at 
Georgetown,  Ky.,  and  Lawrenceville,  Ind., 
and  the  position  of  master  mechanic  has 
been  abolished. 

Mr.  Edgar  B.  Thompson,  formerly  as- 
sistant superintendent  of  motive  power 
and  machinery  of  the  Chicago  &  North 
Western,  has  been  appointed  super- 
intendent of  motive  power  and  machinery 
of  the  Chicago,  St.  Paul,  Minneapolis  & 
Omaha,  vice  Mr.  John  J.  Ellis,  retired  on 
account  of  having  reached  the  age  limit. 
Mr.  William  Kent,  author  of  the 
Mechanical  Engineers'  Pocket  Book,  and 
for  five  years  prior  to  June,  1908,  dean 
and  professor  of  mechanical  engineering 
in  the  College  of  Applied  Science,  Syra- 
cuse University,  has  moved  to  Sandusky, 
Ohio,  to  take  the  position  of  general  man- 
ager of  The  Sandusky  Foundry  and  Ma- 
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chine  Co.,  maiuifacturers  of  triplex  power 
pumps,  threading  machines  and  speciaUies 
in  machinery  for  paper  mills. 

Mr.  Alexander  B.  Wctmore  has  ac- 
cepted the  position  of  sales  manager  of 
the  Monarch  Steel  Castings  Company,  of 
Detroit,  Mich.,  efifective  March  i.  Mr. 
Wetmore  leaves  a  long  period  of  service 
with  the  Detroit  Lubricator  Company  to 
take  up  the  sales  of  the  well-known 
"Monarch"  couplers  and  "Monarch" 
graduated  draft  gear,  made  by  the  Mon- 
arch   corporation. 

Mr.    Patrick    Fennell,   better    known   to 
the  railway  world  as  "Shandy   Maguirc," 
the  Railroad  Poet,  who  for  almost  forty 
years  has  been  in  the  employ  of  the  Del- 
aware,  Lackawanna  &  Western  Railroad 
at  Oswego,  has  retired  from  active  service 
and    has    been   placed    on    the    company's 
pension  list.     Mr.  Fennell  entered  the  em- 
ploy of  the  D.  L.  &  W.  as  a  locomotive 
fireman  June  l8th,  1869,  and  was  promoted 
to    the    position    of    engineer    June    i8th. 
1870.     In   1876  he   was  appointed   round- 
house foreman  at  Oswego,  N.  Y.,  and  has 
held  that   position  up  to  the  time  of  his 
retirement.    At  the  1892  Convention  of  the 
Brotherhood  of  Locomotive  Engineers  he 
was   made  a  grand  honorary   member   of 
the  order.     He  began   work   in   the   early 
days  of  railroading  and  soon  won  for  him- 
self general  recognition  as  a  most  faith- 
ful and  trustworthy  employe.     Mr.   Fen- 
nell belongs  to  a  class  of  enterprising  and 
progressive  railroad  men  who,  while  physi- 
cally hardened  by  toil,  are  kind  and  tender 
of  heart  and  ever  watchful  for  the  com- 
fort  and   the   safety   of   others.     He   has 
for  some  time  filled  various  positions  on 
the    Oswego    Board    of    Education.      The 
name  of  "Shandy  Maguire"  has  become  a 
household  word  in  the  home  of  thousands 
of    railroad    men.      In    his    poetical    work 
can  be  found  some  of  the  richest  and  most 
meritorious  of  its  kind  ever  written.  Some 
of  his  first  productions  were  composed  in 
the  cab  of  his  engine.    We  learn  that  now 
that  he  has  retired  from  work  the  poet- 
railroader  has  arranged  for  a  trip  to  the 
"old   country."     The   greater   part   of   his 
vacation  will  be  spent  in  Great  Britain  and 
Ireland,  and  much  of  it  will  be  devoted  to 
visiting    the    scenes    of    liis    boyhood    in 
Erin's  Isle,  where  he  first  saw  the  light  of 
day.     While   in   the   United   Kingdom   he 
will  be  the  guest  of  the  Associated  Society 
of    Locomotive    Engineers    and    Firemen. 
Mr.    Fennell's    book    of    railroad    poetry 
called   Random    Rhymes    and   Rhapsodies 
was   reviewed   in   the   pages   of   R.mlwav 
AND   Locomotive   Engineering    for    June, 
1907.     "Shandy"  has  been  a  valuable  and 
interesting  contributor   to  our   pages   and 
we  hope  that  the  leisure  he  will  now  en- 
joy will  give  his  gifted  pen  even  greater 
scope  than  formerly.     All  we  can  say  on 
hearing  of  Mr.  Fennell's  retirement  is  to 
wish  him  good  luck  and  in  the  words  of 
the  inhabitants  of  his  native  land  we  say, 
"Shandy,  may  your  shadow  never  be  less." 


Obituary. 

Death  has  recently  removed,  at  the  age 
of  93,  one  who  played  an  important  part 
in  the  early  history  of  the  Swindon  Loco- 
motive Works  of  the  Great  Western 
Railway  of  England.  At  the  age 
of  16,  Mr.  Archibold  Sturrock  entered 
the  shops  of  the  East  Foundry,  at 
Dundee,  as  an  apprentice,  and  eight 
years  later  was  appointed  assistant  loco- 
motive superintendent,  G.  W.  R.  In  1843, 
when  it  decided  to  start  the  Swindon 
Locomotive  Works,  Mr.  Sturrock  was  sent 
down  to  take  charge  of  them.  The 
machinery  at  Swindon  was  started  on  No- 
vember 28th.  1842,  the  works  being 
brought  into  regular  operation  on  January 
2nd,  1843.  Mr.  Sturrock  stayed  at  Swin- 
don until  1850,  when,  on  the  recommenda- 
tion of  Mr.  Brunei,  he  was  appointed  loco- 
motive engineer  to  the  Great  Northern 
Railway  Company,  from  which  position  he 
retired  in  1866.  Mr.  Sturrock  was  an  able 
engineer  whose  energy  and  zeal  did  much 
for  the  locomotive  in  the  earlier  days  of 
railroading. 


to  calmness  and  moderation  in  the  re- 
striction of  railroads,  reports  about  a 
score  already  adopted  and  about  sixty 
formally  referred  for  action  at  forthcom- 
ing meetings.  Officials  of  the  association 
say  the  most  significant  phase  of  the  reso- 
lutions campaign  is  the  enthusiasm  with 
which  business  men  seize  the  opportunity 
to  declare  themselves  for  conservative 
measures    affecting    railroads. 


The   first   annual  meeting  of  the   Inter- 
national Railway  Inicl  Association  will  be 
held    in   the   .Auditorium    Hotel,    Chicago, 
6th  floor  banquet  liall  on  Monday,  Tues- 
day and  Wednesday,  June  21st,  22nd,  and 
23  respectively.     There  are  to  be  five  sub- 
jects  upon    which    papers    are   now   being 
prepared  and  which  will  be  read  and  dis- 
cussed at  the  meeting.    These  subjects  are. 
pirst— Proper  method  of  purchasing  fuel 
with  regard  to  operating  and  traffic  condi- 
tions, considering  also  the  permanent  in- 
terests  of  the  producer   when  located  on 
the    consumers'    rails.      Second— Standard 
type  or  types  of  coaling  stations.    Best  de- 
sign and  most  economical  coal  chute  for 
handling   coal    from    cars   to   locomotives. 
Third— Best    method    of    accounting    for 
railway    fuel,    including    movement    from 
mine   through   coaling   station  to   engines, 
up    to    monthly    balance    sheet.      Fourth- 
Difference       in       mine       and       destination 
weights.      Legitimate   shrinkage   allowable 
on  car  lots.     Correct  weighing  of  coal  at 
mines  and  on  railroad  track  scales.     Im- 
portance   of    tare    weights    being    correct. 
Piftli—Ditficulties    encountered    in   produ- 
cing clean  coal  for  locomotive  use. 

The  officers  of  this  association  are 
Messrs.  Eugene  Mc.\uliffe,  president, 
Rock  Island-Frisco  Lines.  Chicago.  111.; 
Thomas  Britt,  ist  vice-president,  Canadian 
Pacific  Ry.,  Montreal,  Que.;  G.  R.  Inger- 
soll,  2nd  vice-president,  L.  S.  &  M.  S.  Ry.. 
Cleveland,  Ohio;  D.  B.  Sebastian,  secre- 
tarv,  C.  &  E.  I.  R.  R.  and  E.  &.  T.  H. 
R.  R.,  327  La  Salle  Station.  Chicago;  J. 
McManamy.  treasurer,  Pere  Marquette 
R.  R.,  Grand  Rapids,  Mich. 


The  Railway  Business  Association, 
which  a  month  ago  sent  a  circular  to  com- 
mercial organizations  all  over  the  country, 
asking  them  to  pass  resolutions  favorable 


Directions  for  Welding  Frames. 
Directions  for  welding  locomotive 
frames  by  the  Thermit  process  have 
been  prepared  in  the  form  of  a  set  of 
blue  prints  which  may  be  had  for  the 
asking  by  those  who  are  interested  in 
the  subject.  Every  type  of  fracture 
has  been  very  carefully  treated  and  a 
separate  drawing  is  furnished  for  each 
repair,  showing  just  what  procedure 
should  be  adopted  if  the  fracture  is  in 
a  vertical  member,  horizontal  member 
or  other  part  of  the  frame;  also  how  to 
allow  for  contraction,  expansion  and 
other  points  to  be  considered  in  weld- 
ing a  locomotive  frame  without  remov- 
ing it  from  the  engine. 

The  advantages  of  welding  a  locomo- 
tive frame  in  one  or  two  days  and  with- 
out dismantling  the  locomotive  are  now 
generally  recognized,  and  the  blue- 
prints mentioned  above  have  been  pre- 
pared at  the  request  of  some  of  the 
railroads  which  make  a  general  practice 
of  welding  their  broken  frames  with 
Thermit,  so  that  a  full  set  of  directions 
and  drawings  may  be  placed  in  the  hands 
of  their  shop  men.  To  obtain  a  set, 
simply  write  to  the  Goldschniidt  Ther- 
mit Co..  90  West  street.  New  York, 
which  is  distributing  them  free  of 
charge. 

Other  repairs  for  which  the  Thermit 
Process  oflfers  special  advantages  are 
the  welding  of  driving  wheel  spokes, 
connecting  rods  and  mud  rings,  the  lat- 
ter of  which  being  of  particular  interest 
owing  to  the  very  great  saving  which 
may  be  effected.  In  the  case  of  a  mud 
ring  welded  some  time  ago  for  the 
Florida  East  Coast  Railway  and  de- 
scribed in  the  December  issue  of  R.ml- 
w,\Y  AND  Locomotive  Engineering,  it 
was  found  that  the  Thermit  Process 
enabled  the  repair  to  be  made  at  less 
than  ono-fifth  of  the  cost  by  any  other 
method.  This  is  not  the  only  advan- 
tage obtained  by  using  the  process, 
however,  as  a  reinforcement  of  Thermit 
Steel  is  left  around  each  weld  which 
so  increases  the  cross-section  of  the 
piece  at  point  of  fracture  that  it  is  made 
stronger  than  ever  at  that  point  and 
less  likely  to  break  when  subjected  to 
the  same  strains  that  caused  the  first 
fracture.  A  large  number  of  interesting 
repairs  are  described  in  the  quarterly 
paper,  "Reactions,"  published  by  the 
Goldschmidt  Thermit  Co.,  90  West 
street.  New  York. 
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Locomotives  for  the  Central  Northern 
Railway    of    Argentine. 

The  American  Locomotive  Company 
have  recently  completed  twenty  Pacific 
type  and  ten  4-6-0  type  locomotives  for 
the  Central  Xorthern  Railway  of  Argen- 
tine, both  of  which  orders  were  com- 
pleted at  the  Brooks  Works  of  that  com- 
pany. The  first  mentioned  engines  will 
be  used  in  fast  passenger  service  and  are 
the  first  engine  of  this  type  built  by  this 
company  for  one  metre  or  39f^  ins.  gauge, 
and  are  the  lightest  engines  of  this  class 
of  passenger  power  ever  built  by  them. 
In  working  order  they  have  a  total  weight 
of  113,000  lbs.,  75,100  lbs.  of  which  is  on 
the  driving  wheels,  while  21,000  lbs.  is 
carried  by  the  leading  trucks  and  16,900 
lbs.  by  the  trailing  trucks. 

Although  merely  a  straight  forward  de- 
sign of  Pacific  type  engine,  there  are  sev- 
eral features  which  are  of  considerable 
interest.  One  of  the  most  striking  of 
these  in  connection  with  both  types  of 
engines  is  their  genera!  attractive  ap- 
pearance. The  engines  in  general 
follow  the  locomotive  practice  of 
this  country,  but  as  far  as  their 
appearance  is  concerned  they  resemble 
more  the  highly  finished  foreign  locomo- 
tive than  they  do  the  ordinary  engine 
seen  on  our  railroads.  This  has  been  ac- 
complished without  any  great  expense, 
and  merely  by  attention  to,  as  might  be 
said,  the  artistic  character  of  the  design. 
For  example,  the  style  of  the  boiler 
jacket  and  the  continuous  running  boards 
with  their  graceful  curves  cover  up  the 
unsightly  lines  of  the  air  drum.  The 
boiler    jacket    is    striped    with    gold    leaf 


of  the  same  color  as  the  wheels.  Running 
along  the  right-of-way  at  speed  of  40  to 
50  miles  an  hour,  the  Pacific  type  must 
make  a  very  pleasing  spectacle.  Other 
features  in  which  these  engines  follow 
European  rather  than  .American  practice 
are  copper  firebox  and  staybolts ;  and 
double  screw  reverse  gear.  The  re- 
verse gear,  however,  is  on  the  right  side 
of  the  engine  instead  of  the  left,  which 
is  in  accordance  with  the  practice  in  this 
country.  The  ten-wheel  engines  have 
brass  tubes,  while  the  Pacific  type  arc 
fitted  with  charcoal  iron  tubes. 

With  the  exception  of  the  tubes,  axles 
and  copper  water  supply  pipe,  all  of  the 
material  was  made  to  the  American  Loco- 
motive Company's  standing  material  spec- 
ifications. All  holes  in  boiler  and  firebox 
were  drilled  instead  of  punched  which  is 
the  customary  practice  in  foreign  specifi- 
cations, but  is  not  so  general  in  this 
country.  The  roof  and  sides  of  boiler 
and  the  crown  and  sides  of  the  firebox 
are  each  in  one  piece,  which  practice  is 
now  becoming  somewhat  general  in 
American  locomotive  designs,  but  is 
limited  to  some  extent  by  the  size  of  these 
sheets. 

Both  types  Iiave  a  special  form  of  front 
truck,  which  is  of  the  plate  frame  type. 
Moreover,  the  equalizer  bars  instead  of 
resting  upon  the  tops  of  the  bpxes,  as  is 
the  usual  practice,  are  suspended  from  the 
bottom  of  the  boxes,  thus  giving  an  under- 
hung system  of  spring  support.  This  ar- 
rangement was  necessary  in  order  to  pro- 
vide proper  clearance  between  the  cylin- 
ders and  the  engine  truck.  The  bottom 
inside  corner?  of  the  front   frame  rail  of 


gives  a  factor  of  adhesion  of  about  4.25 
which  is  ample,  while  at  the  same  time 
there  is  about  I  lb.  of  tractive  power  for 
every  5V2  lbs.  of  weight  of  engine.  This 
is  an  unusually  high  proportion  for  this 
class  of  engine  and  shows  that  in  the 
preparation  of  the  design,  the  purpose 
was  to  provide  a  maximum  of  power  for 
a  minimum  of  weight.  The  principal  di- 
mensions of  each  type  are  given  in  the 
following  tables. 

4-6-0  TYPE. 
Cylinder, — Diameter     15     ins.;     stroke,     22     ins.; 

tractive  power,    16,630  lbs. 
Wheel    Base — Driving,   lo   ft.  6  ins.;  total,   19   ft. 

83/2     ins.;    total,    engine    and    tender,    43    ft. 

iVi  ins. 
Weight — In     working     order,     90,000     lbs.;     on 

drivers,  70,000  lbs.;  engine  and  tender,   167,- 

300   lbs. 
Heating  Surface — Tubes,  958-7  sq.  ft.;  arch  tubes, 

100  sq.    ft.:   total,    1.058.7   sq.   ft. 
.■\xles — Driving    journals,    6J^    x    8    ins.;    engine 
truck  journals,  diameter  4  ins.;  length,  7  ins.; 

tender,    4J4    ins.;    length   8    ins. 
Boiler — Type,    Belpaire;    O.    D.    first    ring,    48^ 

ins.  working  pressure,   170  lbs.;   fuel,  coal  or 

wood. 
Firebox — Type,    narrow;    length,    88    ins.;    width, 

26  ins.;  thickness  of  crown,   V2  in.;  tube,  i-J/1 

ins. ;  sides,   K   in. ;  back,  Yi   in. ;  water  space^ 

front,  4  ins.;   sides,  3  ins.;  back,  3  ins. 
Crown    Staying — Radial. 
Tubes — Material,    brass;    number,    155;    diameter, 

2   ins.;    length,    11    ft.    wYi    ins.;    gauge,   Xo. 

13   I.  W.  G. 
Pump  9J/2  ins.  L.  H.;   i   reservoir,  6  x  96  ins. 
Engine  Truck — Swing  center  bearing. 
Exhaust  Pipe — Single. 
Grate — Style,   stationary  English  type. 
Piston — ^R<d    diameter,    2^    ins.;    piston   packing, 

C    1.    rings. 
Smokestack — Diameter,    14   ft.    Yi    in.;    top   above 

rail,    II    ft.    2j'2    ins. 
Tender   Frame — Steel   channels. 

Tank — Style,    water    bottom;    capacity,    2,650    gal- 
lons; capacity  fuel  10  metric  tons. 
\'alve — Type,    piston;    travel.    49-16    ins.;    steam 

lap    y^   in.;  extra  lap,  0. 
Setting — Line   and   line. 
Wlieels — Driving    diameter   outside   tire,    43    ins.; 

engine  truck,  diameter,  29J/2  ins.;  kind,  spoke 

center;  tender  truck,  diameter,  33  ins.;  kind, 

spoke  center. 

4-6-2  TYPE. 
Cylinder — Diameter,    17   x   26   ins. 
Track   Gauge,    39?^    ins.;    tractive    power,    20,130 

lbs.,   estimated. 


4-6  ;    FOR  CENTR.M,  NORTHERN    R.\ILW.-\Y   Ol"   .\K(.KNTIXE. 


Louis   Rapelli,   General    Manager. 


-■\merican  Ixicomotive  Company,  Builders. 


which  has  the  same  effect  as  brass  jacket 
bands  without  the  additional  expense  of 
that  feature. 

Both  types  of  engines  are  painted  an 
olive  green,  with  the  exception  of  the 
engine  and  tender  frames,  wheels,  smoke, 
stack  top,  headlight  and  front  bumper. 
All  wheel  centers  are  painted  a  Hessian 
red,  and  with  the  exception  of  the  ten- 
der wheels,  are  striped  with  gold.  The 
engine  front  bumper  and  the  smokestack 
top  are  a  vermillion  and  the  headlight  is 


the  ten-wheel  engines  are  beveled  off  for 
the  same  reason. 

The  ten-wheel  engines  will  be  used  for 
freight  service.  They  have  a  total 
weight  in  working  order  of  90,000  lbs., 
70,000  lbs.  of  which  is  carried  on  the  driv- 
ing wheels  and  the  remainder  on  the 
truck.  They  are  equipped  with  cylinders 
15  in.  in  diameter  by  22  in.  in  stroke, 
which,  with  driving  wheels  43  in.  in  diam- 
eter and  working  pressure  of  170  lbs., 
gives  a  tractive  power  of  16,630  lbs.    This 


Wheel   Base — Driving,  9   ft.   6  ins. ;   total.   25    ft. 

10  ins.;   total,  engine  tender,   50  ft.    Y2   »"• 
Weight — In     working    order.     113,000     lbs.;     on 

drivers,      75,100     lbs.;    engine    and    tender, 

20^,700  lbs. 
Heat  Surface — Tubes,    1,685  sq.    ft.;   fire  box.  90 

sq.    ft.;   total,    1,775   sq.    ft. 
Grate  area,   24.5   sq.   ft. 
Axles — Driving    journals,    main,    lYt    x    8    ins.; 

others    7x8    ins.;    engine    truck    journals, 

diameter,  4*^  x  7  ins.;  trailing,  5!^  x  8  ins.; 

tender,  5x0  ins. 
Boiler — Type,    Belpaire   straight  top;   O.   D.   first 

ring,    5644    ins.;    working  pressure,    170   lbs.; 

fuel,    bituminous    coal. 
Firebox — Type,    wide;     length,    (i(}'^A   ins.;  width, 

53 14  ins.;  thickness  of  crown,  ^,  in.;  tube  J4 

in.;  sides,   yi   in.;  back,  J^  in.;   water  space, 

front,  4  ins. :   sides,   3  ins. ;  back,   3  ins. 
Crown    Staying — Radial. 
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Tubes — Material,     charcoal     iron;     number.     206; 

diameter,    2    ins.;     length     15     ft.    8>4     ins.; 

gauge.  No.   12  I.  W.  G. 
Pump,   I   ft.  g^  ins.  L.  H.;  reservoir,  1*16  x  108 

ins. 
Engine  Truck — Swing  center  bearing. 
Trailing   Truck — Lateral   motion. 
Exhaust   Pipe — Single. 
Grate — Style,   stationary   English  type. 
Pist^in — Rod    diameter,    2j^    in. ;    piston    packing, 

C.    Ir.   rings. 
Smoke  Stack — Diameter,    15   ins.;   top  above   rail, 

II    ft.    10   ins. 
Tender  Frame — Steel  channel. 
Tank — Style,     Water    botton     U-shape;    capacity. 

4,000   gallons:    capacity   fuel,    10   metric  tons. 


appear  to  be  a  good  color.  It  has  a 
distinctness  of  hue  that  is  no  doubt  very 
valuable.  At  the  same  time,  it  cannot  be 
denied  that  it  labors  under  a  very  serious 
disadvantage.  A  red  light  is  ordinarily  a 
dim  light,  as  compared  vifith  the  intensity 
of  the  flame  generating  it.  In  order  to 
make  this  clear,  attention  is  called  to  the 
fact  that  the  light  which  proceeds  from 
the    flame    is    composed    in    reality    of    a 


some  future  experiments.  In  the  mean- 
time, however,  it  is  not  to  be  denied  that 
red  is  probably  an  exceedingly  weak  light 
imder  all  conditions  as  compared  with  the 
intensity  of  the  white  light  back  of  the 
glass.  The  matter  seems  to  vary  for  dif- 
ferent persons.  He  mentions  the  case  of  a 
man  capable  of  passing  the  regulation 
color  examination  who  was  unable  to  de- 
tect the  red'  light  until  the  intensity  was 
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Louis  Rapelli,   General   Manager. 


R.\IL\V.-\V    OF    .-ARGENTINE. 

.American    Locomotive    Company,    Builders. 


Valves — Type,  piston;  travel,  i'A  i"s. ;  steam  lap. 
I   in. ;   extra  lap,    J^    in. 

Setting — Line  and  line. 

Wheels — Driving  diameter,  outside  tire,  ';4  ins. ; 
driving  material,  main,  Siemens  Martin  steel; 
engine  truck,  diameter,  29','2  ins.;  kmd, 
spoke  center;  trailing  truck,  diameter,  36 
ins.;  tender  truck,  diameter,  3^  ins.;  kind, 
spoke  center. 

Signal   Lights. 

By  J.  F.  Springer. 
There  is  probably  no  subject  which  de- 
serves greater  attention  from  those  re- 
sponsible for  railway  management  than 
that  which  relates  to  signalling.  The 
principal  thing  which  makes  this  true  is 
the  fact  that  upon  the  correct  setting  and 
correct  interpretation  of  signals  depend 
the  lives  and  safety  of  passengers  and  em- 
ployees. If  a  certain  headway  is  neces- 
sary under  certain  given  conditions,  then 
that  headway  may  be  reduced  when  the 
conditions  guarantee  an  increase  in  the 
certainty  with  which  orders  may  reach 
to  the  engineer.  These  things  are  true 
at  all  times,  but  especially  so  at  night. 
The  present  article  deals  with  the  rela- 
tion of  the  engineer  to  the  signal  colors 
now  in  general  use  for  signal  lights  at 
night. 

First,  let  us  consider  the  colors  them- 
selves. The  subject  has  received  con- 
siderable attention  from  Prof.  George  M. 
Stratton,  of  Johns  Hopkins  University, 
Baltimore,  who  is  an  expert  in  the 
p.<;ychology  of  vision.  Red  is  the  color 
of  danger,  and  when  displayed  should  be 
capable  of  arresting  the  instant  attention 
of  the  engineer.  This  employee's  duties 
are  so  many  and  demand  such  alertness 
and  such  quickness  and  soundness  of 
judgment  that  a  signal  light  warning  of 
danger  should  not  present  a  problem  to 
be  worked.    For  some  reasons  red  would 


number  of  colors.  In  producing  the  red 
sigTial  light  the  usual  method  is  to  place 
a  red  glass  in  front  of  a  flame  made  from 
oil  or  by  other  means.  This  red  glass 
stops  all  the  other  colors  and  permits  red 
alone  to  pass.  Such  a  method  cannot,, of 
course,  do  otherwise  than  weaken  greatly 
the  amount  of  light  that  reaches  the  en- 
gineer's eye.  All  the  light  stopped,  or 
strained  out,  is  rendered  useless.  Only 
the  red  rays  which  the  "strainer"  allows 
to  pass  are  serviceable. 
■  It  appears  that  about  four-fifths  of  the 
light  is  thus  destroyed,  leaving  one-fifth 
for  actual  service.  But  Prof.  Stratton 
has  found  reason  to  question  whether 
even  this  much  is  really  available.  He 
finds  that  if  a  white  light  be  reduced  to 
the  point  where  it  is  just  visible  and  then 
strained  by  a  red  glass,  no  light  at  all 
will  be  visible.  This  is  as  we  should  ex- 
pect. But  then  he  tells  us  that  he  has 
never  been  able  to  get  visibility  for  the 
red  with  less  than  an  increase  of  eighteen 
times  in  the  laboratory. 

Experimenting  outside  over  a  stretch 
of  4,000  ft.  and  under  conditions  by  which 
the  red  was  favored  relatively  by  smoke, 
he  has  never  been  able  to  get  visibility 
short  of  an  increase  of  fourteen  times. 
These,  he  states,  to  be  the  best  results. 
On  the  average  the  light  has  to  be  in- 
creased about  thirty  times  to  bring  out 
the  red.  This  is  not  a  question  of  color- 
blindness, but  of  the  relative  value  of  red 
and  white  lights  for  normal  persons. 
Whether  this  same  average  of  relative 
value  would  be  increased  <ir  decreased 
for  stronger  lights,  we  are  not  told.  This 
is  apparently  an  important  condition 
which   it   would   seem   should  be  tried   in 


made  seventy  times  that  required  for  the 
white. 

The  ordinary  white  light  and  for  safety 
signals  is  bright  and  consequently  effec- 
tive from  the  point  of  view  of  intensity, 
but  it  meets  with  objection  for  another 
reason.  That  is,  it  is  the  same  light  as 
that  used  by  the  public  generally.  Con- 
sequently, when  a  white  safety  signal  is 
really  out  and  the  engineer  should  be  on 
ihe  alert  because  of  its  absence,  he  is 
liable  to  think  he  sees  it  and  has  a  safe 
track  because  of  an  ordinary  house-light 
burning  in  a  dwelling  nearby  or  in  line 
with  the  usual  Location  of  the  safet>' 
light.  Prof.  Stratton  cites  the  case  of  the 
wreck  at  Whittenton  Junction,  Mass., 
several  years  ago.  Here  the  engineer 
thought  he  saw  the  safety  light,  only  to 
find  upon  collision  with  another  train  that 
something  was  indeed  wrong.  The  lan- 
tern depending  from  a  street-crossing 
gate  had  been  mistaken  for  the  safety 
light.  Another  instance  occurred  in  the 
South.  A  light  in  a  bay-window  was  in 
line  with  the  railway  safety  light.  This 
house  light  the  engineer  mistook  for  his 
safety  signal  when  one  night  the  latter 
was  in  reality  out.  This  mistake  entailed 
a  serious  accident. 

As  was  stated  before,  smoke  favors 
red.  Indeed,  it  has  the  effect  of  giving 
a  reddish  cast  to  white  lights.  This 
would  hardly  be  considered  dangerous  as 
it  would  merely  lead  to  over-caution.  Un- 
less, indeed,  we  take  into  account  the 
psychologic  tendency  of  rendering  a  man 
careless  who  has  been  often  made  alert  to 
no  purpose  by  safety  lights  showing  red- 
dish. But  smoke  has  a  very  serious  ef- 
fect upon  green  lights,  tending  to  render 
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them  pale  and  ineffectual.  They  are  then 
liable  to  be  mistaken  for  white  safety 
lights,  and  so  lead  to  trouble. 

Now,  if  the  ditficulties  arising  from  the 
lights  themselves  are  so  great,  it  becomes 
a  question  of  very  great  importance  that 
the  eye  to  which  they  are  presented  shall 
be  fully  competent  for  its  duty.  But 
what  is  that  duty?  Is  it  simply  to  be 
able  to  tell  green  from  red  and  yellow, 
and  so  on?  By  no  manner  of  means.  The 
engineer  is  oftentimes  called  upon  to  dis- 
cern correctly  a  light  and  do  it  with 
quickness  and  certainty.  This  must  be 
accomplished  in  addition  to  the  perform- 
ance of  a  great  multitude  of  other  duties. 
In  the  engine-cab  he  has  something  more 
tc.  do  than  merely  assort  skeins  of 
worsted  and  the  like.  His  attention  is 
taken  up  with  many  things.  It  is  requisite 
therefore  that  the  appeal  of  the  signal  be 
emphatic.  But  then,  the  light  itself  may 
be  burning  dimly  or  the  glass  may  be 
covered  with  the  effects  of  smoke.  Or,  the 
atmosphere  itself  may  be  full  of  mist  or 
rain  or  snow  or  smoke.  Instead  of  a 
bright  red  light  there  may  be  dimly 
burning  flame  losing  the  bulk  of  its  rays 
at  the  smoky,  red  strainer,  and  compelled 
to  send  the  feeble  remaining  rays  through 
a  cloud  of  smoke  and  haze.  If  these 
reach  an  engineer  who  is  with  difficulty 
able  to  pick  out  the  colors  when  in  a 
comfortable  room  with  the  examiner,  and 
having  all  the  time  he  requires,  can  we 
expect  that  he  will  be  put  sharply  on  the 
alert  for  danger? 

How  about  the  man  who  cannot  be  de- 
scribed as  color-blind  and  who  is  yet  to 
be  considered  normal?  He  is  technically 
known  as  the  "abnormal."  He  can  dis- 
tinguish the  colors,  if  the  conditions  are 
good.  But  if  the  conditions  are  unfavor- 
able he  is  very  liable  to  fall  into  error. 
Such  men  are  usually  able  to  discern  cor- 
rectly the  three  colors,  red,  green  and 
white,  when  the  light  is  fairly  strong  and 
some  little  time  is  given,  provided  the 
colors  are  shown  separately.  When  com- 
binations of  colors  and  also  combinations 
of  brightness  are  presented  to  them,  they 
are  apt  to  become  confused  or  irresolute. 

This  subject  of  the  unreliaoility  of  the 
so-called  "abnormal"  man  has  received 
the  expert  attention  of  one  of  the  most 
prominent  of  the  psychologists  of  Ger- 
many. Prof.  W.  A.  Nagel  is  the  editor 
of  Zeitschrift  fiir  Sinnesphysiologie  and 
is  himself  color-blind,  being  a  green 
dichromat.  But  his  experiments,  not 
upon  the  color-blind,  but  upon  the  color- 
weak,  the  "abnormal,"  are  of  importance 
as  helping  to  elucidate  an  obscure  sub- 
ject. Prof.  Nagel  seeks  to  imitate  very 
closely,  conditions  as  they  are  realized  in 
actual  service,  although  his  experiments 
are  laboratory  ones.  Thus  the  varying 
distances  of  a  signal  light  he  imitates 
by  passing  the  light  through  holes  of 
varying  sizes.  In  fact,  he  uses  six  dif- 
ferent  sizes   of   field   varying  from  about 


1/25  in.  in  diameter  to  about  J4  '"■  To 
vary  the  intensities,  he  uses  ground  glass, 
mserting  one  or  two  pieces,  then  securing 
ill  all  three  variations  of  intensity.  Com- 
bined with  the  six  variations  for  distance, 
he  is  thus  able  to  produce  for  each  color 
iS  combinations  of  intensity  and  distance. 
The  colors  are  obtained  by  standard  rail- 
way glass. 

The  table  which  is  subjoined  represents 
three  experiments  upon  three  different 
subjects,  none  color-blind,  but  all  "ab- 
normal." The  letters  used  indicate  the 
colors,  the  numerals  after  the  letters,  the 
size  of  field  (representing  six  varying 
distances).  The  mark  (')  and  (")  are  to 
be  understood  as  indicating  degrees  of 
dimness,  secured  by  inserting  one  and  two 
pieces  of  ground  glass. 

It  will  be  observed  that  mistakes  were 
made.  Thus  in  experiment  No.  12,  a  dim 
and  "distant"  red  (r2")  is  actually  called 
green  after  the  subject  apparently  began 
by  calling  it  correctly,  but  subsequently 
changed  his  mind.  The  same  person  calls 
a  "nearby,"  but  dimr  white  (w6")  a 
green.  In  the  other  experiments  errors 
are  also  made  of  a  similar  character. 
These  are  for  lights  shown  separately. 
Upon  considering  the  displays  of  three 
lights  at  a  time,  there  are  numerous  mis- 
takes to  be  found.  This  is  the  point 
where  the  "abnormal"  is  very  weak,  that 
i~,  where  differently  colored  lights  are 
simultaneously  shown. 


adopt  a  suggestion  of  Prof.  Stratton.  He 
thinks  that  there  should  be  movement  of 
the  signal,  as  motion  is  something  to 
which  we  are  all  very  alert  Or,  to  have 
a  luminous  signal  whose  form  would  con- 
vey its  message,  as  for  instance,  a  hori- 
zontal, a  slant  and  a  vertical  line  of  light 
This  lines  would  of  course  have  to  be 
brilliantly  illuminated. 

Perhaps  the  best  method  would  be 
automatic  devices  operating  in  case  of 
danger  to  bring  the  train  to  a  standstill 
independently  of  the  engineer.  Such  a 
device  is  used  in  the  Hudson  tunnel  and 
in  the  New  York  subway  and  on  the 
Boston  elevated.  A  device  which  would 
make  it  impossible  for  the  railway  train 
to  proceed  in  the  face  of  danger  is  the 
ideal  danger  signal. 


An  interesting  circular  has  been  got  out 
on  the  subject  of  sight  feed  oil  pumps,  by 
the  Sight  Feed  Oil  Pump  Company  of 
Milwaukee,  Wis.,  and  they  show  the  ap- 
pearance and  mechanism  of  the  Richard- 
son automatic  pump,  model  M.  in  this  cir- 
cular. The  beauty  of  the  pump  sight  feed 
is  that  if  one  bearing  requires  more  oil 
than  another  it  can  get  it  and  the  man  in 
charge  can  see  how  much  it  gets  compared 
with  the  others.  In  this  connection  they 
say :  "A  Richardson  pump  contains  a  com- 
bination of  simple  and  efficient  pumping 
units,  each  one  actuated  by  a  common 
gear,  each  one  pumping  just  the  quantity 


Experiments  Upon  Three  "Abnormals"  or  Color-Weak   Persons. 


Experiment   12 

Experiment  15 

Experiment    14 

Subject:    K. 

Subject:    S. 
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What  the  table  does  not  show  very- 
well,  and  what  Prof.  Nagel  emphasizes 
is  the  vacillation  of  the  "abnormal."  Thus 
where  the  table  may  indicate  the  correct 
reply,  observation  of  the  subject  fre- 
quently showed  that  he  was  very  hesitant. 

The  exact  apertures  were  i,  2,  3,  4,  5 
and  6  millimeters.  The  niimerals  in  the 
table  are  these  numbers.  This  aspect  of 
the  question  of  signalling  is  full  of  diffi- 
culty. Perhaps  the  ideal  thing  to  do 
would   be   to   abolish   colored   lights   and 


for  which  that  feed  may  be  set  to  that 
particular  part  of  the  engine  to  which  it 
may  be  piped,  independently  of  pressures 
or  temperatures  at  these  points."  The  cir- 
cular or  small  catalogue,  if  you  wish  to 
call  it  so,  gives  concise  information,  sizes 
and  prices.  If  you  are  interested  write  to 
the  company  for  a  copy. 


A  grateful  correspondent  writes :  "I 
have  not  enjoyed  the  benefit  of  an  en- 
gineering  education,   and   although   I    am 
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considered  a  good  fireman,  1  never  could 
understand  how  the  steam  got  in  and  out 
o'.  the  cylinders.  When  I  received  what 
you  call  chart  No.  10  with  my  J:inuary 
number  of  R.mlway  aku  Locomotivk  En- 
gineering, I  proceeded  to  study  it,  and 
now  the  puzzle  of  steam  admission  and 
release  has  been  made  clear.  It  is  no 
longer  a  puzzle.  I  consider  the  informa- 
tion gained  is  worth  much  more  than  t'.ie 
price  of  the  paper  for  five  years." 


Semi-Plug   Valves. 

The  name  semi-plug  valve  has  more  or 
less  puzzled  some  of  our  readers,  and  the 
description  which  follows  explains  why 
the  makers  use  this  name  as  well  as  the 
general  characteristics  and  operation  of 
this  fcjrm  of  piston  valve.  One  of  the 
t\pes   of    locomotive    valves   made    by    llie 


SF.Ml-l'l.fC,    PISTON. 

American  P^alance  Valve  Company,  of 
Jersey  Shore,  Pa.,  is  called  semi-plug,  be- 
cause, while  it  is  without  steam,  it  is  a 
snap-ring  valve,  that  is,  the  packing  rings 
are  expansible  and  fit  themselves  to  the 
valve  chamber,  but  when  the  throttle  is 
opened  the  steam  admitted  to  the  chest  is 
allowed  to  enter  the  space  below  the  rings, 
and  the  action  of  this  pressure  is  to  lock 
the  snap  rings  at  a  fixed  diameter,  mak- 
ing practically  a  plug  of  it  during  the 
time  the  pressure  is  on.  In  order  to  se- 
cure proper  service,  it  is  necessary  to 
maintain  the  cages  true  so  as  to  have 
steam-tight  valves. 

In  addition  to  this  it  is  necessary  to 
prevent  lateral  wear.  In  order  to  accom- 
plish these  results  the  company  have  de- 
signed the  semi-plug  piston  valve  on  the 
principle  of  leverage  by  wedges,  the  pres- 
sure acting  upon  the  wedges.  In  the 
valve  the  wedges  lake  the  form  of  cones, 
or  circular  wedges. 

The  outside  walls  of  the  snap  rings,  i,  i, 
are  straight,  and  fit  against  the  straight 
wall  of  the  follower  and  spool.  The  in- 
ner walls  of  these  snap  rings  are  beveled, 
forming  a  cone.  Next  to  the  snap  rings 
are  wall  rings,  2.  2.  the  sides  of  which 
are  beveled  to  fit  the  cones  of  the  snap 
rings.  These  are  called  wall  rings,  be- 
cause they  form  the  inner  walls  for  the 
snap  rings.  These  wall  rings  are  uncut. 
non-expansible,  steel  rings.  Between 
these  wall  rings,  in  the  center,  is  placed 
a  double-coned  expansible  ring,  called  a 
wedge  ring,  4,  and  which,  wi'.li  the  wide 


ring,  3,  interlocked  into  each  snap  ring 
forms  the  complete  packing.  The  wide 
ring,  3,  has  two  functions :  it  carries  the 
snap  rings  across  ports  while  drifting,  and 
it  keeps  the  snap  rings  parallel  with  each 
other. 

When  we  examine  the  operation  of  the 
semi-plug  valve  we  find  wedge  ring,  4, 
is  put  in  under  tension;  its  tendency 
therefore,  is  to  crowd  the  two  solid  wall 
rings  laterally  against  the  cone  sides  of 
the  snap  rings,  i,  I.  This  prevents  lateral 
wear  of  all  rings.  The  degree  of  angle 
on  the  cones  is  much  greater  on  the  dou- 
ble-tapered wedge  ring  than  on  the  snap 
rings.  These  angles  are  so  calculated 
that,  while  the  pressure  is  underneath 
all  the  rings,  the  leverage  of  the  double- 
tapered  wedge  ring,  crowding  the  solid 
\\all  rings  against  the  cones  of  the  snap 
rings,  is  just  sufficient  to  prevent  the 
snap  rings  from  further  expansion,  but 
not  sufficient  to  reduce  the  snap  rings  in 
diameter.  The  frictional  contact  of  the 
snap  rings  against  the  valve  chamber  de- 
pends entirely  upon  'these  angles,  and  it 
c::n.  therefore,  be  regulated  to  any  de- 
sired degree. 

When  steam  is  admitted  to  the  steam 
rliest,  it  passes  through  the  small  holes 
around  the  spool  and  finds  an  outlet,  first 
ruder  the  first  snap  ring,  and,  second, 
under  the  central  wedge  ring.  There  are 
from  14  to  18  holes  in  the  end  of  a  valve. 
The  pressure  of  the  steam  passing  thrcugji 
these  holes  on  the  first  snap  ring  insures 
its  fitting  the  valve  chamber,  and  the  ac- 
tion against  the  wedge  ring  is  to  place  it 
in  position  for  the  pressure  to  lock  up 
tl'.e  rings. 

The  packing  consists  of  the  combina- 
tion of  rings,  which  are  free  to  mcve 
up  and  down  on  the  spool,  so  that  the 
rings  may  fit  the  cage  perfectly  correct, 
regardless  of  any  variation  in  the  position 
of  the  spool.  .\s  it  is  injurious  to  the 
valve  cage  to  allow  the  spool  to  ride  on  it. 
the  spool  is  carried  on  the  valve  rod. 
This  may  be  accomplished  in  any  desired 
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way,   but    is   the   one   essential    feature    in 
using  this   valve. 

The  locking  effect  of  the  double-tapered 
wedge  ring,  4.  when  it  is  expanded  by 
pressure  underneath,  thus  crowding  the 
two  solid  wall  rings,  2,  2,  laterally  and 
holds  them,  as  it  were,  with  a  prede- 
termined force  against  the  cone  sides  of 
the  snap  rings,  i.  i.  It  will  be  understood 
that  by  putting  sharper  ccnes  on  the  sides 
of  the  snap  rings  and  making  the  solid 
wall  rings  to  correspond,  the  force  of  the 


Increased  lubricating  efficiency — 
that's  what  we  want  you  to  stop  a 
moment  to  consider.  And  it's  a 
mighty  vital  thing  this  problem  of 
lubrication.  Just  how  vital  you  rea- 
lize when  you  remember  that  an  en- 
gine couldn't  run  without  it.    Now 
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double-tapered  wedge  ring,  crowding  the 
wall  rings  laterally  on  a  sharper  cone, 
would  decrease  the  diameter  of  the  snap 
ring,  regardless  of  the  pressure  beneath 
ii,  under  which  conditions  the  leverage 
would  be  too  great  and  would  permit  a 
blow  over  the  outside  of  the  snap  ring. 
On  the  other  hand,  if  the  angle  on  the 
snap  ring  was  lessened  and  the  cone  made 
llatter,  with  wall  rings  to  correspond, 
then  the  wedging  action  of  the  central 
wedge  ring  would  not  be  sufficient  to 
hold  the  snap  rings  from  expanding  by 
the  pressure  underneath  them,  and  this 
would  result  in  excess  friction  against  the 
valve  chamber,  caused  by  inefficient  lever- 
age to  lock  the  rings.  The  same  eflfect 
can  be  produced  by  changing  the  degree 
of  angle  on  the  double-tapered  wedge 
ring. 

It  will  be  seen  that  at  whatever  diame- 
ter of  the  cage  the  snap  ring  is  locked  up, 
in  that  diameter  it  will  remain,  unless  it 
is  locked  up  in  the  large  part  of  a  worn 
cage,  and  the  movement  of  the  valve 
would  force  it  down  into  the  smaller  part 
of  the  cage,  under  which  conditions  the 
snap  ring  would  be  forced  down  to  the 
diameter  of  the  cage  at  the  smallest  part. 
The  snap  ring  would  then  reinain  equal 
to  the  smallest  diameter  of  the  cage,  and 
when  the  valve  traveled  back  to  the 
large  part  of  the  cage,  there  would  be  a 
blow  over  the  outside  diameter  of  the 
snap  ring.  This  valve  is  intended  not  to 
wear  a  cage  out  of  true,  and  it  is  iinpor- 
tant  that  the  valve  be  put  into  a  true  cage 
in  the  first  place. 

The  valves  are  made  for  inside  or  out- 
side admission,  and  have  been  made  for 
both,  that  is,  reversible.  The  rings  of  this 
valve  are  all  machined  in  their  working 
diameters.  The  packing  rings  are  proper- 
ly lapped  with  a  solid  steel  joint-plate,  the 
side  of  which  is  beveled,  bringing  it  to  a 
sharpe  edge  at  the  periphery  of  the  ring, 
thereby  avoiding  any  notches  in  the 
steam  or  in  the  exhaust  lines  of  the  valve. 


himself    spaciously    in   the   corner   of   the 
empty  carriage,  and  lit  a  cigar. 

"Ah,"  he  murmured,  "it's  a  grand  thing 
for  me  that  I  was  born  clever !  I  wish 
that  they'd  hurry  up  and  start !" 

Presently  the  station  master  put  his 
head  in  the  window  and  said : 

"I  s'pose  you're  the  smart  young  feller 
what  told  the  people  this  here  carriage 
\vere    not    going?" 

"Yes,"  said  the  clever  one.  And  he 
smiled   a   dazzling,   seven-carat   smile. 

"Well,"  said  the  station  master,  who 
was  somewhat  of  a  smiler  himself,  "she 
ain't.  The  porter  heard  you  telling  them 
people,  and  he  cut  her  off.  He  thought 
you  was  a  director  of  the  road." — Sunday 
Sclwol  Messenger. 


Awfully  Clever. 

The  clever  young  man  was  wandering 
up  and  down  the  platform  of  the  railway 
station,  intent  upon  finding  an  empty  car- 
riage in  the  express  which  was  almost 
due  to  start.  But,  alas,  his  search  was  in 
vain.  Still,  it  is  difficult  to  disappoint  a 
clever  young  man  when  he  is  intent  upon 
getting  something.  An  idea  occurred  to 
him,  and,  assuming  an  official  air,  he 
stalked  up  to  the  last  carriage,  and  cried 
in  a  stentorian  voice : 

".'Ml  change  here !  This  carriage  isn't 
going !" 

There  were  exclamations  low  but  deep 
from  the  occupants  of  the  crowded  com- 
partment ;  but  nevertheless  they  scurried 
out  of  the  carriage,  and  packed  them- 
selves away  in  other  parts  of  the  train. 

The  smile  on  the  face  of  the  young 
man  was  childlike  and  bland  as  he  settled 


Bulletin  No.  26,  High  Steam-Pressures 
in    Locomotive     Service,    has    just    been 
issued  by  the  University  of   Illinois   En- 
gineering  Experiment    Station.      It   is   an 
abstract  of  a   report  upon   the  same  sub- 
ject   which    was    published    last    year    by 
the   Carnegie   Institution   of   Washington, 
D.   C.     It  summarizes  the  resuUs  of  one 
hundred    locomotive    tests    conducted    by 
Dr.  W.  F.  M.  Goss  under  the  patronage 
of   the   Carnegie   Institution   in   co-opera- 
tion with  the  authorities  of  Purdue  Uni- 
versity.    The  tests   were   run  in  six  dif- 
ferent series,  the  hoiler  pressures  for  the 
several    series    varying    from    120   to    240 
lbs.    The  results  presented  include  concise 
statements      concerning      the      effect      of 
changes    in    boiler    pressure    upon    power 
capacity   and   upon  steam   and   coal    con- 
sumption per  unit  power  developed.     The 
general  question  as  to  whether  it  is  better 
to    increase    the   weight   of  a   toiler   thus 
making  it   stronger  so  that  it  may  carry 
heavier  pressure,  or  making  it  bigger  so 
that  it  may  have  more  heating  surface  is 
dealt  with,  and  the  conclusion  drawn  from 
this  discussion,  based  upon  data  presented, 
is  to  the  effect  that  single  expansion  loco- 
motives using  saturated  steam  are   most 
efficient    when    operated    under    a    boiler 
pressure  of   180  lbs.     When  this  limit  of 
I.ressure    has    been    reached,    any    further 
increase    in    weight    which    may    be    pos- 
sible, should  be  directed  toward  securing 
mcreased     boiler     capacity     rather     than 
higher   boiler   pressures.     Copies   of   this 
bulletin  may  be  obtained  gratis  upon  ap- 
plication to  the  Director,  Engineering  Ex- 
periment  Station,   Urbana,    Illinois. 


There  have  been  hundreds  of  books 
published  treating  of  link  motion  in  the 
effort  to  make  a  puzzling  subject  clear, 
but  most  of  them  are  about  as  transparent 
as  a  mud  puddle.  An  eminent  exception 
to  this  is  the  Locomotive  Link  Motion, 
by  F.  .\.  Halsej'.  This  book,  which  is 
finely  illustrated,  gives  in  plain  language 
particulars  about  link  motion  that  enables 
a  student  to  grasp  the  subject  so  thorough- 
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ly  that  he  can  design  the  valve  motion 
for  any  form  of  steam  engine.  Yet  this 
treasure  of  information  costs  only  one 
dollar. 


Standing  Alone  and  Quite  Happy. 

There  have  been  various  rumors  afloat 
concerning  the  combination  or  consolida- 
tion of  some  of  the  car  lighting  and  axle 
light  companies.  Whether  or  not  such 
a  combination  has  been  effected,  we  are 
not  prepared  to  state,  but  wt  are  author- 
ized by  the  Qjnsolidated  Railway  Light- 
ing and  Equipment  Company  of  New 
York  to  say  that  they  are  standing 
alone  as  in  the  past  and  are  in  no  way 
affected  by  wrhatever  combinations  may 
be  brought  about  among  the  others.  The 
Consolidated  Railway  Lighting  and 
Equipment  Company  have  been  doing  a 
good  business  and  the  officers  of  the 
Consolidated  look  forward  to  a  still  more 
prosperous  year  to  come,  but  in  any  case 
they  intend  to  go  it  alone. 


Thor  Pneumatic  Hammers. 

The  Independent  Pneumatic  Tool  Co. 
with  offices  in  New  York,  Chicago,  Pitts- 
burgh and  San  Francisco,  report  that  they 
have  received  an  unusually  large  number 
of  orders  for  their  Thor  pneumatic  ham- 
mers from  railroads  and  boiler  shops  since 
the  first  of  the  year.  The  most  apparent 
characteristic  of  the  Thor  pneumatic  long 
stroke  riveting  hammer  is  its  one-piece 
construction.  Handle,  barrel  and  valve 
chamber  are  all  embodied  in  one  solid 
piece  of  steel.  The  main  object  of  this  is 
simplicity  in  construction  and  an  absolute 
certainty  that  no  part  will  work  loose  dur- 
ing operation.  The  further  marked  de- 
partures in  this  hammer  are  the  placing  of 
the  valve  on  one  side  of  the  barrel,  allow- 
ing piston  to  overlap  the  valve  in  its  up- 
ward stroke. 

Another  important  feature  is  the  auxil- 
iary valve.  This  entirely  overcomes  the 
shock  generally  caused  by  the  too  sudden 
reversing  of  the  piston  at  the  end  of  the 
return  stroke.  In  this  case  the  piston  on 
its  return  opens  the  small  auxiliary  valve 
by  cushion.  The  piston  is  thus  first  re- 
tarded by  cushion,  secondly,  started  on  its 
downward  stroke  for  a  short  distance  by  a 
comparatively  small  amount  of  air  from 
the  auxiliary  valve,  later  it  passes  the  main 
inlet  from  the  valve  proper,  and  thus 
obtains  the  highest  possible  speed  in  its 
downward   stroke. 

Another  feature  is  the  inside  safety 
trigger.  When  not  in  use  this  trigger  will 
fall  away  from  handle  by  its  own  weight. 
When  the  hammer  is  picked  up,  tlic  work- 
man having  his  fingers  between  the  ham- 
mer handle  and  the  trigger,  the  hammer 
cannot  be  discharged  while  carrying  or 
while  waiting  for  a  rivet.  As  the  trigger 
is  short  it  is  not  necessary  to  release  the 
entire  grip  of  the  handle  when  again  get- 
ting in  position  to  operate  hammer.     It  is 


obvious  that  in  leaving  the  trigger  on  the 
inside  of  the  handle  it  is  practically  im- 
possible to  start  hammer  accidentally  when 
it  is  laid  away  or  accidentally  dropped;  be- 
cause the  trigger  is  entirely  protected  by 
the  handle  and  the  hammer  itself.  An- 
other point  is  that  the  outside  of  the 
handle  is  perfectly  smooth.  The  work- 
man has,  therefore,  a  large  area  of  smooth 
surface  on  which  to  exert  a  pressure  on 
the  handle  in  riveting. 

The  Thor  chipping,  calking  and  beading 
hammers  consist  in  the  main  of  a  barrel, 
valve  block  and  handle,  the  barrel  being 
screwed  into  the  handle  and  clamping  the 
valve  block  between  the  two.  A  special 
style  of  milled  thread  is  used  in  this  case 
which  together  with  the  locking  device 
employed,  holds  the  barrel  securely.  This 
hammer  has  two  valves  placed  in  align- 
ment in  a  block  transversely  to  the  piston. 
Being  two  in  number  they  work  practically 
simultaneously  and  can  be  of  small  area 
and  very  light.  This  arrangement  elim- 
inates vibration  from  the  valve.  Both 
valves  open  and  give  a  practically  unob- 
structed central  inlet  for  the  downward 
stroke.  One  valve  takes  care  of  the  ex- 
haust  of   the   downward   stroke   and   the 
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Other  the  exhaust  of  the  return  stroke. 
The  valves  have  constant  live  air  on  their 
inner  and  smaller  area  and  when  released 
the  live  air  is  very  close  to  the  barrel.  The 
outer  and  larger  area  of  these  valves  dif- 
fers in  diameter,  therefore  one  will  re- 
lease a  trifle  ahead  of  the  other,  which 
gives  the  plunger  a  slight  impulse  at  first 
on  its  return  stroke,  which  is  immediately 
followed  by  the  other  valve  opening  full 
and  giving  an  increasing  velocity  and 
volume  of  air  for  the  power  stroke. 

In  addition  to  the  pneumatic  hammers, 
the  Independent  Pneumatic  Tool  Co. 
manufacture  a  complete  line  of  piston  air 
drills,  reaming,  tapping,  flue  rolling,  wood 
boring  and  grinding  machines.  They  state 
that  they  will  send  any  of  their  pneumatic 
tools  on  30  days'  trial  at  their  expense. 


For  the  past  five  months  the  daily 
output  of  the  tie  treating  plant  of  the 
Mexican  Central  at  Aguascalientes  has 
been  about  3,500  ties.  The  treatment 
consists  in  using  Ebano  oil.  With  one 
exception  in  the  United  States,  the 
Aguascalientes  plants  is  the  first  in  the 
history  of  railway  operation  to  make  a 
success  of  the  oil  process.  It  is  too 
soon  to  judge  of  the  effect  of  the  oil,  but 
it  is  expected  to  prolong  the  life  of  ca 
tie   from  8   to   12  years.     The   ties   are 
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Air  Brake  Catechism 

By  Robert  H.  Blackall.  A  complete 
treatise  on  the  Westinghouse  Air  Brake,  In- 
cluding the  No.  5  and  No.  6  ET  LOCOMO- 
TIVE BRAKE  EGUIPMENT;  the  K  (Quick- 
Service)  Triple  Valve  for  Freight  Service; 
and  the  Cross-CompouDd  Pump.  The  opera- 
tion of  all  parts  of  the  apparatus  1b  ex- 
plained In  detail,  and  a  practical  way  of 
finding  their  peculiarities  and  defects,  with 
a  proper  remedy,  Is  given.  It  contains  over 
2,000  examination  questions  with  their  an- 
swera.      Price  $2.00. 

Locomotive  Breakdowns 

By  Fowler-Wood.  Just  issued,  pocket  book 
form.  Tells  how  and  what  to  do  fn  case  of 
an    accident   or   breakdown   on   the  road. 

Among  the  contents  are  chapters  on  De- 
fective Valves,  Accidents  to  the  Valve  Mo- 
tion, Cylinders,  Steam  Chests,  Cylinders  and 
Pistons,  Guides,  Crossheads  and  Rods.  Run- 
ning Gears,  Truck  and  Frame  Accidents, 
Boiler  Troubles.  Defective  Throttles  and 
Steam  Connections.  Defective  Draft  Appli- 
ances, Pump  and  Injector  Troubles,  Acci- 
dents to  Cab  Fixtures.  Tender  Accldenta, 
Miscellaneous  Accidents,  Compound  Locomo- 
tive Accidents.  Tools  and  Appliances  for 
Making  Engine  Repairs,  Air  Brake  Troubles, 
Walschaert  Valve  Gear  Troubles,  Electric 
Headlight  Troubles,  etc.  Contains  over  800 
Questions  with  their  Answers.  275  paffes. 
fully   Illustrated.     Price  $1.00. 

Locomotive  Catechism 

By  Robert  Grimshaw.  27tb  Edition.  Is 
entiri'Iy  revised,  rewritten  and  reset  and  Is 
rifrht  up  to  the  minute.  It  is  a  new  book 
from  cover  to  cover.  Contains  specially  pre- 
pared chapters  on  the  Walschaert  Locomo- 
tive Valve  Gear,  the  Air  Brake  Equipment 
and  the  Electric  Head  Light.  82r>  pages, 
437  illustrations  and  3  folding  plates.  Over 
4,000  examination  questions  and  their  an- 
swers   are   Included.     Price    $2.50. 

Walschaert  Locomotive  Valve 
Gear 

By  Wm.  W.  Wood.  If  you  would  thoronghly 
understand  the  Walschaert  Valve  Gear  yon 
should  possess  a  copy  of  this  book.  IT 
EXPLAINS  THE  WALSCHAERT  VALVB 
GEAE  IN   EVERY   DETAIL.     PRIC5E   J1.60. 

Link  Motions,  Valves  and  Valve 
Setting 

By  Fred  H.  Colvin.  A  handy  book  that 
clears  up  the  mysteries  of  valve  settlnf. 
Sh'iws  the  diflforent  valve  ct'ars  in  use.  how 
they  work  and  why.  Piston  and  slide  valves 
of  different  types  are  Illustrated  and  ex- 
plained. A  book  that  every  railroad  man  In 
the  motive  power  department  ought  to  have. 
PRICE'  50c. 

Train  Rules  and  Train  Dispatch- 
ing 

By  Dalby.  It  gives  the  standard  rules  for 
both  single  and  double  track,  shows  all  the 
signals,  with  colors  wherever  necessary,  and 
has  a  list  of  towns  where  time  changes, 
with  a  map  showing  the  whole  country. 
Then  the  rules  are  explained  wherever  there 
Is  any  doubt  about  their  meaning  or  where 
thoy  are  modified  by  different  railroads.  It's 
the  only  practical  book  on  train  rules  in 
print.     Over    220    pages.     PRICE    $1.50. 

Machine  Shop  Arithmetic 

By  Colvin -Cheney.  Most  popular  book  for 
shdj)  men.  Slmws  hnw  all  shop  problems  are 
wnrkod  out  and  "why."  Inchnles  change 
gears  for  cutting  any  threads;  drills,  taps, 
shrink  and  force  fits;  metric  system  of  nieas- 
uvonirnts    and    threads.      PRICE    50c. 

t§-  AGENTS  WANTED.  Write  for  our  Spe- 
cial Terms,  You  can  make  equal  to  ft 
Month's  Pay  selling  our  Railroad  Books 
on  the  Bide. 

t^  Send  for  a  Specuil  Circular  of  Our 
Railroad    Books. 

£y  Copies  of  these  Books  sent  prepaid  on 
receipt    of    tfie    price. 

The  Norman  W.  Henley 
Publishing  Go. 

NASSAU  STREET,  NEW  VORK,  U.S.A. 
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flexible 
statIolt 


PATfJ. 
MAR,  1  |l04i 
FEB.    20I9OI 


RECOGNIZED 

as    tbe 

STANDARD 

FLEXIBLE 
STAYBOLTS 

Holds  firebox  sheets  securely 
together,  and  accommodates  it- 
self to  the  unequal  expansion 
of  the  plates. 

USfD    ON    OVER    100    RAILROADS 


"Staybolt  Trouble 
a  Thin^  of  the  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 

THE  TATE  BOLT  HAS 
PROVED  ITSELF  INDISPENS- 
ABLE TO  LOCOMOTIVES  IN 
HIGH  PRESSURE  SERVICE 
BY  RENDERING  A  LOWER 
COST  OF  FIRE  BOX  REPAIRS 
TO  A  GREATER  MILEAGE  IN 
SERVICE,  THEREBY  IN- 
CREASING THE  EARNING 
VALUE. 

FLANNERY  BOLT  COMPANY 

Suite  328  Frick  Bldg. 
PITTSBURGH,   PENN.,   U.   S.  A. 

B.  E.  D.  STAFFORD.  GeNFRAL  MANAGER 

Write  for  Literature. 


placed  in  huge  cylinders,  which  are  then 
filled  with  oil  and  subjected  to  heat  and 
pressure  for  seven  hours.  The  average 
tie  absorbs  a  little  more  than  three  gal- 
lons of  oil.  The  oil  used  contains  a 
large  amount  of  solid  matter  which,  be- 
ing forced  into  the  wood,  is  expected  to 
act  as  a  preservative.  The  average 
penetration  into  pine  ties  is  about  2 
ins.  In  harder  woods  it  is  less,  but  in 
all  cases  the  oil  is  expected  to  keep  out 
moisture   for  years. 


Good  Business  Record. 

We  are  in  receipt  of  a  letter  from 
the  well-known  firm  of  J.  A.  Fay  & 
Egan  Co.  of  Cincinnati,  Ohio,  stating 
that  since  their  No.  50  Band  Scroll 
Saw  was  put  on  the  market  six  years 
ago,  they  have  made  and  sold  2,000  of 
them. 

Some  of  the  points  which  have  con- 
tributed to  the  success  of  this  machine 
may  be  enumerated,  and  our  illustration 
shows  what  the  band  scroll  saw  is  like. 

The  square  form  of  column  gives  it 
rigidity.  The  solid  lower  wheel  and 
the    extremely    sensitive    straining    de- 


B.\ND    SCROLL    S.WV. 

vice  indicates  high  speed,  which  is  es- 
sential to  fine  and  intricate  scroll  cut- 
ting. This  straining  device  is  a  special 
feature,  and  consists  of  a  knife-edge 
balance  for  the  upper  wheel  counter- 
balanced by  a  compound  lever  and 
weights.  No  matter  what  the  vibrations 
are,  it  takes  up  the  slack  in  the  blade 
instantly,  thus  adding  to  the  perfect 
working  of  the  machine  and  the  life  of 
the  saw  blade. 

The  lower  wheel  is  webbed  or  solid, 
instead  of  having  spokes;  this  prevents 
the  circulation  of  sawdust.  The  solid 
wheel  increases  the  momentum,  and, 
being  heavier  than  the  upper  wheel, 
controls  its  movement,  there  being 
thus  no  possibility  of  overrunning.  The 
upper  wheel  can  be  raised  or  lowered 
while  the  machine  is  in.  motion,  and  all 
the  different  adjustments,  such  as  stop- 
ping of  feed,  etc.,  are  easilj'  and  quick- 
ly made.  The  manufacturers  claim  that 
a  skilled  operator  can  do  much  more 
on  one  of  these  machines,  especially  so 
where  fine,  intricate  scroll  work  is  de- 


sired, than  can  be  done  on  the  usual 
form  of  band  scroll  saw;  and  this  saw 
handles  light  or  heavy  wood  with  equal 
facility. 

For  detailed  information  you  are  re- 
quested to  write  to  the  manufacturers, 
who  will  be  pleased  to  send  you  full 
particulars  by  return  mail. 


High  Rate  of  Travel. 

On  most  American  railroads  the  fare 
charged  for  transporting  a  dead  person 
is  the  same  that  would  be  charged  if  the 
person  were  alive.  On  European  rail- 
ways the  transportation  of  corpses  comes 
high. 

During  a  snowstorm  on  the  Highland 
Railway  a  train  was  held  up  for  an  hour 
or  two.  The  guard,  a  cheery  Scot,  passed 
along  the  carriages  trying  to  keep  up  the 
spirits  of  the  passengers.  An  old  gentle- 
man angrily  complained  that  if  the  train 
didn't  go  on  he  would  "die  of  cold." 
"Tak'  my  advice  an'  no'  dae  that,"  replied 
the  guard.  "Min'  ye.  we  chairge  a  shillin' 
a  mile  for  corpses." 


Report  on  Railway  Accidents. 

In  the  annual  report  of  the  Public 
Service  Commission  for  the  second  dis- 
trict it  is  stated  that  the  purpose  of  the 
investigation  was  to  get  at  the  causes  of 
railroad  accidents  and  that  the  chief  end 
to  be  attained  is  the  protection  of  the  em- 
ployees themselves. 

The  report  says,  "They  are  unquestion- 
ably the  greatest  sufferers  from  existing 
conditions ;  they  encounter  the  greatest 
dangers  and  the  commission  earnestly 
hopes  for  their  active  co-operation  in  the 
measures  which  it  hopes  to  inaugurate 
for  their  benefit." 

Attention  was  called  to  the  fact  that  in 
order  to  proceed  with  this  investigation 
the  working  force  of  the  commission 
would  have  to  be  enlarged,  accident  in- 
spectors to  go  out  upon  the  trains  of  the 
various  railroads  and  ride  with  the  men 
themselves  and  observe  the  conditions 
under  which  operations  are  carried  on. 
Additional  inspectors  are  also  asked  for  in 
the  locomotive  boiler  inspection  depart- 
ment, and  for  the  inspection  of  electric 
railroads. 

Since  the  commission's  report  was  is- 
sued, meetings  of  the  legislative  boards 
of  the  Brotherhood  of  Locomotive  Engi- 
neers and  of  the  Brotherhood  of  Locomo- 
tive Firemen  and  Engineers  have  been  held 
in  Albany  and  resolutions  were  adopted 
commending  this  work  of  the  board. 


We  are  informed  by  the  American 
Specialty  Company  of  Chicago  that 
Schedule  of  Supplies  No.  833,  Hardware 
and  Tools,  Bureau  of  Construction  and 
Repair,  of  the  U.  S.  Navy  (Eastern 
Yards)  contained  request  for  bids  on  12 
dozen  "Use-Em-Up"  Drill  Sockets. 
These   sockets   are   similar   to   the   stand- 
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ard  taper  socket  with  the  exception  of  a 
flat  on  the  inside,  and  are  designed  to  use 
up  taper  shank  drills  having  the  tangs 
twisted  off  or  the  shank  broken.  They 
are  now  in  use  by  the  United  States  Gov- 
ernment ill  27  different  places,  as  well  as 
in  6  places  by  the  Government  of  Canada, 
and  2  places  by  the  Government  of 
Mexico.  They  are  manufactured  and  sold 
by  the  American  Specialty  Co. 


One  of  the  many  funny  stories  told  by 
Harry  Lauder  during  his  American  tour 
referred  not  to  the  sons  of  Auld  Scotia 
but  to  a  son  of  the  Emerald  Isle.  Lauder 
described  the  meeting  of  a  railway  track- 
gang  foreman  with  a  man  of  the  labor- 
ing class  who  had  a  request  to  make. 
This  man  applied  for  a  job.  The  fore- 
man, off  his  guard  for  the  moment,  re- 
ferred to  the  nielanchoh'  fact  that  his 
force  was  being  cut  down  by  the  railway 
authorities  instead  of  being  increased. 
"In  fact,"  he  said,  "there  is  not  work 
enough  for  the  men  I  have,  and  I  can't 
see  how  I  c«n  give  you  a  job.  If  I  took 
you  on  it  would  take  work  from  some- 
one else."  "No,  it  wouldn't,"  quickly  re- 
sponded the  applicant,  "you  might  very 
■weW  give  me  a  job  for  all  the  work  I'd 
do." 


but  permits  it  to  close  at  once  under  the 
pressure  of  live  steam. 

When  steam  enters  the  :ylinder,  as  at 
starting  the  engine,  this  valve  closes.  As 
soon  as  the  exhaust  takes  place  the 
drainage  valve  D  opens  and  allows  the 
water  of  condensation  to  escape.  When 
the  engine  is  running  the  compression 
taking  place  in  the  cylinder  holds  the 
valve  so  that  there  is  practically  no  leak- 
age. When  there  is  an  excessive  quantity 
of  water  in  the  cylinder  the  drainage 
valve  is  forced  down  on  its  seat  on  valve 
B.  Then  both  these  valves  act  as  one  and 
open  together,  giving  a  w'ide  aperture  for 
the  rapid  escape  of  the  water. 

With  this  valve  opening  automatically, 
as  it  does  when  steam  is  shut  off,  the 
water  is  drained  as  fast  as  it  condenses, 
therefore  no  water  is  worked  through  the 
valves  and  cylinders  and  the  lubricant  is 
not  washed  out. 

While  the  engine  is  drifting  the  drain- 


The  Detroit  Seamless  Tubes  Company 
of  Detroit,  Mich.,  have  been  sending  to 
their  friends  a  neat  little  card  on  which 
they  say  that  a  boiler  full  of  lap-welded 
tubes  carries  a  weld  approximately  a  mile 
long.  The  substitute  which  they  offer  is  a 
cold-drawn  seamless  open-hearth  steel 
tube,  and  they  say  that  its  name  fully  ex- 
plains what  it  is.  If  you  are  anxious  for  a 
little  more  information  on  the  question  of 
steel  tubes  for  locomotives  or  if  you  want 
a  look  at  the  card,  write  to  the  company 
direct;  a  post  card  will  bring  a  reply  from 
them. 


.\UTOM.\TIC  Cil.l.XDKR  Cork. 

age  valve  remains  open,  wliich  permits 
the  entrance  and  exit  of  air.  It  is  in  fact 
a  small  relief  valve  and  any  excessive 
pressure  of  air,  water  or  steam  is  capabU- 
of  unseating  the  valve  B  and  so  relievin.c 
the  strain. 


Automatic   Cylinder   Cock. 

A  locomotive  engineer  on  the  New- 
York  Central  Lines  living  at  Worcester. 
Mass.,  has  got  out  an  automatic  cylinder 
■cock  which  relieves  the  cylinders  without 
any  attention  from  the  engineer,  in  fact 
there  is  no  connection  from  the  cylinder 
cocks  to  the  cab.  Mr.  F.  C.  Miller,  the 
inventor,  calls  it  an  automatic  drainage 
relief  and  compression  valve. 

In  our  illustration  we  show  a  section 
of  the  device.  The  nipple  J  is  screwed 
into  the  cylinder.  The  part  marked  B  is 
a  high-pressure  valve  held  to  its  seat  by 
the  heavy  coil  spring  C.  The  smaller 
valve  D  is  the  drainage  valve,  and  its 
seat  is  in  the  larger  high-pressure  valve 
B,  but  the  drainage  valve  is  normally  held 
open  by  the  light  coil  spring  E.  The  two 
coil  springs  are  adjusted  by  the  nuts  con- 
tained inside  of  the  cap  I.  The  heavy  coil 
spring  C  is  set  above  boiler  pressure.  The 
smaller  spring  E  is  adjusted  so  as  to  hold 
the  valve   open   against   exhaust  pressure 


Trespassers   on   Railways. 

From  reports  compiled  at  the  genei"il 
offices  of  the  Pennsylvania  Railroad,  it 
appears  that  tlie  number  of  trespassers 
killed  on  the  system  cast  and  west  of 
Pittsburgh  in  1908  amounted  to  657, 
while  the  number  of  those  injured  were 
791.  In  1907,  no  less  than  822  trespassers 
were  killed,  so  that  in  two  years  nearly 
1.500  persons  lost  their  lives  in  this  way. 

While  it  is  gratifying  to  observe  that 
the  gross  number  of  casualties  is  dimin- 
ishing, it  is  a  deplorable  fact  th.it  the 
large  death  rate  on  .\merican  railways 
which  is  so  constantly  and  severely  com- 
mented upon  by  the  European  press  arises 
largely  from  what  may  rightly  be  called 
the  criminal  negligence  of  the  unfortunate 
persons  themselves.  Several  causes  lead 
to  this  which  might  be  more  strictly 
guarded  against  if  proper  legislation  was 
enacted,  making  it  punishable  by  severe 
penalties  for  other  than  railway  em- 
ployes to  be  found  on  the  right  of  way  of 


in  the  cost  of  welding  mud  rings  by 
adopting  the  THERMIT  PRO- 
CESS for  this  work.  By  using 
Thermit,  it  is  not  necessary  to 
remove  the  mud  ring  from  the 
lire  box,  and  the  repair  may  be 
made  at  approximately  J^  the  cost 
nf  any  other  method.  The  Ther- 
mit Process  offers  similar  advan- 
tages for  welding  locomotive 
frames,  driving  wheel  spokes  and 
connecting  rods.  It  is  in  general 
use  by-  the  leading  railroads  of 
the  country  and  represents  the 
quickest  and  most  economical 
method  of  returning  broken  down 
locomotives  to  service.  One  or 
two  days  suffices.  Thermit  not 
only  effects  permanent  repairs, 
Init  it  increases  enc  rinously  the 
capacity  of  your  shops. 

Write    for    new    Pamphlet    No. 
18-B,  giving  full  particulars. 


90  West  .St.,  New  York 

43?-436    Folsom    St..    San    Francisco,    Calif. 
103   Richmond   St.    W.,    Toronto.    Ont. 


NEW  AND  SCENIC  LINE 

TO 

Yellowstone  Park 

One   of   the    most    beautiful    fipota    In 

America.         No     matter     where     you 

have     traveled,     or     what     you     have 

seen,    here  is  a  trip  that   will   please 

you  ae  well.   If  not  better. 

Very   low   Round- trip   Ratei   in   effect   thl« 

Bummer 

VIA    TnH 

UNION  PACIFIC 

Inquir©  of 
B.   I/.  I^OMAX.  O.  P.  A. 

OMAHA,    NEB. 
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Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 
Dukesmitb  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THR  DUKESMITH   SCHOOL 
OF  AIR  BRAKES 

MEADVILLE,    PA. 


^BESTHMIDSOAPKNOW: 

Agent  Wanieti 

In  every  Railroad  Shop  and  Round  House 
in  the  United  Slates  to  sell 

SKAT 

The  best  hand  soap  known  for  removing 
grease,  oil,  soot,  dust  and  dirt.  Guaranteed 
pure  and  beneficial  to  skin — 

Send  postal  for  free  sample  and  terms. 

THE  SKAT  MFO.  GO. 

607   Park   Street  Hartford.  Conn. 


Patents. 

GEO.  P.  WHITTLESEY 

McOILL    BlRLDINa  WASHINQTON,  D.  C. 

T«rm«  P«R«onnhl^  PamDhlf>t  ^^n» 

201h  Century 
Locomotives 

NOW  $2.00 


railways.  In  European  countries  the 
people  are  so  accustomed  to  the  strictness 
of  the  enforcement  of  all  laws  against 
trespass  that  no  one  thinks  of  venturing 
on  a  railway  track  any  more  than  one 
would  think  of  venturing  uninvited  into  a 
private  garden.  The  result  is  that  tres- 
passers on  railways  are  extremely  rare 
and  promptly  and  severely  punished  when 
arrested. 

Something  also  might  be  said  in  regard 
to  the  better  fencing  of  American  rail- 
ways, but  even  where  the  fences  are  of 
the  best,  as  in  many  portions  of  the  Penn 
sylvania  railroad,  the  fences  do  ni't 
diminish  the  number  of  trespassers.  Tlic 
subject  is  one  which  should  engage  thi_ 
attention  of  the  Railway  Coinmissions. 
and  it  would  surely  be  quite  fitting  tha; 
these  bodies  should  consider  reasonabli 
and  legal  means  calculated  to  safeguard 
human  life.    

The  recent  completion  of  the  thou- 
sandth locomotive  constructed  in  the  loco- 
motive works  at  JMilan,  Italy,  was  the 
subject  of  an  enthusiastic  celebration 
among  the  einployees  as  well  as  work- 
men, from  the  neighboring  manufactories, 
lour  of  the  company's  officials  were 
honored  by  the  Italian  govermnent  by 
having  the  Order  of  the  Crown  of  Italy 
conferred  on  them.  Commemorative 
medals  were  given  to  the  workmen 
recording  their  merits  and  years  of 
service.  The  locomotive  was  of  the  2-6-2 
compound  type,  with  four  cylinders,  and 
was  ordered  by  the  State  Railways  of 
Italy.  

The  Cleveland  Twist  Drill  Company  of 
Cleveland,  Ohio,  in  a  recently  issued  folder 
approach  the  mechanically-ininded  public 
by  saying:  "You  believe  in  high-speed  drill- 
ing, and  very  likely  in  high-speed  milling, 
why  not  high-speed  reaming?"  The  cata- 
logue No.  36,  which  they  have  recently 
issued,  gives  particulars  of  the  "Peerless" 
high-speed  reamers,  which  they  have  put 
on  the  market.    The  blades  in  these  ream- 


^ng'us    Sinclair   Co. 

114  Liberty  St.,  New  York 


'•PEERLESS'    SHELL   REAMER. 

ers  arc  kept  in  place  by  what  they  call  the 
Brazo-Hardening  process.  The  blades  are 
made  of  high-speed  steel.  They  are,  by 
this  process,  made  one  with  the  soft  steel 
body  of  the  reamer  and  cannot  work  loose. 
In  fact,  the  company  feels  so  sure  of  their 
ability  to  make  a  good  job  of  thus  perma- 
nently placing  of  the  reamer  blades  that 
they  are  willing  to  replace  any  "Peerless" 
reamers  when  the  blades  show  any  sign 
of  coming  loose.  Get  the  company  to  send 
you  their  catalogue  and  folders,  read  them 
over,  and  trv  a  reamer. 


Pennsylvania  Railroad  Statistics. 

Statistics  recently  compiled  by  the 
Pennsylvania  Railroad  show  that  the 
average  of  the  4,802  engineers  of 
this  company's  lines  is  44  years,  and 
the  average  length  of  service  is  21 
years.  This  class  of  employees  began 
service  as  young  men  and  have  gone 
through  a  course  of  training  preparatory 


SOEXI 


ON   Tirr.    I'.EKC.F.X    K.\[L\\AY.   NOR- 
\V.\V,    L.\ST    J[.\V. 


to  becoming  engineers.  This  is  shown  by 
the  average  age  at  which  they  were  ap- 
pointed engineers,  viz.,  31  years,  while  the 
average  age  at  which  they  entered  the  ser- 
vice was  22  years. 

Included  in  these  figures  are  134  loco- 
motive engineers  who  have  been  retired 
from  active  service  and  are  now  receiving 
pensions.  Their  average  age  is  "2  years. 
Up  to  the  time  they  were  retired  these 
men  had  served  an  average  of  43  years,  36 
of  which  had  been  spent  as  engineers. 
Their  present  retired  pay  amounts  to  43 
per  cent,  of  the  average  wages  for  10 
years  preceding  retirement. 


A  Cautious  Scot. 

A  long-headed  Scotsman  had  won  a 
six-to-one  bet  on  the  horses.  The  sport- 
ing man  begrudgingly  handed  him  seven 
sovereigns.  The  Scot  looked  at  each  one 
very  carefully  before  placing  it  in  his 
pocket. 

"Well,"  said  the  bookie,  w-ith  a  snarl, 
"arc  you  afraid  they're  bad?" 

"Oh,  no,"  said  the  Scotsinan ;  "but  I 
was  just  lookin'  to  inak'  sure  the  bad  'un 
I  gie'd  ye  wisna  amang  them." 


A  new  catalogue  entitled  "Pipe  and 
Boiler  Insulation"  has  just  been  issued  by 
the  H.  W.  Johns-Manville  Co.,  of  New 
York.  This  book  is  devoted  to  a  thorough 
presentation  of  the  problems  of  insulating 
all  kinds  of  heated  and  cooled  surfaces, 
such  as  pipes,  boilers,  furnaces,  flues, 
ducts,  etc.,  as  well  as  insulation  for  re- 
frigerating and  cold  storage  work.  The 
book  is  the  most  complete  one  of  its  kind 
ever  issued  to  the  trade  and  bears  out 
the  company's  idea,  "a  covering  for  every 
coiidition."  It  is  very  handsomely  illus- 
trated and  printed  throughout.  A  copy 
of  the  catalogue  can  be  secured  by  ad- 
dressing the  company's  nearest  branch  and 
asking  for   Catalogue   No.   100. 
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Arad-Csanad   Line. 

Hv  A.  S.  Martin. 
On  one  of  the  railroad  lines  in  Hun- 
gary there  is  a  train  made  up  of  petrol- 
electric  motor  cars  and  trailers,  and  the 
system  has  proved  to  be  quite  satisfactory 
after  several  years'  regular  running.  The 
line  in  question  is  known  as  the  Arad- 
Csanad  Railroad,  and  it  takes  in  a  num- 
ber of  branches  which  connect  some  of  the 
leading  cities  such  as  Szegedin,  Arad  and 
Brad,  the  total  length  of  the  railroad  lines 
being  about  340  miles.  Since  the  first  use 
of  the  petrol-electric  trains  six  years  ago, 
these  have  now  covered  over  2,000,000 
train  miles,  and  there  was  found  a  con- 
siderable increase  in  the  traffic  of  the  road 
after  the  new  trains  came  into  use.  While 
other  light  railway  companies  realized  an 
increase  of  but  6  per  cent,  during  the 
period,  the  Arad-Csanad  company  had  an 
annual  increase  of  25  per  cent,  and  over, 
showing  the  good  results  obtained  by  the 
petrol-electric  trains.  We  illustrate  one 
of  the  locomotives,  or  motor  cars,  and 
the  train. 

Two    sizes   of   outfit   are   used    for   the 
motor   cars,   there  being   a   heavier   outfit 


tl.'e  motor  car  running  alone  for  high- 
speed service,  the  standard  speed  is  40 
miles  an  hour.  Using  one  trailer  it  can 
also  make  the  same  speed,  the  load  m  this 
case  being  35  tons.  When  tour  trailers 
make  up  the  train  a  slower  speed  of  20 
miles  an  hour  is  used.  The  total  weight 
of  the  latter  train  is  divided  as  follows : 
Weight  of  the  locomotive,  17  tons;  four 
trailers,  weighing  7  tons  each,  28  tons; 
222  passengers,  16  tons;  baggage,  3  tons, 
making  the  total  weight  66  tons  for  the 
train.  A  lighter  locomotive  is  also  em- 
ployed, using  a  30-h.  p.  outfit.  It  has  a 
net  weight  of  14  tons  and  a  radius  of  ac- 
tion of  120  miles.  There  are  now  22  loco- 
motives of  this  type  in  service.  More  re- 
cently there  has  been  put  in  service,  a 
lighter  unit  of  22  h.  p.;  also  on  the  pe- 
tiol-electric  system.  The  Westinghouse 
petrol  motor  is  used  in  these  cases.  M. 
Sarmezey,  president  of  the  company,  was 
efficient  in  promoting  the  present  enter- 
prise. 


Thermit  Repairs  is  the  name  of  a  paper- 
covered  booklet  which  fits  the  pocket  and 
gives     information     about     how     Thermit 


MOTOR  CAR  AND  TRAILERS,  AR 
for  80  h.  p.,  and  a  lighter  one  which  gives 
30  h.  p.  In  both  cases  the  petrol-electric 
equipment  is  installed  on  the  same  lines. 
This  includes  a  gasoline  motor  group 
mounted  on  the  same  foundation,  with  a 
generator  of  the  railway  type.  Current  is 
supplied  by  the  generator  to  the  electric 
motors,  mounted  on  the  car  axles.  Single- 
reduction  gearing  is  employed  between 
motor  and  axle.  On  the  roof  is  installed 
the  radiator  for  the  water  cooling.  The 
motor  car  is  also  provided  with  a  con- 
troller for  operating  the  motors,  also  with 
a  gasoline  tank  for  the  petrol  motor,  and 
other  appliances. 

As  concerns  the  80  h.  p.  locomotive, 
which  is  illustrated  here,  the  net  weight 
of  the  locomotive  in  service  is  17  tons.  It 
has  the  space  not  occupied  by  the  station- 
ary motor  cabin  and  the  motorman's  cabin 
fitted  out  for  passengers,  using  a  first- 
class  compartment,  which  holds  15  passen- 
gers, and  a  second-class  compartment  for 
25,  making  40  in  all,  seated.  Such  a  train 
has  a  radius  of  operation  equal  to  20a 
miles.  At  the  present  time  there  are  in 
regular  service  on  the  Arad-Csanad  lines 
14  locomotives  of  the  80-h.  p.  type.    With 


AD-CSAX  \U  RAILWAY,  HUNGARY, 
welding  is  done,  and  the  illustrations 
carry  conviction  to  the  mind  of  the  reader. 
Locomotive  driving  wheels,  cylinders, 
frames,  and  a  lot  of  other  things  are  sus- 
ceptible to  treatment  by  this  process  after 
they  have  been  broken,  and  more  often, 
than  not  the  broken  parts  need  not  be  re- 
moved from  their  place  in  the  engine.  A  lot 
of  tool  parts  or  appliances  used  about  a 
shop  can  be  repaired  in  this  way,  and  a 
glance  at  the  booklet  shows  the  extent  and 
variety  of  the  broken  things  which  Ther- 
mit brings  back  to  useful  and  efficient 
service.  In  fact  Thermit  "makes  good." 
Write  to  the  Goldschmidt  Thermit  Com- 
pany, 90  West  street.  New  York,  and  ask 
for  a  copy  of  this  booklet. 


Cure  for  Fits  of  Weakness. 

"Alas!"  confessed  the  penitent  man,  "in 
a  moment  of  weakness  I  stole  a  carload 
of  brass  fittings." 

"In  a  moment  of  weakness?"  exclaimed 
the  Judge.  "Goodness,  man !  what  would 
you  have  taken  if  you  had  yielded  in  a 
moment  when  you  felt  strong?  To  guard 
you  against  more  fits  you  will  do  hard 
work  in  the  penitentiary  for  five  years!" 
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CARS,  CABS,  SHOPS 
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tremes of  temperature 
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1I«   9.   CLINTON    ST..  CHICiiaO 


Self-Propelling  Breakdown  Cranes. 

The  breakdown  equipment  of  the 
Caledonian  Railway  has  just  been  sup- 
plemented by  a  novel  feature  in  the 
form  of  two  twenty-ton  self-propelling 
steam  cranes  built  by  Messrs.  Craven 
Bros.  Ltd.,  Manchester,  on  the  order  of 
Mr.  J.  F.  Mcintosh,  the  company's 
locomotive  carriage  and  wagon  super- 
intendent. 

The  under-carriage  is  built  of  steel 
plates  and  girders,  braced  by  cross- 
beams and  carries  a  massive  founda- 
tion casting,  fitted  with  a  forged  steel 
center  post  of  large  diameter.  The 
foundation  is  fitted  with  a  steel  roller 
path,  and  a  circular  steel  spur  rack  in 
halves  for  slewing.  The  under-carriage 
is  mounted  on  four  pairs  of  wheels, 
two  pairs  of  which  are  carried  in  a 
swivelling  bogie,  fitted  with  axial  slide, 
the  bogie  center  being  carried  by  a 
heavy  steel  beam,  rivetted  between  the 
side  frames  of  the  carriage.  The  other 
two  pairs  of  wheels  are  carried  by  horn 
plates  rivetted  to  frame  sides.  This 
arrangement  enables  the  crane  to  take 


motion  shaft.  The  load  is  carried  on 
two  strands  of  I'A  ins.  diameter,  made 
of  best  quality  crane  chain,  one  end  of 
which  is  securely  attached  to  the 
grooved  chain  barrel,  then  passes  over 
pulley  at  point  of  jib,  under  pulley  in 
lifting  block,  and  is  fastened  to  shackle 
at  point  of  jib  by  a  hook,  which  may 
also  be  used  for  two  speeds  of  lifting  by 
single  strand  of  chain  for  lighter  loads. 
The  derricking  is  worked  by  worm 
gear,  the  angle  of  the  thread  which  is 
self-locking,  so  that  it  is  impossible  for 
the  jib  to  run  down.  The  slewing  is 
worked  by  bevel  and  spur  gear,  driving 
a  pinion  gearing  into  the  slewing  rack. 
This  motion  is  fitted  with  a  brake  to 
control  the  slewing.  The  self-propell- 
ing is  worked  from  the  second  motion 
shaft,  by  bevel  gear  driving  a  pinion 
gearing  into  an  intermediate  wheel  con- 
centric with  the  center  post.  All  the 
gears,  axles  and  shafts  are  of  steel,  and 
the  bearings  are  made  of  gunmetal. 

The  leading  dimensions  of  this  ma- 
chine are  as  follows : 

Ma-ximum  radius  with  full  load,  21  ft.;  height 
to  centre  of  jib  head  pulley  at  21    ft.;   gauge  of 


BRE.\KDOWN  OR  WRECKING  CRANE  ON  THE  C.\L1:D0XI.\N. 


curves  smoothly  and  without  grinding. 
To  the  four  traveling  wheels,  brakes 
are  fitted,  operated  by  a  hand-wheel 
from  the  side  of  the  carriage,  and  a 
relieving  gear  is  also  fitted  so  that  the 
weight  of  the  boiler  and  balance  weight 
may  be  taken  off  the  center  post  when 
the  crane  is  not  working.  The  revolv- 
ing   superstructure    is    placed    on    two 


rails,  4  ft.  8J^  ins.;  extreme  wheel  base,  18  ft. 
6  ins.;  cylinders,  8  ins.  diam.  x  14  ins.  stroke; 
boiler,  4  ft.  9  ins.  diam.  x  6  ft.  9  ins,  high;  speed 
of  self-propelling,  about  2  miles  per  hour;  work- 
ing load.  20  tons;  officially  tested  to  25  tons. 


The    American    Specialty    Company    of 
Chicago  have  closed  a  contract  with   the 
Iiigh   Speed   Drill    Company  of   Dubuque, 
Iowa,   whereby   they  take  the  entire  out- 
heavy    steel    beams,    carrying    a    heavy     ?"'  '^^  ''he  Drill  Company  and  become  the 
steel    center,    fitted    with    rollers    which      ^•>:clusive    sales    agents    for   the   complete 


revolve  on  the  steel  path  on  the  under- 
carriage, and  horizontal  rollers,  which 
revolve   round   the  center  post. 

There  is  a  platform  placed  between 
the  boiler  and  the  crane,  from  which 
the  operator  can  control  all  the  move- 


line  of  the  celebrated  flat  and  flat-twisted 
high  speed  drills.  This  line  comprises 
machine  shop,  structural,  blacksmith, 
ratchet,  track  drills,  etc.  These  drills 
are  radically  difl'erent  from  the  majority 
of  high  speed   flat  and  flat-twisted  drills 


nients   of   the   crane,   and    conveniently  "°^   '"  ^'^^'   ^^    ^^^y  ''^ve   the  common 

attend  to  the   boiler.     All  the  motions  standard  taper  shank,  and  will  therefore 

for    hoisting,    slewing    derricking    and  ^^    ^"^    standard    drill    press,    air    drill, 

propelling,    are    worked    by    a    pair    of  electric  drill,  ratchet,  etc.,  without  the  use 


high  pressure  reversing  engines  8  ins. 
diameter,  by  14  ins.  stroke  carried  on 
the  crab  sides,  one  cylinder  on  each 
side  of  the  crane,  and  driving  on  the 
crankshaft  from  which  all  the  motions 
are  worked.     The  hoisting  gear  has  two 


of  special  chucks  of  any  kind.  The  entire 
line  is  also  made  with  the  common 
straight  shank. 


!i 


Above    all     tilings,    don't    condescend! 
Don't  assume  the  attitude  of  saying,  see 


speeds,  and  the   lowering  is  controlled      how  clever  I  am,  and  what  fun  everybody 
by    a    powerful    brake    on    the    second      else  is\— Charles  Dicketis. 
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Home-Made  Oil  Can. 
The  drawing  shows  a  home-made  oil 
can,  described  by  a  contributor  to  the 
Practical  Engineer.  The  barrel  and 
neck  of  the  can  are  made  of  sheet  cop- 
per. For  the  seat  of  the  valve  in  the 
neck,  a  piece  of  brass  pipe  is  used,  and 
the  valve  itself  is  a  leather  disk  fastened 
to    a    brass    hinge.     The     latch,     which 


THUMB  LATCH 


stand.  Tliis  amount  of  material,  if  spread 
evenly  over  the  ground,  would  cover  the 
surface  of  Central  Park  in  New  York  to 
a  depth  of  6  ins.  The  park  has  an  area 
of  843  acres. 

The  wooden  ties  used  in  the  road  if 
placed  end  for  end  would  equal  the  polar 
diameter  of  the  earth  and  stand  out  north 
and  south  some  1,500  miles,  thus  making 
a  very  respectable  pair  of  handles  for  Old 
Sol  to  catch  hold  of  if  he  wished  lo  do  so. 
The  number  of  ties  was  7,502,488  in  all. 
The  polar  diameter  of  the  earth  is  about 
7.918  miles. 

The  amount  of  concrete  masonry  used 
on  this  road  for  bridges,  culverts,  founda- 
tions, etc.,  is  904,534  cubic  yards.  This 
amount  would  make  a  concrete  sidewalk 
of  the  usual  thickness,  6  ft.  wide  and  -long 
enough  to  reach  from  New  York  to  San 
Francisco.  The  total  tractive  effort  of  all 
their  locomotives  used  in  the  ten-year 
period  have  an  aggregate  equal  to  about 
400,000  horses.  That  is  more  than  the 
combined  cavalry  of  several  first  class 
nations. 


One  Year  and 
Eleven  Months' 

SERVICE 

WITHOUT    REPACKING.    ON 

High-Pressure  Locomotives 


HOME-MADE  UlL  CAN. 


runs  up  to  the  top  of  the  can,  is  made 
of  Vi-in.  wire.  The  writer  says: 
"After  an  engineer  has  once  used  this 
can  for  filling  glass  oil  cups  and  bear- 
ings, he  will  never  go  back  to  the  or- 
dinary kind."  It  is  a  useful  sort  of  can 
for  filling  sight  feed  lubricators,  as  by 
using  it  one  can  readily  see  what  one 
is  doing. 


One  Decade  on  the  Lackaw^anna. 

During  the  last  ten  years  the  Delaware, 
Lackawanna  &  Western  Railroad  have 
been  steadily  making  progress  and  im- 
proving things  generally.  In  that  period 
there  have  been  used  736,288  cubic  yards 
of  stone  ballast  on  the  roadbed.  Such 
figures  take  on  a  new  meaning  when  they 
are   translated   into   terms   we   all   under- 
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Extra  Work  Welcome. 

Mr.  W.  C.  Brown,  just  made  president 
of  the  great  New  York  Central  Railway, 
was  once  a  train  despatcher  on  the  Chi- 
cago, Burlington  &  Quincy;  and  this  is 
the  way  he  attracted  the  favorable  notice 
of  the  authorities  of  the  road: 

It  was  in  the  late  seventies.  .\  great 
snow  storm  fell  on  East  Burlingtoh  and 
swamped  it.  Three  or  four  hundred  car- 
loads of  stock  lay  in  the  yards,  and  Jerry 
Hosford,  the  superintendent,  was  at  his 
wits'  end  to  know  how  to  get  them  into 
safety  before  the  cattle  were  frozen  to 
death. 

At  midnight  Brown,  having  finished  his 
trick,  came  over  and  offered  his  services. 
Hosford  fairly  fell  upon  him  with  joy, 
and  they  worked  through  the  early  morn- 
ing hours  saving  the  stock. 

When  day  came  "Tom"  Potter,  then  the 
head  of  the  Burlington,  arrived,  badly 
worried  and  expecting  to  find  the  stock 
a  loss. 

He  was  overjoyed  when  he  found  that 
it  had  been  saved,  and  congratulated 
Hosford. 

•T  couldn't  have  done  it,"  said  Hosford, 
bluntly,  "if  it  hadn't  been  for  a  young 
train  despatcher  named  Brown,  who 
came  over  to  help  me  when  his  trick  was 
(lone.  That  fellow  is  such  a  hustler  that 
he  could  have  saved  double  the  amount 
if  we  had  'em  to  save." 

The  news  that  there  was  a  train  de- 
spatcher who,  instead  of  going  home  when 
his  work  was  done,  actually  volunteered 
to  work  outside  of  his  particular  line  for 
a  night,  made  an  impression  on  Mr. 
Potter. 

"1  made  a  note  of  Brown  then  and 
there,'  he  said  afterward.  "But  he  never 
needed  pushing.  He  furnished  the  mo- 
tive power  himself."— C.  E.   World. 


Style  300TV. 

A   throttle   failure   is  an   absolute 

impossibility    where    Crandall's 

Throttle  Valve  packing  is  used. 


IT  WILL   NOT  BLOW  OUT 

CrandallPacRingCo. 

FACTORY    AND    GENERAL    OFFICE 

PALMYRA.       -      -        NEW  YORK 

BRANCHES 

New   York  Cleveland 

13«  Liberty  St.  9  So.   Water  St. 

Chicago 

T:2  West   Washington   St.    

CONTENTS. 

■  I-'lcctric    T.oconiMiivc    fnr    tlie    d.    N 95, 

•C  linchfield    2-8-0   and    4-6-0.., • •    "J 

•Central   Northern   of  .Argentine  4-6-0   and 

■  What  Can  '  he  '  i)onV  with  a  Cold  Saw .....  97 
V.-dve  M,.ti<.M  Design.  S.  C.  Carpenter..  98 
'.\mong     tlic     Western     Railroad     Men.       .1. 

Kennedy    ' 

•Cast    Steel    Truclt    Iranics "|4 

Snhwav   Side  Door  Cars.  ........■-••  ■■ '=5 

Oiiestions  ..n    Educ-itional   Chart    No.    10....    126 

Sienal   Lights.      J.    I~.    Springer    .  ... 130 

•.\rad-Cs.-in.ad    Railway.      A.    S.    Martin....      38 

'Caledonian      Breakdown     Crane >39 

l)i-.l>AKTMKNTS— 

C.eneral    Correspondence    '"' 

Hook     Notices     \\\ 

.Applied    Science "| 

Oiiestions   -Answered    ''" 

Air    Brake    J^' 

Electrical      

Personal     Items     '-' 

i-'iifroKi  \l  s 

Help   in'  uVing   U-ick   Prosperity.;... no 

Electric    Locomotive    Inspection    trip m 

Leaky    Steam    Pipes .,■•,■••;.••.•• \\\ 

Co-ordination     Without     Subordination....    11 
Cultivating    Mental    Growth i'» 


Rll!%SlLEiKineeriis 


Copyright  by  Angus  Sinclair  Co. — igog 


A  Practical  Journal  of  Motive  Power,  Rolling  Stock  and  Appliances 


Vol.  XXH. 


114  Liberty  Street,  New  York,  April,   1909 


No.  4 


Washington    Station    Signal    System.       Southern    Railroads,    has    been    equipped     sition,  and  at  night  this  position  displays 

The  new  Union  Station  at  Washington,     with  a  very  complete  and  elaborate  signal     a  red  light.     The  caution  position  is  as- 

D.   C,  which  is  the  joint  terminal  of  the     system.  sumed  when  the  blade  is  at  an  angle  of  45 


WASHINGTON,  D.  C— LOOKING    SOUTH    TO\V.\KI)    NEW    UNION    STATION.      SIGN.M.    BRIDGE    H    IN    THE    FOREGROUND. 
OF  NATIONAL  CAPITOL  SEEN  OVER  ROOF  OF  STATION.      CONGRESSIONAL  LIBRARY  TO  THE   LEFT. 


DOME 


Pennsylvania,  the  Baltimore  &  Ohio,  the  The  method  used  is  what  is  known  as  degs.   with  end  of  blade  above  the  hori- 

Seaboard    Air    Line,    the    Atlantic    Coast  the  upper  quadrant  or  three-position  sig-  zontal,    and    the    yellow    caution    light    is 

Line,    the    Richmond,    Fredericksburg    &  nal  system.    In  this  arrangement  the  sem-  then  visible  at  night.    In  the  all  clear  po- 

Potomac,  the  Chesapeake  &  Ohio  and  the  apliore  blade  is  horizontal  in  the  stop  po-  sition  the  semaphore  blade  is  vertical,  that 
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is,  parallel  with  the  post,  and  a  green 
light  is  displayed  at  night.  In  the  all 
clear  position  the  uppermost  blade  extends 
some  distance  above  the  post  which  sup- 
ports the  signal. 

Some  of  the  advantages  claimed  for  the 
three-position  or  upper  quadrant  signal 
system  is  that  in  severe  vireather  the  sig- 
nal blade  is  not  easily  frozen  in  the  all- 
clear  position,  and  the  weights  of  the  spec- 
tacle frame  and  that  of  the  blade  itself 
are  so  proportioned  that  in  the  event  of 
breakage  or  failure  of  any  kind  the  signal 
will  assume  the  stop  position.  The  three- 
position  system,  when  used  in  connection 
with  the  automatic  principle  along  the 
road,  does  away  with  the  distant  signal 
on  the  same  post  as  the  home  for  each 
block. 

Under  this  system,  a  train  entering  a 
block  at  full  speed  passes  the  home  signal 
in  the  vertical  position,  the  blade  literally 
standing  on  end,  and  as  soon  as  the  train 
has  passed  through  the  block  and  has 
entered  the  block  next  ahead,  this  signal 
rises  to  the  caution  or  4S-deg.  position, 
and  in  this  way  acts  as  a  distant  signal 
for  the  block  next  ahead.  Consequently  the 
signal  is  at  one  time  the  home  signal  for 
its  own  block  and  later  becomes  the  dis- 
tant signal  for  the  home  signal  next  ahead. 
In  its  capacity  of  home  signal  for  its  own 
block  it  may  either  indicate  all  clear  in 
that  particular  block  when  in  the  45-deg. 
or  vertical  position,  or  it  may  indicate 
stop  when  in  the  horizontal  position.  In 
its  capacity  as  distant  signal  for  the  block 


speed  entrance  of  the  tirst  block,  but  indi- 
cates the  stop  position  of  the  home  signal 
next  ahead.  The  horizontal  position  indi- 
cates the  immediate  and  absolute  stop  be- 
fore the  first  block  is  entered.  The  dis- 
advantage of  this  system  is  tliat   at  night 


nal    light    might    prove    a    serious    disad- 
vantage. 

Our  frontispiece  illustration  this  month 
is  a  magnificent  view  taken  so  that  the 
observer  is  above  the  tracks  leading  to 
the    Washington    Union    Station,    and    is 


ILLUMINATED    TK.\a^    MOD 

all  indications  are  dependent  upon  one 
light,  and  in  case  of  failure  of  the  light, 
no  indication  of  the  whereabouts  of  the 
signal  is  given  by  the  signal  itself.  The 
absence  of  a  signal  light  where  one  ought 
to  be  displayed  constitutes  an  occasion  for 


LOOKING    NORTH,    FOU 1    OF    K    STKLET,    IMLKLUClvl.NG    SIGNALS. 
next  ahead  it  may  indicate  all  clear   for 


the  block  next  ahead,  when  vertical,  or  it 
may  indicate  caution  by  its  45-deg.  pos- 
tion. 

The  vertical  position  of  the  signal  blade 
therefore  gives  an  indication  for  two 
blocks,  the  one  which  the  train  is  about  to 
enter  and  the  one  next  ahead.  In  the  cau- 
tion   position    the    blade    permits    reduced 


stopping  the  train,  no  matter  what  signal 
system  be  employed,  but  it  is  held  by 
some  that  in  foggy  or  snowy  weather  the 
absence  of  the  one  and  only  light  capable 
of  giving  a  signal  indication  might  make 
it  difficult  for  the  men  on  the  engine  to 
locate  the  signal.  In  case  of  an  engine 
proceeding  under  orders,  with  headlight 
extinguished,  the  absence  of  the  one  sig- 


EL    l.\    K    .STREET   TOWER. 

looking  south  toward  the  terminal.  Signal 
bridge  H,  is  in  the  foreground,  and  the 
dome  of  the  National  Capitol  is  seen  above 
the  roof  of  the  station  almost  in  line 
with  the  center  of  the  signal  bridge.  The 
dome  of  the  Congressional  Library  is  seen 
clear  of  the  bridge  to  the  left  of  the  pic- 
ture. Our  other  illustrations  show  the 
K  signal  bridge  in  the  foreground ;  the 
interlocking  bridge  with  tower  near  K 
street;  signal  bridge  H  looking  north; 
an  interior  view  of  the  K  street  tower, 
and  a  part  of  the  K  street  plant  and  tower. 
The  station  itself,  together  with  three 
signal  towers,  a  powerhouse,  an  express 
building,  a  locomotive  and  car  repair  shop, 
coach  yard,  with  the  necessary  tracks, 
etc.,  stand  on  a  ground  area  of  over 
eighteen  acres,  and  within  this  area  there 
is  a  total  of  60  miles  of  tracks.  The  sig- 
nal system  installed  is  as  already  stated  the 
latest  form  of  three-position  speed  signal- 
ing, employing  the  upper  quadrant  prici- 
ple  of  operation  with  semi-automatic  con- 
trol of  all  interlocked  signals.  Electric 
detector  circuits  are  used  at  the  Washing- 
ton terminal  instead  of  the  ordinary  de- 
tector bars.  The  K  street  tower  has 
162  working  levers.  The  New  York  ave- 
nue tower  has  58  working  levers,  and  the 
Massachusetts  avenue  tower  contains  20 
working  levers.  This  makes  a  total  of  240 
working  le\ers  in  the  three  towers.  There 
are  108  working  switch  levers  in  all,  op- 
crating  73  single  switches,  5  derails,  86 
ends  of  double  slips  and  switches,  and  43 
pairs  of  movable  point  frogs.  There  are 
106  working  signal  levers  operating  251 
three-pnsition  signals,  and  157  two-position 
signals,   making    a   total    of   408   working 
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signals,  besides  which  there  are  164  fixed 
blades  to  carry  out  the  speed  signaling 
principle.  Thirty  of  the  working  signals 
are  light  signals  in  the  Massachusetts  ave- 
nue plant  for  tunnel  operation. 

In  the  K  street  tower  there  is  a  most 
ingenious  arrangement  for  indicating  to 
the  towerman  the  routes  as  set  and  sig- 
nalled. Instead  of  the  ordinary  track 
model,  in  which  slender  brass  bars  repre- 
sent the  tracks,  this  model  is  an  illumi- 
nated track  diagram,  and  is,  in  fact,  a 
miniature  reproduction  of  the  entire  yard 
with    all    the    tracks,    switches,    turnouts, 


speed  arms,  they  may  be  cleared  for  high, 
medium  or  low  speed  routes,  which  may 
be  occupied  (for  example,  drilling  move- 
ments). The  operation  of  all  signals  from 
the  horizontal  to  the  45-deg.  position  is 
controlled  by  the  interlocking  machine, 
and  they  automatically  assume  the  clear 
90-deg.  position  from  the  next  high  speed 
signal  ahead  over  the  route  set  up,  pro- 
viding the  signal  in  advance  is  in  the  cau- 
tion 45-deg.  or  clear  go-deg.  position,  and 
the  signal  in  question  has  been  moved  to 
the  45-deg.  position. 
"The  compressed   air,   at   a  pressure  of 


direct  charge  of  general  construction.  The 
actual  work  of  installation  was  done  under 
the  direct  supervision  of  the  signal  de- 
partment of  the  Baltimore  &  Ohio  Rail- 
road, representing  the  Washington  Ter- 
minal Company.  The  methods  of  con- 
struction followed  were  under  the  imme- 
diate direction  of  Messrs.  Rudd  and  Pate- 
nall.  All  the  labor  and  material  customa- 
rily provided  by  signal  companies  in  con- 
tracts of  this  nature  was  furnished  by  the 
Union  Switch  and  Signal  Company  of 
Swissvale,  Pa.,  the  work  being  carried  out 
by  the  signal  company  through  its  staff  in 
the  eastern  district  office  at  New  York. 
The  operation  of  this  signaling  comes  un- 
der the  jurisdiction  of  Mr.  G.  W.  Martin, 
superintendent.  Its  maintenance  is  direct- 
ly in  charge  of  Mr.  Charles  McCauley, 
who  was  foreman  in  charge  for  the  Union 
company  when  the  work  was  installed."    , 


LOOKING  NORTH  TOWAi;|)  M W  Nukk  \\(  >. 
THE  FOREGROUND. 


crossover  tracks,  etc.,  faithfully  repre- 
sented. The  front  of  the  diagram  is  glass 
painted  black,  except  where  lines  of  clear 
glass  represent  the  tracks.  Behind  these 
clear  lines  i-candle-po\\cr  lamps  are 
placed  in  metal  slots,  so  that  when  a 
route  is  set  up  the  appropriate  lamps  glow, 
and  a  continuous  band  of  light  shows  the 
track  ready  for  the  passage  of  a  train. 
The  lighting  of  the  lamps  being  dependent 
upon  the  integrity  of  the  route.  The 
model  is  19  ft.  6  ins.  long,  5  ft.  4J4  'ns. 
high,  and  is  9  ins.  deep.  It  is  set  in  a 
convenient  position,  and  is  easily  in  view 
of  the  towermen.  There  are  750  lamps 
used  in  the  model,  supplied  by  alternating 
current.  There  are  130  track  sections 
shown  en  the  model.  .A.t  all  times  the 
loutes  set  are  shown  in  the  model;  all 
others  are  blotted  out  by  the  extinguish- 
ing of  the  lamps  behind  the  miniature 
tracks  which  may  not  be  used. 

According  to  the  Union  Switch  and 
Signal  Company's  bulletin  No.  36,  "the 
three-position  speed  signaling  system,  up- 
per quadrant  aspect  is  used  thrnughout, 
the  upper  arm  of  all  signals  controlling  the 
highest  speed  routes  only;  the  second  arm 
or  medium  speed  blade  controls  other 
route  or  routes  where  considerable  speed, 
but  not  the  maximum,  may  be  maintained. 
The  low  speed  arms,  in  all  cases,  lead  to 
routes  whose  condition  prevents  them  be- 
ing used  at  any  but  low  rate  of  speed. 
In    addition    to    this    function    of    the    low 


80  to  90  lbs.  for  the  operation  of  all 
switches  and  signals  throughout  the  en- 
tire system,  is  supplied  from  a  dupHcate 
set  of  steam-driven  air  compressors  in  the 
power  house,  and  is  conveyed  through  a 
duplicate  system  of  2-in.  galvanized  iron 
pipes.  Both  mains  are  used  except  when 
repairs  are  necessary.  All  current  for 
charging  storage  batteries  and  lighting 
signals  is  also  supplied  from  the  power 
house. 

"The  entire   terminal   improvement  was 
carried    out    under    the    direction    of    Mr. 


Safety  Valve  Capacity. 

By  Philip  G.  D.\rling. 

Mechanical  Engineer  for  Messrs.  Manning, 

Maxifell  &■  Moore,  Inc. 

(E.xtracts  from  paper,  A.  S.  M.  E.,  Feb.) 

The  functions  of  a  safety  valve  are  t& 
prcAicnt  the  pressure  in  the  boiler  to  which 
it  is  applied  from  rising  above  a  definite 
point,  and  to  do  this  automatically  and 
under  the  more  severe  conditions  which 
can  arise  in  service.  For  this,  the  valve 
must  have  a  relieving  capacity  at  least 
equal  to  the  boiler  evaporation  under 
these  conditions.  If  it  has  not  this  ca- 
pacity, the  boiler  pressure  will  continue  to 
rise,  although  the  valve  may  be  blowing. 
Thus  with  the  exception  of  a  requisite 
mechanical  reliability,  the  factor  in 
safetj'-valve  construction  which  bears  the 
most  vital  relation  to  its  real  safety,  is 
its   capacity. 

Two  factors  in  a  safety'  valve  geomet- 
rically determine  the  area  of  discharge, 
and  hence  the  relieving  capacity.  These 
are  the  diameter  of  the  opening  at  the 
seat,  and  the  valve-lift.  The  former  is  the 
nominal  valve  size,  the  latter  is  the  amount 
ihe    valve    disc    lifts    vertically    from    the 


K    STREIVr   SIC.N'Ar,  TOWF.R   AND   ELECTRIC   PLANT. 


D.  1).  Carothers.  chief  engineer  of  the 
Baltininre  &  Ohio  Railroad,  and  Mr.  A. 
C.  Shand,  chief  engineer  of  the  P.  R.  R., 
Mr.   W.  F.   Strousc  being  the  engineer  in 


scat  when  in  action.  In  calculating  the 
size  of  valves  to  be  placed  on  boilers, 
rules  which  do  not  include  a  term  for  this 
valve-lift,  or  an  equivalent,  such  as  a  term 
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for  the  effective  area  of  discharge,  assume, 
in  their  derivation,  a  lift  for  each  size  of 
valve.  Nearly  all  existing  rules  and 
formulas  are  of  this  kind  which  rate  all 
valves  of  a  given  nominal  size  as  of  the 
same  capacity. 

To  find  what  amount  of  lift  standard 
makes  of  valves  actually  have  in  practice 
and  thus  test  the  truth  or  error  of  this 
assumption  that  they  are  approximately 
the  same  for  the  same  size  of  valve,  an 
apparatus  has  been  devised  and  careful 
tests  have  been  made  upon  different  makes 
of  valves  by  the  writer. 

The  locomotive  valve  tests  were  made 
upon  locomotives  ,  No.  900  of  the  Illinois 
Central,  the  valve  being  mounted  directly 
nipon  the  top  of  the  main  steam  dome. 
This  locomotive  is  a  consolidation  type, 
having  so  sq.  ft.  of  grate  area,  and 
2,953  sq.  ft.  of  heating  surface.  The  lift 
records  show,  with  the  exception  of  a 
small  preliminary  simmer,  which  some  of 
the  valves  have,  an  abrupt  opening  to  full 
lift  and  an  almost  equally  abrupt  closing 
when  a  certain  lower  lift  is  reached. 
Both  the  opening  and  closing  lifts  are  sig- 
jiificant  of  the  action  of  the  valves. 

Of  the  six  3;-2-in-  muffler  locomotive 
valves,  the  summarized  lifts,  are  as 
follows :  Average  of  the  six  valves,  .07 
ill.  at  opening  and  .043  in.  at  closing. 
Average  excluding  the  highest,  061  in.  at 
opening  and  .031  in.  at  closing.  The  low- 
est lift  valve  had  .04  in.  opening  and 
0.23  in.  closing;  the  highest  .140  in.  open- 
ing and  .102  in.  closing.  As  per  cents,  of 
the  highest  and  lowest  lift  valve  was 
36.4  per  cent.,  the  next  larger  39.8  per 
cent.,  and  the  next  46.6  per  cent.  The 
great  variation,  300  per  cent,  in  the  lifts 
of  these  standard  valves  of  the  same  size, 
is  startling,  and  its  real  significance  is  ap- 
parent when  it  is  realized  that  under  ex- 
isting   official    safety    valve    rules,    these 
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RULE    OF   THE    UNITED    STATES    BOARD 
OF  SUPERVISING    INSPECTORS. 

A.  =  area  of  safety  valve  in  sq. 
in.  per  sq.  ft.  of  grate 
face. 
W.  ~  lbs.  of  water  evaporation 
per  sq.  ft.  of  grate  per 
hour. 
P.  =  boiler   pressure    (absolute). 

In  187s  a  special  committee  was  ap- 
pointed by  this  board  to  conduct  experi- 
ments upon  safety  valves  at  the  Washing- 
ton Navy  Yard.  Although  the  pressures 
used  in  these  experiments  (30  x  70  lbs. 
per  sq.  inch)  were  too  low  to  make  the 
results  of  much  value  to-day,  one  of  the 
conclusions   reported   is   significant. 

"First — That  the  diameter  of  a  safety 
valve  is  not  an  infallible  test  of  its  ef- 
ficiency. 

"Second — That  the  lift  which  can  be  ob- 
tained in  a  safety  valve,  other  conditions 
being   equal,    is   a  test   of   its   efficiency." 

The  present  rule  of  the  board,  as  given 
febove,  formulated  by  Mr.  L.  D.  Lovekin, 
chief  engineer  of  the  New  Y'ork  Ship- 
building Co.,  was  adopted  in  1904.  Its 
derivation  assumes  practically  a  45  deg. 
seat  and  a  valve  lift  of  i/32-in.  of  the 
nominal  valve  diameter.  The  discharge 
area  in  this  rule  is  obtained  by  multi- 
plying the  valve  lift  by  the  valve  circum- 
ference and  taking  but  75  per  cent,  of 
the  result  to  allow  for  the  added  re- 
striction of  a  45  deg.  seat  over  that  of  a 
fiat  seat.  The  75  per  cent,  equals  ap- 
proximately the  sine  of  45  deg.   or  .707. 

MASSACHUSETTS    RULE    OF    1909. 

A  =  area  of  safety  valve  in 
sq.  ins.  per  sq.  ft.  'of 
grate  surface. 
W  :=  lbs.  of  water  evapora- 
tion per  sq,  ft.  of  grate 
surface  per  second. 
P  =  boiler  pressure  (obso- 
lute). 

One  of  the  most  recently  issued  rules  is 
that  contained  in  the  pamphlet  of  the  new 
Massachusetts  Board  of  Boiler  Rules, 
dated  March  24,  1908.  This  rule  is  merely 
the  United  States  rule  given  above  with  a 
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Tests  10-12  inclu- 
sive with  an  open 
locomotive    valve. 

Muffler     valve     in 
this    following    lo- 
comotive   test. 
Test  at  low  steam 
pressure. 

Different  type  of 
valve  disc. 
Tests  18-21  inclu- 
sive unsatisfac- 
tory as  the  valve 
was  too  small  for 
the  boiler  used. 


valves,  some  of  them  with  less  than  one- 
third  the  lift  and  capacity  of  others,  re- 
ceive the  same  rating  and  are  listed  as 
of  equal  relieving  value.  Three  of  these 
existing  rules  are  given  as  an  illustration 
of  their  nature;  the  U.  S.  Supervising 
Inspectors'  Rule,  the  Boiler  Inspection 
of  Philadelphia  Rule,  and  the  Board  of 
Boiler  Rules  of  Massachusetts. 


3.2  per  cent.  larger  constant  and  hence  re- 
quiring that  amount  larger  valve.  The 
evaporation  term  is  expressed  in  pounds 
per  second  instead  of  per  hour  and  two 
constants  are  given  instead  of  one,  but 
when  reduced  to  the  form  of  the  United 
States  rule  it  gives 

w 

A   =   .214   X   — 
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Working  this  out  as  was  done  with  the 
United  States  rule  and  taking  the  75 
per  cent,  of  the  flat  seat  area  shows 
that  this  rule  assumes  a  valve  life  of 
1/33  of  the  valve  diameter  instead  of 
1/32  of  the  U.  S.  rule.  This  changing 
of  the  assumed  lift  from  1/32  to  1/33  of 
the  valve  diameter  being  the  only  dif- 
ference between  the  two  rules,  the  in- 
adequacy of  the  U.  S.  rule  just  referred 
to  applies  to  this  more  recent  rule  of 
the  Massachusetts  board. 


PHILADELPHIA   RULE. 


.•\  =  - 


22. s  G 


A  =  total  area  of  safety  valve  or 

valves  in  sq.  ins. 
G  =  grate  area  in  sq,  ft. 
P  =:  Boiler   pressure    (gauge). 


p  X  8.62 

The  Philadelphia  rule  now  in  use  came 
from  France  in  1868,  being  the  oflicial  rule 
there  at  that  time  and  having  been  adop- 
ted and  recommended  to  the  City  of  Phila- 
delphia by  a  specially  appointed  com- 
mittee of  the  Franklin  Institute,  although 
this  committee  frankly  acknowledged  in 
its  report  that  it  "had  rwt  found  the  rea- 
soning upon  which  the  rule  had  been 
based."  The  area  A,  of  this  rule  is  the 
effective  valve  opening  or  as  stated  in  the 
Philadelphia  ordinance  of  July  13,  1868, 
"the  least  sectional  area  for  the  discharge 
of  steam."  Hence  if  this  rule  were  to  be 
applied  as  its  derivation  by  the  French 
requires,  the  lift  of  the  valve  must  be 
known  and  considered  whenever  it  is  used. 
However,  the  example  of  its  application 
given  in  the  ordinance  as  well  as  that 
given  in  the  original  report  of  the  Frank- 
lin Institute  Committee,  which  recom- 
mended it,  shows  the  area  A  applied  to 
the  nominal  valve  opening.  In  the  light 
of  its  derivation,  this  method  of  using 
it  takes  as  the  effective  discharge  area, 
the  valve  opening  itself,  the  error  of  which 
is  very  great.  Such  use,  as  specifically 
stated  in  the  report  of  the  committee 
above  referred  to,  assumes  a  valve-lift  of 
at  least  one  quarter  of  the  valve  diameter; 
that  is,  the  practically  impossible  lift  of 
1  in.  in  a  4-in.  valve. 

The  principal  defect  of  these  rules  in 
the  light  of  the  tests  recently  made  is 
that  they  assume  that  valves  of  the  same 
nominal  size  have  the  same  capacity  and 
they  rate  them  as  the  same,  without  dis- 
tinction, in  spite  of  the  fact  that  in  actual 
practice  some  have  but  one-third  of  the 
capacity  of  the  others.  There  are  other 
defects,  such  as  varying  the  assumed  lift 
as  the  valve  diameter,  while  in  reality 
with  a  given  design  the  lifts  are  more 
nearly  the  same  in  the  different  sizes, 
not  varying  nearly  as  rapidly  as  the 
diameters.  And  further  than  this  the  ac- 
ttial  lifts  assumed  for  the  larger  valves 
are  nearly  double  the  actual  average  ob- 
tained in  practice. 

The  direct  conclusion  is  this :  That 
existing  rules  and  statutes  are  not  safe  to 
follow.  Some  of  these  rules  in  use  were 
formulated  before,  and  have  not  been 
modified  since,  spring  safety  valves  were 
invented,  and  at  a  time  when  120  lbs. 
was  considered   high  pressure.     None  of 
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these  rules  takes  account  of  the  different 
lifts  which  exist  in  the  different  makes 
of  valves  of  the  same  nominal  size,  and 
they  thus  rate  valves  exactly  alike  which 
actually  vary  in  lift  and  relieving  ca- 
pacity over  300  per  cent.  It  would  there- 
fore seem  to  be  the  duty  of  all  who  are 
responsible  for  steam  installation  and 
operation,  no  longer  to  leave  the  deter- 
mination of  safety  valve  size  and  selec- 
tion to  such  statutes  as  may  happen  to 
exist  in  their  territorj-,  but  to  investigate 
for  themselves. 

The  elements  of  a  better  rule  for  de- 
termining safety  valve  size  exist  in  Na- 
pier's formula  for  the  flow  of  steam,  com- 
bined with  the  actual  discharge  area  of 
the   valve   as   determined   by   its   lift. 

To  determine  for  this  formula  what 
the  constant  or  co-efficient  of  flow  is  and 
how  it  is  affected  by  variations  in  valve 
design  and  adjustment,  an  extended  series 
of  tests  have  recently  been  conducted  at 
the  Stirling  Department  of  the  Babcock 
&  Wilcox  Co.,  at  Barberton,  O.,  by  the 
writer. 

As    previously    stated,    the    application 
of  the  results  obtained  is  in  fixing  a  con- 
stant for  the  flow,  in  Napier's  formula 
as  applied  to  safety  valves. 
P 

The  formula  is  W  ^  A  — 
70 
where  W  equals  pounds  discharged 
per  second,  P  equals  the  absolute 
steam  pressure  under  the  valve,  and  A 
equals  the  effective  discharge  opening  in 
sq.  in.  This  may  be  stated  as  E  =:  C  x 
AxP;  in  which  E  equals  the  pounds  of 
steam  discharged  per  hour,  C  equals  a 
constant,  E,  A  and  P  being  given  for  the 
above  tests,  C  is  directly  obtainable. 

Figuring  and  plotting  the  values  of  this 
constant  indicates  the  following  con- 
clusions: (i)  Increasing  or  altering  the 
steam  pressure  from  approximately  50 
to  ISO  lbs.  per  sq.  in.  does  not  affect  the 
constant,  this  merely  checking  the  ap- 
plicability of  Napier's  formula  in  that 
respect.  (2)  Radically  changing  the 
shape  of  the  valve  disc  outside  of  the 
seat  at  the  huddling  or  throttling  chamber, 
so-called,  does  not  affect  the  constant  or 
discharge.  In  test  No.  15  the  valve  had 
a  downward  projecting  lip,  deflecting  the 
steam  flow  through  nearly  90  degs.,  yet 
the  discharge  was  practically  the  same  as 
in  tests  Nos.  10  and  14,  where  the  lip 
was  cut  entirely  away,  giving  a  com- 
paratively unobstructed  flow  to  the  dis- 
charging steam.  (3)  Moving  the  valve 
adjusting  ring  through  much  more  than 
its  complete  adjustment  range  does  not 
affect  the  constant  or  discharge.  (4)  The 
addition  of  the  muffler  to  a  locomotive 
valve  does  not  materially  alter  the  con- 
stant or  discharge.  (5)  Disregarding  the 
rather  unsatisfactory  lyi  in.  and  3  in.  loco- 
motive valve  tests,  the  different  sizes  of 
valves  tested  show  a  variation  in  the 
constant   when    plotted    to    given    lifts    of 


about  4  per  cent.  (6)  There  is  a  slight 
uniform  decrease  of  the  constant  when 
increasing   the  valve   lifts. 

The  fact  that  these  tests  were  run  with 
some  superheat  (an  average  of  37.2  degs. 
F.)  while  the  majority  of  valves  in  use 
are  used' with  saturated  steam,  would,  if 
any  material   difference   exists,   place   the 


H 


D  =  C  X 


MUFFLED   POP  S.\FETY  VALVE. 

above  constants  on  the  safe  side.  The 
capacities  of  the  stationary  and  locomotive 
valves,  the  lift  test  results  of  which  have 
been  figured  from  this  formula,  taking  the 
valve  lifts  at  opening  and  in  pounds  of 
steam   per   hour,   are  as   follows : 

Of  the  seven  4-in.  iron  body  stationary 
valves,  the  average  capacity  at  200  lbs. 
pressure  is  7,370  lbs.  per  hour,  the  small- 
est capacity  valve  (figured  for  a  flat 
seat)  has  a  capacity  of  3,960  lbs.,  the  larg- 
est 12,400  lbs.,  and  of  the  six  sl/z-m. 
muffler  locomotive  valves  at  200  lbs.  pres- 
sure, the  average  capacity  is  6,060  lbs. 
per  hour,  the  smallest  4,020  lbs.,  the 
largest    11,050    lbs. 

To  make  the  use  of  the  rule  more  direct 
where  the  evaporation  of  the  boiler  is 
only  indirectly  known  it  may  be  expressed 
in  terms  of  the  boiler  heating  surface 
or  grate  area.  This  modification  consists 
merely  in  substituting  for  the  term  E  (lbs. 
of  total  evaporation)  a  term  H  (sq.  ft. 
of  total  heating  surface)  multiplied  by 
the  pounds  of  water  per  sq.  ft.  of  heating 
surface  which  the  boiler  will  evaporate. 
Evidently  the  value  of  these  modified 
forms  of  the  formula  depends  upon  the 
proper  selection  of  average  boiler  evapora- 
tion figures  for  different  types  of  boilers 
and  also  upon  the  possibility  of  so  group- 
ing these  boiler  types  that  average  figures 
can  be  thus  selected.  This  modified  form 
of  the  formula  is 


LxP 

where  H  equals  the  total  boiler  heating 
surface  in  sq.  ft.  and  C  equals  a  constant. 
Values  of  the  constant,  for  different 
types  of  boilers  and  service  have  been 
selected.  These  constants  are  susceptible 
of  course  to  endless  discussion  among 
manufacturers,  and  it  is  undoubtedly  more 
satisfactory  where  any  question  arises,  to 
use  the  formula  containing  the  term  E 
itself.  Nevertheless  the  form  containing 
the  term  H  is  more  direct  in  its  applica- 
tion, and  it  is  believed  that  the  values 
given  below  for  the  constant  will  prove 
serviceable.  In  applying  the  formula  in 
this  form  rather  than  the  original  one, 
containing  the  evaporation  term  E,  it 
should  be  remembered  that  these  con- 
stants are  based  upon  average  proportions 
and  hence  should  not  be  used  for  boilers 
in  which  any  abnormal  proportions  or  re- 
lations between  grate  area,  heating  sur- 
face,  etc.,  exists. 

For  locomotives  .055  as  the  constant 
was  determined  experimentally.  In  loco- 
motive practice  there  are  special  condi- 
tions to  be  considered  which  separate 
it  from  regular  stationary  and  marine 
work.  In  the  first  place  the  maximum 
evaporation  of  a  locomotive  is  only  pos- 
sible with  the  maximum  draft  obtained 
when  the  cylinders  are  exhausting  up 
the  stack,  at  which  time  the  throttle  is 
necessarily  open.  The  throttle  being  open 
is  drawing  some  of  the  steam  and  there- 
fore the  safety  valves  on  a  locomotive 
can  never  receive  the  maximum 
evaporation  of  the  boiler.  Just  what  per 
cent,  of  this  maximum  evaporation  the 
valve  must  be  able  to  relieve  under  the 
most  severe  conditions  can  only  be  deter- 
mined experimentally.  Evidently  the 
severest  conditions  obtain  when  an  en- 
gineman,  after  a  long,  hard,  up-hill  haul 
with  a  full  glass  of  water  and  full  pres- 
sure reaching  the  top  of  the  hill,  sud- 
denly shuts  the  throttle  and  injectors. 
The  work  on  the  hill  has  made  the  en- 
gine steam  to  its  maximum,  and  the  sud- 
den closing  of  throttle  and  injectors 
forces  all  the  steam  through  the  safety 
valves.  Of  course,  the  minute  the  throt- 
tle is  closed  the  steaming  quickly  falls 
off,  but  it  is  at  just  that  moment  that 
the  severest  test  upon  the  valves  conies. 
A  large  number  of  service  tests  have 
been  conducted  to  determine  this  con- 
stant. The  size  of  valves  upon  a  loco- 
motive have  been  increased  or  decreased 
until  one  valve  would  just  handle  the 
maximum  steam  generation,  and  the 
locomotive  heating  surface  being  known, 
the  formula  was  figured  back  to  obtain  the 
constant.  Other  special  conditions  were 
considered,  such  as  the  liability  in  loco- 
motive practice  to  a  not  infrequent  occur- 
rence of  the  most  severe  conditions;  the 
exceptionally  severe  service  which  loco- 
motive safety  valves  receive,  and  the  ad- 
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visability  of  providing  a  substantial  excess 
valve  capacity. 

As  to  the  method  of  applying  the  pro- 
posed safety  valve  capacity  rule  in  prac- 
tice, manufacturers  could  be  asked  to 
specify  the  capacity  of  their  valves,  stamp- 
ing it  upon  them  as  the  opening  and  clos- 
ing pressures  are  now  done.  This  would 
necessitate  no  extra  work  further  than 
the  time  required  in  the  stamping,  be- 
cause for 
valves  of  the 
same  size  and 
design  giving 
practically  the 
same  lift,  this 
would  have  to 
be  determined 
but  once, 
which  of  itself 
is  but  a  mo- 
ment's work 
with  a  small 
portable  lift 
gauge  which  is 
now  manufac- 
t  u  r  e  d.  T  li  c 
specifying  of 
safety  valves 
by  a  designing 
engineer  could 
then  be  as 
definite  a  prob- 
lem as  is  that 
of  other  pieces 
of  apparatus. 
Whatever 
views  are  held, 
as  to  the  ad- 
vantages o  f 
high  or  low 
lifts,  there  can 
be  no  ques- 
tion, it  would 
seem,  as  to  the 
advantage  o 1 
knowing  what 
this  lift  actual- 
ly is.  Further, 
as  to  the 
feasibility  o  f 
adopting  such 
a  rule,  which 
i  n  c  o  r  p  o  - 
rates  the  valve 
lift,  in  statutes 
governing 
valve  sizes :  this 


cedure  in  failure  or  breakdowns  on  simple 
and  compound  engines,  including  Mallet 
type.  That  covers  subjects  that  are  high- 
ly important  to  enginenien  and  to  rail- 
road companies.  There  have  been  so 
many  cliangcs  in  construction  and  weight 
of  locomotives  during  the  last  few  years 
that  rules  concerning  methods  of  dealing 
with  breakdowns  have  been  greatly 
changed.     Giving  details  of  latest  practice 


SHAFT   DRIVEN  BY  A  SMALL 
MOTOI^ 


CONNECTION  TAPPED  INTO 

DfPERENT  PLACES  IN  VALVE 

CASE  EXHAUST  PPE  ETC, 

TO  DETERMrgE  BACK  \'/^"--'<t 

PRESSURE 


Proposed  Submarine  Viaduct. 
A  proposal  to  substitute  what  would 
practically  be  a  submarine  viaduct  instead 
of  the  bridge  over  the  St.  Lawrence  at 
Quebec,  was  made  in  an  address  by  Mr. 
J.  S.  Armstrong,  C.E.,  before  the  Board 
of  Trade  in  Montreal.  The  speaker  said 
tliat  if  such  a  viaduct  was  built  and  low- 
ered to  a  depth  of  about  40  ft.  below  the 
surface,  it  would  allow  large  ocean-going 
vessels  to 
reach  Montre- 
al. The  bridge 
he  said  would 
have  to  be  190 
ft.  above  high 
water  to  per- 
mit this. 

The     under- 
water  tubes, 
such     as     Mr. 
Armstrong 
proposed, 
would   be    laid 
very    much    in 
the   same   way 
that     the     De- 
troit      subma- 
rine liiiiiK-I  lias  l)ucn  constructed.     The 
Quebec    one,   however,   could   be   made 
to    hold     four     railway    tracks,    two    for 
street  cars,  two  for  steam  railroad  trains, 
probably  operated  by  electricity,  and  two 
footways    could    be    provided    for    pedes- 
trians.   The  viaduct,  or  rather  the  tubes, 
could  be  made  strong  enough  to  withstand 
the  action  of  the   current,   and  could  be 
anchored   securely.     Being   so    far  below 
the   surface   the   tubes   would  be   entirely 
free  from  ice  in  the  winter    and  the  in- 
terior could  be'  brilliantly  lighted.     If  the 
scheme  got  as   far  as  providing  for   foot 
passengers,   provision   could   no   doubt   be 
made  for  vehicular  traffic. 


Aluminum. 


COnriECTED  TO  BOILER 
AS  IN  SERVICE 


APPARATUS  USED  IN  TESTING  THE  I.II-T  OF  S.M-r.TV  VALVES. 


would  involve  the  granting  and  obtain- 
ing by  manufacturers  of  a  legal  rating 
for  their  valve  designs  based  upon  their 
cenif. nitrated  lifts. 


Valve  Gear  and  Breakdowns. 

A  committee  of  the  Traveling  En- 
gineers' Association,  of  which  Mr.  0.  H. 
Rehmeyer,  559  Elm  street.  Blue  Island, 
111.,  is  chairman,  is  calling  for  -informa- 
tion on :  Functions  of  the  parts  of  Wal- 
tchacrts    valve    gear,    .-i    ninb.irl    cif    pro- 


is  spreading  popular  information  that  will 
be  welcomed  'by  many  people.  Anything 
that  will  be  said  about  the  Walschaerts 
valve  gear  is  sure  to  receive  sincere  wel- 
come, for  to  many  enginemen  that  form 
of  valve  gear  possesses  many  mysteries. 

Any  of  our  readers  who  have  informa- 
tion to  impart  on  the  subject  named  ought 
to  send  it  along  to  Mr.  Rehmeyer.  To 
members  of  the  Traveling  Engineers'  As- 
sociation we  would  say:  "Perform  your 
duty  b}'  answering  the  queries  of  this  cir- 
cular at  once." 


.\luminum  is  coming  into  such  general 
use  tliat  a  brief  description  of  the  metal 
may  be  of  interest  to  many  of  our  readers. 
As  is  well  known  it  is  white  and  very 
ductile  and  malleable,  and  about  the  same 
degree  of  hardness  as  zinc.  It  melts  at 
1,125  degs.  Fahrenheit.  Its  specific  gravity 
is  2.6.  or  a  little  more  than  two  and  a 
alf  limes  heavier  than  pure  water  at 
the  maxinnun  density.  As  a  conductor  of 
heat,  placing  silver  at  100,  its  conductivity 
is  31.33.  Its  comparative  strength  is 
about  10,000  lbs.  per  square  inch.  It  is 
almost  entirely  non-corrodible.  When  it 
is  deemed  desirable  to  be  hardened  it  is 
mixed  with  other  metals,  particularly  with 
copper,  nickel  and  zinc.  It  is  very  easily 
mixed  with  otlier  metals.  The  be.st  carbon 
crucibles  shouhl  be  used  in  fusing  the 
metal,  as  it  very  readily  absorbs  the  silica 
in  the  lining  of  crucibles.  Six  per  cent, 
of  copper  greatly  hardens  and  strengthens 
aluminum  without  adding  much  to  its 
weight. 
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General  Correspondence 


General  Foremen's  Association. 
Editor  : 

In  your  March  issue  I  note  that  Mr. 
Llewelyn  Morgan,  of  the  Boston  &  Maine 
refers  to  a  controversy  between  the  writer 
and  Mr.  Glover,  of  the  Pere  Marquette. 
In  this  connection  I  want  to  say  that  this 
discussion  has  not  yet  attained  the  dig- 
nity of  a  controversy,  Mr.  Glover  having 
very  evidenth"  been  misinformed  as  to  the 
aim  of  the  International  Railway  General 
Foremen's  -Association,  the  writer  en- 
deavored to  put  him  straight  in  the  matter 
by  assuring  him  that  roundhouse  manage- 
ment and  operation  receives  more  con- 
sideration in  the  deliberations  of  the  As- 
sociation mentioned  than  those  of  any 
other  department.  This  necessarily  fol- 
lows from  the  fact  that  the  roundhouse 
is  the  "backbone"  and  principal  feature 
of  the  locomotive  end  of  railway  opera- 
tion. Of  course,  in  convention,  methods 
of  handling  back  shop  work,  of  obtaining 
maximum  results  from  each  department, 
of  harmonizing  interests  and  of  obtaining 
necessary  supplies  promptly  are  also  dis- 
cussed, but  these  matters  all  bear  an  in- 
timate relation  to  the  roundhouse. 

As  stated  in  other  letters  which  I  have 
recently  had  the  pleasure  of  reading  in 
your  columns  and  those  of  other  mechani- 
cal journals,  the  roundhouse  foreman,  if 
pmbitious,  expects  to  be  a  general  fore- 
man, a  district  foreman  or  a  master  me- 
chanic at  some  future  time.  Therefore, 
we  contend  that  it  is  and  will  be  our 
aim  to  promote,  through  our  associa- 
tion, the  interests  of  the  roundhouse 
foreman  and  any  other  official  engaged  in 
the  construction  and  repair  of  locomotives. 
Our  association  is  open  to  all  such  and 
we  would  certainly  welcome  as  members 
the  officers  and  members  of  the  New  Eng- 
land Locomotive  Foremen's  Association. 

At  our  next  convention  we  will  discuss 
the   following   subjects: 

1.  Air  brake  equipment,  including  pumps 
for  all  classes  of  service.  C.  H.  Voges, 
chairman. 

2.  Coaling  of  engines  with  coaling  ma- 
chines, vs.  coaling  stations.  \V.  H. 
Clough,  chairman. 

3.  How  to  obtain  quickest  and  best 
routine  of  handling  engines  at  roundhouse. 
Figures  as  to  time  and  cost  to  be  sub- 
mitted with  each  paper.  T.  H.  Ogden, 
chairman. 

4.  .'\dvisability  of  installing  hot  water 
washout  and  filling  systems.  E.  .'\.  Murry, 
chairman. 

5.  Best  method  of  getting  work  through 
the  shop  with  economy  and  dispatch. 
W.  C.   Stears,  chairman. 


0.  The  superheater.  D.  E.  Barton, 
chairman. 

There  will  also  be  a  topical  discussion 
en  the  following.  There  will  probably 
be  no  papers,  but  every  member  will  be 
e.Kpected  to  come  prepared  to  voice  his 
\  lews : 

1.  Best  method  of  arriving  at  cost  of 
repairs  and  utility  of  cost  department. 

2.  What  class  of  repairs  should  be 
made  at  outside  points  where  facilities  are 
lacking? 

3.  The  use  of  commercial  gas  for  heat- 
irg   purposes    in    modern    shop    plants    in 


ated  steam  at  pressure  of  200  to  215  lbs. 
Whether  there  is  sufficient  saving  of  fire- 
box sheets  eiTected  by  the  lower  pressure 
carried  to  offset  the  increased  difficulty  of 
lubricating  cylinders  to  obviate  excessive 
abrasions. 

7.  The  location  of  the  point  of  water 
delivery  in  the  boiler,  whether  it  would 
not  be  an  advantage  to  deliver  water  at 
a  point  of  si.x  to  eight  inches  above  the 
mud  ring  just  in  the  rear  of  the  throat 
sheet  than  to  deliver  in  the  front  end  of 
the  boiler  near  flues. 

I    think    a    little    consideration    of    this 
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place  of  gasoline  or  crude  oil,  particu- 
larly in  tin  shops,  handling  of  fires  and 
straightening  of  frames  in  place,  lighting 
of  fires  in  roundhouse  engines,  in  boiler 
shop  rivet  forges,  and  other  similar  places. 

4.  The  use  of  oxy-acetylene  process  of 
welding  fireboxes  and  boiler  sheets, 
frames  and  other  similar  work. 

5.  The  advantage,  if  any,  which  is  de- 
rived from  the  use  of  the  wide  firebox 
over  its  predecessor,  the  narrow  firebox. 
Whether  the  wide  firebox  should  be  de- 
signed with  a  wide  or  narrow  water  leg 
and  what  should  be  done  to  overcome  the 
present  tendency  to  crack  sheets  under 
short  periods  of  service. 

6.  The  superheater  and  whether  or 
not  the  same  efficiency  is  obtained  from 
superheated  steam  at  a  pressure  of  17s 
lbs.  or  less,  that  is  obtained  from  satur- 


list  will  convince  the  most  skeptical  of  the 
\alue  of  membership  with  us.  I  would 
be  very  glad  to  hear  further  from  any 
others  interested  in  locomotive  work  and 
will  endeavor  to  reply  as  intelligently  as 
may  be .  to  any  questions,  criticisms  or 
comments.  E.  F.  F.-^y,  President. 

Cheyenne,  Wyo. 


Stationary  and  Locomotive  Engines. 

Editor: 
I  think  our  friend,  Mr.  Wiley,  on  page 

107 — R.MLW'AY  AND  LOCOMOTIVE  ENGI- 
NEERING— will  find  some  other  things  be- 
sides those  mentioned  in  his  article  on 
stationary  and  locomotive  practice.  The 
stationary  engine  and  boiler  have  usually 
plenty  of  room  to  install  feed  water 
heaters  and  condensers,  which  same  room 
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is  very  limited  in  the  modern  locomotive. 
The  modern  injector  makes  a  very  good 
live  steam  heater,  as  compared  with  the 
old  style  pump,  as  all  the  steam  required 
to  use  injector  is  returned  to  boiler. 

The  locomotive  has  to  develop  one 
h.  p.  on  about  two  square  feet  of  heat- 
ing surface,  as  compared  with  thirteen  to 
fifteen  square  feet  per  h.  p.  in  the  station- 
ary boiler.  A  locomotive  would  not  have 
much  power  left  to  pull  cars  with  if  it 
had  to  drag  around  six  or  seven  boilers 
for  the  sake  of  fuel  economy — due  to  a 
slower  rate  of  combustion  and  evapora- 
tion, and  it  would  probably  lose  the 
amount  of  fuel  saved  by  so  doing.  If 
there  was  enough  in  it,  the  builders  could 
as  easily  install  a  feed  water  heater  in  the 
front  end,  as  they  have  done  with  the 
superheater.  The  main  thing  in  the  mod- 
ern locomotive  is  to  keep  the  fire  and  the 
boiler  hot,  and  experience  has  shown  the 
simplest  way  is  by  turning  the  exhaust 
into  the  stack. 

I  think  he  will  also  find  that  the  loco- 
motive uses  more  expansion  of  steam  than 
the  average  stationary  engine  in  high- 
speed service,  especially,  cutting  off  as  it 
often  does  at  i/s  to  %  stroke.  Then, 
after  reverse  lever  is  hooked  up  close,  if 
throttle  can  be  partly  closed,  thus  drop- 
ping the  pressure  m  steam  and  dry  pipes 
slightly  and  also  the  temperature,  the 
steam  will  take  up  a  little  heat  passing 
from  dome  to  cylinders,  which  it  cannot 
do  in  the  stationary  engine,  owing  to 
steam  piping  being  all  outside  boiler.  The 
whole  problem  resolves  itself  into  making 
the  locomotive  as  efficient  at  the  draw  bar 
as  possible  per  pound  of  coal  burned. 

Walter  C.  Hill, 

Buffalo,  N.   Y.  Loco.  Engr. 


Rule   for    Determining  Wheel   Fit. 
Editor : 

A  variety  of  opinions  exist  as  to  the 
proper  method  of  predetermining  the  ton 
fit  as  indicated  by  the  gauge  on  a  wheel 
press    for    the    mounting   of    wheels    and 
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axles.  It  is  highly  important  to  know 
that  a  satisfactory  fit  has  been  made  when 
wheels  and  axles  have  been  assembled. 
The  varied  kinds  of  tools  used  on  axle 
lathes,  from  a  micrometer  down  to  a 
rigid  gauge,  including  the  use  of  paper, 
chalk,  etc.,  by  men  in  certain  localities  in 
making  an  effort  to  provide  the  proper  fit, 
prompts  the  writer  to  suggest  the  follow- 
ing rule,  known  as  the  "Caliper  Drag" 
system,  for  car  wheel  and  axle  assembly. 


If  the  length  of  the  wheel  seat  is  6 
ins.  and  the  diameter  of  the  wheel  seat 
5  ins.,  equaling  ii  ins.,  for  each  inch  thus 
obtained  use  i-i6  in.  if  the  wheel  center 
is  cast  iron,  or  11-16  in.  By  referring  to 
the  sketch  herewith  attached  you  will  find 
two  parallel  lines,  and  in  the  case  men- 
tioned the  same  are  drawn  11-16  in.  apart 
by  a  pair  of  dividers,  the  same  being 
parallel  with  the  axle.  If  the  wheel  cen- 
ter is  cast  steel,  rolled  or  pressed  steel, 
1-32  in.  instead  of  1-16  in.  is  used,  and 
the  distance  between  these  two  lines 
would  be  11-32  in. 

In  making  the  fit  one  leg  of  the  calipers 
is  held  upon  one  of  the  lines  while  the 
other  leg,  as  in  ordinary  calipering,  is 
directly  opposite.  The  leg  that  is  oppo- 
site to  the  one  line  is  held  in  that  fixed 
position.  The  other  leg  of  the  calipers 
is  moved  across  the  wheel  seat,  and  the 
proper  diameter  of  the  same  is  when  the 
leg  of  the  calipers  will  just  intersect  the 
other  line. 

It  cannot  be  expected  that  a  proper 
assembly  of  wheels  and  axles  can  be 
made  when  axles  are  stored  up  in  a  warm 
room  and  the  wheels  brought  from  the 
wheel  yard  during  extremely  cold  weather, 
bored  out  and  immediately  applied.  A 
much  better  method  is  to  bring  the  wheels 
from  the  wheel  yard  and-leave  them  in  the 
same  room  where  the  axles  are,  and  at  the 
same  time  know  that  the  frost  is  en- 
tirely expelled  from  the  wheels  before 
machining.  It  has  been  positively  proved 
that  a  correct  and  safe  system  of  wheel 
assembly  can  be  inaugurated  by  this 
method.  J.  E.  Osmer. 

Chicago,  III. 


The  Personnel  of  Commissions. 
Editor: 

At  the  present  time,  both  the  federal 
rind  State  authorities  are  "regulating"  the 
railroads  by  means  of  commissions.  Per- 
haps this  method  is  the  right  one,  although 
it  is  open  to  many  objections.  However, 
if  the  commissions  are  to  stay,  it  is  im- 
perative that  fundamental  changes  be 
made  in  their  organization.  Under  present 
conditions,  incompetent  persons  secure 
positions  on  the  various  commissions 
through  political  influence,  and  the  rail- 
roads suffer  as  a  consequence. 

Politicians  who  seek  to  "ride  into  of- 
fice" on  a  wave  of  supposedly  popular 
indignation  against  railroads  have  long 
since  become  familiar  figures  in  the  an- 
nals of  this  country.  These  time-servers 
should  be  forced  out  of  office  and  their 
places  given  to  men  who,  by  experience 
and  temperament,  are  fitted  to  occupy 
them.  It  is  the  height  of  absurdity  to 
entrust  the  regulation  of  railroads  to  per- 
sons who  do  not  possess  even  an  ele- 
mentary knowledge  of  railroad  operation 
and    management. 

Therefore,  commissions  having  the  power 
to  regulate  railroads  should  be  composed 


of  practical  railroad  men  and  business 
men  of  integrity  who  have  had  experience 
as   shippers. 

The  politicians,  faddists,  theorists  and 
professional  office-seekers  who  occupy 
places  on  such  commissions  at  the  present 
time     should     be      summarily     removed. 
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for,  in  addition  to  their  incompe- 
tence and  unfitness,  their  egotism,  igno- 
rance and  intolerable  arrogance  are  odious 
both  to  the  railroads  and  to  all  the  intelli- 
gent   citizens    of    this    country. 

Arthur  Curran. 
New  York,  N.   Y. 


Voluntary  Retirement. 

Editor: 

After  reading  your  extended  notice  of 
me  in  your  March  issue,  I  have  concluded 
that  in  a  brief  article  on  the  retiring  busi- 
ness, I  may  interest  some  who  are  con- 
templating a  voluntary  dropping  of  tools, 
and  getting  out. 

I  suppose  it  is  universally  known  to 
railroad  men  that  the  Delaware.  Lacka- 
wanna and  Western  Railroad  has  a  pen- 
sion system.  Between  60  and  69  years  of 
age,  if  a  man  becomes  unable  to  perform 
his  duties,  he  may  make  application  to  be 
placed  on  the  pension  roll,  providing  he 
has  been  in  the  employ  for  25  years.  I 
think  I  can  say  without  fear  of  contra- 
diction that  I  have  always  had  robust 
health  until  last  August.  A  local 
physician  diagnosed  my  ailment  as  "a 
derangement  of  the  alimentary  canal."  I 
never  knew  I  harbored  a  canal  in  my 
internal  parts  until  he  told  me.  Three 
other  disciples  of  Esculapius  said  the 
same,  and  I  knew  as  much  about  what 
they  meant  as  a  dog  does  about  the  man 
in  the  moon.  One  thing  I  did  know — 
that  I  was  a  very  sick  man,  and  unless 
they  could  do  something  to  improve  the 
canal,  my  name  would  soon  be  Dennis. 

I  hung  onto  the  job,  while  the  disciples 
were  dosing  me,  with  very  poor  results. 
Coming  close  to  the  end  of  October,  I  de- 
cided to  get  out,  and  onto  the  pension 
roll.  I  came  to  my  home,  where  I  have 
been  ever  since  to  the  time  of  this  writing, 
March  4,  1909,  and  no  great  change  for 
the  better  is  in  my  physical  condition. 


April,  1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


149 


I  would  not  impress  my  personality 
on  your  readers  but  that  I  want  to  give  a 
pointer  to  any  person  contemplating  volun- 
tary retirement.  When  a  man  serves  32 
years  in  a  one-man  shop,  as  roundhouse 
foreman,  subject  to  being  called  any  hour 
of  the  night  to  look  after  the  alimentary 
canals  of  old  plugs  of  engines,  and  other 
defects  too  numerous  to  mention,  when  he 
finds  he  isn't  called  any  more  and  that  he 
is  like  Othello  "with  his  occupation  gone," 
he'll  devote  his  whole  mind  dwelling  on 
the  cause  that  knocked  him  out,  and  if  he 
does  not  get  his  mind  away  from  brooding 
over  it  he'll  soon  be  a  subject  for  the 
funeral  director.  The  first  two  months  I 
was  off,  I  kept  myself  on  dress  parade 
on  the  carpets  around  my  house  until  I 
had  them  nearly  threadbare,  and  I  kept 
wishing  I  was  taking  the  lockstep  with 
some  of  the  involuntary  servants  of  the 
State.  When  the  6  o'clock  whistles  would 
blow  in  the  morning  I'd  often  jump  out 
on  the  floor  and  begin  dressing  myself,  like 
ot  yore,  ere  I'd  think  that  I  was  retired. 
When  in  active  service,  6  was  my  invari- 
able time  for  getting  up,  and  oh !  how 
longingly  I'd  look  back  at  the  bed,  wish- 
ing I  could  stretch  out  the  nap.  Now, 
when  I  could  sleep  till  noon  every  day,  I 
am  wakeful  as  a  hungry  sparrow  at  the 
time  of  "crusty  old  six  in  the  morning." 
Another  thing  that  helped  me  along  to 
the  contemplation  of  what  undertaker 
would  rush  me  graveward,  was  reading 
my  obituary  in  some  of  the  papers  which 
told  their  readers  of  my  being  beyond  my 
usefulness  and  that  I  could  take  a  much- 
needed  rest,  and  I  did  not  know  whether 
the  rest  was  to  be  this  side  of  the  grave 
or  in  it. 

Well,  time  makes  all  things  even.  Al- 
though I  cannot  enjoy  the  embraces  of 
Morpheus  after  six,  I  can  enjoy  the  fact 
that  my  ears  are  not  being  filled  up  with 
the  ailments  of  "my  engine"  by  the  throt- 
tle-bar manipulators  or  knights  of  the 
scoop. 

Just  think  of  it — thirty-two  years  a 
round-house  foreman,  and  clergymen  com- 
ing to  prepare  me  for  a  regimen  of  sack- 
cloth and  ashes,  to  purge  the  ills  of  the 
flesh:  Why,  it  is  canonization  I  deserve, 
as  a  saint  of  the  round-house.  It  is  a 
tough  job  to  drop  the  tools  after  the  habits 
of  a  lifetime.  We  have  read  of  people  be- 
ing incarcerated  in  dungeons  for  years, 
and  when  offered  their  freedom  implored 
to  be  let  remain  in  their  living  tombs. 

When  at  Columbus  last  May,  at  the  B. 
of  L.  E.  Convention,  I  attended  a  smoker 
of  the  Knights  of  Columbus.  When  my 
time  came  to  make  a  few  remarks  I  told 
a  story  of  my  early  boyhood  days,  when  a 
clergyman  asked  me,  "What  is  hell?"  I 
failed  to  reply,  "but,"  said  I  to  a  clergy- 
man sitting  in  the  audience,  "ask  me  what 
is  hell  now,  father,  and  note  how  quickly 
I'll  reply."  "Well,  what  is  it?"  said  he. 
"Serving  a  railroad  company  in  the  posi- 
tion of  round-house  foreman." 


You  state  in  my  latest  obituary  in  your 
columns  that  "the  leisure  I  now  enjoy  will 
give  my  pen  a  greater  scope  than  for- 
merly." I  don't  think  it  will.  I  hope  so. 
T  am  getting  skeptical  about  the  ability  of 
doctors,  and  you're  a  first-class  one  to 
doctor  old  and  new  engines,  but  I  doubt 
your  skill  to  fix  up  the  "canal." 

As  you  say,  I  intend  to  take  a  sea  voy- 
age on  the  Caledonia  of  the  Anchor  Line 
the  first  of  May  next.  I  shall  go  direct  to 
"the  land  of  cakes  and  brither  Scots."  I 
shall  go  to  Edinburgh  and  Stirling  from 
Glasgow.  I  want  to  see  the  places  made 
famous  by  Sir  Walter  Scott  and  Burns. 
I  shall  try  and  reanimate  with  life  King 
James  and  Lady  Heron  in  Holy  Rood. 
I'll  fancy  I  hear  the  king  importuning  her 
to  sing,  and  her  declination,  and  I'll 
imagine  I  see  her — 


.And  sent  the  fragment  through  the  sky, 

.\  rood  beyond  the  farthest  mark! 

.And  still,  in  Stirling's  royal  park. 

The  gray-haired  sires  who  know  the  past. 

To  strangers  point  the  Douglas  cast, 

.And  moralize  on  the  decay 

Of  Scottish  strength  in  modern  day." 

I'll  have  one  of  them  point  me  out  the 
place,  but  I  am  afraid  the  "Wizard  of 
Romance"  will  be  yet  held  in  suspicion 
by  me. 

From  Edinburgh  I'll  continue  my  wan- 
derings over  to  the  shores  of  the  Firth  of 
Clyde,  stopping  oflf  at  Ayr,  to  pay  my 
heart's  adoration  to  the  scenes  where 
"Earth's  proudest  bard"  lived — dear  old 
Robby  Burns. 

I  supposed  when  Bulwer  Lytton  made 
Richelieu  say,  "The  pen  is  mightier  than 
the  sword,"  that  he  used  but  a  figure  of 


WASHINGTON,  D.  C.      LOOKING  .\OKiii    iM\\.\Kii   ;m-\\    YORK  .WENUE. 


"When  first  she  pitched  her  voice  to  sing, 
And*  turned  her  dark  eye  on  the  king. 
And  then  around  the  silent  ring; 
And   laughed,   and   blushed,   and   oft   did 

say 
Her  pretty  oath  by  yea  and  nay, 
She   could   not,    would    not,    durst    not 

play—" 
and  after  her  brief  prelude,  rolled  the 
liquid  numbers  of  "Young  Lochnivar"  out 
of  her  musical  throat. 
I'll  go  through  the  Trossachs  with  James 
Fitz  James.  I'll  pay  the  tribute  of  my 
admiration  to  that  most  beautiful  crea- 
tion of  peerless  womanhood  on  the  shores 
of  Loch  Katrine,  Ellen  Douglas.  And  ere 
I  leave  such  classic  scenes  I'll  go  through 
Stirling  Park  to  do  some  measurement 
there,  so  I  can  absolve  Sir  Walter  from 
a  suspicion  I  hold  that  he  is  the  Mont 
Blanc  of  accomplished  prevaricators,  fit 
to  be  a  Past  Grand  in  ex-President  Roose- 
velt's Ananias  Club,  or  a  wizard  of  stain- 
less veracity.  I  have  reference  to  where 
the  burghers  are  holding  their  sports, 
where  Douglas 

"rent  an  earth  fast  stone 
From  its  deep  bed,  then  heaved  it  high, 


speech ;  but  since  I  began  making  out  my 
itinerary  for  this  trip  I  am  contemplating, 
I  find  Lytton  is  right;  for  I  do  not  know 
where  in  any  part  of  the  world  railroads 
run  and  are  joined  by  coach  roads,  to  visit 
daily  places  which  are  made  immortal  by 
the  sword,  what  Scott  and  Burns  have 
done  for  the  pen. 

After  I  quit  Dumfries  I  shall  go  direct 
to  Leeds,  in  England,  where  I  am  to 
foregather  with  the  Associated  Society  of 
Engineers  and  Firemen  of  Great  Britain, 
whose  convention  will  open  May  18th  at 
that  place. 

From  England  I'll  sail  for  "Ould  Dun- 
leary,"  which  Daniel  O'Connell  and  other 
toady  hunters  permitted  to  be  changed  to 
Kingstown  to  commemorate  the  visit  to 
the  place  by  King  George  IV  in  1824,  and 
which  toadying  was  used  as  a  scourge  by 
Lord  Byron  in  his  Irish  Avatar  to  casti- 
gate them. 

Should  Providence  permit  me  to  carry 
out  this  programme,  it  will  be  to  see  the 
humble  cot  where  I  was  born,  and  the 
places  "where  my  young  footsteps  in  in- 
fancy wandered,"  now  sixty  years  ago,  to 
come  to  God's  country,  the  United  State* 
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of  America.  I  was  born  in  the  town  of 
Carlow.  on  the  river  Barrow,  in  the  Prov- 
ince of  Leinster ;  and  I  also  wish  to  see 
a  country  which  is  noted  for  the  modesty 
of  her  sons,  their  unselfish  and  retiring 
nature,  their  self-sacrificing  manner  of 
letting  others  get  the  start  of  them  racing 
for  a  prize,  in  all  the  greatness  of  a  glor- 
ious self-denial.     Amen. 

Shandy  M.\guire. 
Oswego,  N.  y. 


Driver  Brake  Hanger. 

Editor : 

Enclosed  you  will  find  a  sketch  of  driver 
brake  hanger  support  as  made  in  the  shops 
of  the  Kentwood  &  Eastern  Railway,  at 
Kentwood,  La.  Usually  the  front  brake 
hanger  is  held  in  place  by  a  cast  iron 
block,  as  a  rule  fastened  to  lower  frame 


to  judge  of  the  conditions  personally, 
however,  if  the  case  is  as  we  think  it  is, 
he  could  straighten  guides  with  a  heavy 
screw  jack,  fastening  the  ends  of  guides 
pnd  jacking  against  centre  of  guide, 
until  he  has  forced  it  back  into  a 
straight  line  on  wearing  surface.  He 
should  force  guide  a  little  more  than 
i.s  required  in  order  to  allow  for  its 
springing  back  a  little.  This  can  be 
done  without  heating,  if  the  guide  is 
not  too  heavy.  A  straight-edge  should 
be  used  in  this  operation. 

His  trouble  in  keeping  the  soft  metal 
lining  on  crosshead  shoes  can  be  easily 
overcome.  First,  melt  the  old  metal 
oflf  shoe  and  heat  the  shoe  thoroughly 
in  order  to  get  rid  of  grease.  While 
shoe  is  hot,  apply  soldering  acid  with 
a  small  brush.  Then  put  a  thin  coat 
of    solder    over   the    face    of    shoe,    dis- 
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by  the  splice  bolts ;  those  bolts  frequently 
get  loose  and  break  oflf  by  the  down  pull 
on  hanger  going  ahead,  necessitating  put- 
ting in  new  bolts,  resulting  in  delay  and 
expense.  The  hanger  as  made  here  is 
working  successfully  and  entirely  inde- 
pendent of  the  splice  bolts.  The  holes 
sre  drilled  so  that  hanger  pin  will  rest 
on  the  frame,  and  the  hanger  support  is 
extended  to  the  upper  rail.  If  the  dis- 
tance between  the  back  cylinder  head  and 
casing  do  not  permit  the  hanger  to  go  on 
the  pin  from  the  outside  we  put  on  a  nut 
on  inside  instead  of  the  head. 

C.    WiLIIELMSEN, 

M.  M.,  K.  &  E.  R.  R. 
Kentii'ood,  La. 


tributing  it  evenly  with  soldering  iron. 
As  quickly  as  possible,  pour  the  soft 
metal  and  make  the  lining  the  thickness 
desired.  As  he  has  no  way  of  machin- 
ing crosshead  shoes,  he  should  be  care- 
ful in  making  the  mould  for  the  lining 
so  as  to  have  an  even  surface.  It  is  not 
necessary  to  use  block  tin  as  good  bab- 
bitt   metal    is   cheaper. 

Shop   Forem.\n. 
Jersey  Shore,  Pa. 


Guides  and  Crossheads. 
Editor: 

Mr.  J.  W.  Moorhead,  engineer  on  the 
P.  S.  &  C.  R.  R.,  has  asked  certain 
questions  about  guides  of  engines  on 
that  road.  Trying  to  keep  up  repair 
work  without  tools  or  equipment  is  a 
bard  proposition  and  requires  ingenuity. 
Guides  that  are  worn  14  'ti.  in  the 
centre  are  in  bad  shape.  We  do  not 
think  his  guides  are  worn  this  much, 
but  we  believe  they  are  sprung  so  that 
he  cannot  properly  line  them.  We  hes- 
itate to  give  advice  without  being  able 


Babbiting  Crossheads. 

Editor: 

In  reply  to  Mr.  Jay  W.  Moorhead  of 
Clarion,  Pa.,  in  your  March  issue,  relative 
to  lining  and  rebabbiting  crossheads,  if 
he  will  use  half  and  half  the  metal  will 
last  longer  and  stick  better,  that  is,  half 
babbitt  and  half  block  tin.  It  is  useless 
to  put  this  or  anything  else  in  unless  it 
is  put  in  right,  and  there  are  few  machin- 
ists who  understand  this  class  of  work, 
saying  nothing  to  a  locomotive  engineer. 

I  am  aware  just  at  the  present  time  rail- 
roads are  in  a  somewhat  bad  condition 
financially  and  can't  see  their  way  clear 
to  employing  as  many  machinists  as  are 
really  needed  to  keep  up  repairs ;  but  to 
the  road  that  can't  put  on  any,  and  the 
cr.gincers  often  making  twelve  hours  on 
the    road   having   to   put    in    their   twelve 


I'.oiirs  that  are  intended  for  refreshment 
.-.nd  sleep  in  keeping  up  running  repairs 
cf  their  engines,  certainly  must  be  in  a 
bad  condition,  and  it  is  to  be  hoped  that 
our  beloved  President  Taft  will  soon  be 
able  to  bring  such  changes  that  will  help 
such  roads  as  this,  especially  for  the 
benefit  of  the  engineer. 

It  is  coming  on  springtime  and  the 
lawns  will  need  attention,  and  that  it  may 
give  some  poor  machinist  who  has  been 
out  of  work  for  ten  or  twelve  months  a 
job,  that  he  may  take  the  guides  down, 
straighten  them,  pull  the  piston,  put  them 
up  in  centre  line  of  cylinder,  see  that  oil 
hole  is  not  stopped  up  to  keep  oil  ofif  the 
guides.  I  have  no  doubt  but  those  engi- 
neers who  are  now  working  twenty-four 
hours  a  day  will  find  relief.  I  hope  I  am 
not  intruding,  but  I  have  the  acquaintance 
of  .some  engineers  and  shop  foremen  who, 
if  they  were  to  lose  their  jobs,  it  would  be 
a  case  of  back  to  the  farm.  I  sincerely 
hope  that  business  will  soon  mend  up,  that 
we  may  have  more  men  employed,  that  it 
may  give  to  those  who  have  to  put  in 
such  long  and  toilsome  hours  more  time 
to  rub  their  heads  against  the  peg  of 
knowledge,  that  they  may  be  better  fit 
to  fill  the  duties  of  life  in  their  business 
circles  and  keep  the  grass  clipped  close 
that  it  may  not  dew-poison  the  baby's  toes. 
G.  C.  Brickhul'SE. 

Corington,  Ky. 


Designing  Link  Motion. 

Editor : 

This  article  deals  with  the  parts  of  the 
link  motion  from  the  hanger  to  the  reverse 
lever,  also  taking  up  the  eflfect  of  the  weight 
on  handling  the  lever.  The  link  hanger  sup- 
ports the  weight  of  the  link  and  half  the 
weight  of  the  two  eccentric  rods.  It  is 
also  subjected  to  the  strain  due  to  moving 
ihe  valve  with  the  reverse  lever,  and  to 
the  lifting  action  of  the  link,  which  will  be 
considered  later.  The  lifting  shaft  is  a 
good  illustration  of  a  shaft  in  torsion.  The 
reach  rod  arm  holds  one  end  of  the  shaft 
stationary  while  the  weight  on  the  end  of 
the  hanger  arms  tends  to  twist  the  other 
end,  turning  it  through  an  angle  called 
the  angle  of  twist.  The  greater  the  length 
of  the  rod  the  greater  the  twisting  force 
and  the  diameter  should  be  large  enough 
to  insure  sufficient  stiflfness. 

The  reach  rod  is  usually  straight,  and 
the  principal  strain  is  tension,  but  some- 
times the  end  is  curved,  which  introduces 
r.  bending  strain.  The  load  equals  the 
weight  of  the  two  links,  half  the  weight  of 
the  four  eccentric  rods,  and  the  weight  of 
the  two  link  hangers,  modified  by  the  lev- 
erage of  the  lifting  shaft.  There  is  also 
the  strain  due  to  moving  the  valve  with 
the  engine  using  steam.  The  rod  should 
be  calculated  to  take  both  these  strains, 
ior,  though  the  weight  of  the  parts  is 
counterbalanced  by  the  spring,  this  may  be 
broken. 


April,  1909. 
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Taking  the  reversing  gear  shown  in  Fig. 
I,  we  will  first  consider  the  effect  of  the 
weight  alone  on  the  reverse  lever.  As- 
sume the  weight  to  be  lifted  by  the  two 
lifting  arms  at  1,000  lbs.  total.  With  the 
dimensions  shown  in  the  figure  there  will 
be  772.72  lbs.  acting  as  tension  on  the 
reach  rod,  and  at  the  end  of  the  reverse 
lever  there  will  be  278  lbs.  With  a  broken 
counterbalance  spring  this  weight  pulls  the 
lever  forward  the  instant  the  latch  is  re- 
leased. Now  consider  the  lever  locked  in 
position.  The  latch  on  the  sector  acts  as 
a  fulcrum,  and  the  reaction  on  the  pivot 
of  the  reverse  lever  is  159  lbs.,  while  the 
reaction  on  the  latch  is  613.69  lbs.  Again, 
consider  the  lever  as  being  pulled  back. 
Now  the  reach  rod  is  a  fulcrum,  and,  with 
278  lbs.  on  the  end,  the  reaction  on  the 
pivot  is  494/4  lbs.  In  practice  these  forces 
are  supposed  to  be  taken  up  by  the  coun- 
terbalance spring,  but  they  should  be  con- 
sidered in  the  design  to  allow  for  emer- 
gencies. 

There  is  another  force  acting  on  the  re- 
verse lever  when  it  is  operated  with  the 
engine  under  steam.  Assume  the  link  in 
Fig.  2  to  move  from  full  gear  forwards  to 
full  gear  back.  The  link  block  will  move 
in  the  slot  from  B  to  A,  or  a  horizontal 
distance  equal  to  C  A.  At  the  same  time 
the  point  of  suspension  will  move  a  verti- 
cal distance  equal  to  C  B.  This  is  equiva- 
lent to  moving  the  w-eight  on  the  valve  up 
an  inclined  plane,  B  A.     By  the  usual  rule 
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the  power  required  equals  the  load  on  the 
valve  multiplied  by  the  distance  A  C,  and 
divided  by  C  B.  This,  of  course,  is  a  very 
rough  calculation,  as  the  link  is  constantly 
changing  its  position,  and  the  power 
changes  with  the  angle,  but  it  serves  to 
show  the  effect  of  moving  the  valve  on 
handling  the  reverse  lever  when  the  en- 
gine is  using  steam. 

The  small  rectangle  at  the  bottom  of  the 
link  will  illustrate  another  force  acting 
through  the  link  on  the  reverse  lever.  The 
figure  is  not  drawn  to  scale,  but  it  may 
be  constructed  for  any  given  case  as  fol- 
lows :  From  the  eccentric  rod  pin,  D,  con- 
tinue the  line  of  motion  of  the  rod  to  F, 
making  D  F  equal  to  the  force  acting  at  D. 


Complete  the  parallelogram  so  that  the 
bides  D  E  and  F  G  are  parallel  to  the  link 
arc,  and  the  sides  E  F  and  D  G  are  parallel 
to  the  motion  of  the  end  of  the  link.  Now 
the  force  D  F  is  broken  into  two  forces, 
one  equal  to  D  G,  tending  to  rotate  the 
end  of  the  link,  and  the  other  equal  to 
D  E,  and  tending  to  lift  the  link  bodilj'. 
With  a  given  length  of  eccentric  rod  this 
lifting  force  increases  as  the  radius  of  the 
link  decreases,  and  if  the  radius  is  too 
short,  it  is  transmitted  to  the  reverse  lever 
and  makes  it  hard  to  manage. 

To  find  the  force  acting  on  the  spring, 
due  to  the  weight  of  the  parts,  we  have,  in 
Fig.  I,  1,000  X  17/4  =  4.250  lbs.  By  using 
two  coils,  a  lighter  spring  can  be  used, 
with  a  smaller  load  on  each  spring. 

Sidney  C.  Carpexter. 

Plainville,  Conn. 


How  About  Wootten  Firebox  Engine? 

Editor : 

I  have  been  a  reader  of  Railw.w  .\nd 
Locomotive  Engineering  for  a  number  of 
years  and  am  always  anxious  for  the  next 
number  to  come.  It  certainly  seems  like 
old  times  to  see  these  pictures  of  loco- 
motives with  diamond  stacks,  and  I  have 
been  greatly  interested  in  them. 

A  number  of  years  ago  some  of  the 
Western  roads  bought  some  engines  with 
the  Wootten  firebox.  The  Burlington, 
Union  Pacific  and  others  bought  a  few 
of  these  engines  for  experimental  pur- 
poses. I  would  like  to  see  pictures  of 
these  engines  in  your  columns  if  they  are 
still  in  service,  and  I  don't  think  you  will 
have  any  trouble  in  getting  these  pictures 
from  the  way  in  which  the  Western  men 
have  responded  with  pictures  of  diamond 
stack  engines.  Wishing  you  and  your  pa- 
per success.  A  Re.xder. 

Rock  Island,  III. 


Wheel   Economy. 

Editor : 

I  am  enclosing  a  copy  of  a  tabulation 
I  have  on  the  subject  of  wheel  economy. 
The  minimum  thickness  of  a  steel  tire  of 
steel-rolled  M.  C.  B.  wheel  flange  is  54-in. 
The  correct  thickness  is  if^  in^  both 
measurements  being  made  17/64-in.  above 
the  tread.  You  will  note  that  when  the 
wheel  flange  is  allowed  to  become  worn 
down  to  the  minimum,  %-'m.,  the  cut  at 
the  lathe  is  20/32-in.,  or  a  total  reduction 
in  diameter  of  V/j^-'m.  You  will  also  ob- 
serve that  when  a  wheel  flange  is  allowed 
to  wear  down  to  i  in.,  the  cut  in  the  wdieel 
lathe  is  12/32  in.,  or  a  total  reduction  in 
diameter  of  the  wheel  is  JiJ-in.  From 
the  point  of  economy  the  writer  is  of  the 
opinion  that  it  is  more  profitable  for  a 
railroad  company  to  remove  steel-tired 
wheels  from  coaches  when  the  flange  is 
worn  down  to  I  3/16  or  1]/^  in.  flange 
thickness.     This    requires   a    reduction    in 


diameter  of  }i  in.  and  ^  in.,  and  is  enough 
to  restore  the  fillet  sufiiciently  to  arrest 
thrust.  It  is  wasteful  of  material  and  also 
dangerous  to  permit  wheels  to  run  when  the 
flanges  have  'become  i  in.  down  to  J4  '"• 
in  thickness.-  It  is  considered  that  1/16 
in.  of  steel,  after  it  has  been  applied  to  a 
34-in.  wheel  is  worth  approximately  $1.70. 
You  will  therefore  observe  that  it  costs 
less  in  labor  to  remove,  re-turn  and  re- 
apply a  pair  of  wheels  than  it  does  to 
permit  them  to  remain  in  service  and  al- 
low the   vertical   flange  wear  to  continue 
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until  the  wheel  flange  becomes  worn  down 
to   the  thickness   mentioned. 

MEASUREMENTS       FOR       M.C.B.       STEEL 
TIRES  AND  WHEELS. 


Tliiclcness                   Depth  of 

Reduction  in 

of  Wl-.ecl                        Cut  At 

Diameter 

I-^lanffes.               Wheel  Lathe. 

of  Wheel. 

Inches.                          Inches. 

Inches. 

?4                             20/32 

•'4 

13/16                             18/32 

1% 

%                            16/32 

I 

15/16                             14/32 
1                                        12/32 

n 

I   1/16                             1032 

^ 

1%                                    8/32 

^ 

I   3/16                              6/32 
I  'A                              4/32 

f? 

I  =1/16                         2/32 

'A 

'H 

NOTE. — Measurements    to 

be 

taken    through 

flange   17/64  in.  above  the  tread. 

J. 

E 

O.smer. 

Chicago,  III. 

Views   on   Mechanical   Principles. 
Editor; 

.\  few  years  ago  at  a  time  when  the 
writer  was  connected  with  the  .\merican 
Order  of  Stationary  Engineers  as  an 
honorary  member,  the  discussion  one 
evening  dealt  with  the  question:  In 
which  position,  top  or  bottom  quarter,  will 
the  driver  crank  deliver  the  greatest  effect 
ti  the  rail?  It  being  understood  that  the 
locomotive  was  to  actually  move  a  small 
distance  so  as  to  include  the  element  of 
friction. 


152 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING 


April,  1909. 


The  question  as  presented  did  not  con- 
sider the  reduction  of  piston  head  area 
which  is  present  in  locomotives  when  the 
piston  rod  is  in  extension.  This  partic- 
ular feature  was  introduced  almost  as 
soon  as  the  discussion  started  and  as 
there  was  no  difficulty  in  pointing  out  its 
effect  and  calculating  its  magnitude,  pro- 


cKANK    PIN    ON    TOP    QUARTER. 

vidcd  steam  pressure,  cylinder  diameters, 
etc.,  were  given  a  certain  value,  the  top 
quarter  advocates  conceded  this  point 
without  any  dispute,  and  the  bottom  quar- 
ter members  felt  that  victory  was  theirs. 
Such,  however,  was  not  the  case,  con- 
siderations of  leverage  were  the  same 
with  both  sides,  but  as  far  as  there  being 
more  driver  axle  friction  with  power  ap- 
plied at  top  quarter  than  at  bottom  quar- 
ter there  was  no  such  thing  as  agreement. 

After  discussing  the  matter  for  about 
two  hours  the  order  was  divided  about 
half  and  half  as  to  the  advantage  of  one 
quarter  over  the  other.  About  a  month 
after  this  the  same  question  was  asked 
and  answered  in  the  columns  of  Science 
and  Industry.  The  mechanical  editor  in- 
formed the  enquirer  that  there  was  no 
difference  at  all,  it  was  an  even  thing. 

The  writer  of  this  article  took  excep- 
tion to  the  editor's  answer,  and  the  matter 
was  treated  both  graphically  and  math- 
ematically, horizontal  and  vertical  compo- 
nents as  well  as  the  resultant  force  was 
shown  up  by  using  the  parallelogram  of 
forces.  The  editor's  parallelogram, 
square  roots,  etc.,  showed  an  exceedingly 
small  amount  of  mechanical  advantage  in 
favor  of  the  lower  quarter.  This  was  all 
that  the  writer  wanted,  the  small  amount 
that  was  shown  up  by  "cold  hard  figures," 
but  the  mechanical  editor  quit  figuring  at 
this   point,    he   dropped    his    mathematical 


a  great  many  locomotive  cylinders  there 
were  piston  tailrods  that  went  through 
the  front  ends  of  the  cylinders  and  in 
such  cases  piston  heads  did  not  have  the 
advantage  or  the  disadvantage  of  the 
usual  reduction. 

The  personal  correspondence  pertaining 
to  the  matter  was  referred  to  a  high- 
grade  scientific  journal  for  an  opinion 
and  the  decision  was  that  the  mechanical 
editor  was  right,  there  being  no  advan- 
tage in  one  quarter  over  the  other.  The 
matter  was  taken  up  with  a  leading 
magazine  devoted  to  steam  and 
mechanics,  three  or  four  letters  were  ex- 
changed with  the  associate  editor,  using 
the  "graphics"  and  the  methematics  pre- 
viously employed  and  the  result  was,  he 
decided  there  was  no  difference  between 
the  top  and  bottom  quarters. 

About  this  time  the  writer  visited  the 
scenes  of  his  boyhood,  and  he  did  not  for- 
get to  stop  and  see  the  man  who  owned 
the  old  grist  mill  run  by  tlie  immense  old- 
fashioned  water  wheel.  A  walk  into  and 
through  the  old  mill,  that  had  not  been 
seen  for  twenty-five  years,  followed  and 
we  stood  right  at  the  old  water  wheel. 

"Mr.  Judd,"  the  writer  remarked,  "what 
would  be  the  effect  if  your  small  gear  was 
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accuracy,  so  to  speak,  and  proceeded  to 
relate  offhand  wliat  he  thought  would 
happen  in  actual  practice. 

He  was  up  against  the  reduced  area  of 
piston  head  with  the  rod  in  extension,  not 
having  considered  the  effect  of  that  when 
he  answered  his  correspondent.  He  was 
willing  to  allow  the  calculated  value  for 
such  reduction,  but  partly  for  his  own 
benefit  and  furthermore  for  the  informa- 
tion of  his  adversary  he  did  state  that  in 


WATER  WHEEL  AND   PINION. 

meshed  in  with  the  water  wheel  at  a  point 
diametrically  opposite  the  point  where  it 
is  now? 

The  old  man  of  three  score  and  ten  who 
spent  his  whole  life  as  a  millwright  in 
that  mill,  replied,  "It  would  set  up  ter- 
rible strains  in  the  wheel  and  would  cause 
so  much  pressure  in  the  main  bearings 
that  they  would  cut  to  pieces  in  no  time." 

The  matter  is  now  submitted  for  the 
consideration  of  the  readers  of  R.mlway 
AND  Locomotive  Engineering,  and  while 
the  author  pins  his  faith  to  the  lower 
quarter,  he  wishes  to  say  that  if  he  has 
any  pet  theory  that  docs  not  deserve  to 
live,  the  individual  who  assassinates  it 
will  become  his  best  friend.  For  the  pur- 
pose of  elucidation  and  for  the  further 
purpose  of  greatly  exaggerating  effects, 
the  crank  pins  are  shown  in  the  periphery 
of  the  wheel  instead  of  being  in  the  inter- 
mediate position  in  which  tliey  are  found 
in  practice.  T.  II.  Reardon. 

North  Adams,  Mass. 

[Our  readers  are  welcome  to  discuss 
this  matter  if  they  so  desire.  We  may 
say  that  our  correspondent's  view  is  cor- 
rect when  the  engine  is  running  forward. 
.\  piston  without  tailrod  must  have  the 
area  of  the  front  side  exposed  to  steam 
pressure,  greater  than  the  area  where  the 


section  of  the  rod  has  to  be  deducted. 
When  the  engine  is  running  forward  the 
greater  front  area  is  effective  when  the 
pin  is  on  the  lower  half  of  its  course  and 
when  the  engine  is  running  backward  the 
larger  piston  area  is  effective  when  the 
crank  pin  is  on  the  upper  half  of  its  course. 
Perhaps  some  of  our  correspondents  can 
tell  us  if  the  old  millwright  was  correct, 
and  if  he  was,  why  is  it  so. — Editor.] 


A  Dream  of  the  Future 
Editor: 

The  time  now  required  in  traveling  by 
rail  from  New  York  City  to  San  Fran- 
cisco is  about  four  days.  While  this  is 
a  great  improvement  over  former  years, 
especially  when  our  forefathers  occupied 
as  many  months  in  making  the  journey, 
yet  there  is  still  much  room  for  improve- 
ment, especially  in  the  matter  of  insuring 
prompt  arrival  of  trains,  greater  speed 
and  greater  safety  insured  to  passen- 
gers. By  the  use  of  electricity  as  a  motive 
power  in  place  of  steam,  improved  sig- 
nals and  rolling  stock,  together  with  more 
direct  routes,  accomplished  by  means  of 
cuts,  fills  and  tunnels,  it  is  thought  that 
the  present  surface  roads  will  be  able 
eventually  to  travel  at  a  rate  of  about 
eighty  miles  per  hour,  including  stops; 
but  not  faster  than  this  on  account  of  the 
curves  and  crossroads.  Thus  the  travel- 
ing time  by  rail  between  New  York  City 
and  San  Francisco  would  eventually  be 
reduced  to  about  thirty-seven  hours.  This 
would  be  accomplished  only  by  means  of 
many  miles  of  absolutely  straight  track, 
which  would  mean  the  filling  up  of  many 
valleys,  innumerable  bridges  and  cuts,  to- 
gether with  countless  tunnels;  and  all 
this  to  reduce  the  number  of  curves  and 
windings  in  the  route.  For,  as  is  well 
known,  where  many  curves  exist  fast  time 
is  impossible  on  account  of  the  friction  of 
the  wheels  against  the  rails  and  the  cen- 
trifugal force  tending  to  throw  the  cars 
from  the  track. 
As  a  future  solution  of  the  problem  of 
■  extremely  rapid  travel  by  railroad  be- 
tween the  Atlantic  and  Pacific  coasts,  it 
would  seem  that  a  properly  constructed 
and  operated  tunnel  route  would  offer 
many  advantages  over  the  transcontinen- 
tal lines  as  now  constructed  and  operated. 
The  road  would  consist  preferably  of  but 
a  single  tunnel,  provided  with  a  west- 
bound and  east-bound  track,  thus  insuring 
against  head-on  collisions,  as  the  trains 
would  run  in  but  one  direction  on  each 
track.  The  tunnel,  from  an  engineering 
point  of  view,  might  be  in  section  as 
shown  in  the  accompanying  drawing,  be- 
ing provided  with  niches  at  frequent  in- 
tervals as  means  of  retreat  for  workmen 
and  others  so  that  they  might  instantly 
step  out  of  the  way  of  passing  trains. 
The  roof  portion  of  the  tunnel  might  thus 
be  continued  downward  to  form  a  com- 
plete circle   for   the  subaqueous  portions 
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of  the  route,  as  shown  by  dotted  lines  on 
the  tunnel  section  on  the  accompanying 
map,  the  circle  being  the  preferable  sec- 
tion for  the  tunnel  in  passing  under  the 
rivers.  Louvered  skylights  and  vent 
shafts  would  be  provided  at  frequent  in- 
tervals extending  from  the  tunnel  to  well 
above  the  surface  of  the  ground,  and 
properly  capped  to  keep  out  the  snow  and 
rain  and  to  provide  against  trespassing; 
certain  of  these  shafts  being  provided  with 
rotary  fans  for  purposes  of  ventilation. 
The  extremely  rapid  movement  of  the 
trains  would  tend  to  force  the  foul  air 
ahead  and  out  through  the  skylights  and 
vent  shafts,  and  the  suction  at  the  rear  of 
the  trains  would  draw  fresh  air  in  behind 
the  trains.  At  frequent  intervals',  es- 
pecially at  all  towns  and  villages,  doors 
would  be  provided  as  a  means  of  exit  or 
entrance  for  workmen  or  for  use  in  case 


the  accompanying  map  might  be  made, 
yet  from  New  York  City  to  Omaha  it 
could  not  well  be  improved,  the  cities 
indicated  being  practically  in  a  straight 
line.  Were  tlie  route  to  be  via  Chey- 
enne, as  indicated  by  the  dotted  lines,  the 
total  distance  from  New  York  City 
to  San  Francisco  would  be  about 
twenty-five  miles  less.  The  following 
table  gives  the  approximate  distances  be- 
tween the  various  points  along  the  route 
as  indicated  on  the  accompanying  map, 
given  in  statute  miles  and  measured  in 
straight    lines. 

The  great  feature  of  the  road  would  be 
the  vastly  improved  schedule  that  could  be 
made,  owing  to  the  straight  and  clear 
track.  The  ordinary  rate  of  speed,  in- 
cluding stops,  should  average  one  hundred 
miles  per  hour,  thus  traversing  the  entire 
approximate   distance  of  twentj'-six   hun- 


City  and  Chicago  by  the  tunnel  route 
would  thus  be  about  seven  hours  and 
sixteen  minutes,  as  compared  with  the 
present  eighteen-hour  "flyers,"  the  dis- 
tance by  the  tunnel  route  being  about 
seven  hundred  and  twenty-seven  miles. 

One  immense  advantage  of  a  tunnel 
route  would  be  that  the  track  would  al- 
ways be  free  from  snow,  thus  insuring 
a  clear  track  in  this  particular  at  all 
times,  and  hence  the  schedule  would  be 
much  more  reliable  than  at  present,  for 
with  the  trains  as  now  operated  it  is  fre- 
quently a  question  of  transporting  the  pas- 
sengers at  all,  the  matter  of  schedule 
being  entirely  out  of  the  question  on  ac- 
count of  the  snow,  and  it  must  ever  be 
so   with   surface   roads. 

The  tunnel  would  afford  shelter  for 
the  power  rails  and  the  electric  light, 
telegraph  and  telephone  wires,  thus  doing 
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of  accident  In  certain  localities  where 
special  conditions  prevail,  some  special 
construction  would  be  necessary,  but  the 
road  for  its  entire  length  would  embody 
the  concealed  or  underground  principle, 
the  tracks  being  always  enclosed. 

One  great  advantage  of  building  a  long 
distance  railroad  underground  would,  of 
course,  be  that  the  track  would  be  sub- 
stantially straight  for  very  long  runs,  the 
tunnel  passing  under  all  the  rivers  and 
through  mountains  in  substantially 
straight  lines.  The  necessity  for  winding 
and  curving  being  thus  almost  entirely 
eliminated,  the  trains  would  not  need  to 
slow  down  on  account  of  curves,  and 
hence  very  fast  time  could  be  made.  Elec- 
tricity, of  course,  being  the  motive  power 
employed  for  moving  the  trains.. 

The  route  would  need  to  be,  as  nearly  as 
possible,  a  straight  line  between  New 
York  City  and  San  Francisco.  While 
some  variation  in  the  route  as  shown  on 


dred  and  fifty  miles  from  New  York  City 
to  San  Francisco  in  about  twenty-six  and 
one-half  hours.  It  is  believed  that  this 
rate  of  speed  would  not  be  unattainable 
under  such  favorable  conditions.  Travel- 
ing at  the  rate  of  one  hundred  miles  per 
hour  would  be  in  effect : 

Miles.  Minutes. 

108  New  York  City  to   Wilkes-Barre 65 

60  Wilkes-Barre  to  Williamsport 36 

149  Williamsport   to   Franklin    89 

96  Franklin    to    Cleveland    57 

51   Cleveland   to    Sandusky    31 

45  Sandusky  to  Toledo 27 

144  Toledo  to  South  Bend 86 

74  South  Bend  to  Chicago 44 

151   Chicago   to   Davenport    91 

159  Davenport   to   Dcs   Moines 95 

128  Des  Moines  to  Omaha    77 

53  Omaha    to   Lincoln    32 

93  Lincoln    to    Hastings    56 

53  Hastings  to  Holdrege 32 

310  Holdrege  to  Denver   186 

130  Denver"  to  Glenwood  Springs 78 

238  Glenwood    Springs   to   Manti 143 

385  Manti   to   Hawthorne    231 

66  Hawthorne  to   Yosemitc   Park 40 

92  Yosemite  Park  to  Stockton 55 

65  Stockton  to  San  Francisco 39 

2,650  total  miles.  Total  time,  26^^  hours. 

The  schedule  time  between  New  York 


away  with  all  telegraph  poles,  as  the  said 
wires  would  all  be  within  the  tunnel. 

Among  the  advantages  of  such  a  rail- 
road would  be  the  greater  safety  with 
which  a  person  could  travel,  for  the  rail- 
road being  underground  there  would  be 
no  cross-roads,  and  hence  no  accidents, 
such  as  colliding  of  the  trains  with  car- 
riages, wagons,  automobiles,  or  pedes- 
trians. This  would  mean  that  the  trains 
could  move  with  greater  safety  at  a 
very  high  rate  of  speed,  and  mean  also  a 
great  saving  of  money,  as  the  question  of 
damage  suits  would  be  reduced  to  a  mini- 
mum. Should  the  cars  leave  the  track 
they  would  be  in  no  danger  of  rolling 
down  dangerous  embankments  as  is  so 
frequently  the  case  with  surface  roads, 
but  would  simply  slide  along  in  the  tunnel. 
The  cars  would,  of  course,  be  constructed 
entirely  of  metal,  hence  they  could  not 
catch  fire,  and  would  offer  greater  resist- 
ance in  case  of  a  collision  or  derailment. 
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The  surface  land  immediately  above  the 
tunnel  could  be  used  as  fields  for  the  pur- 
suit of  agriculture  or  for  buildings  or 
other  purposes,  which  would  mean  im- 
mense revenues  and  saving  in  cost  of 
construction  and  operation  of  the  road. 

One  of  the  greatest  features  and  advan- 
tages of  a  tunnel  route  would  be  that  it 
would  carry  the  mails,  thus  not  only  sav- 
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ing  an  immense  amount  of  time  in  their 
delivery,  but  would  insure  their  being 
carried  promptly,  the  trains  being  never 
snow-bound,  and  this  feature  of  the  road 
alone  would  go  far  to  warrant  its  con- 
struction. 

By  the  use  of  specially  constructed 
machinery  and  appliances  for  executing 
the  work,  the  cost  of  constructing  such 
a  road,  exclusive  of  the  rolling  stock, 
stations  and  power  plants,  would  average 
about  one  million  dollars  per  mile,  this 
estimate  including  the  tunnel,  tracks, 
signals,  telegraph,  telephone,  electric  light 
and  power  installation  complete  and  ready 
for  operation.  Through  that  portion  of 
the  United  States  where  there  is  but  little 
rock,  and  the  surface  of  the  earth  is  sub- 
stantially level,  the  cost  of  construction 
per  mile  would  be  less,  but  in  the  Rocky 
Mountain  and  other  mountainous  regions 
the  cost  would,  of  course,  be  greater. 
But  the  tunnel  once  cut  through  these 
mountains  would  insure  a  direct  means  of 
communication  and  travel  from  the  At- 
lantic to  the  Pacific  coast,  and  would  re- 
main for  centuries  a  blessing  to  mankind. 

The  road,  of  course,  would  not  need 
to  be  undertaken  for  its  entire  length 
all  at  once,  but  could  be  built  in  sections. 
The  section  from  New  York  City  to  Chi- 
cago, a  distance  of  about  seven  hundred 
and  twenty-seven  miles,  would  be  the  first 
to  be  constructed  and  operated,  and  the 
Western  portion,  evidently  the  most  dif- 
ficult and  costly  to  construct,  would  not 
be  needed  until  that  section  of  the  coun- 
try is  more  fully  developed. 

In  view  of  the  certainty  of  the 
trains  arriving  on  time,  the  greatly 
improved  schedule  and  the  greater 
safety  of  travel,  it  is  believed  that 
the  revenue  derived  from  the  road  would 
be  sufficient  to  warrant  the  undertaking 
from  a  financial  standpoint.  •  The  con- 
struction of  the  road  might  be  undertaken 
by  the  government,  or  each  State  through 


which  it  passed  might  assume  the  con- 
struction and  maintenance  of  its  respec- 
tive section.  That  an  undertaking  of  such 
magnitude  could  be  successfully  brought 
to  completion  there  can  be  no  doubt,  in 
the  light  of  the  many  great  undertakings 
of  a  similar  character,  among  which  are 
to  be  mentioned  the  Simplon  tunnel  pass- 
ing through  the  Alps  of  Switzerland  for 
a  distance  of  about  twelve  miles,  the 
Saint  Clair  Tunnel,  under  the  Saint  Clair 
River,  between  Micliigan  and  Canada,  the 
P.altimore  Belt  Tunnel  at  Baltimore,  Md., 
I  he  Blackwall  Tunnel  under  the  River 
Thames,  the  Busk  Tunnel  on  the  Colorado 
Midland  Railway  in  Colorado,  and  the 
Hoosac  Tunnel  in  .Massachusetts.  The 
successful  piercing  of  the  Alps  by  the 
great  Simplon  Tunnel  insures  the  -road 
passing  through  the  Rocky  Mountain  and 
other  mountainous  regions  along  the 
route. 

To  many  persons  such  a  project  will 
no  doutit  seem  chimerical,  outlandish  and 
not  to  be  thought  of.  But  our  answer 
to  such  is  that  though  we  are  living  in 
an  age  of  great  things,  yet  greater  shall 
be  on  the  morrow.  In  view  of  the  im- 
mense improvement  in  the  art  of  railroad- 
ing within  the  past  fifty  years,  short- 
sighted, indeed,  would  be  the  person  who 
would  limit  the  achievements  of  the  art 
within  the  ne.xt  century.  When  we  con- 
sider the  marvelous  development  and  im- 
provement in  the  construction  and  sched- 
ule of  ships  traversing  the  high  seas,  and 


between  New  York  City  and  Chicago.  willJ 
lie  a  necessity  at  a  time  not  far  distant. 
Albert  E.   Long. 

Brooklyn,   N.    V. 


As   Others  See   Us. 

Editor: 

I  have  often  felt  inclined  to  take  a 
hand  in  some  of  the  discussions  in  your 
paper,  but  either  business,  indifiference  or 
distance  has  prevented  me,  but  the  No- 
vember number,  just  to  hand,  has  upset 
my  balance  entirely. 

In  the  first  place  might  I  ask  further 
information  from  Mr.  Lee,  "Bank  vs. 
Level  Firing,"  page  475?  What  kind  of 
fireboxes  have  the  engines  he  runs?  I 
figure  out  his  statement  this  way :  Seventh 
trip,  eight  cars  at  40  tons  each,  320  tons ; 
engine  and  tender,  130  tons ;  total,  450- 
tons.  With  a  consumption  of  20  lbs.  of 
coal  per  100  tons  per  mile ;  90  lbs.  per 
mile  for  79  miles,  7,110  lbs.  coal  in  fire- 
Ih>x  at  last  firing;  as  I  presume  from  his 
utscription  of  the  road,  that  steaming  all 
the  way  is  required.  I  should  not  wish 
to  have  charge  of  an  engine  with  such  a 
fire  if  anything  occurred  which  would 
entail  dumping  the  fire,  or  what  would 
become  of  the  water  if  layed  up  in  a. 
siding  for  an  hour  or  so?  .\s  I  under- 
stand his  letter,  he  arrives  at  the  end  of 
section  with  a  big  fire,  covers  this  with- 
15  scoops  of  coal,  say  180  lbs.  at  outside;. 
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that  each  decade  shortens  tlic  time  be- 
tween .-Xmcrica  and  Europe,  why  should 
it  be  thought  impossible  or  incredible  that 
there  should  be  as  marked  improvement  in 
travel  upon  the  land  as  upon  the  sea? 
In  view  of  the  wonderful  development 
of  the  United  States  within  the  past 
century  it  would  seem  that  should  this 
development  continue  at  the  same  rate, 
at  least  the  first  main  section  of  the 
tunnel  route  between  the  .'\tlantic  and 
Pacific  coasts,  that  is  to  say,  the  section 


wliMt  means  are  adopted  to  prevent  blow- 
ing off  at  safety  valves  during  the  two 
hours  in  shed?  I  know  that  this  could 
not  be  done  with  eitlier  a  British  or 
Colonial  engine,  much  less  an  American, 
and  there  is  no  comparison  between  the 
ashpans  and  dampers  of  the  two,  the 
British  being  almost  airtight,  while  there 
are  so  many  open  spaces  in  the  American 
pans  and  dampers  that  it  makes  very  little 
difference  whether  they  arc  open  or  shut. 
Also,  what  becomes  of  all  the  heat  gen- 
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erated  bj-  fuel  during  the  two  hours  spent 
preparing  fire  at  beginning  of  trip,  and  is 
it  a  usual  practice  for  firemen  to  get  in 
shed  two  hours  before  starting  time?  It 
seems  to  me  to  be  a  long  time  indeed ! 
On  these  railways  we  are  allowed  45  and 
60  minutes  for  driver  and  fireman  to  pre- 
pare for  trip,  no  matter  whether  long  or 
short,  but  in  no  case  must  we.  be  over 
twelve  hours  on  duty  from  start  to  finish. 
As  I  take  a  deep  interest  in  these  matters, 
I  hope  he  will  be  good  enough  to  explain 
fully  in  an  early  issue. 

But  it  is  Jim  Skeevers  I  am  after,  and 
as  I  have  been  one  of  his  most  ar- 
dent admirers  ever  since  he  wrote  to 
"Ours,"  I  regret  to  see  him  run  up 
against  his  fourth  vice-president,  whether 
that  worthy  married  the  president's 
daughter  or  not.  So  far  as  Verry  Newe 
was  concerned  he  was  all  right ;  it  was 
the  other  fellow,  he  who  designed  the 
machine,  that  Jim  should  have  tackled. 
Our  worthy  senior  philosopher  can  no 
doubt  inform  Jim  that  with  a  properly 
designed  locomotive  boiler  and  firebox 
and  even  indifferent  fuel,  the  fire  door 
need  never  be  shut  close,  and  no  doubt 
he  can  also  inform  him  that  in  all  his 
journeys  in  Great  Britain,  and  even  in 
Australia,  he  never  saw  engines  running 
with  door  closed.  Among  us  here  such 
a  thing  is  practically  unknown,  and  as 
our  standard  type  is  Webb's  marine  door, 
working  on  a  hinge  with  a  V-shaped 
latch,  we  could  not  keep  door  closed  if 
we  wished  to,  as  the  blast  will  pull  it 
open  when  engine  is  working.  We  have 
a  few  sliding  doors,  but  these  are  at  least 
3  ins.  open  at  all  times. 

By  this  means  comparatively  little 
smoke  is  made  and  only  for  about  ten 
seconds  after  each  scoop  of  coal  is  thrown 
on  fire  is  any  perceptible  while  engine  is 
working;  and  it  is  easily  avoided  alto- 
gether at  stations  by  the  judicious  use  of 
dampers,  door  and  blower.  Our  blowers 
are  very  quiet  and  powerful,  being  all 
rings  cast  on  blast  nozzle,  bored  with 
1-16  in.  holes  close  all  around. 

Our  loading  is  fully  up  to  the  capacity 
of  at  least  one  9  ni/m  or  10"  m/m  injec- 
tor and  fairly  good  speed,  from  30  to  50 
miles  per  hour  on  passenger  service  and 
15  to  25  miles  per  hour  in  freight  service. 
Grades  very  heavy,  nearly  40  per  cent,  of 
our  main  line  being  2^  per  cent,  grades, 
with  some  miles  of  3  per  cent.,  but  most 
branch  lines  now  made  are  much  easier  in 
grade. 

What  puzzles  me  most  in  reading  all 
the  correspondence  on  "No  more  bad 
coal,"  "Bank  vs.  level  firing,"  etc.,  is 
this — what  can  the  engineers  who  design 
your  locomotives  be  thinking  about  to 
have  engines  built  that  will  not  consume 
the  smoke  and  yet  expect  the  crew  to 
take  the  loads  over  the  road  on  time, 
smokeless? 

Another  thing  is,  what  advantage  is 
gained  by  using  steel  fireboxes?  It  seems 


to  me  that  most  of  the  locomotive  failures 
are  caused  by  leaking  tubes  and  fireboxes, 
and  I  can  well  understand  this,  as  I 
worked  a  Baldwin  consolidation  over  two 
years,  having  the  engine  to  myself,  with 
every  possible  opportunity  of  looking  well 
after  the  machine,  and  having  a  fair 
knowledge  of  how  to  do  so,  according  to 
general  report ;  in  fact,  the  engine  was 
allotted  to  me  for  that  very  reason;  yet 
with  all  the  care  I  could  take  of  it,  leak- 
ing tubes  were  a  continual  source  of  an- 
noyance, and  at  the  end  of  two  years 
there  were  various  small  cracks  at  the 
base   of  the   corrugations   in   the    firebox. 


when  seen,  if  he  is  placed  in  a  different 
part  of  the  engine.  I  feel  quite  certain  on 
this  point,  that  if  the  fireman  was  in  close 
touch  with  the  engineman  fewer  serious 
accidents  would  take  place. 

Now  with  us,  working  all  single  lines 
on  electric  staff  or  tablet  system  the  fire- 
man takes  staff  or  tablet,  examines  it,  and 
hands  to  engineman,  who  places  it  in  rack 
set  apart  for  it,  where  it  remains  under 
their  eyes  right  through  section,  where 
fireman  again  exchanges  it.  The  fireman 
also  calls  out  all  fixed  signals  as  seen,  the 
engineman  acknowledging  this  sometimes 
by  hand,  nod  or  word  of  mouth.     With 
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Now  with  copper  boxes  and  short  stays, 
brass  tubes  with  iron  ferrules,  such  a 
thing  as  a  leak  is  practically  unknown,  and 
we  have  engines  which  have  never  been 
known  to  leak  under  any  kind  of  treat- 
ment and  some  boxes  have  been  taken  out 
of  condemned  boilers  that  were  to  all  ap- 
pearance as  good  as  new,  after  20  years 
service.  It  cannot  be,  surely,  the  differ- 
ence in  the  cost  of  material,  as  one  serious 
failure  when  in  service  would  cost  any 
company  more  than  this.    Then  what  is  it? 

Your  design  of  valve  and  travel  seems 
to  me  to  be  faulty,  for  otherwise  why 
should  your  engines  be  so  heavy  on  fuel? 

Our  Australian  consolidion  has  21  x  26 
in.  cylinders,  valve 'travel  5  ins.,  lap  1% 
in.,  lead  %  in.  Baldwin  consolidions  21  x 
26  ins.  cylinders,  sH  i»s.  travel,  J^-in.  lap, 
2/32  in.  lead.  Consumption  of  fuel  aver- 
age all  over  system.  Australian  consoli- 
dation 87  lbs.  per  mile ;  Baldwin  consolida- 
tion 121  lbs.  per  mile.  Baldwin  consoli- 
dation tonnage  rating  is  about  10  per 
cent,  less  than  Australian  consolidation,  so 
that  on  a  tonnage  basis  the  difference  is 
even  greater.  Your  system  of  isolating 
engineman  and  fireman  on  different  parts 
of  the  engine  seems  to  me  a  serious  mis- 
take and  I  pity  Jim  shut  up  in  his  own 
side  of  cab.  Personally  I  like  to  see  my 
mate,  and  I  cannot  well  understand  how 
Jim's  mate  can  pass  signals  along  to  him 


your  system  of  isolation  this  would  be  a 
difficult  matter  and  you  thereby  lose  an 
additional  safeguard,  in  fast  or  even  slow 
heavy  trains. 

On  the  vi-hole,  I  think  Jim  should  stir 
up  your  engineers  v,  ho  design  these  faulty 
engines,  to  copy  some  of  the  best  points  in 
other  peoples'  work,  and  I  feel  quite  cer- 
tain that  given  the  machines  to  do  the 
work  the  crews  will  respond  and  there 
will  be  neither  smoke  nor  lost  time  to 
growl  about.  Our  locomotive  failures  are 
in  some  classes  of  engines  less  than  one 
failure  in  40,000  miles  per  engine,  a  record 
I  think  all  can  be  proud  of  when  we  con- 
sider that  any  delay  charged  to  locomo- 
tives is  classed  a  failure.  Can  you  pro- 
cure and  publish  in  "Ours,"  a  return  of 
some  of  your  principal  lines,  showing 
mileage  per  locomotive  failure.  A  failure 
to  be  any  charge  of  5  minutes  or  over  de- 
lay to  any  train  through  any  locomotive 
failure  to  make  schedule  time? 

I  enclose  you  photos  of  our  last  exhibit 
in  Eight-Hour  procession  and  which  was 
awarded  third  prize,  the  leading  exhibit 
being  the  work  of  one  of  our  members 
who  served  his  time  on  same  road  as  our 
senior  philosopher,  and  the  other  exhibit 
was  the  work  of  a  few  members  of  this 
branch  in  their  spare  time. 

CORNST.VLK. 

Sydney,  N.  S.  W. 
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Railroad  Men,  Defend  Your  Interests. 

The  statement  has  been  made  so  often 
that  there  is  community  of  interest  be- 
tween all  railroad  employes  high  and 
low,  from  the  president  down  to  the 
track  laborer,  that  the  sentiment  is  undis- 
puted; but  unfortunately  it  has  coiiiinued 
to  be  merely  a  sentiment  without  practical 
application,  a  sort  of  faith  without  works. 
For  years  a  conflict  has  been  carried  on 
by  politicians  against  railroad  companies' 
interests,  in  which  the  lower  grades  of  the 
railroad  service  are  the  greatest  suf- 
ferers, yet  those  most  afflicted  have 
done  little  or  nothing  to  repel  the 
assaults  of  the  enemy;  but  have  left  the 
officials  to  bear  the  burden  of  the  fray, 
and  at  times  even  have  given  aid  and 
comfort  to  the  enemy.  This  condition  of 
affairs  has  been  due  to  misunderstanding 
the  interests  at  stake.  When  high  and 
low  in  railroad  employment  come  to  real- 
ize that  all  suffer  injury  from  legislation 
that  tends  to  reduce  the  earnings  of  rail- 
roads, they  will  co-operate  cordially  to  op- 
pose those  who  pose  in  legislatures  as 
enemies  of  railroads. 

That  more  cordial  relations  between  the 
rank  and  file  of  railroads  has  been  so 
little  in  evidence  of  late  years,  has  been 
due  in  a  great  measure  to  the  upper  ranks 
holding  themselves  in  contemptuous  aloof- 
ness from  the  men  who  perform  the  actual 
work  of  operating  the   railroads.     There 


was  a  time  when  every  railroad  manager 
and  superintendent  was  personally  ac- 
quainted with  every  person  on  the  pay  roll 
and  was  ever  ready  to  exchange  a  word  of 
greeting  or  sympathy.  When  any  adverse 
legislation  was  threatened  in  those  days, 
the  management  could  count  on  every 
man  belonging  to  the  road  using  his  full 
political  influence  on  the  side  of  the  com- 
pany and  of  justice.  The  consolidation 
and  enlargement  of  railroad  properties 
has  created  a  widened  breach  between  the 
managers  and  their  men,  but  it  might  not 
be  so  wide  as  it  is  if  the  officers  fol- 
lowed the  policy  of  keeping  in  as  close 
touch  as  possible  with  their  fellow  em- 
ployes no  matter  how  humble  their  station. 

We  believe  that  Mr.  Daniel  Willard, 
second  vice-president  and  really  general 
manager  of  the  Burlington  line,  has  in- 
augurated a  movement  which  is  destined 
not  only  to  bind  the  management  and  em- 
ployes generally  into  closer  union  than 
they  have  been  before,  but  to  rear  up  a" 
barrier  between  railroads  and  the  destruc- 
tive assaults  of  politicians. 

Mr.  Willard  has  been  lecturing  to  the 
employes  of  the  Burlington  Railroad 
Company  and  others,  on  the  inside  work- 
ings of  the  company  and  on  the  effects 
of  legislation  calculated  to  reduce  its  in- 
come. It  is  a  most  interesting  story  and 
contains  statements  that  would  appear 
incredible  coming  from  less  reliable  au- 
thority. During  the  month  of  October, 
1907,  the  company  did  the  largest  business 
in  its  entire  history.  There  were  -53,000 
names  upon  the  pay  roll,  and  every  car 
and  locomotive  that  could  be  forced  into 
service  was  busy.  Four  months  later 
business  had  fallen  off  so  that  the  Car 
Efficiency  Bureau  reported  325,000  freight 
cars  idle  and  the  Burlington  had  reduced 
its  force  by  nearly  18,000  men.  .At  the 
beginning  of  1907  the  budget,  or  estimated 
expenses  for  operating  and  carrying  on 
improvements  on  the  property,  was  $i6,- 
000,000;  a  year  later,  when  the  wave  of 
anti-railroad  legislation  that  overran  the 
country  had  done  its  work,  the  budget 
was  reduced  to  $8,000,000,  and  to-day  the 
calculated  expense  for  the  year  is  little 
more  than  $1,000,000. 

There  is  some  conffict  of  opinion  about 
what  was  the  immediate  cause  of  the 
panic  of  1907,  but  it  is  certain  that  the 
legislation  hostile  to  railroad  interests 
alarmed  capital  so  that  there  was  a  gen- 
eral movement  to  sell  all  kinds  of  railroad 
securities.  Other  forms  of  property  suf- 
fered in  sympathy. 

The  greatest  sufferers  from  the  collapse 
of  business  were  railroad  employes. 
Thousands  were  thrown  out  of  employ- 
ment altogether,  and  many  more  were 
put  on  reduced  time,  which  meant  cur- 
tailment of  their  incomes.  Now  suppose 
the  railroad  employes  generally  had  taken 
an  active  part  at  the  polls  in  opposing  the 
demagogues  who  fattened  on  proclaiming 
anti-railroad      sentiments?       There     are 


.'■.bout  1,800,000  railroad  employes  in  the 
United  States  and  Canada,  a  voting  army 
that  could  exercise  immense  influence  in 
self-defense  if  properly  applied.  Yet  the 
active  enemies  of  these  people  have  car- 
ried out  their  nefarious  projects  without 
any  consideration  for  the  railroad  vote. 
This  has  come  about  because  the  railroad 
men  were  apathetic  in  defending  their 
own  interests.  The  lesson  of  the  panic 
calls  upoii  all  railroad  men  to  be  up  and 
doing.  There  ought  to  be  clubs  in  every 
town  where  railroad  men  reside,  to  hold 
all  interested  in  combination  for  the  pro- 
tection of  the  business  that  supports  their 
hearths  and  homes.  Were  this  done  sys- 
tematically, a  very  different  sentiment 
concerning  railroads  would  prevail  in  the 
halls  of  legislation.  To  encourage  a 
movement  of  this  character  railroad 
managers  generally  would  do  well  to  fol- 
low the  example  set  by  Mr.  Daniel  Wil- 
lard, and  take  their  employes  into  their 
confidence  to  explain  the  pernicious  effect 
of  hostile  legislation. 

Extracts  from  Mr.  Willard's  admirable 
lecture  will  be  found  in  another  column  of 
this  paper. 


Improved  Headlights. 

.'\t  the  International  Convention  of  the 
Brotherhood  of  Locomotive  Engineers, 
held  at  Columbus,  O.,  in  May,  1908,  the 
following  resolution  was  proposed  and 
adopted : 

"Resolved,  That  it  is  the  sense  of  this 
Convention  that  our  Legislative  Boards 
be  instructed  to  use  their  best  endeavors 
in  the  future  to  have  laws  passed  in  their 
respective  States  requiring  railroad  com- 
panies to  equip  all  road  engines  with  the 
best  power  headlight." 

The  sentiment  of  this  resolution  has 
been  used  by  persons  interested  to  have 
laws  passed  requiring  the  use  of  head- 
lights of  not  less  than  1,500  candle  power, 
which  is  equivalent  to  prescribing  electric 
headlights  as  no  other  form  meets  that 
requirement.  Assertions  have  been  pub- 
lished that  the  Brotherhood  of  Locomo- 
tive Engineers  are  using  their  influence 
in  favor  of  electric  headlight,  but  that  is 
not  true,  for  those  authorized  to  speak 
for  the  brotherhood  say  that  all  they  de- 
mand is  an  improved  form  of  headlight, 
and  a  positive  denial  is  made  of  the  state- 
ment that  the  Brotherhood  has  raised  a 
large  sum  of  money  to  promote  legislation 
in  favor  of  electric  headlights.  The 
State  of  Texas  has  passed  a  law  requiring 
railroad  companies  to  use  on  their  road 
engines  headlights  of  not  less  than  1,500 
candle  power  measured  without  the  aid 
of  a  reflector.  We  consider  that  a  very 
short-sighted  law  as  it  debars  other  forms 
of  improved  headlights  which  may  be 
equally  efficient  for  practical  purposes  al- 
though less  powerful  than  the  electric 
headlight. 

Railroad  companies  have  displayed  so 
much  discrimination  in  providing  safety  ap- 


April,  1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


157 


pliances  that  they  ought  to  be  left  to  their 
own  volition  in  the  kind  of  details  required 
in  headlights  and  similar  equipment.  It  re- 
quires a  considerable  volume  of  steam  to 
keep  a  1.500  candle  electric  arc  in  opera- 
tion and  many  small  boiler  engines  are 
not  equal  to  the  drain  without  inter- 
ference with  their  train-hauling  capacity. 
Companies  having  such  engines  ought  cer- 
tainly to  enjoy  the  privilege  of  using  head- 
lights that  put  no  drain  upon  the  train-mo- 
tive power.  There  are  in  use  acetylene  and 
gas  headlights  that  are  perfectly  satis- 
factory in  illuminating  the  track  and  it 
seems  very  unwise  that  legislators  should 
pass  laws  debarring  these  from  use. 

It  would  be  well  for  the  advocates  of 
improved  locomotive  headlights  and  other 
safety  appliances  to  follow  the  lead  of 
the  Master  Car  Builders'  Association  in 
this  line  of  requirement.  That  associa- 
tion specified  a  form  of  coupler  and  form 
of  continuous  brake  that  would  be  con- 
sidered satisfactory,  and  .left  inventors 
and  railway  supply  people  to  work  out  the 
details.  That  prevented  the  forming  of 
rich  eompaines  to  control  the  manufacture 
of  necessary  appliances  and  provided  an 
open  field  to  invention  and  to  enterprise. 


Abuses  of  the   Compensation   Act. 

The  fact  that  democracy  is  a  political 
state  of  affairs  and  not  a  free-and-easy 
mingling  of  men  in  social  intercourse,  is 
very  clearly  brought  out  by  the  trend  of 
legislation  in  Great  Britain,  in  recent 
years.  The  Workmen's  Compensation  Act 
is  a  very  good  example.  This  law,  which 
has  been  in  operation  for  a  number  of 
years,  has  recently  been  enlarged  in  scope, 
so  that  the  British  workman  is  practically 
assured  of  compensation  when  an  accident 
befalls  him,  without  reference  to  where 
the  responsibility  for  his  injury  lies. 

The  act  now  provides  that  the  employer 
must  pay  an  employee  injured  on  his 
premises,  even  though  the  injury  is  the  re- 
sult of  the  workman's  own  carelessness 
or  that  of  a  fellow  employee.  The  "fel- 
low servant"  iniquity  as  we  know  it  here 
has  long  ceased  to  exist  in  the  United 
Kingdom.  As  a  result  of  this  there  have 
been  a  number  of  more  or  less  barefaced 
attempts  to  take  advantage  of  the  situa- 
tion, and  some  abuses  of  the  law  have 
arisen  which  are  perhaps  inevitable,  and 
these  have  been  taken  into  court,  and  even 
there  the  workman  has  not  fared  very 
badly  in  some  cases. 

The  courts  heretofore  have  held  that  an 
injured  employee  could  not  be  compelled 
to  undergo  an  operation  intended  to  effect 
a  cure,  if  the  operation  was  attended  with 
risk.  Hardly  any  surgical  operation  is 
entirely  free  from  risk,  and  men  have  been 
known  to  prolong  their  inability  to  work 
by  refusing  to  submit  to  an  operation 
otherwise  justifiable,  on  the  ground  of 
risk.  The  courts  have,  however,  held  that 
if  an  operation  not   fraught   with   danger 


is    refused,   continued   compensation   need 
not  be  given  by  the  employer. 

Cases  have  come  up  where  an  injured 
man  has  refused  to  render  even  light  and 
easy  service  while  in  a  state  of  convales- 
cence, the  right  to  say  when  he  is  thor- 
oughly well  and  able  to  work  being 
claimed  by  the  injured  man.  The  courts 
have,  however,  exercised  what  may  be 
called  common  sense  in  the  determination 
of  such  cases.  The  law  itself  works  in 
the  interest  of  the  employee,  and  judges 
and  juries  almost  invariably  lean  to  an 
interpretation  of  the  law  which  is  favor- 
able to  the  workingman.  It  will  be  a 
great  pity  if  public  sympathy  is  alienated 
from  the  great  body  of  toilers  in  what 
is  held  to  be  an  equitable  construction  of 
the  act  by  reason  of  the  behavior  of  a 
few  unscrupulous  persons.  Organized 
labor  is  sometimes  less  vulnerable  to  at- 
t;icks  from  without  than  it  is  from  the 
effects  of  overreaching  by  those  within  its 
pale. 


Reboring    Cylinders. 

In  the  case  of  general  repairs  to  a  loco- 
motive, which  may  occur  at  any  time 
within  one  or  two  years  hard  service,  it  is 
good  practice  to  carefully  caliper  the  cyl- 
inders. This  can  be  readily  accomplished 
l,y  cutting  a  pencil-shaped  piece  of  wood 
into  which  a  common  pin  may  be  inserted 
with  the  head  projecting  outwards,  and 
adjusting  the  pin  carefully  to  the  widest 
part  of  the  cylinder,  which  will  generally 
be  found  to  be  at  the  front  end,  the  wear 
being  usually  greatest  at  the  bottom.  In 
some  well  equipped  shops  a  metal  gauge 
with  an  adjustable  screw  in  one  end, 
which  is  sharpened  to  a  point,  is  used. 
If  the  wear  shows  over  one  thirty-second, 
the  boring  of  the  cylinder  should  be  pro- 
ceeded with,  as  it  will  be  found  that  there 
are  more  irregularities  than  are  at  fir.st 
sight  apparent.  If  time  is  allowed  it  is 
well  to  stretch  a  line  through  the  cylinder 
extending  the  entire  length  of  the  frame, 
as  it  does  not  always  follow  that  the  cyl- 
inders are  exactly  in  line  with  the  frames. 
The  usual  rapidity  with  which  the  frames 
are  originally  set  up  in  some  shops  pre- 
cludes the  possibility  of  an  exact  adjust- 
ment of  the  cylinders  to  the  frames.  Even 
with  a  careful  setting  of  the  frames  there 
are  a  number  of  causes  that  tend  to 
create  slight  variations  in  the  perfect  par- 
allel that  should  exist  in  the  relation  of 
the  frames  to  the  cylinder.  Among  these 
it  may  be  readily  noted  that  the  succes- 
sion of  blows  on  the  pedestal  jaws  are  not 
exactly  alike  on  both  sides  of  the  locomo- 
tive. This  arises  from  the  two  cranks  be- 
ing set  ninety  degrees  apart,  while  the  in- 
tervening part  of  the  circle  having  no 
equivalent  attachment,  the  effect  has  a 
more  or  less  distorting  effect  on  the 
frames,  .'\gain,  the  fatigue  of  metal,  so- 
called,  caused  by  the  irregular  heating  and 
cooling    of    certain    portions    more    than 


others,  or  by  vibration,  tend  to  increase 
these  growing  variations,  with  the  result 
that  it  will  be  found  by  stretching  lines 
through  the  cylinders  that  neither  the 
frames  nor  cylinders  are  perfectly  parallel 
t"  each  other. 

This  variation  can  be  largely  rectified 
by  allowing  a  remedial  variation  in  the 
setting  of  the  boring  bar,  which  is  usually 
exactly  equal  from  the  unworn  counter- 
bore.  The  cutting  tools  should  be  carefully 
set,  following  each  other  as  closely  a:-, 
possible,  the  finishing  cutter  being  of  a 
broader  face  than  the  others.  In  addition 
to  the  usual  attachments  for  holding  the 
bar  securely  in  place,  hanging  a  heavy 
weight  on  the  back  end  of  the  bar  has  the 
effect  of  steadying  the  bar  and  avoiding 
the  vibrations  incident  to  the  variation  in 
the  metal,  especially  when  the  cylinders 
are  much  worn. 

It  will  generally  be  found  that  there  are 
variations  near  the  center  of  the  cylinder, 
sometimes  of  considerable  depth,  owing  to 
the  varying  degrees  of  softness  in  the 
metal  arising  from  the  variation  in  the 
thickness  of  the  cylinder  walls,  the  thick 
ribs  between  the  steam  ports  being  much 
softer  than  the  thinner  portions  of  the 
walls  near  the  intercostal  spaces.  These 
depressions  sometimes  exceed  the  amount 
of  wear  at  the  extreme  ends  of  the  cylin- 
ders, and  as  may  readily  be  imagined  are 
the  cause  of  some  of  the  blowing  of 
steam  past  the  piston  rings  wliile  working. 

If  the  first  cut  is  not  sufficient  a  second 
cut  should  be  taken  which,  of  course,  may 
be  much  lighter,  as  care  should  be  taken 
not  to  cut  out  more  metal  than  is  neces- 
sary to  perfectly  clean  the  cylinder.  It 
should  be  noted  that  the  counterbore  is 
sufficiently  deep  to  avoid  the  possibility 
of  a  shoulder  forming  at  the  end  of  the 
piston  stroke.  It  should  also  be  of  suffi- 
cient width  so  that  the  outer  edge  of  the 
packing  ring  will  travel  slightly  over  the 
inner  edge  of  the  counterbore.  In  re- 
boring  the  counterbore,  a  portion  of  the 
original  metal  should  be  left  as  a  partial 
support  to  the  back  cylinder  he.ad,  the  back 
counterbore  thus  forming  when  rebored 
a  kind  of  recess  sufficiently  wide  for  piston 
clearance  purposes. 


Feed   Water   Heaters. 

Some  of  our  correspondents  have  taken 
up  for  discussion  the  subject  of  heating 
feed  water  from  the  waste  heat  that 
passes  away  to  the  atmosphere  through 
the  exhaust  steam.  That  has  long  been 
an  attractive  subject  for  discussion  among 
enginemen  or  in  the  columns  of  the  en- 
gineering press ;  but  there  are  difliculties 
in  the  way  of  locomotive  feed  water 
heating  that  must  be  experienced  to  be 
properly  realized.  Among  the  first  inven- 
tions devised  to  utilize  steam  wasted  in 
the  operating  of  locomotives  were  feed 
water  heaters,  and  their  number  since  that 
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time  have  been  legion.  There  have  been 
two  distinct  forms  of  feed  water  heaters 
introduced,  one  taking  part  of  the  ex- 
haust steam,  the  other  kind  utilizing  the 
steam  wasted  through  the  safety  valve. 
There  are  few  railroads  in  the  country 
that  have  not  had  experience  with  one  or 
other  of  these  heat-saving  devices,  and 
there  are  few  old  engineers  who  are  not 
ready  to  give  emphatic  testimony  against 
their  use. 

Tlie  supreme  difficulty  in  using  loco- 
motive feed  water  heaters  to  advantage  is, 
that  the  heat  imparted  to  the  feed  water 
was  never  properly  regulated,  and  fail- 
ures of  the  engine  were  constantly  hap- 
pening through  the  feed  water  getting 
so  hot  that  it  could  not  be  fed  through  the 
injector.  A  single  failure  from  this  cause 
would  sometimes  be  so  costly  that  it 
would  overbalance  the  saving  of  months. 
Another  objection  to  the  heaters  was  that 
the  saving  of  coal  was  so  small,  that  the 
benefit  could  not  be  seen  in  the  amount  of 
coal  consumption,  which  tended  to  throw 
the  heater  into  disrepute. 

A  form  of  feed  water  heater  used  con- 
siderably on  foreign  railways  is  the  Met- 
calf  exhaust  injector.  That  form  of  in- 
jector is  operated  by  the  exhaust  steam, 
and,  of  course,  all  the  heat  added  to  the 
feed  water  goes  into  the  boiler  and  is 
so  much  gain.  Injectors  of  that  kind 
have  been  tried  on  the  American  conti- 
nent, but  they  have  never  reached  popu- 
larity which  would  indicate  that  they 
did  not  work  so  satisfactorily  as  the  direct 
steam    injectors. 

On  the  whole,  the  prospects  for  a  man 
trying  to  push  a  locomotive  feed  water 
heating  device  into  use  are  not  encourag- 
ing. The  sentiment  among  railroad 
men  in  favor  of  coal  saving  is  too 
apathetic  to  promote  the  use  of  fuel  sav- 
ing devices.  If  a  feed  water  heater  would 
operate  without  any  attention  and  never 
would  give  trouble  from  overheating 
the  feed  water,  it  might  be  tolerated ;  but 
a  device  that  needs  watching  adds  new 
responsibility  to  the  enginemen,  and  they 
are  already  so  much  burdened  with  re- 
sponsibilities that  material  benefit  would 
be  needed  to  overbalance  the  trouble  in- 
curred. 


lach  and  every  such  violation,  to  be  re- 
covered in  a  suit  or  suits  to  be  brought  by 
ihe  United  States  district  attorney  in  the 
district  court  of  tlie  United  States  hav- 
ing jurisdiction  in  the  locality  where 
such  violation  shall  have  been  committed; 
and  it  shall  be  the  duty  of  such  district 
attorney  to  bring  such  suits  upon  duly 
verified  information  being  lodged  with 
him  of  such  violations  having  occurred; 
and  it  shall  also  be  the  duty  of  the  Inter- 
state Commerce  Commission  to  lodge  with 
the  proper  district  attorneys  information 
of  any  such  violations  as  may  have  come 
to   its   knowledge." 

Now,  it  might  be  in  order  for  Congress 
or  the  Interstate  Commerce  Commission 
to  invent  a  self-dumping  ash  pan  that 
will  not  entail  evils  worse  than  that  of 
c-mptjing  by  manual  effort.  The  Inter- 
state Commerce  Commission  seems  very 
ready  to  put  the  noose  of  patent  cranks 
around  the  necks  of  railroad  com- 
panies. 


Self  Dumping  Ash  Pans. 

The  United  States  Congress  has  passed 
a  law  which  says  that,  "on  and  after  the 
first  day  of  January,  nineteen  hundred  and 
ten,  it  shall  be  unlawful  for  any  common 
carrier  engaged  in  interstate  or  foreign 
commerce  by  railroad  to  use  any  loco- 
motive in  moving  interstate  or  foreign 
traffic,  not  equiped  with  an  ash  pan,  which 
can  be  dumped  or  emptied  and  cleaned 
without  the  necessity  of  any  employee 
going  under  such  locomotive. 

"That  any  such  common  carrier  using 
any  locomotive  in  violation  of  any  of  the 
provisions  of  this  Act,  shall-  be  liable  to 
a    penalty    of    two    hundred    dollars    for 


Too  Much  Zeal. 

In  the  parable  of  the  tares,  the  servants 
of  the  householder  desired  to  go  out  into 
the  fields  and  gather  them  up  as  soon  as 
they  had  been  discovered,  but  in  this  well- 
intentioned  purpose  the  man  who  owned 
the  field  at  once  apprehended  the  danger 
of  over-zeal,  and  said  to  his  servants, 
"Nay,  lest  while  ye  gather  up  the  tares  ye 
root  up  also  the  wheat  with  them."  There 
is  no  denying  that  the  conduct  of  some 
railways  and  some  large  concerns  was 
such  as  to  cause  a  very  widespread  feeling 
that  the  various  State  governments,  should 
apply  corrective  legislation.  This  has 
been  done,  and  like  the  love  of  Hamlet's 
mother,  "as  if  increase  of  appetite  had 
grown  by  what  it  fed  on." 

At  the  present  moment  we  are  con- 
fronted with  the  effects  of  over-zeal,  and 
in  rooting  out  some  railway  tares  by  the 
legislative  servants  of  the  people  much 
good  wheat  has  been  destroyed.  The  ob- 
ject of  the  Raihvay  Business  Association 
is  to  save  what  remains  of  the  wheat  and 
leave  the  process  of  separating  the  tares 
until  the  harvest,  which  happens  to  be  the 
sensible  way  the  owner  of  the  wheat  field 
in  the  parable  advised  his  servants  to  do. 
The  fact  that  the  railways  of  this  coun- 
try have  been  very  seriously  hampered  by 
the  long  drawn  out  campaign  of  hostile 
legislation  is  very  clearly  exemplified  by 
the  effect  of  the  rate  war  among  steel 
producers.  The  lowering  of  prices  did 
not  produce  a  rush  of  business  as  it  would 
over  a  bargain  counter.  Railways  are  not 
insisting  upon  cheaper  goods ;  they  desire 
a  fair  chance  to  make  the  money  necessary 
to  buy  goods  at  fair  market  prices  and  to 
carry  out  improvements  and  betterments 
along  their  lines,  all  of  which  means  good 
wages  for  the  army  of  workers  in  the 
land,  part  of  which  is  now  on  short  time 
or  out  of  employment  altogether. 


In    a   recent    editorial,    the    New   York 
Times  points  out  that  the  steadily  reduced 
budgets  of  our  railways  is  largely,  if  not 
entirely,  due  to  hostile  legislation.     This 
is  true  only  in  the  United  Sattes,  for  in 
Canada  and  Mexico  the  reverse  condition 
prevails.     Not  long  ago  the  government 
of  the  province    of    Alberta    guaranteed 
bonds  at  the  rate  of  $20,000  per  mile  for 
railway  construction  by  Kansas  City  capi- 
talists.    It   also   guaranteed  850  miles  of 
Canadian  Northern  branch  lines,  and  500 
miles  of  Canadian  Pacific  branches.     The 
aggregate  of  the  day's  business  was  $27,- 
500,000.     Almost    at    the    same   time    the 
Manitoba  Legislature  began  the  favorable 
consideration     of     a     railway     projected 
by     Mr.     James     J.     Hill.       The     Cana- 
dian    Pacific     Railway     was     stated     to 
be      expending      $6,000,000      on      exten- 
sions   and    important    electrical    improve- 
ments.    The  Southern  Pacific  successfully 
financed  the  remainder  of   1,500  miles  in 
Mexico,  of  which  about  one-third  has  been 
built.     The  Times  adds:    "The  distinction 
is  not  along  lines  of  principle,  it  will  be 
seen.     The  very  men  whom  we  denounce 
as  malefactors  are  regarded  as  benefactors 
north  and  south  of  us." 

Speaking  on  the  same  subject,  The 
]Voi-ld's  Work  remarks : 

"Under  the  circumstances,  is  it  not  time 
that  we  woke  up  to  the  fact  that  traffic  is 
international?  And  should  our  railroads 
not  have  a  fair  show  in  our  own  borders? 
It  may  be  true  that  heaven  ordained  Japan 
and  Greater  Britain  to  control  the  trade 
of  the  Pacific;  but  surely  our  own  laws 
might  at  least  give  our  own  railroads 
whatever  little  chance  heaven  may  leave 
to  them." 


The  Missouri  Rate  Decision. 

The  numerous  State  legislators  who 
have  acted  on  the  policy  that  railroad 
companies  have  no  rights  worthy  of  con- 
sideration have  received  something  like 
a  shock  from  a  strong  galvanic  bat- 
tery in  a  decision  by  Federal  Judge  Mac- 
Pherson  against  the  State  of  Missouri  in 
cases  growing  out  of  the  two-cent-a-mile 
passenger  fares  and  the  maximum  freight 
rates  measures  enacted  in  1907.  The 
court  holds  that  the  only  question  or 
issue  involved  is  whether  the  rates  fixed 
by  law  can  be  made  to  yield  a  reasonable 
[profit  to  the  carrier  companies  or  intra- 
state or  local  traffic;  and  the  conclusion 
from  the  testimony  is  that  the  rates  fixed 
by  both  statutes  are  unremunerative  and 
in  some  instances  would  ultimately  be  con- 
fiscatory  of   the   carriers'   property. 

The  importance  of  the  decision  lies  in 
the  fact  that  State  legislators  are  pro- 
hibited from  confiscating  railroad  prop- 
erty. The  people  at  large  are  making 
no  demands  on  railroads  to  do  business 
at  unremunerative  rates  and  the  Missouri 
decision  is  likely  to  exert  a  salutory  effect 
upon  the  zeal  of  the  politicians. 


April,   1909. 


RAILWAY    AXD    LOCOMOTIVE    ENGINEERING 


159 


Book   Notices 


The   Railway   Locomotb'e.     Why    it    1= 
and  Why  it  is  What  it  is.     By  Vaughan 
Pendred,  M.  E.     Published  by  D.  Van 
Nostrand   Co.,   New   York.     310  pages. 
SJ/2  ins.  by  8^  ins.;  numerous  illustra- 
tions ;  ornamental  cloth.     Price  $2.00. 
This    excellent    work    forms   one   of    a 
series   of  what   is   known  as   the   "West- 
minster,"   the    idea    of    publishing    which 
originated  with  a  well-known  publishing 
firm  of  world-wide  reputation.    The  series 
is  intended  to  bridge  over  the  gaps  left 
by    specialization.      The    author    in    this 
work  handles  his  subject  from  a  physio- 
logical  standpoint,    so   to    speak,    and   an 
important  new  place  in  engineering  books 
is   introduced  by  giving  reasons  why  the 
various  parts  of  the  locomotive  have  as- 
sumed the  particular  shapes  in  which  they 
are   to   be   found.     The   work   is    not   in 
an}'  sense  a  historical  work.     It  is  rather 
a    descriptive    work    explanatory    of    the 
forms   and  uses  in  which  the  locomotive 
is  what  it  is.     The  contrast  between  the 
American    and    British    locomotives    are 
very  clearly  pointed  out  and  the  work  is 
altogether  a  valuable  addition  to  railway 
locomotive  literature. 


Soci.\L  Engineering.  A  Record  of  Things 
Done  by  American  Industrialists  Em- 
ploying LTpwards  of  One  and  One-Half 
Million  of  People.  By  William  H.  Tol- 
man,  Ph.D.  Published  by  McGraw 
Publishing  Co.,  New  York.  384  pages. 
6  ins.  by  g%  ins.  New  York.  Cloth. 
Price  $2.00. 

Dr.  Tolman,  the  accomplished  director 
of  the  American  Museum  of  Safety  De- 
vices, has  performed  a  notable  work  in 
collecting  in  one  volume  and  presenting  in 
the  best  possible  form  a  record  of  the 
vast  and  growing  improvements  tending 
toward  the  amelioration  of  the  condition 
of  the  industrial  classes.  The  illustra- 
tions are  drawn  from  hundreds  of  the 
leading  industrial  centres,  and  it  is  grati- 
fying to  observe  that  there  is  a  growing 
spirit  of  emulation  among  individual  firms 
as  to  who  will  treat  their  employees  in  the 
best  way  calculated  to  develop  that  mutual 
good  will  which  ought  to  exist  among  all 
human  kind.  A  perusal  of  Dr.  Tolman's 
work  cannot  fail  to  convince  the  most 
casual  reader  that  the  world  is  really 
better  than  some  think  it  is,  and  while  it 
is  still  far  from  right,  especially  in  the 
matter  of  properly  recompensing  the  real 
workers,  "Social  Engineering"  will  help 
along  the  coming  of  the  golden  age.  It  is 
a  handbook  of  suggestion.  It  is  a  guide 
to  others.  Dr.  Andrew  Carnegie  speaks 
a  good  word  for  the  book  by  way  of  in- 
troduction. The  wealthy  _  ironmaster 
ought  to  take  a  leaf  from  the  book  himself 
and  learn  that  there  are  other  things  be- 
sides libraries  that  the  industrial  classes 
need.     The  need  of  good  books  is  great, 


but  the  need  of  fresh  air,  and  shorter 
hours  of  excessive  toil,  and  better  wages, 
and  healthful  recreation  and  intelligent 
companionship  and  fair  treatment,  and  op- 
portunities for  developing  the  brightest 
and  best  attributes-and  aspirations  of  over- 
burdened humanity  is  much  greater.  Dr. 
Tolman's  book  should  be  in  the  hands  of 
all  employers  of  labor,  and  it  is  to  be 
hoped  that  those  into  whose  hands  it 
does  come  will  have  eyes  to  see  and  ears 
to  hear  the  humanizing  gospel  that  Dr. 
Tolman  preaches. 


The  Acetylene   Headlight. 

The  use  of  acetylene  gas  for  lighting 
railway  cars,  yachts,  steamships  and  iso- 
lated private  houses  is  now  well  known. 
This  form  of  illuminating  gas  is  adapted 
for  use  where  the  source  of  supply  has  to 
be  portable,  or  in  the  case  of  private 
houses  where  there  is  no  gas-making  or 
electric  plant  in  the  vicinity.  Where 
acetj-lene  is  used  the  supply  and  the  light 
are  together,  because  the  storage  of  acety- 
lene, and,  in  fact,  its  generation,  are  both 
comparatively  simple  matters. 

Acetylene  is  a  carburetted  hydrogen 
gas  having  the  chemical  formula  C;  H, 
and  is  usually  generated  for  commercial 
purposes  by  adding  water  to  calcium 
carbide,  when  acetylene  gas  is  given  off, 
leaving  slaked  lime  behind.  This  gas 
burns  with  a  bright  luminous  flame  and 
produces  a  white  light.  For  a  description 
of,  and  some  remarks  on,  the  kind  of  light 
obtained  from  acetylene,  the  reader  is 
referred  to  an  article  on  the  "Quality  of 
Headlamp  Light,"  which  appeared  in 
Railway  and  Locomotive  Engineering 
for  October,   1908,  page  448. 

The  storage  of  acetjdene  is  an  impor- 
tant matter,  for  it  is  explosive  when  mixed 
with  air  just  as  ordinary  house  illumi- 
nating gas  is  explosive  when  allowed  to 
collect  with  air  in  the  oven  of  a  cooking 
range.  The  method  of  storage  as  adopted 
by  the  Commercial  .\cetylene  Company,  of 
New  York,  and  called  by  them  the  Safety 
Storage  System,  consists  first  of  all  in 
generating,  purifying,  drying  and  compress- 
ing the  gas.  These  processes  were  described 
in  our  June,  1906,  issue,  page  278,  where  a 
glance  was  taken  at  the  Delaware,  Lack- 
awanna &  Western  acetylene  plant  at 
Hoboken,  N.  J.  The  Safety  Storage  Sys- 
tem proper  consists  of  introducing  acety- 
lene gas  at  about  150  lbs.  pressure  into 
tanks  of  various  sizes  depending  on  the 
supply  necessary  where  tank  is  to  be 
used.  These  tanks  are  cylindrical  and  are 
full  of  silicated  discs  of  asbestos,  packed 
close  together.  The  tank  seems  to  be  full 
of  asbestos,  and  so  it  is,  as  far  as  one  can 
see,  but  the  asbestos  is  80  per  cent,  porous, 
so  that  in  the  minute  spaces  between  the 
particles  of  the  closely  packed  asbestos 
discs  there  is  a  large  aggregate  volume 
for  the  introduction  of  a  gas  or  a  liquid. 

The  asbestos  is  used  to  absorb  acetone, 
a  colorless  liquid  prepared  by  passing  the 


vapor  of  acetic  acid  through  a  red  hot 
tube.  Dilute  acetic  acid  is  vinegar.  Here 
we  have  the  tank  packed  with  asbestos  and 
the  pores  of  the  asbestos  saturated  with 
acetone,  yet  acetylene  gas  is  not  excluded. 
-Acetone  has  the  property  of  dissolving 
about  25  times  its  own  volume  of  acetylene 
at  a  temperature  of  about  62  degs.  F.  As- 
bestos distributes  the  acetone  throughout 
the  tank  and  when  acetone  dissolves  the 
gas  the  resultant  liquid  is  non-explosive. 
Acetylene  at  150  lbs.  pressure  is  thus 
safely  stored  in  the  tanks. 

The  liquid  acetone  in  which  the  acety- 
lene is  dissolved  boils  at  56  degs.  F.  and 
under  the  pressure  of  150  lbs.  in  the  tank, 
readily  comes  over  laden  with  acetylene 
in  the  form  of  vapor.    Acetone,  C3  Hu  O 


HEADLIGHT   BURNING  ACETYLENE. 

contains  carbon,  hydrogen  and  o.xygen  in 
the  proportions  indicated  in  the  formula 
and  thus  aids,  rather  than  retards,  the 
combustion  of  the  acetylene  gas,  a  very 
small  quantity  passing  off  with  the  gas. 
This  supply  is  replenished  as  the  tanks  are 
charged  at  the  plant  so  that  there  is  al- 
ways the  proper  amount  in  the  tank.  The 
resultant  flame  gives  a  soft,  white,  bright 
powerful  light. 

Where  a  headlight  burns  acetylene  a 
tank  12  X  36  ins.  is  secured  on  the  engine 
in  any  convenient  place,  and  a  pipe,  pro- 
vided with  suitable  pressure  gauge  and 
regulating  valve  and  stopcocks,  leads  to 
the  headlight.  If  cab  lights  are  desired, 
such  can  be  supplied  from  the  same  tank. 
On  switch  engines,  where  a  head- 
light is  used  on  the  tender,  a  second 
pipe  leads  from  the  storage  tank  and  has 
a  flexible  connection  between  engine  and 
tender.  The  tank  now  made  for  this  pur- 
pose  is    12   ins.   in   diameter  and  36  ins. 
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long,  and  contains  225  cubic  feet  of  acety- 
lene at  ISO  lbs.  pressure.  When  this  is 
consumed  at  a  burner  using  ^  of  a  cubic 
foot  an  hour,  the  supply  lasts  for  300 
hours.  A  headlight  burned  steadily  for 
10  hours  a  night  would  last  about  one 
month. 

The  burner  is  a  very  simple  affair.  It 
is  practically  an  upright  pipe  surmounted 
by  a  U-shaped  terminal  and  at  the  end  of 
each  curved  arm  a  small  circular  hole 
permits  the  gas  to  escape.  These  holes 
are  inclined  to  each  other  so  that  the 
two  streams  of  gas  meet  in  the  centre  of 
the  U-shaped  piece,  and  when  ignited,  the 
gas  takes  the  form  of  a  small  fish-tail 
flame  which  burns  brightly  in  the  focus  of 
the  reflector.  Any  oil  headlamp  may  be 
arranged  for  burning  acetylene  by  remov- 
ing the  oil  burner,  fount  and  chimney,  and 
jipplying    the     acetylene    burner.       There 


27,200  lbs,  and  as  the  weight  on  the  driv- 
ing wheels  is  iir,8oo  lbs.,  the  factor  of  ad- 
hesion is  4.1 1.  The  cylinders  are  20  x  24 
ins.,  and  the  valves  are  of  the  ordinary 
slide  valve  type,  balanced. 

Owing  to  the  compact'  wheel  spacing  on 
these  locomotives,  the  main  rods  are  con- 
nected to  the  third  pair  of  drivers.  This 
design  gives  room  for  a  convenient  ar- 
rangement of  Walschaerts  valve  gear,  in 
which  both  the  link  and  reverse  shaft  bear- 
ings are  bolted  to  the  guide  yoke.  The 
valve  rods  are  supported  by  brackets, 
which  are  mounted  on  the  top  guide  bars. 
Balanced  slide  valves  are  used,  and  they 
cire  set  with  a  maxiinum  travel  of  S}4  ins. 
and  a  constant  lead  of  3/16  in.  The  frames 
are  of  cast  steel,  4I/2  ins.  wide,  with  double 
front  rails  of  wrought  iron.  The .  rear 
frame  sections  are  separate  pieces,  strongly 
spliced  to  the  inain  frames  back  of  the  rear 


Works  Company.  The  main  driving-wheel 
centers  are  of  cast  steel,  and  the  driving 
boxes  are  of  steeled  cast  iron.  Automatic 
air  brakes  arc  applied  to  the  driving  and 
tender  wheels,  and  the  LeChatelier  water 
brake,  which  is  a  most  useful  device  when 
descending  heavy  grades,  is  applied  to 
the  cylinders. 

The  tender  frame  is  built  of  lo-in.  steel 
channels,  and  the  trucks  are  of  the  arch 
bar  type,  with  cast  steel  bolsters.  The 
water  tank  is  U-shaped,  with  a  straight 
top,  and  the  oil  tank  is  placed  in  the  fuel 
space.  The  tank  capacity  for  water  is 
2,800  gallons.  This  locomotive  is  chiefly 
interesting  as  a  special  design,  prepared  to 
meet  conditions  on  an  exceptionally 
crooked  and  hilly  road.  The  photograph 
shows  the  general  features,  while  the  prin- 
cipal dimensions  are  given  in  the  table 
which  follows : 


F.   A.    Stevtns,    M.ister   Mechanic. 


2-6-2   ENGINE  FOR  THE  OCE.\N   .SHORE    R.\  ir.W.W, 


Baldwin  Locomotive  Works,   Builders. 


is  nothing  to  get  out  of  order  in 
the  acetylene  equipment.  When  light 
is  wanted  the  gas  is  turned  on  and 
ignited  with  a  match,  as  it  would  be  in  a 
dwelling  house.  Where  acetylene  head- 
lights arc  used,  a  road  owning  its  own 
generating  and  charging  plant  fills  the 
locomotive  tanks  as  they  do  those  under 
the  cars.  Where  no  charging  plant  exists, 
an  empty  tank  may  be  readily  exchanged 
for  a  full  one,  a  supply  of  which  is  usu- 
ally kept  on  hand  by  the  stores  depart- 
ment of  the  railwav. 


Prairie   Type   for   the    Ocean    Shore. 

The  Ocean  Shore  Railway  of  California 
have  recently  placed  in  service  two  loco- 
motives which  were  built  by  the  Baldwin 
Locomotive  Works.  The  line  has  curves 
ff  ,35  degs.  and  4  per  cent,  grades ;  and  is 
laid  with  70-lb.  rails.  The  new  engines  are 
designed  for  general  road  service;  they 
are  of  the  Prairie  or  2-6-2  type,  with 
short,  flexible  wheel  bases,  and  arc  thus 
well  adapted  for  work  on  a  line  of  this 
character.    They  exert  a  tractive  force  of 


driving  pedestals.  The  rear  truck  is  of  the 
Rushton  design,  with  inside  journals.  It 
is  ecptalizcd  with  the  second  and  third 
pairs  of  driving  wheels,  while  the  front 
truck  is  equalized  with  the  leading  drivers 
in  the  usual  manner.  The  middle  driving- 
wheels  have  plain  tires  without  flanges. 

The  boiler  is  straight  topped  with  a 
wide  firebox  and  short  smoke  box,  and  is 
equipped  for  oil  burning.  Its  center  line 
is  placed  9  ft.  above  the  rail,  thus  giving 
room  for  ample  depth  of  furnace.  The 
mud  ring  approximates  a  square  in  plan, 
and  the  grate  area,  if  a  grate  were  used, 
would  be  33  sq.  ft.  The  engine,  how- 
ever, is  equipped  for  burning  oil  as  fuel, 
a  supply  of  4,000  gallons  being  carried  on 
the  tender.  The  firebox  is  supported  by 
sliding  shoes  in  front,  and  a  buckle  plate 
at  the  rear.  Radial  staying  is  employed, 
and  the  water  legs  are  vertical.  Those  at 
the  sides  and  back  have  3^  ins.  water 
space,  and  the  front  space  is  4  ins. 

The  engine  and  tender-truck  wheels  are 
steel  tired,  with  cast  iron  centers,  and 
were    supplied    by    the    Standard     Steel 


r.oiier — Material,  steel:  diameter,  72  ins.:  thick- 
ness of  sheets,  11/16  ins.;  working  jyi'essure, 
160   lbs. 

l"irel)ox — Material,  steel;  length,  72  ins.;  width, 
66  ins.:  depth,  front,  73 J4  ins.;  back,  70^4 
ins. ;  thickness  of  sheets,  sides,  ^  ins. ; 
back.    ^    ins.;   crown,    ^   ins.;   tube,    VSin. 

Tubes — Material,  steel;  wire  gauge,-  No.  12; 
number,  310;  diameter,  2  ins.;  length,  14 
ft. 

Heating  Surface — Fire  box,  145  sq.  ft.;  tubes, 
2.259    sq.    ft.;    total,    2.404    sq.    ft-_ 

Oiiving  Wheels — Outside  diameter,  48  ins.;  jour- 
nals. 8M   X   10  ins.. 

I-'ngine  Truck  Wheels — Front,  diameter,  28  ins.; 
journals.  5  x  12  ins.;  back,  diameter,  36  ins.: 
journals,   6!^    x    12   ins. 

Wheel  Base — Driving,  9  ft.;  total  engine,  23_  ft. 
6  ins.:  total  engine  and  tender,  48  ft.  9  ins. 

Weight — On  driving  wheels,  iii,8no  lbs.:  on 
truck,  front,  18.250  lbs;  on  truck,  back, 
23.050  lbs.;  total  engine,  153,100  lbs.;  total 
engine  and   tender,  about  233.000  lbs. 

Tender — Wheels,  diameter,  33  ins.;  journals,  4% 
X  8    ins.;    service,    passenger   and    freight. 


Wc  are  informed  that  the  Westing- 
house-Church-Kerr  Company,  engineers 
in  charge  of  the  equipment  of  the  New 
York  terminal  of  the  Pennsylvania  Rail- 
road tunnel,  have  recommended  the  use 
of  Sturtevant  Multivane  fans  for  venti- 
lation. They  have  placed  an  order  with  the 
B.  F.  Sturtevant  Company,  of  Hyde 
Park,  Mass.,  for  thirty-six  of  these  fans. 
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Elements  of  Physical   Science. 

\'ll.     The  Slide  Valve. 

Having  described  in  the  last  issue  of 
Railway  and  Locomotive  Engineering 
the  construction  of  the  slide  valve  and 
its  relation  to  the  steam  ports,  and  pointed 
out  the  advantage  derived  from  the  face 
of  the  valve  being  made  more  than  suf- 
ficient to  cover  the  steam  ports,  it  remains 
to  be  stated  that  the  opening  and  shutting 
of  the  steam  ports  by  the  movement  of  the 
valves  is  of  the  utmost  importance  in  the 
running  of  the  steam  engine.  It  will  be 
readily  understood  that  when  the  piston 
is  at  one  or  other  of  the  extreme  ends  of 
the  cylinder  and  it  is  intended  that  it 
should  be  moved  in  the  other  direction, 
the  steam  port  should  be  rapidly  opened  so 
that  the  steam  may  exert  its  full  pressure 
on  the  face  of  the  piston.  Many  eminent 
engineers  held  the  opinion  that  the  open- 
ing of  the  port  should  occur  in  advance  of 
the  arrival  of  the  piston  at  the  end  of 
the  stroke.  This  is  what  is  known  as  the 
lead  of  the  valve.  It  has  been  the  subject 
of  much  discussion  and  is  still  an  open 
question.  At  first  sight  it  would  apear 
to  be  a  hindrance  to  the  piston  to  meet 
with  a  pressure  of  steam  working  ad- 
versely to  the  direction  in  which  the  pis- 
ton was  moving,  but  when  it  is  borne  in 
mind  that  even  steam  at  a  high  pressure, 
moving  at  a  high  velocity,  requires  some 
small  instant  of  time  to  move  through 
the  intervening  space  between  the  steam 
chest  and  cylinder,  and  also  that  the 
piston  itself  may  be  moving  at  a  high 
speed,  it  is  easy  to  understand  that  it  may 
be  an  advantage  to  begin  to  open  the  valve 
slightly  in  advance  of  the  reversing  of  the 
movement  of  the  piston. 

This  is  more  readily  apparent  in  the 
case  of  engines  running  at  high  speeds 
than  otherwise,  because  the  velocity  with 
which  the  steam  moves  through  a  certain 
space  at  a  certain  pressure  may  be  safely 
called  a  constant  velocity,  while  the  rate 
of  speed  at  which  the  valve  or  the  pis- 
ton travels  varies  according  to  the  kind 
of  work  accomplished.  This  fact  has  led 
to  the  claim  that  the  increase  in  the 
amount  of  lead  in  the  valve  which  is 
caused  by  the  shortening  of  the  travel  of 
Ihe  valve  in  the  case  of  engines  equipped 
with  the  Stephenson  valve  gear  is  an  ad- 
vantage to  locomotives  running  at  high 
speeds  when  the  reverse  lever  is  "hooked 
up."  The  action  of  the  steam  in  striking 
with  sudden  force  at  the  beginning  of  the 
piston  stroke  may  be  likened  to  what  is 
known  as  "advancing  the  spark"  in  gaso- 
line engines,  which  has  the  effect  of  in- 
creasing the  velocity  of  the  engine  partly 


from  the  more  complete  compression  of 
the  inflammable  gases,  and  partly  from  the 
fact  that  the  gasoline  engine  piston  re- 
ceives the  full  shock  of  the  explosion 
before  it  has  moved  any  considerable 
distance  from  the  end  of  the  cylinder. 

The  parallel  between  the  action  of 
steam  pressure  and  gasoline  explosion, 
however,  is  not  an  exact  one.  The  varia- 
tion is  very  great,  steam  being  a  constant 
pressure  and  gasoline  explosion  an  inter- 
mittent shock.  Increasing  the  amount  of 
lead  in  the  valve  of  a  steam  engine  does 
not  by  any  means  increase  the  speed  of 
the  engine.  It  has  the  contrary  efifect, 
and  it  is  a  growing  fact  that  the  idea 
which  obtained  in  many  quarters  that  a 
locomotive  could  not  run  freely  imless 
the  valves  were  set  with  considerable  lead 
is  rapidly  losing  its  adherents.  This  fal- 
lacy may  readily  be  dispelled  by  marking 
the  degree  of  smoothness  with  which  a 
well-balanced  locomotive  will  run  when 
an  opportunity  occurs  to  shut  off  steam 
altogether.      The    alleged    shock    which    a 


SLIDE  VALVE  SHOWING  LEAD, 
certain  amount  of  lead  of  the  valve  is 
said  to  overcome  is  not  apparent,  and 
there  is  undoubtedly  a  growing  opinion 
that  the  older  methods  of  having  a  valve 
opening  of  one-eighth  of  an  inch  is  grad- 
ually losing  ground,  and  this  amount  after 
being  cut  down  to  one-sixteenth  is  now 
reaching  the  thirty-second  mark,  and  if 
the  present  trend  of  thought  continues  the 
so-called  lead  of  tlie  valve  will  have  be- 
come a  minus  quantity. 

It  may  be  added  that  the  idea  that  the 
increase  in  the  amount  of  lead  of  the  valve 
caused  by  the  shortening  of  the  valve 
travel,  in  the  case  of  the  Stephenson  valve 
gearing,  was  an  advantage,  has  lost 
credence  largely  from  the  fact  that  since 
the  rapid  introduction  of  the  Wal- 
schaerts  valve  gearing,  with  which  many 
of  the  new  and  larger  locomotives  are 
equipped,  it  has  been  clearly  demonstrated 
that  the  constant  lead  maintained  by  the 
latter  valve  gearing  at  varying  amounts 
of  valve  travel  and  speed,  is  a  decided 
advantage  in  its  favor.  Indeed,  many 
experienced  engineers  do  not  hesitate  to 
assert  that  the  excessive  amount  of  lead 
formerly  allowed  in  locomotive  practice, 
and  the  large  increase  in  that  amount  oc- 
casioned by  the   shortening  of  the   valve 


travel,  was  the  chief  cause  of  much  of  the 
troubles  incident  to  the  involved  mechan- 
ism of  the  Stephenson  valve  gearing 
Be  this  as  it  may,  the  opinion  is  rapidly- 
taking  firm  root  that  the  amount  of  valve 
cpenihg  at  the  end  of  the  piston  stroke 
should  be  kept  at  the  lowest  possible 
amount,  and  that  better  results  in  loco- 
motive and  engine  running  generally  could 
be  obtained  by  having  the  valve  closed 
at  the  end  of  the  piston  stroke  than  by 
having  an  opening  wide  enough  to  admit 
sufficient  steam  that  cannot  do  other  than 
counteract  the  motion  of  the  piston  as  it 
approaches  the  dead  centre. 


Celebrated  Steam   Engineers.        ' 

XVII.       JOH.X    E.     WUCTTEX. 

John  E.  Wootten,  whose  name  will  al- 
ways be  associated  with  the  large  anthra- 
cite-burning locomotive  firebox  which 
bears  his  name,  has  the  right  to  be  classed 
among  the  pioneers  of  locomotive  develop- 
ment to  whom  this  country  owes  more 
than  is  likely  ever  to  be  repaid  or  even 
acknowledged. 

John  E.  Wootten  was  born  at  Philadel- 
phia in  1822  of  highly  respectable  parents, 
his  father,  Captain  John  Wootten  having 
been  one  of  the  enterprising  mariners  who 
helped  to  build  up  the  magnificent  clipper 
ship  trade  that  Philadelphia  enjoyed  with 
China,  Japan  and  other  oriental  countries 
before  steam  pushed  sailing  vessels  off  the 
sea,  and  before  the  United  States  had  in- 
augurated the  policy  of  neglecting  its 
marine  interests.  Young  Wootten  would 
have  naturally  followed  his  father's  busi- 
ness, but  being  reared  in  Philadelphia,  the 
principal  seat  of  railroad  extension  enter- 
prises and  of  locomotive  building  industry, 
living  in  an  atmosphere  permeated  with 
railroad  aspirations,  he  became  attracted 
towards  the  popular  profession  of  railroad 
and  mechanical  engineering.  .Accordingly 
in  1837,  when  fifteen  years  old,  he  was 
apprenticed  to  Matthias  W.  Baldwin,  then 
working  into  a  successful  business  as  a 
locomotive  builder,  in  a  small  shop  located 
on  Broad  and  Hamilton  streets,  now  part 
of  the  great  works.  The  choice  of  that 
career  was  voluntary,  and  it  was  lovingly 
pursued,  the  chief  aim  of  the  youth  being 
to  become  known  as  a  first-class  mechanic, 
competent  to  perform  a  creditable  job  on 
any  line  of  work  a  machinist  might  be 
called  upon  to  do. 

Mr.  Wootten  may  be  said  to  have  joined 
the  locomotive  building  industry  at  the 
time  it  was  promising  to  become  a  perma- 
nent business  and  when  the  engine  was  as- 
suming an  established  form.  During  the 
first  year  of  his  apprenticeship  Mr.  Bald- 
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win  built  forty  locomotives,  most  of  them 
having  been  of  the  Miller  type,  with  four- 
wheel  truck  and  a  single  pair  of  driving 
wheels  located  behind  the  firebox,  which 
was  of  the  hemispherical  or  haystack 
form.  The  number  of  hands  employed  in 
building  the  forty  engines  was  about  three 
hundred,  a  much  larger  proportion  of 
labor  than  what  is  necessary  to  turn  out 
the  same  volume  of  work  nowadays,  but 
it  represented  almost  exclusive  hand  work. 

The  first  year  of  Mr.  Wootten's  appren- 
ticeship witnessed  one  of  the  first  panics 
that  have  been  periodically  produced  by 
irregularity  in  the  demand  for  railroad 
equipment.  The  year  opened  auspiciously, 
but  about  midsummer  many  of  the  rail- 
road companies  stopped  ordering  loco- 
motives, and  panic  times  intervened.  Much 
of  the  work  was  then  done  by  the  older 
hands  and  the  apprentices,  which  was 
really  a  benefit  to  the  latter.  It  may  have 
been  owing  to  that  temporary  interrup- 
tion in  business  at  this  time  that  induced 
Mr.  Baldwin  to  direct  his  attention  to  in- 
troducing interchangeable  parts,  but  what- 
ever-may have  been  the  cause,  this  policy 
was  begun  then  and  was  never  abandoned. 
This  was  an  advanced  line  of  production 
that  young  Wootten  took  part  in  carrying 
out,  and  maintained  in  after  years  on  a 
great   railroad. 

The  first  notable  honor  bestowed  upon 
Mr.  Wootten  by  the  Baldwin  Locomotive 
Works  was  sending  him  with  a  locomotive 
to  the  Western  Railway  of  Massachusetts, 
a  duty  he  performed  to  the  entire  satis- 
faction of  his  employers.  That  was  in 
1843.  Two  years  later,  in  1845,  on  the 
completion  of  the  Beverly  Railroad  to 
Pottstown,  Mr.  Baldwin  was  asked  to  rec- 
ommend a  man  to  take  charge  of  the 
mechanical  department,  and  he  named 
John  E.  Wootten,  then  in  the  twenty-third 
year  of  his  age.  The  Beverly  Railroad 
afterwards  became  part  of  the  Philadel- 
phia &  Reading  Railroad  system,  which 
subsequently  became  the  sphere  of  Mr. 
Wootten's  life  labors.  For  about  twenty 
years  Mr.  Wootten  filled  positions  as  fore- 
man or  master  mechanic  at  various  points 
on  the  Reading  system,  passing  through 
the  valuable  experience  that  such  useful 
men  go  through,  but  always  acquitting 
himself  to  the  satisfaction  of  his  superior 
officers. 

Like  all  men  who  have  risen  above  ob- 
scurity, Mr.  Wooten  was  ambitious  to  bet- 
ter his  condition  in  life,  and  railroad 
service  falling  short  of  his  expectations, 
in  1864  he  left  the  Reading  to  be  a  mem- 
ber of  the  Pottstown  Rolling  Mill  and  Iron 
Company.  He  was  one  of  the  principal 
active  men  in  the  concern,  but  it  did  not 
prove  exactly  to  his  liking,  for  after  one 
year's  experience  in  that  line  of  work 
he  was  induced  to  return  to  the  Reading 
as  superintendent  and  master. mechanic  of 
the  Mine  Hill  &  Schuylkill  Haven  Rail- 
road, a  proprietary  line.  In  1866  he  suc- 
ceeded James  Millholland  as  the  head  of 


tlie  mechanical  department  of  the  Phila- 
delphia &  Reading  Railroad,  with  head- 
quarters at  Reading.  While  holding  that 
position  he  proceeded  to  remodel  the  fa- 
mous Winans  locomotives  in  order  to  bet- 
ter adapt  them  for  burning  inferior  grades 
of  antliracite  coal,  a  line  of  improvement 
which  ended  in  his  designing  the  wide 
firebox  that  has  proved  so  successful  for 
the  combustion  of  slack  coal. 

'i  he  Philadelphia  &  Reading  Railroad 
Company  had  labored  assiduously  to  ex- 
tend the  consumption  of  anthracite  coal 
for  domestic  and  industrial  purposes,  but 
it  was  only  the  more  superior  grades  of 
coal  that  attained  popularity,  and  there 
were  immense  quantities  of  slack  coal  for 
which  there  was  no  market,  piled  up  in 
immense  heaps.  The  greater  part  of  this 
coal  was  pure  carbon  with  immense  heat- 


JOHN   E.    WOOTTEN. 

generating  capabilities,  but  it  was  con- 
signed to  waste  for  want  of  furnaces  suit- 
able for  fuel  that  lay  in  a  very  compact 
mass.  The  problem  of  using  this  slack 
coal  to  generate  steam  in  locomotive  boil- 
ers was  the  problem  attacked  by  John  E. 
Wootten.  Wide  fireboxes  designed  by 
Zera  Colburn  and  by  James  Millholland 
were  improvements  upon  the  older  forms. 
Upon  them  Mr.  Wootten  effected  other 
improvements  which  produced  the  most 
successful  slack  burning  boiler  ever  pro- 
duced. 

Mr.  Wootten  possessed  the  inventive  fac- 
ulty in  a  high  degree.  Among  his  early 
inventions  was  the  locomotive  steam  gauge 
granted  in  the  early  fifties,  supplanting 
safety  levers  with  adjustable  weights  and 
spring  balance.  Hydraulic  brake  for 
passenger  cars,  hydraulic  pinch  bars,  car 
heaters  outside  or  underneath  the  car,  so 
familiar  to  the  older  patrons  of  the  Phila- 
delphia &  Reading  Co. ;  as  well  as  other 
appliances  and  tools.  Mr.  Wootten,  so 
closely  connected  with  an  army  of  work- 
men who  were  bound  to  meet  with  acci- 


dent in  spile  of  precautions,  built  and 
partly  equipped  at  a  cost  of  $25,000  a  wing 
of  the  Reading  Hospital,  and  likewise  can- 
celled a  large  mortgage  on  a  home  for  the 
aged,  as  well  as  other  gifts  to  the  unfor- 
tunate. 

A  member  of  the  .American  Philosoph- 
ical Society  for  a  number  of  years,  re- 
ceived at  home  and  abroad  medals  in  rec- 
ognition of  merit.  From  Paris  Exhibition 
of  1879  and  National  Exhibition  of  Rail- 
road Appliances  of  1883  he  received  gold 
medals  for  economy  and  advancement  in 
railroad  practice  as  well  as  the  John  Scott 
medal  for  his  mechanical  achievements. 

Mr.  E.  J.  Ranch,  of  New  York,  a  vet- 
eran engineer  who  was  long  associated 
with  Mr.  Wootten,  has  written  us  a  long 
letter  concerning  the  subject  of  this  sketch, 
from'  which  we  condense  the  following 
notes : 

"Mr.  Wootten  was  a  fine  practical  me- 
chanic. He  was  of  an  inventive  mind  and 
was  the  author  of  many  inventions,  some 
of  them  in  present  use,  not  the  least  of 
them  being  the  wide  firebox  for  steam 
liiiilers. 

*         *         * 

"Mf.  Wootten  was  quick  to  detect  a  'fal- 
lacy' in  an  invention.  R.  D.  Cullen,  presi- 
dent of  the  Philadelphia  &  Reading,  in- 
variably referred  patent  people  to  Mr. 
Wootten  to  investigate  their  ideas.  An 
inventor  conceived  the  idea  that  by  build- 
ing a  locomotive  engine  with  three  cylin- 
ders, each  taking  steam  in  the  back  end 
only,  and  of  course  pulling  always  on  the 
upward  throw  of  the  crank,  he  would  save 
line  cylinder  measure  of  steam — 25  per 
cent. — and  always  have  two  strokes  pulling 
at  strongest  point.  He  would  have  about 
50  per  cent,  of  power  gain.  This  man  took 
his  model  and  idea  to  Norris  Bros.,  of 
Philadelphia,  and  they  approved  of  it  at 
once  and  referred  him  to  Grant  &  Stone, 
their  financial  backers,  and  advised  the 
building  of  an  engine  on  the  idea,  and 
securing  an  interest  in  the  patent. 

"The  inventor  then  called  on  Mr.  Cullen, 
who  sent  him  to  Mr.  Wootten  at  Rich- 
mond. Mr.  Wootten  looked  the  model 
over  and  made  an  appointment  to  meet  the 
party  in  a  day  or  two.  That  night  at  his 
home  Mr.  Wootten  made  a  model  and 
with  it  convinced  the  inventor  of  his  error. 
There  was  no  engine  built,  and  I  doubt  if 
many  persons  ever  heard  of  the  idea. 

"Another  party  invented  a  perpetual  mo- 
tion and  exhibited  it  at  Reading.  I  knew 
the  inventor  very  well,  and  Mr.  Wootten 
asked  me  to  get  him  a  private  look  at  it, 
that  is,  not  during  exhibition  hours,  but 
in  the  presence  of  the  inventor.  We  went 
to  it  and  fotmd  it  running  all  ri.ght.  The 
inventor  began  to  explain  his  machine,  but 
Mr.  W.  cut  him  oflf  by  saying  he  only 
wanted  to  see  it.  Then  he  was  asked  for 
his  opinion.  Wootten's  reply  was,  'Noth- 
ing can  come  from  nothing;  there  is  a 
nicely  concealed  power  that  drives  your 
machine' — and    we    left. 
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"Some  fifteen  years  after,  I  met  a  man 
who  used  to  work  under  me,  who  had 
been  a  partner  with  the  'perpetual  motion' 
man,  and  he  not  only  explained  the  trick 
of  the  thing  and  that  Mr.  W.  was  cor- 
rect, but  more  marvelous  than  all  showed 
me  a  certificate  signed  by  a  committee  of 
six  experts  ( ?)  from  the  Franklin  Insti- 
tute of  Philadelphia,  who  had,  in  couples, 
■kept  watches  of  four  hours  each  from 
Monday  noon  day  and  night,  until  12 
o'clock  on  Saturday  night,  and  certified 
that  the  machine,  though  practically  of  no 
use,  was  really  what  was  claimed  for  it, 
and  would  and  did  of  its  own  volition  run 
as  claimed. 

"Another  case  was  that  of  a  method  of 
assisting  the  horses  in  street  cars  to  start 
the  car.  The  inventor  was  a  good  me- 
chanic known  to  both  Mr.  W.  and  the 
writer.  He  had  about  20  feet  of  a  model 
track  made  on  which  to  exhibit  his  device. 
iHe  showed  it  to  street  railway  officials, 
who  all  approved  of  it;  to  them  it  was 
just  what  was  wanted,  and  a  company  was 
formed  to  put  the  device  in  use.  The 
patentee  wanted  Mr.  Wootten,  then  master 
mechanic  of  the  Philadelphia  &  Reading, 
to  see  it.  I  got  him  an  interview  and  he 
brought  his  model  and  exhibited  it.  Mr. 
W.  looked  on,  and  in  less  than  ten  minutes 
■convinced  the  patentee  his  machine  would 
not  work  in  practice. 

"In  Mr.  Wootten's  treatment  of  commit- 
tees of  his  men  who  waited  on  him  with 
claims  or  grievances  he  was  always  kind 
and  courteous  to  the  limit.  A  committee 
had  to  have  their  case  well  in  hand  and 
know  just  what  they  wanted  or  they  would 
sometimes  wonder  what  they  came  for. 
There  have  been  instances  where  a  com- 
mittee had  their  case  torn  all  to  pieces  and 
told  just  what  they  meant  to  ask  for,  and 
then  it  was  given  to  them." 

Questions  Answered 

E.     T.     EQUIPMENT. 

21.  G.  C.  M.,  Pueblo,  Colo.,  writes: 
With  the  E.  T.  equipment  when  the 
brake  cylinder  leakage  causes  air  to 
pass  from  application  chamber  to  brake 
cylinders,  does  equalizing  piston  26 
move  to  permit  air  from  pressure 
chamber  to  flow  to  application  cham- 
ber?— A.  The  application  chamber  pres- 
sure cannot  enter  the  brake  cylinders 
except  by  leakage  past  the  packing 
leather  and  ring  on  the  application 
piston.  The  brake  cylinders  are  filled 
with  pressure  from  the  main  reservoir 
and  the  pressure  in  the  application 
cylinder  determines  the  pressure  that 
■will  build  up  in  the  brake  cylinders.-  The 
action  of  the  equalizing  valve  of  the 
distributing  valve  is  similar  to  that  of 
a  triple  valve  piston  and  slide  valve,  in 
release  position  the  pressure  chamber 
is  charged,  and  in  application  position 
air  is  admitted  from  the  pressure  cham- 


ber to  the  application  chamber  and 
cylinder  forcing  the  application  piston 
and  valve  to  application  position, 
which  admits  pressure  from  the  main 
reservoir  to  the  brake  cylinders,  until 
it  is  equal  to  that  in  the  application 
cylinder,  when  a  spring  forces  the  pis- 
ton to  lap  position.  If  brake  cylinder 
leakage  reduces  the  brake  cylinder 
pressure  below  that  in  the  application 
cylinder,  the  application  piston  and 
valve  will  be  forced  to  application  po- 
sition again  and  the  leakage  will  be 
supplied.  The  equalizing  valve  is 
moved  by  reducing  or  increasing  brake 
pipe  or  train  line  pressure.  Brake  pipe 
leakage  has  the  same  effect  on  the  dis- 
tributing valve  as  it  has  on  a  triple 
valve  applying  the  brake  in  full  after 
a  light  reduction,  and  when  brake  pipe 
pressure  is  somewhat  lower  than  that 
in  the  pressure  chamber  the  valve  will 
be  moved  to  the  extreme  end  of  its 
stroke  or  emergency  position. 

With  the  Hs  equipment  this  move- 
ment results  in  flow  of  air  from  the 
main  reservoir  to  the  pressure  chamber, 
thence  to  the  application  chamber  and 
cylinder,  as  they  are  connected  in  this 
position.  With  the  H6  equipment  this 
does  not  occur,  but  there  is  a  flow  of 
air  from  the  brake  valve  to  the  appli- 
cation cylinder  when  the  brake  valve 
handle  is  in  emergency  position.  The 
independent  application  does  not  dis- 
turb the  equalizing  valve  in  either 
equipment. 


SQUARING    DRIVERS     WITH     FRAMES. 

22.  G.  D.  L.,  Ashtabula,  Ohio,  asks: 
What  is  the  best  method  of  squaring  the 
drivers  with  the  frames  when  they  are  in 
place? — A.  If  you  are  certain  that  the 
cylinders  are  faced  off  exactly  to  standard 
dimensions  so  that  face  of  back  flange  is 
the  same  distance  from  centre  cross  line 
of  cylinders,  and  frames  are  true,  tram 
from  back  cylinder  face  to  straight  edge 
laid  across  horn  blocks,  being  careful  to 
see  that  each  end  of  tram  is  the  same  dis- 
tance from  outside  of  frame.  If  you  are 
not  sure  about  back  face  of  cylinder  flange, 
find  centre  of  valve  seat  and  tram  from 
that  point  with  tram  exactly  parallel  to 
frame.  If  the  cylinders  are  fitted  up  ac- 
curately, and  frames  parallel  as  they 
should  be,  either  of  these  methods  will 
give  you  the  desired  result. 


WESTINGHOUSE  K  TRIPLE  V-i^LVE. 

23.  J.  H.  M.,  Osceola  Mills,  Pa.,  asks : 
Kindly  explain  through  the  columns  of 
your  valuable  paper  what  change  there 
has  been  made  in  the  latest  type  "K" 
freight  triple  valve?  I  understand  that 
there  is  some  change  in  the  retarded  re- 
lease feature. — A.  The  operation  of  the 
type  "K"  triple  valve  has  not  been 
changed,  but  there  have  been  several 
minor    changes    in    the    mechanical    con- 


struction. The  small  elongated  retarded 
release  port  in  the  first  type  of  valve  was 
found  in  service  to  become  partially 
stopped  up  with  foreign  matter.  With  the 
later  design  of  valve,  the  main  exhaust 
cavity  in  the  slide  valve  is  separated  from 
the  retarded  release  port  by  a  bridge. 
And  the  opening  that  regulates  the  time 
of  the  exhaust  is  a  small  drilled  hole  that 
connects  the  two  cavities.  The  port  "Y" 
no  longer  acts  as  a  recharging  port  in  re- 
tarded release  position,  the  small  port  in 
the  slide  valve  that  formerly  registered 
with  this  port  in  retarded  release  position 
is  removed  and  the  slide  valve  now  blanks 
port  "Y,"  and  the  charging  of  the 
auxiliary  is  now  made  through  a  groove 
cut  in  the  seat  of  the  piston. 


BLOWS    OF    PISTON   AND   VALVES. 

24.  Yoluig  Runner,  Perth  Amboy,  N.  J., 
asks  for  some  pointers  on  cylinder  pack- 
ing and  main  valves,  also  if  that  is  broken 
how  do  you  place  the  engine  to  find  the 
blow? — A.  If  the  piston  packing  is  broken 
or  cylinder  worn,  place  engine  with  piston 
near  front  end  of  cylinder,  open  cylinder 
cocks  and  slightly  open  throttle.  If  steam 
blows  through  back  cylinder  cock  and  up 
exhaust  the  cylinder  is  probably  worn  at 
front  end;  same  test  may  be  made  with 
piston  near  back  end  when  front  cylinder 
cock  will  blow.  If  rings  are  thought  to 
be  broken,  place  piston  in  centre  of  cylin- 
der and  move  reverse  lever  so  that  valve 
will  move  sufficiently  to  give  steam  first  on 
one  side  of  the  piston  and  then  on  the 
other,  and  if  there  is  a  blow  in  each  case 
the  rings  are  probably  defective.  If  the 
valve  yoke  is  broken  clean  off  the  valve 
will  be  pushed  forward  and  will  stay 
there,  allowing  steam  to  enter  back  end 
of  cylinder  only.  If  the  yoke  is  broken 
on  one  side  the  valve  will  lag  on  its  back 
travel  and  will  probably  not  open  sufB- 
ciently  to  give  any  lead.  In  testing  for 
these  defects  place  reverse  lever  so  as  to 
give  proper  lead  openings  at  both  ends  of 
travel   and   note   results. 


OLD    AND    NEW    PUMP    GOVEENOBS. 

25.  G.  C.  M.,  Pueblo,  Colo.,  writes: 
Please  explain  fully  why  air  pressure 
above  the  governor  and  a  spring  is  any 
improvement  over  the  old  method  of  a 
spring  alone. — A.  The  use  of  the  excess 
pressure  governor  top  avoids  the  neces- 
sity of  changing  the  adjustment  or  cutting 
put  a  governor  top  when  a  change  of 
brake  pipe  pressure  is  desired.  In  or- 
der for  this  governor  top  to  operate 
and  close  the  steam  passage  to  the 
pump,  the  main  reservoir  pressure, 
which  is  under  the  diaphragms,  must 
exceed  the  brake  pipe  or  feed  valve  pipe 
pressure  above  the  diaphragms  and  the 
tension  of  the  spring.  There  should 
be  a  tension  of  about  20  lbs.  on  the 
spring  and  when  the  brake  pipe  pres- 
sure is  70  lbs..  »bout  90  lbs.   main   re- 


l64 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


April,  igog. 


servoir  pressure  will  be  required  to  lift 
the  diaphragm  valve  from  its  seat  and 
stop  the  pump.  If  the  brake  pipe  pres- 
sure is  changed  to  90  lbs.  the  governor 
will  stop  the  pump  at  no  lbs.  reservoir 
pressure. 

In  order  to  change  from  a  70-lb. 
brake  pipe  pressure  to  the  high  speed 
brake  no  lbs.,  it  is  only  necessary  to 
turn  the  hand  wheel  on  the  adjusting 
screw  of  the  feed  valve.  By  always 
maintaining  a  main  reservoir  pressure 
at  a  certain  figure  in  excess  of  that 
carried  in  the  brake  pipe,  regardless  of 
what  that  brake  pipe  pressure  may  be, 
the  excess  pressure  top  may  be  said  to 
provide  the  governor  with  an  auto- 
matic adjustment.  When  the  brake 
valve  handle  is  on  lap,  service  or  in 
emergency  positions,  the  excess  pres- 
sure top  is  imperative  and.  the  high- 
pressure  top,  which  is  usually  adjusted 
for  130  or  140  lbs.,  will  stop  the  pump 

.METHOD   OF   BENDING    PIPE. 

26.  G.  D.  L.,  Ashtabula,  Ohio,  writes : 
Please  show  an  easy  method  of  bending 
pipes,  of  sizes  from  Yi  to  i*/4  ins. — A. 
There  was  published  in  Railway  and  Lo- 
comotive Engineering,  January,  1908, 
page  41,  a  description  of  a  very  neat  and 
expeditious  machine  for  bending  pipe, 
made  by  H.  B.  LInderwood  &  Co.,  of 
Philadelphia,  Pa.  You  could  not  do  bet- 
ter than  to  read  this  description  or  write 
to  the  firm  and  ask  for  their  descriptive 
circular. 


brake  pipe  and  auxiliary  reservoir  pres- 
sure as  it  is  possible  to  do,  not  only  to  in- 
sure keeping  the  train  under  control  but 
to  enable  the  brakes  to  stop  the  train 
if  an  emergency  should  arise. 


EFFECTS  OF  ROUGH   HANDLING. 

27.  E.  N.  M..  Brockville,  Ont..  asks: 
Does  rough  handling  of  the  air  brake  have 
an  effect  on  the  staybolts  of  the  boiler? 
If  it  has,  what  is  the  effect? — A. — Rough 
handling  of  the  air  brakes  has  no  direct 
effect  on  the  boiler  staybolts,  though  the 
powerful  application  of  'brakes  and  a  quick 
stop  has  the  effect  of  throwing  all  the 
water  in  the  boiler  to  the  front,  and  it 
tends  to  slide  the  boiler  ahead  out  between 
the  frames;  or  a  quick  stop  may  tend  to 
turn  the  boiler  up  at  tire  back  and  throw 
it  over.  As  a  matter  of  fact,  a  quick  stop 
puts  extra  strain  on  the  'boiler  fastenings, 
hut  it  docs  not  injure  the  staybolts  indi- 
viduallv. 


BRAKE    HANDLING    ON    GR.XDES. 

28.  D.  A.  B.,  Camina,  Cal.,  asks:  Is 
it  good  practice  to  kick  off  5  or  10  lbs. 
of  air  on  a  grade  where  the  train  is 
pinched  down  too  slow,  or  is  it  better  to 
recharge?  If  so,  why? — A.  By  kicking  off 
5  or  10  lbs.  of  air  you  no  doubt  mean  mov- 
ing the  brake  valve  handle  to  release  or 
running  position  for  a  second  or  two 
and  then  back  to  lap  or  service  position, 
which  is  poor  practice  at  any  time  and 
a  dangerous  one  on  grades..  On  descend- 
ing grades  the  brake  pipe  and  auxiliaries 
should  be  recharged  at  every  opportunity, 
the   object   being   to   maintain    as   high    a 


PRESSURE    IN    BRAKE    CYLINDERS. 

29.  \V.  P.  W.,  Hoisington,  Kans., 
writes :  Will  you  please  explain  how  to 
tigure  the  pressure  in  brake  cylinders  with 
different  piston  travels  and  during  dif- 
ferent brake  pipe  reductions? — A.  The 
brake  cylinder  pressure  that  results  from 
different  reductions  of  brake  pipe  pressure 
and  for  different  lengths  of  piston  travel 
is  determined  by  attaching  an  air  gauge 
to  the  brake  cylinder. 

In  most  air  brake  instruction  cars  you 
will  find  brake  equipments  with  gauges 
attached  to  the  brake  cylinder,  brake  pipe 
and  auxiliary  reservoir  and  an  arrange- 
ment for  blocking  the  brake  piston  to 
different  lengths  of  piston  travel.  Any 
mathematical  calculations,  to  determine 
the  resultant  pressure,  are  likely  to  be  in- 
accurate or  only  approximate  at  the  best 
for   reasons  that  will  be   explained  later. 

As  an  example,  suppose  we  wish  to  find 
the  brake  cylinder  pressure  that  will  be 
developed  in  a  lo-in.  passenger  car  cyl- 
inder when  the  piston  travel  is  8  ins., 
and  the  brake  pipe  reduction  is  10  lbs. 

The  12  X  33-in.  reservoir  has  a  capa- 
city of  3,030  cu.  ins. :  this  is  determined  by 
squaring  the  diameter  and  multiplying 
by  .7854  and  by  the  length,  in  inches,  al- 
lowing, of  course,  for  the  thickness  of 
the  metal  and  iH  '"S-  on  each  end  for  the 
flange. 

The  capacity  of  the  brake  cylinder  in 
cubic  inches  is  found  in  the  same  manner, 
the  diameter,  10  X  lo^ioo  X  7854  = 
7S.54.  78.54  X  8  =  628  cu.  ins.,  at  8  ins. 
piston  travel.  With  a  lo-lb.  re- 
duction, 10  lbs.  of  compressed  air  will 
leave  from  each  inch  of  the  reservoir's 
capacity,  whether  the  pressure  is  70,  90  or 
no  lbs.,  and  3,030  X  10^30,300  cu.  in. 
lbs.,  which  leaves  the  reservoir  to.  en- 
ter the  brake  cylinder. 

Now  the  space  between  the  piston  fol- 
lower and  the  cylinder  head,  and  the  space 
in  the  port  through  the  head  and  in  the 
triple  valve  that  must  be  filled  with  com- 
pressed air  when  the  brake  is  applied, 
must  also  he  taken  into  consideration, 
;ind  assuming  the  space  to  he  100  cu.  ins. 
at  atmospheric  pressure  we  have  14.7  X 
100,  or  an  additional  1,500  cu.  in.  lbs.,  or 
3.300  +  1,500^31,800  cu.  in.  lbs.  in  all, 
and  a  space  of  100  cu.  ins.  -f-  6.28,  brake 
cylinder  capacity  or  728  cu.  ins.  space  to 
be  filled.  31,800  -r-  728  =  42  lbs.  brake 
cylinder  pressure. 

Now  the  brake  cylinder  capacity  is 
not  at  atmospheric  pressure  before  the 
application,  and  must  be  filled  to  that  pres- 
sure, 14.7  lbs.  before  an  air  gauge  will 
register,  or  if  the  piston  were  drawn  out 
by  some  other  force  without  admitting 
rny  atmospheric  pressure  to  the  cylinder  it 


would  result  in  a  vacuum  which  would  re- 
quire 15  lbs.  to  relieve.  Therefore  42  — 
15  =  27  lbs.  hrake  cylinder  pressure,  and 
27  lbs.  less,  say  4  lbs.,  for  the  losses  men- 
tioned would  leave  a  final  brake  cylinder 
pressure  of  23  lbs.  resulting  from  a  10- 
Ib.  reduction  at  8  ins.  piston  travel. 

The  losses  from  the  au.xiliary  reservoir 
which  make  the  calculations  so  uncertain 
are  slight  and  are  due  to  the  fact  that 
some  of  the  auxiliary  reservoir  pressure 
escapes  through  the  triple  piston  feed 
groove  at  the  time  the  piston  starts,  and 
as  the  piston  is  moved  to  application  posi- 
tion the  reservoir  volume  is  expanded  and 
consequently  reduced  slightly  by  this 
movement  alone.  There  is  also  a  loss 
through  the  cylinder  leakage  groove  as 
the  brake  piston  is  displaced,  and  there 
is  also  a  natural  loss  due  to  the  expansion 
of  air  during  the  application  which  lowers 
the  temperature  and  consequently  the 
pressure. 


SHIFTING   DRIVERS   AFFECTS   VALVE  GEAR. 

30.  G.  D.  L.,  Ashtabula.  Ohio  asks : 
What  effect  does  it  have  on  the  Wal- 
schaerts  valve  gear  to  shift  the  main 
drivers  ahead  from  J^  to  54  if-  ? — ^ 
Shifting  the  drivers  ahead  under  these 
circumstances  makes  the  eccentric  rod  too 
long  by  the  amount  that  the  wheels  have 
been  moved.  This  effect  would  be  pro- 
duced in  the  Stephenson  link  motion  by 
Uioving  the   driving  wheels. 


ORIGIN  OF  NAME  OF  MALLET  COMPOUND. 

31.  G.  D.  L.,  Ashtabula,  Ohio,  asks: 
Why  is  the  Mallet  articulated  compound 
so  named? — A.  The  name  is  derived 
from  that  of  a  French  engineer,  Anatole 
Mallet,  who  brought  out  the  first  success- 
ful locomotive  of  this  type.  It  was  tried 
cm  the  Bayonne  &  Barritz  Railway  in 
France. 


CENTRE    OF    FRAME    JAWS. 

},2.  G.  D.  L.,  Ashtabula,  Ohio,  writes : 
Please  show  method  of  finding  centre  of 
frame  jaws  with  wedge  on  back  jaw. — A. 
With  wedge  securely  in  place  divide  the 
distance  between  the  face  of  the  wedge 
and  the  forward  frame  jaw  and  allow 
for  the  thickness  of  the  horn  or  forward 
frame  shoe. 


CONTENTS    OF    EQUALIZING    CHAMDF.R. 

33.  .^.  H.,  Wheeling,  W.  Va.,  asks : 
.■\bout  what  is  the  cubical  contents  of 
equalizing  chamber  "D"  between  piston 
and  reservoir  pipe  connection? — A.  It  is 
6}^  cubic  inches. 


The  steel  barge  Bla<:kzcood  has  been  de- 
livered by  the  builders  to  the  Lehigh  Val- 
ley Railroad  Company.  This  is  the  third 
barge  of  this  type  already  delivered  on 
an  order  for  several  to  be  used  in  the 
coal  trade  between  Perth  Amboy  and  New 
York  and  other  coast  points. 
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Air  Brake  Department 

Conducled  bv  G.  "CO.  K^iehm 


Broken  Air  Pipes,  H6  Brake 

Part  III. 
If  the  brake  pipe  was  broken  or  the 
brake  valves  disabled  in  fast  passenger 
service  while  out  on  the  road  and  no  con- 
nection of  brake  cylinder  pipes  and  brake 
pipe  could  be  made  between  the  engine 
and  tender  on  account  of  special  couplings, 
a  connection  between  the  main  reservoir 
and  the  brake  pipe  could  be  made  through 
the  quick-action  cylinder  cap  of  the  dis- 
tributing valve. 

It  would  not  be  a  very  practical  method 
and  the  service  application  would  be 
about  as  difficult  as  with  the  old  style 
three-way  cock,  but  the  brake  pipe  could 
be  kept  charged  and  it  would  be  an  emer- 
gency brake.  If  the  brake  pipe  was  broken 
at  the  brake  valve  the  brake  valve  would 
be  placed  on  lap  and  the  stop  cock  under 
the  brake  valve  closed;  after  closing  the 
stop  cock  in  the  supply  pipe  and  releasing 
the'  brake,  the  quick-action  valve  and  cyl- 
inder check  valve  can  be  removed,  the 
upper  cap  nut  removed  and  the  applica- 
tion piston  blocked  in  application  position. 
When  the  adjusting  nut  of  the  safety  valve 
is  screwed  down  and  the  three  caps  are 
again  screwed  in  place  the  stop  cocks  in 
the  brake  cylinder  pipes  would  be  closed 
and  the  stop  cock  in  the  distributing  valve 
supply  pipe  opened.  Main  reservoir  pres- 
sure will  then  flow  through  the  distribut- 
ing valve  past  the  quick  action  and  cylin- 
der check  valve  seats  into  the  brake  pipe 
releasing  the  brake  and  recharging  the 
train. 

To  apply  the  brake  the  stop  cock  under 
the  brake  valve  would  be  opened  and  the 
pressure  would  reduce  in  both  the  brake 
pipe  and  main  reservoir,  unless  the  reser- 
voir cut-out  cock  or  the  distributing  valve 
cut-out  cock  were  located  within  reach  of 
the  engineer  or  fireman;  closing  either 
cock  would  separate  the  main  reservoir 
and  brake-pipe  pressures ;  the  pump  gov- 
ernor would  regulate  the  pressure. 

Still  another  connection  could  be  made, 
in  case  of  this  kind,  through  the  inde- 
pendent brake  valve,  by  removing  the 
equalizing  valve  from  the  distributing 
valve,  closing  the  stop  cocks  in  the  supply 
and  brake  cylinder  pipes  and  screwing 
down  the  adjusting  nut  of  the  reducing 
valve.  By  placing  the  independent  brake 
valve  in  application  position  and  adjusting 
the  reducing  valve,  reservoir  pressure 
would  flow  through  the  independent  brake 
valve  and  distributing  valve  into  the  brake 
pipe.  This  could  scarcely  be  recom- 
mended on  a  train  of  any  length  on  ac- 


count of  the  comparatively  small  ports  in 
the  distributing  valve  and  on  account  of 
the  length  of  time  it  would  take  to  re- 
move the  equalizing  valve,  but  if  the  train 
pipe  could  be  charged,  and  it  can  on  a 
short  train,  the  brake  v^lve  stop  cock  can 
be  used  to  assist  the  independent  brake 
valve  in  exhausting  brake-pipe  pressure 
in  cases   of  emergency. 

If  the  brake  pipe  of  H6,  H5  or  the 
standard  quick-action  brake  is  broken  be- 
tween the  brake  valve  branch  and  the 
hose  couplings  between  the  engine  and 
tender,  the  broken  off  pipe  and  hose  can 
be  removed  and  the  brake  pipe  leak 
plugged,  the  signal  and  brake  hose  on  the 
pilot  can  be  coupled  and  the  stop  cock 
opened  and  the  signal  hose  at  the  rear  of 
the  engine  coupled  with  the  brake-pipe 
hose  on  the  front  of  the  tender.  When 
the  brake  valve  is  placed  in  release  posi- 
tion the  pressure  will  flow  from  the 
brake  valve  to  the  pilot,  then  through  the 
signal  pipe  on  the  engine  to  the  brake  pipe 
on  the  tender  and  train;  the  brake  on  the 
engine  and  train  can  be  applied  in  the 
usual  manner. 

This  crossing  over  from  the  brake  pipe 
to  the  signal  pipe  by  hammering  together 
the  hose  couplings  has  avoided  many  en- 
gine failures  on  account  of  broken  brake 
pipes  on  tenders,  there  being  but  a  few 
minutes'  detention  in  coupling  the  hose. 

The  equalizing  discharge  feature  of  the 
G6  brake  valve  remains  the  same  in  the 
Hs  and  H6  valves ;  leaks  about  the  equal- 
izing reservoir  and  its  connections  have 
the  same  effect,  and  breaks  in  the  pipe 
connections  or  reservoir  itself  will  be 
handled  in  the  same  manner.  Several 
years  ago  it  was  considered  in  some  quar- 
ters to  be  desirable  for  the  second  engi- 
neer of  a  train  double-heading  to  be  able 
to  note  the  brake-pipe  pressure  as  main- 
tained by  the  first  engine,  to  observe  the 
brake  manipulation  to  a  certain  extent, 
and  to  apply  the  brake  in  case  of  emer- 
gency by  a  movement  of  the  brake-valve 
handle  alone.  This  was  acco;nplished  by 
placing  the  brake-valve  cut-out  cock  in 
the  reservoir  pipe,  as  the  brake  valve  was 
then  subject  to  brake-pipe  pressure  as 
controlled  by  the  first  engine  the  black 
hand  of  the  gauge  would  show  this  pres- 
sure. To  prevent  the  equalizing  piston 
of  the  brake  valves  from  wasting  brake- 
pipe  pressure  if  forced  from  its  seat  dur- 
ing train  brake  release,  the  exhaust  port 
was  piped  to  a  port  in  the  cut-out  cock 
and  when  the  cock  was  closed  for  double- 
heading  purposes  this  port  would  be 
blanked  and  at  the  same  time  a  port  at  the 
large  end  of  the  cock  would  be  opened, 


which  would  admit  brake  pipe  pressure 
to  that  portion  of  the  reservoir  pipe  above 
the  brake-valve  cut-out  cock. 

When  this  style  of  cut-out  cock  is  used 
with  the  H6  brake  the  connection  to  the 
feed  valve  is  made  at  a  point  above  the 
cock  in  the  reservoir  pipe. 

This  cock  is  sometimes  found  to  be 
leaking  and  the  leakage  is  similar  to  that 
of  a  leakage  rotary  valve,  leaking  main 
reservoir  pressure  into  the  brake  pipe. 

The  leakage  if  in  any  considerable  vol- 
ume sometimes  lifts  the  equalizing  piston 
of  the  brake  valve. 

Sometimes  the  cock  leaks  at  the  small 
end  through  the  port  through  which  the 
equalizing  piston  discharges  the  brake-pipe 
pressure ;  when  it  does  it  is  a  difficult 
matter  to  discover  whether  the  leaks  from 
the  cut-out  cock  or  from  the  seat  of  the 
equalizing  discharge  valve. 

The  pipes  connecting  the  cock  to  the 
brake  pipe  and  brake  valve  should  be 
tested  as  well  as  other  piping;  the  pipe 
connecting  the  brake  pipe  and  the  cock 
has  pressure  at  all  times  the  brake  pipe 
is  charged,  the  pipe  connecting  the  brake 
valve  and  cut-out  cock  can  be  tested  by 
closing  the  cock  and  making  a  service  re- 
duction with  the  automatic  brake  valve. 

Should  the  pipe  connecting  the  small 
end  of  the  cock  te  broken,  it  would  have 
no  effect  except  that  the  air  discharged 
by  the  brake  valve  will  escape  at  the 
break  instead  of  the  port  in  the  cock. 
Should  the  pipe  connection  at  the  large 
end  of  the  cock  be  broken  it  would  be 
necessary  to  stop  the  brake  pipe  leak  and 
drive  a  wedge  between  the  handle  and  the 
body  of  the  cock  to  hold  the  plug  valve 
to  its  seat. 

If  broken  on  the  second  engine  when 
double-heading  the  brake  pipe  leak  would 
be  stopped  and  the  cock  handle  turned  to 
a  position  half  way  between  open  and 
closed,  at  which  time  the  three  ports 
through  the  cock  would  be  closed ;  a 
wedge  between  the  handle  and  the  body 
would  also  be  used  to  hold  the  plug  valve 
in  this  position. 

If  at  this  time  the  brake  valve  rotary 
was  forced  off  its  seat  on  account  of  this 
broken  pipe  it  would  only  result  in  a 
slight  escape  of  air,  or  a  pop  at  the  emer- 
gency exhaust  port,  as  the  air  pressure 
surrounding  the  valve  would  equalize  in- 
stantly and  seat  the  rotary  valve  before 
any  volume  could  escape  at  the  brake 
valve.  If  the  pipe  connecting  the  smaller 
end  of  the  cock  was  broken  on  the  second 
engine  when  double-heading,  the  pipe 
would  be  plugged  to  prevent  the  escape 
of  brake-pipe  pressure  when  the  equaliz- 
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ing  piston  was  forced  off  its  seat  at  the 
time  of  train  brake  release. 

The  dead  engine  equipment  when  used 
should  include  the  stop  cock  and  it  should 
he  kept  closed  at  all  times  except  when 
the  equipment  is  to  be  used ;  this  cock  is 
often  found  open  and  with  some  dirt  or 
foreign  matter  on  the  check-valve  seat ; 
the  leak  is  similar  to  a  leaky  brake  valve 
rotary,  or  a  leaky  brake-valve  cut-out 
cock,  all  of  which  will  leak  main  reservoir 
pressure  into  the  brake  pipe. 


THE   SICN.'\L   SVSTE.M. 

Judging  from  the  letters  that  have  ap- 
peared in  the  general  correspondence  col- 
umns recently,  the  signal  system  used  with 
the  E.  T.  brake  equipment  is  not  receiving 
the  attention  it  should.  There  has  been 
no  change  made  in  the  signal  valve  and 
whistle  and  the  disorders  which  result 
from  neglect  of  the  signal  valve  in  either 
brake  equipment  are  the  same.  The  im- 
provement noted  in  the  E.  T.  brake  is 
that  a  slide  valve  reducing  valve  supplies 
the  signal  system. 

The  reducing  valve  is  intended  to  sup- 
ply air  for  the  operation  of  the  independ- 
ent brake  and  the  signal  system,  to 
promptly  open  and  supply  any  leakage 
that  may  exist  in  the  signal  pipes  and  to 
prevent  the  signal-pipe  pressure  from  in- 
creasing beyond  the  adjustment  of  the 
reducing  valve. 

The  check  valve  that  is  combined  with 
the  strainer  is  intended  to  prevent  a  back 
leakage  from  the  signal  pipes  when  the 
independent  brake  is  used,  and  if  all  parts 
perform  their  duties  there  will  be  no 
unusual  action  of  the  signal  whistle. 

It  should  be  known  by  test  that  the  sup- 
ply and  regulating  valves  of  the  reducing 
valve  are  absolutely  tight  and  that  the 
*alve  is  sufficiently  sensitive  to  supply 
leakage  promptly,  that  the  check  valve 
does  prevent  a  backward  flow  of  signal 
line  pressure,  and  that  the  signal  pipes 
are  free  from  leakage.  When  the  inde- 
pendent brake  is  applied  pressure  on  the 
brake  valve  side  of  the  check  valve  re- 
duces slightly,  and  during  the  brief  time 
of  application  signal  pipe  leakage  will 
not  be  maintained ;  leakage  past  the  check 
valve  will  also  make  a  signal  pipe  leak, 
either  of  which  is  likely  to  result  in  a 
blast  from  the  signal  whistle,  depending 
upon  the  condition  of  the  signal  valve. 

Should  leakage  past  the  supply  or  regu- 
lating valves  of  the  reducing  valve  slowly 
increase  the  pressure  in  the  signal  pipes 
beyond  that  for  which  the  valve  is  ad- 
justed, say  to  50,  SS  or  60  lbs.  there  will 
be  no  possible  way  of  supplying  slight 
leakage  in  the  signal  sysem,  after  an  appli- 
cation of  the  independent  brake  until 
the  necessary  pressure  to  raise  the  check 
valve  and  enter  the  signal  pipe  is  accumu- 
lated from  this  leakage.  The  choked  port 
through  the  strainer  and  check  valve 
should  not  be  enlarged ;  the  port  has  been 
made  the  proper  size  by  the  manufactur- 


er, and  in  the  event  of  the  signal  pipe 
pressure  accumulating  slowly  the  reducing 
valve  should  be  reported  and  the  pipes 
tested  first;  it  may  be  unnecessary  to  dis- 
turb the  check  valve.  Some  railroad  offi- 
cials consider  an  inoperative  signal  whistle 
sufficient  cause  for  a  change  of  engines, 
which  appears  unfair  to  the  motive  power 
department,  an  engine  failure  being 
.charged  when  the  engine  is  in  condition 
to  handle  the  train. 

The  combined  strainer  and  check 
valve  of  the  signal  equipment  is  similar 
in  appearance  to  the  strainer  and  check 
valve  of  the  dead  engine  fixture  and 
about  the  only  difference  is  in  the 
springs  that  hold  the  check  valves  to 
tlieir  seats.  The  spring  in  the  signal 
line  check  is  very  light  so  that  a  very 
slight  increase  in  pressure  below  the 
valve  will  cause  it  to  be  lifted  from  its 
scat  and  supply  the  signal  pipe  while 
the  spring  used  in  the  dead  engine 
fixture  is  rather  heavy,  the  object  be- 
ing to  create  a  considerable  difference 
between  reservoir  and  brake  pipe  pres- 
sures when  the  fixture  is  in  use,  or 
with  70  lbs.  pressure  in  the  brake  pipe, 
but  about  45  or  50  lbs.  will  enter  the 
main   reservoir. 

When  this  strong  spring  happens  to 
be  used  in  tlie  signal  line  strainer  by 
mistake  or  the  wrong  check  valve  is 
used,  the  proper  signal  pipe  pressure 
cannot  be  attained,  or  if  it  is,  the  re- 
ducing valve  will  be  found  set  ai.  65 
or  70  lbs.  The  stop  cock  used  in  con- 
nection with  this  dead  engine  fixture 
should  always  be  closed  except  when 
the  engine  is  dead  and  being  hauled 
in  the  train ;  if  it  is  not,  an  accumulation 
of  dirt  or  gum  is  liable  to  hold  the 
check  valve  off  its  seat  and  with  the 
stop  cock  open  it  will  result  in  leakage 
from  the  main  reservoir  into  the  brake 
pipe  similar  to  a  leaky  rotary  valve. 

Leakage  from  the  main  reservoii*  in- 
to the  brake  pipe  might  also  occur 
through  the  brake  valve  cut-out  cock 
when  located  in  the  reservoir  pipe,  or 
there  is  a  possibility  of  leakage  from 
the  reservoir  pressure  into  the  brake 
pipe  through  the  excess  pressure  top 
of  the  pump  governor,  if  the  spring  bo.x 
is  not  drawn  down  tightly  on  the 
diaphragm  body  or  if  the  diaphragms 
should  be  broken  for  when  the  H6  or 
Hs  brake  valve  is  in  release,  running 
or  driver  brake  holding  position  there 
i.«  main  reservoir  pressure  underneath 
the  diaphragms  and  feed  valve  pipe  or 
brake  pipe  pressure  above  them. 

It  will  be  noted  that  any  leakage  into 
the  brake  pipe  coming  from  the  main 
reservoir  results  in  the  excess  pressure 
top  graduallj'  losing  control  of  the 
pump,  because  the  brake  pipe  pressure 
rises  and  the  object  of  the  governor 
top  is  to  maintain  an  excess  pressure 
regardless  of  the  figure  and  both  pres- 
sures increase  until  the  high-pressure 
top  stops  the  pump. 


Just  what  can  be  done  in  each  at- 
tempt to  overcome  an  engine  failure  in 
case  of  a  broken  air  pipe  depends  en- 
tirely upon  how  the  equipment  is  ar- 
ranged, upon  the  time  it  will  take,  and 
in  some  cases  upon  the  number  of 
stops  before  the  terminal  is  reached. 

In  the  foregoing  articles  some  of  the 
methods  would  not  be  practical  in 
every  sense  and  under  all  circum- 
stances and  are  cited  with  the  intention 
of  creating  an  interest  and  study  of  the 
eciuipments.  If  the  construction  and 
operation  of  the  brake  in  use  is  not 
thoroughly  understood  some  of  the 
methods  for  overcoming  breaks  in  air 
pipes,  mentioned  herein,  had  better  not 
be  attempted. 

However,  simple  methods  of  over- 
coming the  breaks  should  be  under- 
stood and  the  way  of  using  the  signal 
to  convey  brake  pipe  pressure  from  the 
engine  to  the  first  car  on  the  train  in 
case  of  a  burst  brake  pipe  under  the 
tender,  which  is  done  by  hammering 
the  brake  pipe  and  signal  hose 
couplings  together  is  simple  and  should 
not  result  in  much  of  a  delay,  and  the 
way  of  using  the  signal  pipes  on  the 
engines  to  connect  the  brake  valve 
with  the  brake  pipe  on  the  tender  and 
train  in  case  of  a  broken  or  burst  brake 
pipe  between  the  brake  valve  branch 
and  the  rear  of  the  engine,  which  is 
done  by  connecting  the  signal  and 
brake  pipe  hose  on  the  pilot  and  at  the 
rear  of  the  engine,  is  also  simple  and 
can  be  done  whether  the  engine  is 
equipped  with  the  H6,  Hs  or  G6  brakes. 
It  might  occur  on  a  freight  engine 
equipped  with  the  old  G6  brake  valve 
and  with  no  signal  pipes  whatever,  then 
if  the  engine  and  tender  is  also 
equipped  with  the  straight  air  brake 
quite  likely  the  ordinary  signal  hose  are 
used  to  connect  the  straight  air  pipes 
between  the  engine  and  tender,  if  so 
the  straight  air  hose  at  the  rear  of  the 
engine  can  be  connected  with  the  brake 
pipe  hose  on  the  front  of  the  tender 
and  the  straight  air  pipe  leading  to  the 
driver  brake  cylinders  blanked,  then  by 
placing  the  straight  air  brake  valve 
handle  in  application  position,  reservoir 
pressure  can  enter  brake  pipe  and  be 
governed  by  the  reducing  valve,  placing 
the  valve  handle  in  release  position  will 
then  exhaust  brake  pipe  pressure  and 
apply  the  brake. 

It  should,  however,  be  remembered 
in  all  cases  that  the  law  of  the  Inter- 
state Commerce  Commission  forbids  run- 
ning an  engine  without  a  driver  brake. 


Trainmen  worried  by  the  thought  that 
they  are  badly  prepared  to  meet  the  ex- 
amination they  will  be  required  to  pass  in 
the  near  future,  can  find  an  easy  pass- 
port in  "Railroad  Men's  Catechism."  It 
costs  only  one  dollar  and  is  most  helpful 
to  every  person  employed  in  train  service, 
no  matter  what  his  position  may  be. 
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Oil  Used  in  Electric  Transformers. 

By  W.  B.  Kouwenhoven. 

Oil  finds  a  very  important  field  for  use- 
fulness in  electric  transformers  and  oil 
switches,  and  its  consumption  for  these 
purposes  amounts  to  hundreds  of  thou- 
sands of  gallons  annually.  The  use  of 
oil  is  now  considered  absolutely  essen- 
tial for  high  voltage  transformers,  besides 
being  employed  to  a  very  large  extent  in 
small  house  transformers.  The  oil  not 
only  cools  the  transformers,  but  serves 
as  an  insulator  as  well.  Oil  also  plays 
an  important  part  in  the  manufacture  of 
oil  switches  and  oil  circuit-breakers,  act- 
ing, as  was  explained  in  the  March  num- 
ber, to  smother  the  arc  and  to  insulate 
the  parts.  Thus  it  is  clear  that  oil,  be- 
sides possessing  properties  that  make  it 
useful  for  the  lubrication  of  all  kinds  of 
machinery,  possesses  certain  other 
■qualities  that  make  it  valuable  as 
a  cooling  and  insulating  agent  for 
some  forms  of  electrical  apparatus.  It  is 
very  important  that  the  men  who  have 
charge  of  oil  cooled  and  insulated  trans- 
formers and  of  oil  switches  should  not 
only  understand  the  operation  and  care  of 
the  apparatus,  but  also  the  purpose  for 
which  the  oil  is  used,  and  not  leave  out 
the  care  of  the  oil  itself,  in  order  that 
they  may  be  able  to  successfully  remedy 
any  adverse  conditions  that  may  arise, 
which  if  permitted  would  destroy  the 
good  properties  of  the  oil.  thereby 
causing  the  failure  of  the  aparatus 
itself. 

Any  oil  that  is  light  enough  to  flow 
■easily  and  which  does  not  thicken  when 
cold,  is  satisfactory  for  cooling  purposes. 
All  oils,  whether  animal,  vegetable  or 
mineral,  when  pure,  are  good  insulators. 
Animal  and  vegetable  oils  eventually  de- 
•compose  and  gum.  For  this  and  other 
reasons  mineral  oils  are  preferred  for  use 
as  insulators,  and  at  the  present  time  are 
used  almost  exclusively.  Transformer 
oil,  as  it  is  known  to  the  trade,  is  obtained 
ty  the  fractional  distillation  of  petroleum 
unmixed  with  any  other  substance.  The 
product  is  not  chemically  treated  during 
any  part  of  the  process. 

The  windings  and  the  core  of  the  trans- 
formers are  mounted  in  a  case  made  usu- 
ally of  cast  iron  or  of  sheet  iron.  The 
terminals  of  the  coils  are  brought  out 
at  the  top  of  the  case  and  the  case  is  then 
filed  with  oil  until  the  coils  are  covered 
to  a  depth  of  about  one  inch.  When  the 
■current  is  turned  on,  heat  is  developed  in 
the  windings  due  to  their  resistance,  and  in 
the  iron  core.  This  heat  is  communi- 
cated to  the  oil  immediately  surrounding 


the  heated  parts.  The  warm  oil  rises  and 
cool  oil  takes  its  place.  The  warm  oil 
gives  up  its  heat  to  the  case  from  which 
the  heat  is  radiated  to  the  surrounding 
air.  Thus  a  circulation  is  set  up  which 
continues  as  long  as  the  transformer  is 
in  operation.  The  cooling  effect  is  greatly 
increased  by  making  the  case  with  vertical 
corrugations,  thereby  increasing  the  radi- 
ating surface. 

The  temperature  of  the  transformer 
depends  largely  upon  the  surface  exposed 
to  the  oil,  and  also  upon  the  ability  of  the 
oil  to  circulate  freely.  In  order  that  the 
oil  may  have  access  to  all  parts  of  the 
transformer,  passages  are  left  between 
the  coils  and  through  the  iron  core.  Usu- 
ally the  core  is  subdivided  by  oil  passages, 
or   ducts,   as   they   are   called,   so   that   no 


former  case  and  cooled,  and  is  forced  in 
again  at  the  bottom  by  a  pump. 

Pure  oil  is  a  very  high  grade  insulator. 
It  takes  approximately  10,000  volts  to 
puncture  0.075  of  an  in.  of  pure  oil. 
Ten  thousand  vohs  will  puncture  or  break 
down  0.75  of  an  in.  of  air  gap  under  the 
same  conditions.  This  comparison  il- 
lustrates the  value  of  oil  as  an  insulator. 
Transformers  are  not  built  to  operate  on 
circuits  where  the  voltage  is  33,000  or 
higher,  unless  oil  is  employed  to  increase 
the  strength  of  their  insulation. 

A  transformer  usually  fails  hecause  of 
its  insulation  burning  out.  The  insula- 
tion is  destroyed,  a  hole  being  formed, 
through  which  the  current  passes,  produc- 
ing a  short  circuit.  The  insulation  of 
a   transformer   resists   the   voltage    in   the 
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part  of  the  iron  is  more  tlian  one  inch 
from  the  oil.  These  ducts  are  usually 
quarter-inch  openings  in  the  core  with 
larger  ones  between  the  coils.  They  are 
most  efficient  when  they  run  in  a  vertical 
direction.  Care  must  be  taken  that  they 
do  not  become  clogged  and  so  lose  their 
effectiveness.. 

In  transformers  of  500  kw.  and  over, 
oil  alone  is  not  sufficient  for  cooling,  be- 
cause the  exposed  surface  of  the  case  can- 
not radiate  the  heat  fast  enough  (500 
kw.  arc  equivalent  to  about  660  h.  p.) 
Two  methods  are  employed  to  overcome 
this  difficulty.  In  the  first,  a  coil  of  cop- 
per pipe  is  placed  in  the  oil  at  the  top 
of  the  case  and  cold  water  is  pumped 
through  the  coil  to  absorb  the  excess 
of  heat.  In  the  second  the  warm  oil  is 
withdrawn    from    the    top    of    tlic    trans- 


same  way  that  a  boiler  shell  resists  the 
steam  pressure.  In  a  transformer,  the  in- 
sulation is  under  strain  because  of  the 
pressure  of  the  voltage  in  its  effort  to 
get  from  one  wire  to  another.  The  pres- 
sure of  the  steam  strains  the  boiler  shell. 
When  the  boiler  or  the  insulator  become 
weak  and  over-strained  they  fail;  in  the 
case  of  the  boiler  it  is  called  an  explosion  ; 
in  the  case  of  the  transformer  it  is  called 
a  breakdown.  The  addition  of  oil  to  a 
transformer  increases  the  strength  of  the 
insulation  because  it  soaks  in  between  the 
wires  and  through  the  insulation.  The  oil 
thus  increases  the  factor  of  safety  of  the 
transformer  against  breakdown  in  much 
the  same  way  that  increasing  the  thick- 
ness of  the  boiler  shell  increases  its  factor 
of  safety.  Instances  are  known  where 
b'ghtning  has  punctured  the  insulation  of 
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a  transformer,  forming  only  a  small  hole 
into  which  the  oil  has  flowed  repairing, 
a  break  that  was  too  small  to  cause 
serious  damage. 

The  quality,  upon  which  the  insulation 
value  of  the  oil  depends  most  is  its  dry- 
ness. The  presence  of  water  in  the  oil 
to  the  extent  of  four  parts  in  10,000  will 
reduce  its  breakdown  voltage  to  approxi- 
mately one-half  of  its  former  value.  If 
the  presence  of  water  is  suspected  in  a 
transformer  it  may  be  easily  found  by 
inserting  a  thin  glass  tube  to  the  bottom 
of  the  case,  the  upper  end  of  the  tube 
being  held  closed  by  the  finger  until  the 
tube  strikes  the  bottom.  The  finger  is 
then  removed  and  the  oil  allowed  to  flow 
into  the  tube  from  its  lower  end.  The 
finger  is  replaced,  the  tube  withdrawn  and 
its  contents  discharged  into  a  glass.  If 
water  is  present  it  will  at  once  make 
itself  apparent  to  the  eye.  There  is 
a  diflference  between  water  and  moisture 
in  oil.  When  we  say  that  water  exists 
in  oil  it  is  that  part  that  actually  settles 
cut,  and  its  presence  may  be  determined 
by  the  eye  when  a  sample  is  placed  in  a 


have  leaked ;  in  other  cases  moisture  has 
collected  during  transportation,  and  again 
by  carelessness  in  leaving  the  cover  off 
during  installation.  When  installing 
transformers  first  make  sure  that  there 
is  no  water  in  the  bottom  of  the  case  and 
test  the  water  coils  for  leaks.  It  is  a  very 
good  plan  to  dry  out  the  transformer 
ihoroughly  before  filling  the  case  with 
cil.  One  method  of  doing  this  is  to  apply 
a  low  voltage  to  the  windings  for  several 
hours,  taking  care  that  their  tempera- 
ture does  not  rise  above  the  boiling  point 
of  water.  If,  however,  either  water  or 
moisture  is  found  to  be  present  in  the 
transformer  oil,  the  best  plan  is  to  draw 
i.ff  the  oil,  dry  out  the  case  and  refill  the 
case  with  pure,   dry  oil. 

The  necessity  for  having  perfectly  dry 
oil  is  shown  by  the  fact  that  even  such  a 
small  amount  of  moisture  as  four  parts 
in  loiooo  lowers  the  insulating  value  of 
the  oil  one  half,  and  as  there  are  innumer- 
able ways  in  which  the  oil  may  collect 
moisture,  its  treatment  for  the  removal 
of  water  is  of  prime  importance.  There 
are  a  number  of  methods  for  the  separa- 
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glass.  Moisture  is  that  portion  that  is 
intimately  mixed  with  the  oil,  and  its  pres- 
ence cannot  be  determined  by  this  test.  If 
water  is  found,  moisture  is  also  present, 
but  the  converse  is  not  true.  The  simplest 
and  at  the  same  time  a  very  good  test 
is  to  remove  a  sample  of  oil  in  a  cup. 
Heat  an  iron  nail  to  a  dull  red  beat  and 
thrust  it  into  the  cup.  If  a  crackling 
sound  like  that  of  flying  grease  is  heard 
moisture  is  present.  It  does  not  make 
very  much  difference  as  to  the  amount  of 
moisture,  as  even  a  very  small  amount 
will   ruin  the  value  of  the  oil. 

There  is  nothing  for  which  an  opera- 
tor must  be  more  on  his  guard  than  to 
prevent  moisture  getting  into  high  tension 
transformers.  The  writer  has  known  two 
22,000-volt  transformers  to  fail  from  no 
apparent  cause.  Upon  investigation  the 
nail  test  disclosed  the  presence  of  mois- 
ture in  the  transformer  oil.  A  failure  of 
a  low-voltage  2,200-volt  transformer  has 
been  attributed  to  the  same  cause.  The 
variety  of  ways  that  moisture  can  get 
into  transformers  is  very  great.  Cases 
have  been  known  where  the  water  coils 


lion  of  water  from  oil.  Probably  the 
most  satisfactory  method  is  that  employed 
:ind  developed  by  the  Westinghouse  Com- 
l-any.  This  method  is  known  as  dehydrat- 
ing the  oil.  It  consists  of  passing  the 
oil  to  be  treated  over  a  disc,  which,  al- 
lows the  excess  water  to  pass  through, 
and  retains  the  oil.  From  the  disc  the 
oil  is  pumped  into  a  treating  tank  in  which 
the  dehydrating  agent  is  placed.  Lime  is 
generally  employed,  although  there  are 
a  number  of  other  agents  that  give  satis- 
faction. The  oil  is  kept  in  motion  by  a 
pump  while  in  the  treating  tank,  and  the 
lime  absorbs  the  moisture  that  remains 
in  the  oil.  From  the  tank  the  oil  is  passed 
through  a  dry  sand  filter  to  remove  any 
particles  of  lime  or  other  foreign  matter 
that  may  be  present.  Tests  are  made  from 
time  to  time  to  see  that  the  dehydrating 
agent  has  not  depreciated  in  strength. 
This  method  of  treatment  does  not  injure 
the  quality  of  tlie  oil,  is  cheap  and  rapid, 
and  is  very  satisfactory. 

The  following  lists  of  specifications 
give  the  necessary  qualities  for  trans- 
former oil: 


1.  The  oil  shall  be  pure  mineral  oil 
obtained  by  fractional  distillation  of  pe- 
troleum unmixed  with  any  other  sub- 
stance and  without  subsequent  chemical 
treatment. 

2.  The  flash  point  of  the  oil  shall  not 
be  less  than  180  deg.  C.  (,356  deg.  F. ;,  and 
the  burning  point  shall  not  be  less  than 
200  deg.  C.   (392  deg.  F.). 

3.  The  oil  must  not  contain  moisture, 
acid,  alkali  or  sulphur  compounds. 

4.  The  oil  must  stand  a  breakdown  in- 
sulation test  of  at  least  40,000  volts, 
with  a  spark  gap  of  one-quarter  of  an 
inch  between  one-half-inch  balls. 

5.  The  oil  must  not  show  an  evapora- 
tion of  more  than  0.2  per  cent,  when 
heated  at  100  deg.  C.  (212  deg.  F.)  for 
a  period  of  eight  hours. 

6.  It  is  desirable  that  the  oil  be  as  fluid 
as  possible  and  the  color  as  light  as  can 
he  obtained   in   an  untreated  oil. 

7.  The  oil  shall  be  free  from  dirt  or 
deposit. 

The  flash  point  of  an  oil  is  the  tempera- 
ture to  which  is  must  be  raised  in  order 
that  it  may  give  off  gases  which  burn 
when  ignited.  The  burning  point  is  the 
temperature  at  which  the  oil  itself  takes 
fire.  The  breakdown  test  or  insulation 
lest  is  determined  by  immersing  the  spark 
gap  in  the  oil  at  a  standard  depth  and 
raising  the  voltage  until  a  breakdown  of 
the  oil  occurs.  A  very  convenient  and 
simple  method  of  making  the  evaporation 
lest  is  to  take  a  small  sample  oil,  weigh 
it  carefully  and  place  it  over  a  water 
liath  for  eight  hours.  Then  weigh  again 
and  determine  the  loss  by  evaporation. 
For  convenience  transformer  oil  should 
be  water  white  in  color,  but  as  water 
white  oil  usually  means  chemical  treat- 
ment, it  is  better  to  use  a  dark  oil  than 
to  run  the  risk  of  having  traces  of  chem- 
icals remain  in  the  oil.  In  actual  service 
a  brownish  or  black  deposit  is  formed  in 
the  oil.  This  deposit  is  in  itself  a  good 
insulator,  and  the  only  harm  it  can  do  is 
to  clog  up  the  ducts  and  thus  impede  the 
circulation  of  the  oil.  New  oil,  however, 
should  be  free  from  deposit. 

Practically  the  only  difference  between 
oil  which  is  to  be  used  for  transformers 
and  that  to  be  used  for  oil  switches 
is  in  the  fluidity  of  the  oil  and  a  cold  test 
is  added  to  the  list  of  specificaitions. 
Switch  oil  should  be  less  fluid  than  trans- 
former oil,  to  prevent  it  being  thrown 
about  by  the  switch  when  opening  or 
closing.  Oil  switches  are  occasionally 
used  for  outdoor  purposes,  and  are  then 
exposed  to  cold.  The  cold  test  is  made  by 
placing  a  test  tube  containing  a  sample 
of  oil  in  a  freezing  mixture  and  noting 
liie  temperature  at  which  the  oil  ceases 
to  flow  when  the  tube  is  turned  on  its 
side. 


Go  in  and  win — an  admirable  thing  to 
recommend  if  you  only  knew  how  to  do 
it. — Pickwick. 
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AMONG  THE  WESTERN  RAILROAD  MEN 


By  James  Kennedy 


ON   THE   CHICAGO   GREAT    WESTERN    RAILWAY. 

The  original  promoters  of  the  Chi- 
cagfo  Great  Western  Railway  showed 
some  sense  in  selecting  Oelwein,  Iowa, 
as  the  location  of  the  general  repair 
shops  of  the  railway.  Oelwein  is  the 
proper  geographical  center  of  the  rail- 
waj-,  taking  Chicago  as  the  eastern 
point,  Minneapolis  as  the  northern, 
Omaha  as  the  western,  and  Kansas 
City  as  the  southern  point  of  the  vast 
system.  This  district  is  rich  in  natural 
resources  and  is  thickly  populated.  It 
is  among  the  most  fertile  regions  on 
the  Continent  of  America.  The  rail- 
way should  have  been  a  success  from 
the  beginning,  but  it  had  its  dark  days. 

To-day  the  management  and  the 
equipment  are  unsurpassed  bj'  any  rail- 
road in  America.  The  flat  lands  of 
Iowa  and  other  States  give  fine  oppor- 
tunities for  long  level  reaches  of  track 
and  the  speed  with  which  the  100-ton 
passenger  locomotives  swallow  up  mile 
after  mile  takes  away  one's  breath.  The 
slacking  up  as  town  after  town  comes 
into  the  flying  panorama  affects  the 
time  record  between  distant  points,  but 
even  with  that  over  60  miles  an  hour 
is  accomplished  every  day  in  the  year. 
The  service  between  Kansas  City  and 
Oelwein,  on  what  is  called  the  South- 
western Division,  has  recently  been 
brought  up  to  the  very  highest  stand- 
ard of  excellence,  so  that  the  elegance 
and  rapidity  of  transportation  between 
Kansas  City  and  Chicago  is  almost 
without  a  parallel.  In  point  of  safety 
it  should  be  a  model  to  many  others, 
and  it  would  be  well  if  all  of  our  Amer- 
ican railways  would  take  lessons  from 
the  operating  department  of  the  Chi- 
cago Great  Western. 

In  the  great  shops  at  Oelwein  which 
extend  1,100  feet  under  one  roof,  and 
include  the  machine  shop  and  boiler 
shop,  the  equipment  is  entirely  of  the 
most  modern  kind.  The  machinery  is 
electrically  driven,  all  of  the  larger 
machines  being  fitted  with  separate 
motors,  some  of  the  smaller  machines 
being  grouped  in  sections,  the  direct 
current  system  being  used.  There  are 
thirty-three  transverse  pits  in  the  ma- 
chine shop  with  ample  spaces  between 
the  pits.  The  pits  are  of  concrete  and 
fitted  with  electric  lighting,  compressed 
air,  steam  and  water  attachments.  In 
front  of  the  pits  there  is  a  transfer  table 
extending  the  entire  length  of  the  build- 
ing. Two  traveling  cranes  traverse  the 
whole  length  of  the  machine  shops  and 
boiler  shops,  one  fifteen-ton  crane,  of 
rapid  movement,  adapted  for  the  lighter 
work,  while  the  other  crane  of  sixty- 
five    tons'    capacity    is    used    in    placing 


locomotives  on   their  wheels  and  other 
heavy  work. 

In  addition  to  the  general  repair 
work  of  the  entire  system  which  is 
done  in  the  Oelwein  shops  there  have 
been  a  number  of  very  successful 
changes  made  in  certain  classes  of  the 
locomotives  which  have  added  much  to 
the  motive  power  and  some  of  which 
are  of  particular  interest.  Among  these 
there  were  recently  si.x  heavy  ten-wheel 
freight  engines,  of  the  class  of  what  is 
known  as  200-A,  re-designed  with  a 
view  to  passenger  service,  the  diameter 
cf  the  driving  wheels  being  changed 
from  sixtj'-three  inches  to  sixty-eight 
inches.  This  organic  change  involved 
considerable  reconstruction  in  many  of 
the    working    parts    of    the    locomotive. 


trading  considerable  attention.  An 
interesting  illustration  came  to  our 
observation  in  the  case  of  a  compound 
locomotive  with  a  piston  stroke  of 
thirty  inches,  having  been  changed  to 
a  simple  locomotive  of  twenty-eight 
inches  stroke.  The  change  of  stroke 
was  made  to  maintain  the  standard  of 
general  equipment.  In  order  to  do  this, 
and  save  the  wheel  centers,  the  crank 
pins  were  removed  and  the  crank  pin 
holes  filled  with  thermit  and  re-bored. 
The  engine  is  now  running  in  the  hard- 
est kind  of  freight  services  and  is  in 
every  way  equal  to  the  best.  This  is 
the  first  instance  that  has  come  to  our 
attention  of  the  use  of  thermit  in  such 
an  operation  and  is  a  fine  illustration 
o:  the  widening  field  of  uses  to  which 
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The  engines  so  changed  are  doing  ex- 
cellent service,  and  are  meeting  the  rap- 
idly increasing  traffic  with  a  degree  of 
efficiency  that  is  unexcelled. 

These  and  other  important  changes 
and  marked  improvements  incident  to 
the  introduction  of  new  men  and  new 
metliods  are  a  notable  feature  of  the 
mechanical  department.  Mr.  Walter  P. 
Chrysler,  Superintendent  of  Motive 
Power,  has  amply  demonstrated  the  fact 
that  he  is  the  right  man  in  the  right 
place.  He  belongs  to  the  younger  class 
of  skilled  mechanicians  who  combine  a 
thorough  technical  training  to  which  is 
superadded  a  large  experience  in  actual 
work.  He  is  keenly  alive  to  the  advan- 
tages of  engineering  literature,  and  his 
example  is  felt  throughout  the  mechan- 
ical department.  Some  of  his  opera- 
tions   show    an    originality    that    is    at- 


ihis  new  method  of  fusing  metal  can  be 
applied. 

The  fine  roundhouse  consisting  of 
forty  stalls  is  well  equipped  for  the 
making  of  such  repairs  as  do  not  call 
for  an  extended  period  in  the  machine 
shops.  A  number  of  portable  machines 
are  readily  at  hand  and  every  modern 
appliance  is  in  use.  The  pits  are  of 
concrete  and  the  convenience  and  com- 
fort of  working  in  the  roundhouse  un- 
der such  conditions  arc  of  the  most 
agreeable  kind. 

The  general  storehouses  for  all  sup- 
plies for  the  whole  system  are  also  lo- 
cated at  Oelwein,  and  as  will  be  seen  in 
tlic  accompanying  illustration  the  main 
galleries  in  the  machine  shop  are 
utilized  to  store  much  of  the  lighter 
niaterial.  The  repairs  of  freight  cars 
are  made  at  various  points  on  the  sys- 
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tern,  but  all  the  mill  and  wood  work  is 
handled  at  the  Oelwein  shops.  The 
passenger  coach  reconstruction  and  re- 
pair work  is  entirely  carried  on  at  the 
central  shops.  Mr.  J.  E.  Thompson,  me- 
chanical engineer,  has  demonstrated  his 
engineering  skill  in  much  of  the  recent 
changes   made   in   the   shop   equipment. 

Mr.  G.  T.  Neubert,  master  mechanic, 
and  Mr.  A.  L.  Thomas,  general  fore- 
man, very  ably  supplement  Mr. 
Chrysler's  important  improvements  in 
the  locomotive  department,  while  Mr. 
A.  Aiken,  foreman  boiler  maker,  is  a 
thorough  e.xpert  in  boiler  construction 
and  repairs.  Mr.  S.  Coris,  in  charge  of 
the  car  shops,  is  also  a  fine  example  of 
the  skilled  mechanic  familiar  with  every 
detail  and  of  rare  executive  ability,  while 
Mr.  H.  W.  Flanagan,  foreman  painter, 
ably  demonstrates  the  fact  that  this  im- 
portant and  artistic  branch  of  the  work  is 
in  the  right  hands.  The  relations  be- 
tween the  hundreds  of  mechanics  and  the 
heads  of  the  various  departments  is  of  the 
most  cordial  kind,  and  we  cannot  close 
this  brief  sketch  of  the  Oelwein  shops 
without  referring  to  Mr.  T.  F.  Johnstone, 
the  locomotive  inspector  and  traveling  en- 
g^ineer.  He  is  another  example  of  the 
thoroughly  trained  mechanic  who  in  addi- 
tion to  his  multiplex  duties  finds  time  to 
keep  abreast  of  the  times,  and  we  con- 
gratulate Mr.  Chrysler  on  his  excellent 
staflf,  without  which  it  would  be  impossible 
to  maintain  the  fine  euqipment  at  its 
present  high  degree  of  efficiency. 

The  200-A  class  of  passenger  engines 
to  which  we  have  already  referred  seem 
likely  to  hold  their  place  for  a  long 
time.  The  following  are  some  of  their 
principal  features  and  dimensions: 

Weight  in  working  order;  160,000  lbs.;  wcislit 
on  drivers,  120,000  lbs.;  weight  on  engine  truck. 
40,000  lbs.;  wheel  base  driving,  15  ft.;  total 
wheel  base.  27  ft.  2  in.;  traction  power,  28,000 
lbs.;  cylinders,  simple,  20  ins.  by  28  ins.  Rich- 
ardson  balanced   valves. 

Diameter  of  wheels  over  tires,  68  ins.;  diam- 
eter of  truck  wheels,  30   ins. 

Boiler — Radial  stayed;  pressure,  200  lbs.;  di- 
ameter of  first  ring,  64  ins.;  flues,  275,  2  ins. 
in  diameter;  length  of  flues,  15  ft.  I'/i  ins.; 
grate  area,  .^2  ft.  6  ins.;  total  heating  surface, 
2,600  ft.  Tender — Weight,  light,  .<;:,40o  lbs. 
Capacity,   6,125    gallons;    coal    capacity,    10   tons. 


$8,000,000,  or  about  onc-lialf  of  what  it 
•was  twelve  months  before.  In  the  mean- 
time the  November  panic  of  1907  had 
come  upon  us,  and  it  seemed  not  only 
best,  but  necessary,  to  continue  the  policy 
decided  upon  in  January  of  that  year,  and 
on  the  1st  of  January,  KK19,  the  Budget, 
as  it  then  stood,  and  as  it  now  stands, 
amounts  to  a  little  less  than  $1,000,000; 
and  this  brings  us  up  to  the  present  time." 

REDUCTION    or    STAFF. 

"The  Burlington  Company  has  on  its 
pay-rolls  to-day  about  38,000  men,  15,000 
less  than  in  October,  1907,  and  7,000  less 
than  in  February,  1907.  We  are  doing 
all  the  things  that  we  consider  necessary 
for  the  safe  operation  of  trains,  and  for 
the  proper  maintenance  of  the  property, 
but    conditions    so    far    have    not    seemed 


Daniel  Willard's  Address. 

As  the  subject  of  Railroad  LegiaJation 
is  a  very  important  one  in  this  country 
just  now  we  give  below  a  number  of 
extracts  from  a  most  admirable  address 
by  Mr.  Daniel  Willard,  second  vice-presi- 
dent of  the  Chicago,  Burlington  &  Quincy 
Railroad.  Mr.  Willard  is  in  direct  charge 
of  the  operation  of  the  line,  and  the  ad- 
dress from  which  the  extracts  have  been 
taken  was  delivered  by  him  a  short  time 
ago  at  Galesburg,  111.,  before  an  audience 
composed  of  Burlington  Railroad  em- 
ployees.   Among  other  things  he  said : 

REDUCTION    OF    THE    BUDGET. 

"The  effect  of  this  adverse  legislation  is 
best  shown  by  the  size  of  the  Budget  on 
January  I,  1908 — it  was  then  a  little  over 
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tc  US  to  justify  a  resumption  of  the  policy 
of  betterments  and  extension  followed 
during  1906,  and  the  preceding  years. 
I  do  not  know  absolutely  that  it  .is 
so,  but  I  imagine  that  the  other 
railroad  companies  have  been  pursuing 
much  the  same  course  as  we  have  here. 
The  latest  reports  indicate  that  the  total 
railroad  mileage  of  the  United  States  is 
about  230,000,  so  that  the  Burlington's 
mileage  is  about  one-tvventy-fifth  of  the 
whole,  and  if  you  multiply  what  has  hap- 
pened on  this  road  by  twenty-five,  you 
will  get  a  result  for  the  whole  country 
which  will  probably  not  be  far  from  the 
truth.  In  fact  the  Eastern  roads  suffered 
much  more  from  the  actual  business  de- 
pression than  we  did  in  the  West." 

EQUIPMENT    AND    BONDED    DEBT. 

"The  Burlington  •  System  to-day,  as  I 
have  said,  is  over  9,000  miles  in  length. 
It  has  large  terminals  in  Chicago,  St. 
Louis,  Kansas  City,  and  the  other  great 
cities  it  reaches.     It  owns   :,6oo  locomo- 


tives, 1,200  passenger  cars,  and  52,000' 
freight  cars.  The  last  annual  report 
■  shows  that  its  bonded  debt,  or  the  size  of 
its  mortgage,  amounts  in  round  numbers 
to  $165,000,000,  equal  to  about  $18,000  a 
mile.  This  mortgage  is  legally  entitled  to 
interest  at  the  average  rate  of  4.185  per 
cent,  per  annum,  because  it  is  so  specified 
in  the  bond,  and  that  interest  must  be 
paid,  or  the  mortgage  would  be  fore- 
closed just  as  would  happen  if  you  failed- 
to  pay  the  interest  on  a  mortgage,  in  case 
you  happened  to  have  one  on  your  home. 
In  addition  to  the  bonded  debt  above  re- 
ferred to,  there  is  outstanding  $110,000,- 
000  of  stock  in  round  figures,  or  about 
$12,000  a  mile,  making  a  total  capitaliza- 
tion of  $30,000  per  mile." 

TIME  AND  OPPORTUNITY  TO  RECUPERATE. 

"In  my  opinion,  railroad  business,  which' 
really  means  all  business,  will  recover  its 
former  proportions  when  the  influences- 
and  forces  at  work  during  the  last  two  or 
three  years  shall  have  ceased  doing  the- 
things  that  have  contributed  so  largely 
toward  bringing  about  the  depression 
which  we  all  deplore.  Perhaps  that  is 
not  quite  clear.  I  do  not  mean  that  laws 
already  rnade  must  necessarily  be  un- 
made, that  wages  raised  must  be  reduced, 
but  we  must  have  a  rest.  We  must  be 
given  time  and  opportunity  to  work  out 
the  new  problems  that  have  been  forced 
upon  us  during  the  last  two  years.  We 
must  be  given  a  chance  to  find  out  what 
it  is  going  to  cost  to  meet  the  new  re- 
quirements, and  also  how  much  our  reve- 
nues are  going  to  be  reduced  by  reduc- 
tion of  rates.  Perhaps  it  will  be  found: 
that  by  new  methods  growing  out  of  the 
exigencies  of  the  case  we  will  still  be  able 
to  earn  a  surplus  sufficient  to  justify  the 
resumption  of  extraordinary  expendi- 
tures as  formerly.  If  not,  then,  either 
rates  must  be  advanced,  or  wages  be  re- 
duced, or  improvements  must  wait  or  be 
carried  on  with  borrowed  money  and 
railroads  will  be  slow  to  increase  their 
interest-bearing  debt  under  such  circum- 
sctances." 

PUBLIC  NOT  A  GENERAL  MAN.\GER. 

"No  one  to-day  questions  the  right  of 
the  properly  constituted  authorities  to- 
supervise  the  railroads.  No  one  defends 
the  rebate,  or  discrimination  of  any  kind, 
but,  as  the  Supreme  Court  of  the  United 
States  has  recently  well  said,  'It  must  be 
remembered  that  railroads  are  the  private 
property  of  their  owners ;  that,  while 
from  the  public  character  of  the  work  in^ 
which  they  are  engaged,  the  public  has 
the  power  to  prescribe  rules  for  securing; 
faithful  and  efficient  service  and  equality 
between  shippers  and  communities,  yet  in- 
no  proper  sense  is  the  public  a  general' 
manager.' " 

AMERICAN    AND    FOREIGN    WAGES. 

"No  doubt  there  may  be  much  in  con- 
nection with  railway  management  in  the- 
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past,  and  for  that  matter  at  the  present 
time  as  well,  to  criticise;  but  please  tell 
me  what  line  of  human  undertaking  since 
the  world  began,  be  it  industrial,  educa- 
tional or  religious,  has  been  free  from 
criticism ;  and,  granting  all  that  is  said 
against  the  railroads,  then  what?  This 
is  what  we  find :  That  the  railroad  rates 
in  this  country  are  the  lowest  in  the 
world,    with    few    minor    exceptions    not 


value  of  the  entire  grant.  Not  only  that, 
but  it  goes  on  without  end.  Do  you  think 
that  is  fair?" 

FORTY-TWO   PER   CENT  FOR   WAGES. 

"We  do  not  ask  for  favors.  We  wish 
to  be  treated  fairly,  that  is  all.  No  one 
can  possibly  be  more  interested  in  the 
prosperity  of  the  railroads  than  the  rail- 
road    employees.        From     every     dollar 


Personally  I  make  no  complaint  because 
of  either  of  these  things ;  but  so  far  as  I 
can  learn  no  one  in  Congress  has  sug- 
gested that  railroads  should  raise  their 
rates  so  that  you  might  receive  higher 
wages,  and  yet  the  two  things,  rates  and 
wages,  are  verv  closelv  related." 
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v.orth  considering;  that  the  wages  paid 
railroad  employees  in  the  United  States 
are  higher  than  anywhere  else  in  the 
world,  and  that  the  capitalization  of 
American  railroads  per  mile,  as  reported 
by  the  Interstate  Commerce  Commission, 
is  but  one-fourth  as  much  as  that  of  Eng- 
lish railroads,  and  one-half  that  of  the 
railroads  of  Germany  and  France,  and 
one-third  that  of  Belgium;  and  this  has 
all  been  accomplished  in  a  country  where 
a  high  protective  tariff  obtains,  and  where 
everything  the  railroad  uses  costs  more 
on  that  account.  It  is  claimed  that  our 
manufacturers  must  have  the  protection 
of  a  high  tariff  in  order  to  enable  them 
to  meet  the  prices  of  their  foreign  com- 
petitors and  pay  American  wages ;  but 
the  American  railroad  sells  its  product, 
that  is,  transportation,  for  less  than  any 
other  nation  and  still  pays  higher  wages. 
A  locomotive  engineer,  for  instance,  re- 
ceives $4.01  per  day  here  as  against  $1.62 
per  day  in  England,  and  $1.01  per  day  in 
Belgium." 

L.\ND   GRANTS   TO    RAILROADS. 

"It  is  sometimes  said  that  the  railroads 
have  received  great  help  from  the  people 
in  the  shape  of  land  grants,  and  on  that 
account  should  give  much  in  return.  Let 
me  give  an  instance  of  how  this  has 
worked  with  the  Burlington  Company.  In 
order  to  induce  the  original  projectors  of 
this  line  to  extend  the  road  through  Iowa, 
this  company  was  given  359,000  acres  of 
government  land  in  that  State,  selling  at 
that  time  $1.25  per  acre,  amounting  to  less 
than  $450,000  cash  value.  By  an  act  of 
Congress,  passed  over  thirty-two  years 
ago,  a  reduction  is  made  of  20  per  cent, 
from  the  mail  pay  on  all  land  grant  roads. 
At  the  present  time  the  amount  so  de- 
ducted from  the  Burlington,  because  of 
the  Iowa  grant,  amounts  to  over  $65,000  a 
year,  and  since  the  law  was  passed  has 
amounted  in  the  aggregate  to  over  $1,500,- 
000,  or  more  than  three  times  the  original 


earned  by  the  railroad  forty-two  cents  go 
directly  to  pay  wages  of  railway  em- 
ployees, while  only  twenty-one  cents,  or 
one-half  that  amount,  goes  to  pay  inter- 
est and  dividends.  In  no  other  country  in 
the  world  does  the  railroad  employee  get 
so  large  a  share  and  the  security  holder 
so  little.  Why  should  not  the  man  who 
invests  his  money  in  railroad  stock  re- 
ceive as  much  return  in  shape  of  dividends 
as  the  man  who  invests  his  in  a  farm  or 
factory?" 

FAIR    TREATMENT    WANTED. 

"It  is  estimated  that  the  number  of 
railroad  stockholders  to-day  is  over  400,- 
000.  We  know  that  in  1907  over  1,600,000 
men  were  employed  on  American  rail- 
roads. Do  you  know  of  any  good  reason 
why  this  army  of  railroad  men,  together 
with  the  400,000  stockholders,  should  not 


Longest   Railway  in  the  World. 

When  linished  the  Cape  to  Cairo  Rail- 
way, in  Africa,  will  be  the  longest  railway 
in  the  world.  The  main  line  from  Cape 
Town  to  Buluvvayo  is  1,360  miles  long, 
and  has  been  in  operation  since  the  year 
1897.  The  location  line  north  of  Bulu- 
wayo  has  been  altered  from  the  orig- 
inal plan  proposed  by  the  late  Cecil 
Rhodes,  owing  to  the  now  fuller  knowl- 
edge of  that  region.  The  building  of 
branch  lines  has  also  played  a  part  in  the 
alteration  of  the  route  selected.  The 
opening  of  great  Victoria  Falls  bridge 
in  1895  marked  an  important  advance  in 
the  work. 

The  present  terminus  of  the  line  is  at 
Broken  Hill  in  Rhodesia.  The  recent 
formation  of  the  Cape  to  Cairo  Syndicate 
means  that  the  stretch  of  line  2,500  miles 
long,  between  Broken  Hill  and  Khartum, 
in  the  British  Egyptian  Soudan  will  be 
pushed  forward  with  vigor.  The  complete 
line  from  Cairo  to  the  Cape  will  be  about 
6,000  miles  long,  and  its  estimated  cost 
will  be  about  a  billion  of  dollars.  Some 
of  the  best  railway  engineers  of  the  world, 
British,  German  and  American,  are  em- 
ployed, the  chief  engineer  himself,  Mr. 
Gildemeester,  recently  paid  a  visit  to  the 
United  States  to  study  railroad  construc- 
tion here.      

Speaking  at  a  banquet  of  the  Liverpool 
Engineering  Society,  the  Bishop  of  Liver- 
pool said  that  the  engineers  had  done 
much  to  bring  together  four   remarkable 
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receive  as  fair  consideration  from  gov- 
ernment and  people  at  large  as  the  farmer 
and  manufacturer  receive?  And  yet  the 
government  in  effect  lets  the  one  have 
money  without  interest  to  buy  his  land, 
and  by  means  of  a  tariff  makes  you  pay 
more  for  much  that  you  buy,  so  that  the 
other  can  pay  his  employees  good  wages. 


peoples,  namely,  the  Englishman,  who 
loves  the  Bible  and  beer;  the  Scotsman, 
who  keeps  the  Sabbath  and  everything 
else  he  lays  his  hands  on ;  the  Welshman, 
who  prays  on  his  knees  on  Sundays  and 
on  his  neighbors  on  week  days,  and  the 
Irishman,  who  never  knows  what  he  wants 
and   is  never  satisfied   until   he  gets  it. 
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Questions  and  Answers  on  our  Educational  Chart  No.  10 


At  the  request  of  a  large  number  of  our 
readers  we  republish  the  series  of  ques- 
tions appearing  on  our  new  chart,  and  the 
answers  to  the  questions,  which  appeared 
serially  in  the  January,  February  and 
March  issues  of  Railway  and  Locomotive 
Engineering.  We  now  have  a  new  edi 
tion  of  our  chart  No.  lo  and  all  orders 
will  be  promptly  lilled,  The  chart  is  not  on 
sale  but  is  sent  free  by  mail  to  all  new 
or  renewed  subscribers. 

1.  What  is  clearance? 

A.  The  distance  between  the  piston  and 
the  cylinder  head  when  cross-head  is  at 
the  end  of  the  stroke,  a  position  known 
as   the  dead  center. 

2.  What  is  lead? 

A.  The  distance  the  valve  has  uncov- 
ered the  steam  port  at  the  beginning  of 
the  piston  stroke. 

3.  Show  position  of  valve  and  piston 
when  cutting  ofT  at  half  stroke. 

.\.  This  is  shown  by  the  use  of  mov- 
able parts  on  the  chart.  The  piston  is 
set  in  the  tiiiddle  of  the  stroke  by  the 
indication  below  the  cross-head.  Then 
the  valve  is  placed  at  the  position  in  which 
it  would  cut  off  .admission  to  the  steam 
port. 

4.  How  does  this  make  steam  work 
expansively? 

A.  The  admission  of  steam  from  the 
boiler  being  cut  off,  the  steam  in  the 
cylinder   pushes  the  piston  by  expanding. 

5.  Has  this  valve  inside  lap? 
A.  No. 

6.  What   is  lap  ?     What   does   it   mean  ? 
A.  Lap   is  the   distance  the   valve   edge 

extends  over  the  steam  ports  when  set  on 
the   middle  of  the  valve   seat. 

7.  Why  is  lap  given  to  a  valve? 

A.  Lap  is  put  on  the  valve  to  make 
the  engine  work  steam  expansively,  by 
cutting  off  steam  before  the  piston  reaches 
the  end  of  its  stroke. 

8.  Where  would  you  place  the  valve 
if  you  had  to  disconnect  for  a  broken 
eccentric? 

A.  On  the  middle  of  the  seat. 

9.  Where  would  you  place  it  if  you 
broke   the   steam   chest? 

A.  In  the  same  position,  but  it  would 
be  necessary  to  prevent  the  passing  of 
steam  into  the  steam  chest. 

10.  Where  would  the  valve  be  when 
compression  commenced  on  forward 
stroke? 

A.  At  the  point  of  closing  the  forward 
steam  port  when  moving  backward. 

11.  What  is  pre-admission? 

A.  The  steam  admitted  by  the  lead 
opening  before  the  piston  had  reached 
the  beginning  of  its  stroke. 

12.  Show   point   of   release. 

A.  The  point  of  release  would  depend 
upon  how  far  the  motion  was  linked  up. 
In   the   motion   of  this   chart   release   and 


compression     would     begin    at    the    same 
time. 

13.  What  is  changed  about  the  valve 
when  the  reverse  lever  is  hooked  up? 

A.  The  travel  of  the  valve  is  reduced. 

14.  How  would  you  place  piston  and 
valve  if  disconnecting  a  mogul  or  ten- 
wheeler  where  side  rod  pin  would  strike 
crosshead  key  if  it  was  blocked  in  the 
center  of  guides? 

A.  Block  the  piston  at  the  front  of 
cylinder  and  valve  at  front  end  of  its 
travel. 

15.  How  would  you  block  valve  if  one 
of  the  bridges  was  broken  ? 

.\.  On  the  middle  of  the   seat. 

16.  How   if  a  rocker  broke? 
A.  In  the  same  position. 

17.  What  is  the  reason  that  the  cross- 
head  is  not  in  the  center  of  the  guides 
when  the  crank  pin  is  on  the  top  quarter? 

A.  The  difference  is  due  to  the  angu- 
larity of  the  main  rod. 

18.  Why  does  the  piston  travel  un- 
evenly ? 

A.  Because  the  crank  pin  with  which 
the  piston  is  connected  does  not  move 
in  a  horizontal  line.  Towards  the  be- 
ginning and  end  of  the  stroke  the  crank 
pin  motion  is  nearly  perpendicular,  while 
in  its  journey  between  the  eighths  it  is 
nearly   horizontal. 

19.  Does  this  cause  the  valve  to  iravel 
unevenly?     If   so,   why? 

A.  The  valve  travels  unevenly  because 
it  is  operated  by  an  eccentric  which  has 
the  same  motion  as  a  crank  of  small 
throw. 

20.  What  eft'ect  has  the  length  of  the 
main  rod  upon  the  piston  travel? 

A.  None. 

21.  Suppose  you  were  running  ahead 
shut  off,  with  the  reverse  lever  hooked 
close  to  the  center,  what  would  the  valve 
do? 

A.  The  valve  would  be  forced  off  the 
seat  at  certain  parts  of  the  stroke,  while 
at  other  parts  it  would  aid  the  piston  to 
suck  in  dust  and  hot  gases  through  the' 
exhaust  port. 

22.  Why  is  the  valve  placed  over  the 
center  of  ports  when  engine  is  discon- 
nected? 

.■\.  To  prevent  the  admission  of  steam 
into  the  cylinders. 

23.  What  could  happen  that  would 
cause  you  to  disconnect  without  covering 
the   ports? 

-A.  .\m  failure  in  the  supply  of  steam, 
such  as  a  safety  valve  blowing  out  or 
the  dry  pipe  collapsing. 

24.  When  an  engine  is  running  at  what 
part  of  the  travel  docs  the  piston  move 
the  fastest? 

.A.  When  the  crank  pin  is  passing  the 
quarters,  .^t  those  points  the  pin  move- 
ment is  nearlv  horizontal. 


25.  Does  the  piston  stop  at  each  stroke, 
and   when? 

.A.  The  piston  stops  at  the  end  of  each 
stroke,  the  point  where  it  changes  direc- 
tion of  mo-vemcnt. 

26.  .At  what  part  of  the  piston  travel 
is  the  greatest  pressure  exerted  on  the 
crank  pins  ? 

A.  At  the  beginning  of  each  stroke. 

27.  In  running  ahead,  why  does  the 
top  guide  wear  most? 

A.  Because  the  main  rod  pushes  the 
crosshead   upwards. 

28.  What  is  back  pressure? 

.\.  The  pressure  that  obstructs  the  pis- 
ton on  the  return  stroke,  due  to  steam, 
moisture  or  air  left  in  the  cylinder  after 
the  exhaust  port  has  opened. 

29.  What  is  the  difference  between  back 
pressure  and  compression  ? 

.A.  Back  pressure  has  just  been  ex- 
plained. Compression  occurs  when  the 
valve  closes  toward  the  end  of  the  re- 
turn stroke,  permitting  the  piston  to 
squeeze  the  gases  in  the  cylinder  into  a 
diminishing  space. 

30.  What  is  the  cavity  under  the  valve 
for? 

A.  It  provides  a  passage  for  the  ex- 
haust steam  to  escape  from  the  cylinder 
into  the  exhaust  pipe. 

31.  What  is  meant  by  the  expression, 
"cutting  off  at  six  inches?'' 

A.  It  means  that  when  the  steam  has 
pushed  the  piston  six  inches  of  its  stroke, 
the  valve  cuts  off  further  admission  of 
steam. 

i2.  Could  you  change  the  lap  of  the 
valve  by  changing  the  eccentrics? 

A.  No. 

33.  When  a  valve  blows,  where  does 
the   steam   go   to? 

A.  Into  the  exhaust  passage,  thence  to 
the  atmosphere. 

34.  What  is  inside  clearance? 

A.  The  cutting  away  of  the  inside 
edges  of  the  valve  cavity,  so  that  there  is 
an  opening  to  the  cavity  from  both  ends 
of  the  cylinder  when  the  valve  is  on  the 
middle  of  the  seat. 

35.  Could  steam  be  worked  expansively 
with  a  valve  without  lap? 

A.  No,  because  release  of  the  steam 
would  happen  at  the  same  time  as  cut  off. 

36.  Suppose  this  piston  was  on  the  for- 
ward dead  center  and  the  reverse  lever 
v.as  put  in  full  forward  gear,  where  would 
the  valve  be?  Where  would  the  valve  be 
if  the  lever  was  put  in  full  back  gear? 

.'\.  In  both  cases  the  valve  would  be  in 
the  position  to  begin  admitting  steam  at 
the   forward  end  of  the  cylinder. 


They  that  will  not  be  counselled,  can- 
not l)e  helped.  If  you  do  not  hear  Reason 
she  will  rap  you  on  the  knuckles. — Frcink- 
Un. 
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Items  of  Personal  Interest 


Mr.  Malcolm  Baxter,  master  me- 
chanic of  the  Western  Ohio  Railway, 
has  resigned. 

Mr.  W.  H.  Foster  has  been  appointed 
master  mechanic  on  the  New  York  Cen- 
tral at  High  Bridge,  vice  Mr.  H.  L. 
Raymond,  resigned. 

Mr.  J.  D.  Skeen  has  been  appointed 
road  foreman  of  engines  of  the  New 
York  Central  Lines,  with  headquarters 
at  Mt.  Carmel,  111. 

Mr.  George  W.  Robb  has  been  ap- 
pointed assistant  master  mechanic  of 
the  Grand  Trunk  Pacific  Railway  at 
Rivers,  Manitoba. 

Mr.  H.  B.  Whipple  has  been  appointed 
master  mechanic  at  North  White  Plains 
on  the  N.  Y.  C,  vice  Mr.  W.  H.  Foster, 
transferred. 

Mr.  Carl  Holt  Smith  has  been  ap- 
pointed assistant  purchasing  agent  of 
the  National  of  Mexico  Railway,  with 
headquarters  at  Mexico. 

Mr.  C.  Geldart  has  been  appointed 
foreman  of  machine  shop  on  the  Grand 
Trunk  Railway  at  Stratford,  Ont.,  vice 
Mr.  James  Duguid,  promoted. 

Mr.  James  Blair  has  been  appointed 
mechanical  foreman  on  the  Intercolo- 
nial Railway  at  Stellarton,  N.  S.,  vice 
Mr.  H.  D.  Mackenzie,  promoted. 

Mr.  S.  S.  Riegel  has  been  appointed 
mechanical  engineer  of  the  Delaware, 
Lackawanna  &  Western  at  Scranton, 
Pa.,  vice  Mr.  J.  A.  Mellon,  resigned. 

Mr.  W.  A.  Deems  has  been  appointed 
master  mechanic  of  the  Mohawk  and 
Malone  and  the  St.  Lawrence  &  Adiron- 
dack divisions  of  the  N.  Y.  C.  lines  at 
Tupper   Lake. 

Mr.  W.  H.  Fenley  has  been  appointed 
signal  engineer  of  the  Chicago  Great 
Western  Railway  at  St.  Paul,  Minn., 
vice  Mr.  C.  A.  Christofferson,  resigned. 

Mr.  C.  C.  Wallace  has  been  appointed 
road  foreman  of  engines  of  the  Peoria 
&  Eastern  division  of  the  New  York 
Central  Lines,  with  headquarters  at 
Kansas  City,  Mo. 

Mr.  W.  H.  Peters  has  been  appointed 
assistant  master  mechanic  of  the  Iowa 
division  of  the  Chicago  &  North-West- 
ern  Railway  at  Boone.  Iowa,  vice  Mr. 
C.  Coleman,  promoted. 

Mr.  T.  A.  Lawes  has  been  appointed 
master  mechanic  of  the  Southern  Indi- 
ana and  of  the  Chicago  Southern  Rail- 
way, with  headquarters  at  Bedford, 
Ind.,  vice  Mr.  G.  A.  Gallagher,  resigned. 

Mr.  G.  E.  Johnson  has  been  appointed 
master  mechanic  of  the  Wymore  divi- 
sion of  the  Chicago,  Burlington  & 
Quincy  Railway  at  Wymore,  Neb.,  vice 


Mr.    A.     B.    Pirie,    assigned    to    other 
duties. 

Mr.  E.  V.  Williams  has  been  ap- 
pointed general  foreman  of  locomotive 
department  of  the  New  York  Central 
&  Hudson  River  Railroad,  with  office 
at  Avis,  Pa.,  vice  Mr.  H.  B.  Whipple, 
promoted. 

Mr.  James  Dug^uid,  formerly  foreman 
of  the  machine  shop  of  the  Grand 
Trunk  Railway  at  Stratford,  has  been 
appointed  general  foreman  on  that  road 
at  Toronto,  Ont.,  vice  Mr.  J.  C.  Garden, 
promoted. 

Mr.  H.  W.  Peters  has  been  appointed 
assistant  master  mechanic  of  the  Iowa 
division  of  the  Chicago  &  North- 
western Railway,  with  headquarters  at 
Boone,  Iowa,  vice  Mr.  C.  Coleman, 
promoted. 

Mr.  P.  J.  Ryan,  formerly  with  the 
Lake  Shore,  has  been  promoted  to  be 
traveling  engineer  of  the  Lake  Erie  & 
Western  Railway  at  Lima,  Ohio.  He 
will  have  charge  of  the  Sandusky-Tip- 
ton division. 

Mr.  A.  J.  Edmonds,  general  foreman 
for  the  Sioux  City  and  Dakota  divi- 
j^ions  of  the  Minneapolis,  St.  Paul  & 
Sault  Ste.  Marie  Railway,  has  been 
transferred  to  a  similar  position  on  the 
same  road  at  Madison,  Wis. 

Mr.  W.  B.  Embury  has  been  ap- 
pointed master  mechanic  of  the  Okla- 
homa &  Pan  Handle  divisions  of  the 
Chicago,  Rock  Island  &  Pacific  Rail- 
way, with  Headquarters  at  Chickasha, 
Okla.,  vice  Mr.  W.  J.  Monroe,  resigned. 

Mr.  Charles  Coleman,  formerly  as- 
sistant master  mechanic,  has  been  ap- 
pointed master  mechanic  of  the  North- 
ern Iowa  and  Sioux  City  divisions  of 
the  Chicago  &  North-Western  Rail- 
way, with  headquarters  at  Eagle  Grove, 
Iowa. 

Mr.  J.  R.  Laizure,  general  foreman 
on  the  Erie  Railroad,  has  been  trans- 
ferred from  the  Hornell  shops  to  those 
at  Susquehanna,  Pa.,  and  Mr.  Harry 
Chamberlain,  who  has  been  in  the 
Cleveland  shops,  goes  to  Hornel. 

Mr.  Charles  Coleman  has  been  ap- 
pointed master  mechanic  of  the  North- 
ern Iowa  and  also  of  the  Sioux  City 
division  of  the  Chicago  &  North-West- 
ern Railway,  with  headquarters  at 
Eagle  Grove,  Iowa,  vice  Mr.  A.  B. 
Quimby,  resigned. 

Mr.  W.  R.  Beauprie,  formerly  super- 
intendent of  the  Montgomery  District 
of  the  Atlantic  Coast  Line  Railroad  at 
Montgomery,  Ala.,  has  been  appointed 
general  manager  of  the  Atlanta  &  St. 


Andrews  Bay  Railroad,  with  headquar- 
ters at  Dothan,  Ala. 

The  annual  meeting  of  the  stockhold- 
ers of  The  Union  Switch  &  Signal  Com- 
pany recently  took  place  in  the  office 
of  the  company.  Owing  to  the  absence 
of  George  Westinghouse  in  Europe, 
Colonel  H.  G.  Prout,  vice-president  of 
the  company,  acted  as  chairman.  The 
financial  statement  was  read  to  the 
stockholders,  and  an  election  of  directors 
was  held  with  the  following  results : 
Messrs.  George  Westinghouse,  Robert  Pit- 
cairn,  William  McConway,  George  C. 
Smith,  Thomas  Rodd,  H.  C.  Prout  and 
James  J.  Donnell,  directors.  Mr.  George 
Westinghouse  was  elected  president. 

After  the  meeting,  a  representative 
of  the  company  stated  that  they  have  at 
the  present  time  on  hand  at  Swissvale, 
Pa.,  orders  for  unfilled  business  amount- 
ing to  $1,357,000.  New  contracts  for 
block  signaling  and  other  railroad  safe- 
ty devices  are  now  coming  in  more 
freely  than  at  any  time  during  the  last 
twelve  months.  Inquiries  for  quota- 
tions on  new  business  are  increasing 
right  along,  and  are  spread  pretty  wide- 
ly over  the  entire  country. 

A  selling  company  has  been  organ- 
ized under  the  name  of  J.  Rogers  Flan- 
nery  &  Company,  with  headquarters  at 
Pittsburgh,  Pa.,  to  take  over  the  sale 
of  the  Tate  Flexible  Staybolt,  owned 
and  manufactured  by  the  Flannery  Bolt 
Company.  This  selling  organization 
will  also  exploit  the  Keystone  Nut- 
Lock,  which  has  found  great  favor,  and 
which  is  also  manufactured  by  the  Flan- 
nery Bolt  Company.  The  representa- 
tives of  the  new  company  will  be 
Messrs.  H.  A.  Pike,  New  York;  W.  M. 
Wilson,  Chicago;  Grundy  &  Leahey, 
Richmond,  Va.,  and  Tom  R.  Davis,  me- 
chanical expert,  Pittsburgh,  Pa. 

Mr.  Joel  S.  Coffin  recently  received 
a  touching  tribute  from  his  friends  and 
former  associates  in  the  Galena  Oil 
Company,  expressing  their  regard  for 
him  upon  his  recent  retirement  to  be- 
come vice-president  of  the  American 
Brake  Shoe  &  Foundry  Company.  Ga- 
lena men  from  all  parts  of  the  country 
assembled  in  the  office  of  Mr.  Coffin 
and  presented  him  with  a  handsome 
loving  cup,  engraved  with  the  fac  simile 
signatures  of  the  donors.  A  magnifi- 
cent mahogany  office  desk  and  hand- 
some specially  designed  inkstand 
formed  part  of  the  presentation.  Gifts 
from  friends  are  not  unusual  upon  the 
withdrawal  of  a  highly  esteemed  officer 
and   associate,   but   it   is   given   to   few 


174 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING 


April,  1909. 


men  to  inspire  the  staunch  affection  of 
strong,  successful  men  such  as  was  re- 
vealed on  this  occasion.  The  gifts 
themselves,  handsome  as  they  are,  were 
only  an  incident  in  this  demonstration 
of  affectionate  regard. 

Mr.  Geo.  F.  Risteen  and  Mr.  John  E. 
Griflith,  of  the  Canadian  Pacific  Railway, 
who  have  had  many  years  experience  in 
railroad  opcralJon  in  the  Rocky  Moun- 
tains, have  been  lent  to  the  Transandine 
Railway  of  Argentine  for  the  winter  to 
report  to  the  directors  of  that  road  on 
the  class  of  equipment  suitable  for  severe 
mountain  service. 

Mr.  Philip  Pickering,  the  oldest  en- 
gineer in  point  of  service  on  the  Iowa 
Division,  after  40  years  continuous  ser- 
vice with  the  Chicago  &  North  West- 
ern Railway,  has  been  retired  on  a  pen- 
sion, effective  March  i,  1909.  Few  en- 
geneers  who  devote  their  lives  to  the 
railroad  service  achieve  the  success  at- 
tained by  Mr.  Pickering.  He  was  rec- 
ognized as  the  highest  type  of  the  suc- 
cessful engineer  of  the  present  day,  and 
the  feeling  existed  among  his  friends 
that  when  Phil  Pickering  was  at  the 
throttle,  under  ordinary  conditions,  it 
was  sufficient  evidence  to  believe  that 
the  train  would  go  to  the  next  ter- 
minal on  time.  In  recent  years  quite  a 
number  of  notable  fast  trains,  or  one 
may  say  trains  for  notable  people,  have 
been  run  on  the  C.  &  N.-W.,  and  often 
Mr.  Pickering  was  found  at  the  throttle 
when  the  train  came  on  his  division. 
The  sensation  of  1876  was  the  Jarret  & 
Palmer  special,  which  was  hauled  over 
the  line  between  Boone  and  Dunlap,  a 
distance  of  100  miles,  by  Mr.  Pickering 
at  a  speed  of  42.8  miles  an  hour,  includ- 
ing stops.  He  was  in  charge  of  the  en- 
gine on  the  Jay  Gould  train  in  1891, 
and  gave  a  good  account  of  himself  on 
that  trip,  going  from  Council  Bluffs  to 
Boone,  a  distance  of  141  miles  in  2 
hours  and  59  minutes. 


the  Locomotive  Engine."  Mr.  Henszey 
married  Anne  R.  Hitchcock,  of  Abington, 
Mass.,  and  is  survived  by  his  widow,  and 
one  daughter.  Fie  was  a  member  of  tlic 
Union  League,  the  Art  Club,  the  Merion 
Cricket  Club  and  the  Historical  Society  of 
Pennsylvania.  He  was  a  prominent  and 
highly  respected  citizen,  esteemed  and 
loved   by   all   who   knew   him. 

It  is  with  deep  sorrow  that  we  have 
to  announce  the  death  of  Ervin  Saun- 
ders, vice-president  of  the  firm  of  D. 
Saunders'  Sons,  Incorporated,  at  Yon- 
kers,  N.  Y.  Mr.  Saunders  died  at  his 
brother's  home  in  Yonkers  in  February 
last,  in  his  sixty-first  year.  He  was 
respected  and  highly  esteemed  by  all 
who  knew  him. 


Obituary. 

The  death  of  William  P.  Henszey, 
setiior  partner  of  the  firm  of  Burnani, 
Williams  &  Co.  (the  Baldwin  Locomotive 
Works),  occurred  on  March  23  last,  at 
his  home  in  Philadelphia.  Mr.  Henszey 
was  born  in  Philadelphia  on  September 
24,  1832,  and  was  in  his  seventy-seventh 
year.  He  became  connected  with  the 
Baldwin  Locomotive  Works  on  March  7. 
1859,  and  has  therefore  been  connected 
with  the  firm  for  half  a  century.  Mr. 
Henszey  in  earlier  years  had  charge  of 
the  drawing  office,  and  it  was  through 
his  instrumentality  that  many  improve- 
ments in  locomotive  construction  appeared 
in  the  Baldwin  engines.  He  was  wonder- 
fully well  informed  upon  the  history  of 
the  locomotive,  and  Dr.  Sinclair  learned 
many  valuable  facts  from  the  distin- 
guished locomotive  builder,  when  prepar- 
ing the  manuscript   for  "Development  of 


As  the  melancholy  result  of  an  acci- 


cross-ties  and  other  timbers.  In  connec- 
tion with  this  plant,  two  creosote  storage 
tanks  of  500,000  gallons'  capacity  each 
are  to  be  erected  at  Greenwich  Point, 
Philadelphia.  These  tanks  will  have  a 
combined  capacity  sufficient  to  receive  a 
tank  steamer  cargo  of  oil,  that  will  be 
shipped  to  Mt.  Union  in  tank  cars  as 
needed.  The  treating  plant  will  have  a 
capacity  of  from  1,500  to  2,000  ties  a  day, 
if  day  and  night  shifts  of  hands  are 
worked.  This  will  give  an  annual  output 
of  about  500,000  ties. 

Mt.  Union  was  selected  as  the  site  for 
the  Jrrst  plant  because  it  is  near  the  center 
of  a  tie-producing  region,  and,  in  addition, 
is  a  convenient  receiving  and  shipping 
point. 

During  1907,  840,000  hardwood  ties  were 
obtained  along  the  Middle  Division  of  the 
Pennsvlvania  Railroad,  while  the  Eastern 
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dent,  Winfield  Scott  Templeton,  super- 
intendent of  motive  power  and  equip- 
ment of  the  Guatemala  Central  Rail- 
road, died  at  Guatemala  City  last  Feb- 
ruary. Mr.  Templeton  was  a  valued 
contributor  to  the  pages  of  Railway  and 
Locomotive  Engineering,  and  had  acted 
as  our  agent  in  the  various  places 
of  the  United  States  which  were  his 
headquarters  in  railroad  work.  He 
evinced  a  warm  interest  in  our  paper, 
and  strongly  believed  in  the  dissemina- 
tion of  useful  knowledge  among  those 
who  worked  under  him.  He  was  uni- 
versally beloved  by  all  who  knew  him, 
and  his  untimely  death  is  deeply  re- 
gretted by  his  hosts  of  friends,  both  in 
the  United  States  and  Guatemala. 


Mt.  Union  Tie-Treating  Plant. 
The  Pennsylvania  Railroad  Company, 
in  awarding  a  contract  for  the  erection  at 
Mt.  Union,  Pa.,  of  a  "one-cylinder"  plant 
for  the  treatment  of  timber  by  any  stand- 
ard process,  has  taken  the  initial  step 
toward  the  preservative  treatment  of  its 


Pennsylvania  Division,  of  which  the  Mid- 
dle Division  is  a  part,  produced  1,250,000 
ties.  Eliminating  the  white  oak  and 
chestnut,  which  do  not  take  treatment 
readily,  and  including  the  miscellaneous 
hardwoods,  such  as  beech,  maple  and 
birch,  which,  if  treated,  make  excellent 
ties,  the  territory  tributary  to  Mt.  Union 
should  produce  enough  ties  to  supply  a 
one-cylinder  plant  for  many  years  to  come. 

The  Mt.  Union  tie  yard  will  occupy  an. 
area  of  about  17  acres.  There  will  be 
six  tracks  about  1,500  ft.  long,  and  73  ft. 
c-'part.  There  will  be  ample  space  for  add- 
ing other  tracks  as  they  are  needed.  The 
capacity  of  the  yard  will  be  from  450/xx) 
to  600,000  tics,  depending  on  the  height 
to  which  they  are  piled.  All  timber 
treated  will  be  given  not  less  than  six 
months  of  summer  seasoning  in  this  yard. 

While  the  plant  will  be  equipped  for 
any  process  of  recognized  value,  it  will 
operate  mainly  with  creosote.  The  agi- 
tating pipes  and  rotary  pumps  are  for  the 
use  of  an  emulsion  of  zinc-chloride  and 
creosote. 
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Mogul  Engine  for  China. 

On  .the  illustration  which  accompanies 
this  article  the  r^der  will  notice  that 
Mogul  engine  No.  11  is  owned  by  the 
Kwong-Tung,  Yueh-Han  Railway.  This 
line  will  be,  when  completed,  part  of  the 
Canton-Hankow  line.  The  engine,  which 
is  a  simple  one,  was  built  at  the  Dunkirk 
shops  of  the  American  Locomotive  Com- 
pany. 

The  cylinders  of  this  engine  are  sim- 
ple, 19  X  26  ins.,  and  the  valve  is  of  the 
ordinary  Richardson  balanced  D-slide 
type.  The  driving  wheels  are  56  ins.  in 
diameter  and  with  a  steam  pressure  of 
180  lbs.,  the  tractive  effort  developed 
amounts  to  24,100  lbs.  The  weight  on 
the  drivers  is  120,000  lbs.  and  this  gives  a 
factor  of  adhesion  of  4.97.  The  valve 
motion  used  is  the  Walschaerts.  The 
valves  are  set  with  3/16  in.  lead  which, 
with  this  form  of  gearing,  is  constant. 
The  travel  of  the  valve  is  6  ins.  and  it 
has  I  in.  lap.  It  will  be  observed  that  the 
motion    of   this    engine    is    supplied    with 


Wheel    Base — Driving,    14    ft.:    total,    zl    ft.    10 

ins.;    total,   engine   and  tender,    51    ft.   3   ins. 
\\'eight — In   working  order.    141,000  lbs.;   engine 

and    tender,    245,000    lbs. 
Axles — Driving  journals,  main,   9  ins.  x  12  ins.; 

others,     SJ-S     ins.    x    12    ins.;    engine    truck 

journals,   diameter,  sj^   ins.;  length,    10  ins.; 

tender     truck     journals,     diameter,     5     ins.; 

length,    9    ins. 
Firebox — Length,  1083/16  ins.;  width,  40^  ins.; 

thickness   of    crown,    ^    ins.;    tube,    Vz    in.; 

sides,    ^   ins.;   back,   5/16  ins.;   water  space, 

front,   4  ins.;   sides,  3j^    ins.;  back,  3j4   ins. 
Crown    Staying — Radial. 

Tubes — Gauge,    No.    12    I.    W.    G. ;    2    ins.    out- 
side   diameter. 
Boxes,     Driving — Main,    cast    iron;    others,    cast 

iron. 
Pump — 9^2    ins.    L.    H.;    reservoir,    2    27  5/16    x 

i^Vi    ins. 
Engine   Truck — .Swing   Radial    Center   Bearing. 
Piston — Rod   diameter,    3J4    ins.;    piston   packing, 

cast    iron    rings. 
Smokestack — Diameter,    15    ins.;    top    above    rail, 

14    ft.    ^Yj    ins. 
Driving     Wheel — Material,     cast     steel;     engine 

truck,  diameter.  2,"^   ins.;  kind,  spoke  center; 

tender  truck,  diameter,   33   ins.;   kind,   spoke 

center. 


A  very  interesting  catalogue  has  just 
come  from  H.  B.  Underwood  and  Com- 
pany of  Philadelphia.  This  well-known 
concern  are  the  makers  of  all  sorts  of 
portable  tools  for  railway  repair  shops. 
The     catalogue      is     printed     on      tinted 


Signal  Lamp  Shows  Fish  Tail. 

A  new  departure  in  the  form  of  signal 
lights  is  being  used  in  England.  The 
object  of  the  new  form  of  light  is  to 
clearly  and  emphatically  differentiate  the 
home  from  the  distant  signal  light.  In 
day  time  mistakes  are  practically  impos- 
sible, but  at  night  there  may  be  confusion 
of  the  one  with  the  other.  The  form  of 
lamp  used  on  the  distant  signal  on  the 
Great  Eastern,  the  London  and  South- 
western, and  on  the  London,  Brighton  and 
South  Coast  Railways,  consists  in  the  ad- 
dition of  a  luminous  fish  tail,  correspond- 
ing to  the  notch  in  the  distant  semaphore 
arm.  The  fish  tail  notch  is  used  both  in 
England  and  America  as  the  distinguish- 
ing mark  of  the  distant  signal  blade. 

It  is  said  that  the  luminous  fish  tail 
can  be  plainly  seen  at  a  distance  of  be- 
tween 700  and  800  feet.  The  same  flame 
which  gives  light  to  the  signal  lense  also 
supplies  light  to  the  fish  tail  by  means  of 
a  reflector.  In  this  way  no  change  is 
made  in  the  lamp  or  the  burner  or  even 
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what  are  called  castelated  nuts.  The  main 
driving   wheels   are   not   flanged. 

The  boiler  is  an  extended  wagon-top 
one,  the  first  ring  of  which  is  62  ins.  in 
diameter.  The  firebo.x  is  narrow,  that  is, 
it  is  set  upon  the  frames,  but  does  not 
extend  outside  them.  In  the  matter  of 
heating  surface  the  firebox  provides  165 
sq.  ft.  The  tubes,  of  which  there  are  290, 
each  12  ft.  2  ins.  long,  provide  1,8,3,3  sq.  ft. 
and  with  the  brick  arch  tubes  which  pro- 
vide 20  sq.  ft.  the  total  heating  surface 
amounts  to  2,020  sq.  ft.  The  grate  area  is 
30.3  sq.  ft.  and  this  gives  a  ratio  as  i  to 
66 'for  grate  to  heating  surface. 

The  tender  is  made  with  steel  frame, 
the  channel  bars  being  12  ins.  deep.  The 
tank  is  the  ordinary  U-shape  with  gravity 
slides  for  the  soft  coal  which  is  to  be 
used.  There  are  9  tons  of  coal  carried 
and  the  cistern  has  a  water  capacity  of 
5,000  gallons.  The  tender  trucks  are  of 
the  ordinary  arch  bar  type.  Some  of  the 
principal  dimensions  are  here  appended 
for  reference. 


paper  and  is  well  illustrated.  It  is  the 
standard  size,  the  same  as  the  Railway 
Club  Proceedings.  In  its  72  pages,  it 
contains  descriptions  and  pictures  of  a 
great  variety  of  portable  tools  for  do- 
ing all  kinds  of  work  about  a  locomo- 
tive. The  use  of  these  portable  tools 
greatly  facilitate  the  various  repair  op- 
erations in  the  back  sliop.  Nearly 
everyone  in  the  railroad  field  has  a  sort 
of  general  idea  that  the  Underwood 
Company  make  a  good  many  handy 
tools,  but  it  is  not  until  one  has  care- 
fully perused  the  pages  of  this  cata- 
logue that  the  number  and  variety  of 
these  tools  is  fully  realized.  The  com- 
pany is  prepared  to  send  this  catalogue 
free,  upon  request,  to  anyone  who  is 
interested  enough  in  the  inatter  to  write 
for  one.  The  catalogue  is  a  good  one 
to  have  on  your  desk  for  reference. 


The  new  edition  of  "Twentieth  Century 
Locomotives"  is  the  best  two-dollar-bar- 
gain to  be  found  in  the  book-selling  trade. 


in  the  intensity  of  the  flame.  Under  the 
Coligny-Welch  patent  the  lamp  case  only 
is  modified  for  use  on  distant  signals, 
and  it  is  believed  that  this  change  will 
be  a  source  of  satisfaction  to  the  men  on 
the  engine.  A  form  of  train  order  signal 
used  on  the  Canadian  Pacific  Railway 
utilizes  the  principle  of  reflection  in  order 
to  provide  what  was  called  a  back 
sight  for  use  of  enginemen  who  had, 
in  making  the  proper  station  stop, 
been  compelled  to  pass  the  train  order 
signal. 

There  is  a  great  deal  of  waste  light  in 
any  signal  lamp,  and  by  waste  we  mean 
the  light  which  falls  upon  the  interior 
surface  of  the  case,  other  than  the  lense. 
It  is  this  otherwise  unused  light  which  is 
reflected  in  the  new  form  of  distant  signal 
into  a  tube  or  projection  or  extension  of 
the  case,  the  outer  face  of  which  has 
a  glass  placed  over  a  fish  tail  shaped 
opening.  The  lamp  shows  the  ordinary 
lense  light  with  the  addition  of  the  lumin- 
ous fish  tail  alongside  of  it. 
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Steel  Coke  Car  on  the  P.   R.  R. 

In  an  effort  to  provide  shippers  of  coke 
with  an  improved  car,  which  can  be  loaded 
and  unloaded  in  the  shortest  possible  time, 
the  Pennsylvania  Lines  west  of  Pittsburgh 
have  specified  that  of  the  recent  order 
for  2,200  new  cars,  1,000  should  be  all- 
steel  cars  of  new  design  and  of  greater 
capacity  than  any  coke  cars  hitherto  built 
for  regular  service. 

The  main  novelty  in  these  cars  will  con- 
sist of  four  hoppers,  with  eight  openings 
in  the  bottom  of  the  car,  making  the  car 
practically  self-clearing.  With  the  doors 
all  open,  there  will  be  an  open  area  of 
84  sq.  ft.  This  will  greatly  facilitate  un- 
loading. It  has  been  found  that  three 
somewhat  smaller  cars  could  be  unloaded 
by  three  men  in  fifteen  minutes  from  the 
time  they  were  placed  on  the  trestle  until 
the  engine  moved  them  away.  From  the 
time  the  drop  doors  were  opened  until 
the  coke  ran  out  of  the  car  required  one 
minute  and  forty-five  seconds.  The  four- 
hopper  car  is  expected  to  do  even  better. 

To  facilitate  loading,  it  is  planned  that 
the  old-fashioned  coke  racks  shall  be  left 
oflf  these  cars,  and  the  sides  of  the  cars 
will  not  be  as  high  as  in  previous  designs. 


terial  heavier,  harder  and  stronger  than 
ordinary  tubing.  The  makers  claim  that  it 
offers  great  strength  where  required,  and 
that  this  protects  and  strengthens  the 
tube  sheets,  this  reinforcement  of  flue 
ends,  set  so  as  to  form  wedged,  tapered 
joints  by  reaming  of  tube  sheets  to  con- 
form to  taper  of  tubes,  every  flue  acting  as 
a  stay  tube  from  the  fact  of  its  having 
same  taper  joints  at  both  ends,  secured 
by  stay  burrs  at  front  end  sheet. 

The  tapered  crucible  steel  end  of  flue 
is  used  in  firebox  end  of  boiler,  the  flue 
sheet  is  reamed  in  the  same  direction  as 
the  taper  on  the  flue,  and  just  large 
enough  to  allow  the  reinforced  end  of 
the  flue  to  pass  through  the  flue  hole. 
A  copper  ferrule  is  inserted  between  taper 
end  of  flue  and  the  flue  hole.  This  end 
is  then  driven  in  or  seated,  forming  a 
steam-tight  joint  without  the  process  of  ex- 
panding or  beading.  The  bushing  or  sleeve 
end  goes  into  smokebox  end  of  boiler, 
the  flue  sheet  having  been  reamed  exactly 
as  for  the  taper  end  of  the  flue  in  the 
firebox,  and  a  solid  copper  ferrule  having 
been  seated  in  the  flue  hole  with  a  swedg- 
ing  iron,  before  flue  was  seated  in  firebox 
end.     The  tapered  crucible  steel  sleeve  is 


Recent  Freight  Locomotives  Abroad. 

The  Ottoman  Railway  has  recently  had 
delivered  a  powerful' 0-8-0  freight  loco- 
motive for  service  between  Smyrna  and 
Aidin.  It  has  been  built  by  Messrs  Robt. 
Stephenson  &  Co.  of  Darlington  and  has 
the  following  leading  dimensions ;  Cylin- 
ders ig'/i  in.  in  diameter  by  20-in.  stroke ; 
diameter  of  driving-wheels  4ft.  61/2  in. ; 
total  wheel  base  of  engine  17  ft.  10.; 
heating  surface :  firebox  152.4  sq.  ft.,  tubes 
1,634  sq.  ft.,  total  1,786.4  sq.  ft.;  grate 
area  25.35  sq.  ft.;  working  pressure  180 
lbs.  per  sq.  in. ;  tender :  diameter  of 
wheels  3  ft.  6J4  in. ;  wheel  base  12  ft. ;  ca- 
pacity 3,000  gallons  of  water  and  7  tons 
of  fuel;  weight  of  engine  in  working 
order  57  tons  18  cwt.,  and  of  tender  37 
tons  2  cwt;  total  wheel  base  of  engine 
and  tender  41  ft.  oyi  in.  The  boiler  is 
fitted  with  steel  tubes  and  a  copper  fire- 
box. Richardson  balanced  slide  valves 
are  fitted,  and  to  give  flexibility  to  the 
long  wheel  base  }i  in.  slide  play  is  allowed 
to  the  trailing  wheels,  the  trailing  coup- 
hng  rods  being  fitted  with  ball  joints. 
Other  features  of  interest  include  the  use 
or  the  steam  brake,  with  a  vacuum  ejector 
for  working  the  train  brake. 


PENNSYLVANIA  RAILROAD  SELF-CLEANING  STEEL  HOPPER   CAR. 


This  loss  is  made  up  by  the  greater  length 
of  the  new  cars,  which  are  42  ft  long. 
The  drop  doors  are  to  be  provided  with 
operating  gear  of  special  design.  The 
total  capacity  of  each  of  the  new  cars  is 
2,794  cu.  ft.,  providing  for  a  load  of 
100,000  lbs.  The  top  of  the  car  stands 
ID  ft  6  ins.  from  the  rail  and  the  hopper 
is  9  ft.  6  ins.  wide  inside.  The  truck 
wheels  have  a  spread  of  5  ft  6  ins.,  and 
the  truck  centres  are  32  ft.  apart.  Our 
illustration  shows  the  general  design  of 
the  car,  which  is  seen  to  be  of  very  sub- 
stantial construction. 


Adjustable   Boiler   Flues. 

A  form  of  boiler  tube  adapted  to  loco- 
motive use  has  been  put  on  the  market 
by  the  Adjustable  Boiler  Flue  Company, 
of  Minneapolis,  Minn.  This  tube  is  made 
up  by  mounting  standard  gauge  tubing 
with  reinforced  ends  of  crucible  steel, 
butt-welded  onto  the  tube  proper  by  the 
Thompson  process  of  electric  welding. 
Having  the  ends  thus  reinforced  by  ma- 


then  placed  on  the  flue,  which  is  then 
wedged  or  seated  between  the  flue  and  the 
copper  ring  in  flue  hole  completes  exactly 
the  same  taper  joint  in  both  ends  of  the 
boiler.  The  flue  is  threaded  at  the  sleeve 
end  for  the  bronze  burr.  The  use  ot 
this  burr  is  not  necessary  to  secure  steam- 
tight  joints,  nor  does  the  thread  on  the 
llue  extend  into  the  boiler  so  as  to  come 
in  contact  with  water  to  cause  rust  or  cor- 
rosion, but  it  has  been  adopted  and  is  used 
for  the  purpose  of  staying  the  flue  and 
thus  avoiding  any  possibility  of  the  sleeve 
joint  working  loose,  as  might  possibly  be 
the  case  in  high  pressure  and  locomotive 
boilers. 

Removal  of  these  tubes  does  not  de- 
stroy them  or  necessitate  re-tipping  as 
with  ordinary  tubes.  The  adjustable  tubes 
can  be  removed  and  put  back  as  often  as 
may  be  necessary,  the  process  being  com- 
paratively simple.  The  work  can  usually 
be  done  by  boiler  makers'  helpers  in  less 
time  than  is  required  to  reset  ordinary 
tubes. 


For  the  heavy  freight  traffic  over  the 
Ghat  Mountains  on  the  Great  Indian  Pen- 
insula Railway  some  large  2-8-0  en- 
gmes  have  recently  been  sent  out  to  re- 
place the  smaller  six-coupled  engines 
previously  used  on  the  main  line.  The  av- 
erage load  drawn  by  these  engines  ex- 
ceeds 1,000  tons.  These  new  engines  are 
fine  specimens  of  modern  British  loco- 
motive design,  and  should  give  a  good  ac- 
count of  themselves  in  a  country  where 
rough  treatment  is  more  likely  to  be  ac- 
corded them  than  smooth.  They  have 
been  built  at  Glasgow  by  The  North 
British  Locomotive  Co.  (Atlas  Works) 
and  re-erected  at  Parel  shops ;  they  are 
known  as  Hi  type.  The  chief  dimensions 
are,  cylinders  21x26  ins.,  drivers  4  ft.  7  in. 
diameter. 

The  boiler  has  a  total  heating  surface 
of  2,079  sq.  ft.  The  working  pressure  is 
180  lbs.  per  sq.  in.  and  grate  area  32 
sq.  ft  The  equipment  for  the  aut- 
omatic vacuum  brake  comprises  one 
of  the  new  "C  type  combination  ejectors 
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Increased  lubricating  efficiency — 
that's  what  we  want  you  to  stop  a 
moment  to  consider.  And  it's  a 
mighty  vital  thing  this  problem  of 
lubrication.  Just  how  vital  you  rea- 
lize when  you  remember  that  an  en- 
gine couldn't  run  without  it.   Now 

Dixon's 

Flake 

Graphite 

has  some  properties  that  no  other 
lubricant  of  equal  value  possesses. 
Flake  Graphite  is  a  solid,  it  is  not 
subject  to  heat  or  cold,  will  with- 
stand the  greatest  pressures,  and  is 
unaffected  by  acids  or  alkalies.  Do 
you  know  of  any  oil  or  grease  that 
will  stand  such  tests? 

Write  for  our  new  booklet  C-69 
on  Dixon's  Ticonderoga  Flake 
Graphite — sent  to  you  free. 
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and  two  brake  cylinders.     Steam  sanding  ft.   of  which  is  contributed  by  214  tubes 

gear  is  fitted.     The  boiler  is  covered  with  il4  ins.  diameter.    The  firebox  has  a  grate 

asbestos,  as  also  is  the  inner  roof  of  the  area  of  23  sq.  ft.     The  tanks  carry  1,500 

cab.     The  weight  of  the  engine  in  work-  Imperial  gallons   of  water,  and  the   bun- 

ing  order  is  70  tons,  and  of  engine  and  ker  2j4  tons  of  coal.    These  engines  (Nos. 
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tender  full  125  tons.  The  large  tender 
has  bogie  wheels  that  are  3  ft.  7  in.  diam- 
eter, and  carries  10  tons  of  coal  and  4,500 
imperial  gallons  of  water;  there  is  a 
"Monarch"  water  gauge  fitted  to  indicate 
the  height  of  the  water  in  the  tank. 


79-94)  are  employed  on  the  Bombay  su- 
burban service,  and  handle  trains  of  seven 
large  bogie  cars  weighing  about  35  tons 
each.  They  replace  a  smaller  type  of  six- 
coupled  tank  engine,  and  have  many  im- 
provements,   which    bring   them   into    the 
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To  further  complete  the  remodeling  of 
the  locomotive  stock  of  the  G.  I.  P.  R. 
new  type  of  suburban  tank  engine  has 
recently  been  constructed  by  Messrs.  Kit- 
son  of  Leeds.     These  engines  have  cylin- 


front  rank  of  Indian  tank  locomotives. 
The  engine  sliown  in  our  illustration 
No.  86  has  an  electric  headlight  which 
has  been  tried  prior  to  being  fitted  on  one 
of  the  large  tank  engines  operating  over 


Sl'HURBAN  TANK  ENGINE  ON  THE  G.    1, 


ders  18x26  in.,  and  six-coupled  drivers  s  the  Ghat  inclines.     The  arc  lamp  receive* 

ft.  diameter,  the  trailing  wheels  are  3  ft.  current  from  a  small  dynamo  actuated  bjr 

7   in.    diameter.     The   boiler  has   a   total  a    miniature   turbine    placed   on    the    left 

heating  surface  of  1,169  sq.  ft.,  1,063  sq.  side  of  the  footplate. 
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Locomotive  Boiler  Explosion 


A  correspondent  on  the  Pacific  coast  has 
sent  us  photographs,  which  we  reproduce, 
of  a  recent  locomotive  boiler  explosion 
which  occurred  in  his  vicinty,  resulting 
in  the  death  of  the  engineer  and  fireman 
and  the  complete  destruction  of  the  loco- 
motive. It  appears  that  the  locomotive 
was  proceeding  at  a  rate  of  about  ten 
miles  an  hour,  traversing  a  portion  of  a 
shore  line  where  many  treacherous  slides 


As  usual,  the  coroner's  inquest  developed 
a  variety  of  opinions  as  to  the  cause  of 
the  disaster,  the  low  water  theory  being 
advanced  by  one  set  of  witnesses  against 
the  corrosion  theory  of  the  opposing  set. 
The  discovery  of  a  number  of  fractured 
stay-bolts  rendered  the  question  more  than 
usually  difficult  of  solution.  It  would  be 
idle  for  anyone  other  than  an  expert  wit- 
ness   of   the   condition   of   the  toiler   im- 
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have  occurred.    The  engineer  and  fireman 
were    both    men    of    the    highest    ability 
and  had  had  much  experience  in  the  pas- 
senger service.     The  effect  of  the  explo- 
sion was  of  the  most  amazing  kind,  not 
a   particle    of    the    locomotive   being    left 
on  the  track.     The  rupture  had  evidently 
begun  in  the  right  leg  of  the  boiler  near 
the    mud    ring.     The    locomotive    frames 
had   been    rent   apart,   the    driving   axles 
snapping  as  if  they  had  been  sawn  asunder. 
Portions    of    the    wreckage    were    blown 
over  a  height  of  two  hundred  feet  on  the 
top  of   an   adjoining  cUff;  other  portions 
were  blown  into  the  bay  and  the  bodies 
of    the   engineer   and    fireman    were   also 
precipitated    into    the    water..     The    en- 
gineer  was   most  gallantly   rescued   from 
drowning  by  the  conductor  and  a  colored 
passenger,  who  risked  their  own  lives  in 
the  icy  waters  at  a  time  when  a  fierce  gale 
was  blowing  and  while  it  was  still  dark,  so 
that  they  could  barely  see  the  distant  body 
of  the  engineer.     Bell  ropes  were  bound 
together  by  the  assisting  passengers  and 
the  heroic  men  and  dying  engineer  were 
dragged  ashore.     The  engineer  never  re- 
gained  consciousness    and    shortly    after- 
wards  expired.     The   dead   body   of   the 
fireman   was   washed   ashore   some   hours 
later. 
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mediately   after  the   disaster   to   speculate 
at  length  on  the  causes  that  led  to  that 
particular  disaster.     It  is  for  the  thought- 
ful   railway    man,    rather,    to    exercise    a 
renewed  determination  in  a  resolute  effort 
to  exercise  every  precaution  possible  look- 
ing toward  the   prevention   of   such   dis- 
asters.     That    such    explosions    are    less 
frequent  is  a  proof  that  they  are  prevent- 
able.    That  they  occur  sometimes  in  the 
case  of  new   boilers   is   proof  that  other 
causes  besides  corrosion  lead  to  explosions. 
That  the  majority  of  these  disasters  oc- 
cur in  the  case  of  boilers  that  have  been 
many  years  in  service  is  also  proof  that 
thorough  •  and     repeated     inspections     of 
boilers  should  be  made  at  regular  inter- 
vals, such  intervals  being  shortened  as  the 
life   of  the  boiler  becomes   lengthened. 

It  is  a  noteworthy  fact  that  in  the  report 
of  the  British  Board  of  Trade,  recently 
puhlished,  in  the  case  of  one  hundred 
boiler  explosions,  no  less  than  seventy-six 
were  clearly  demonstrated  as  being  caused 
by  organic  weakness  due  to  corrosion  as 
shown  in  the  weakening  of  the  sheets  of 
the  fire-box,  in  some  instances  portions 
of  the  sheets  having  been  reduced  from 
three-eighths  of  an  inch  in  thickness  to 
less  than  one-sixteenth.  In  this  regard  it 
is   also   worthy   of   note   that   while    loco- 
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New  Practical  Book  Catalogue  sent  FREE  on 
request.  Includes  practical  railroad  booki. 
Send  us  your  name  and  address  and  receive 
it   by  return  mail. 

Air  Brake  Catechism 

By  Robert  H.  Blackall.  A  complete 
treatise  on  the  Westinghouse  Air  Brake,  in- 
cluding tbe  No.  5  and  No.  6  ET  LOCOMO- 
TIVE BRAKE  EQUIPMENT ;  the  K  (Quick- 
Service)  Triple  Valve  for  Freight  Service; 
and  tbe  Cross  Compound  Pump.  The  opera- 
tion of  all  parts  of  the  apparatus  la  ex- 
plained in  detail,  and  a  practical  waj  of 
flodlog  their  peculiarities  and  defects,  wltfa 
a  proper  remedy,  la  given.  It  contains  over 
2,000  esaminatlon  questloaB  with  their  an- 
swers.     Price   $2.00. 

Locomotive  Breakdowns 

By  Fowler-Wood.  Just  issued,  pocket  book 
form.  Tells  bow  and  what  to  do  In  case  of 
an   accident   or    breakdown   on   the   road. 

Among  the  contents  are  chapters  on  De- 
fective Valves,  Accidents  to  the  Valve  Mo- 
tion, Cylinders.  Steam  Chests.  Cylinders  and 
Pistons,  Guides,  Crossheads  and  Rods,  Run- 
ning Gears,  Truck  and  Frame  Accidents. 
Boiler  Troubles.  Defective  Throttles  and 
Steam  Connections,  Defective  Draft  Appli- 
ances, Pump  and  Injector  Troubles,  Acci- 
dents to  Cab  Fixtures,  Tender  Accident*, 
Miscellaneous  Accidents,  Compound  Locomo- 
tive Accidents,  Tools  and  Appliances  for 
Making  Engine  Repairs.  Air  Brake  Trouble*, 
Walschaert  Valve  Gear  Troubles,  Electric 
Headlight  Troubles,  etc.  Contains  over  800 
Questions  with  their  Answers.  275  pages. 
fully  illustrated.     Price  $1.00. 

Locomotive  Catechism 

By  Robert  Grimshaw.  27th  Edition.  Is 
entirely  revised,  rewritten  and  reset  and  Is 
right  up  to  the  minute.  It  is  a  new  book 
from  cover  to  cover.  Contains  specially  pre- 
pared chapters  on  the  Walschaert  Locomo- 
tive Valve  Gear,  the  Air  Brake  Equipment 
and  the  Electric  Head  Light.  825  pages, 
437  Illustrations  and  3  folding  plates.  Over 
4,000  e.xamination  questions  and  their  an- 
swers   are    included.     Price   $2.50. 

Walschaert  Locomotive  Valve 
Gear 

By  Wm.  W.  Wood.  If  you  would  thoroughly 
understand  the  Walschaert  Valve  Gear  yon 
should  possess  a  copy  of  this  book.  IT 
EXPLAINS  THE  WALSCHAERT  VALVB 
GEAR   IN  EVERY   DETAIL.     PRICE  $1.60. 

Link  Motions,  Valves  and  Valve 
Setting 

By  Fred  H,  Colvin.  A  handy  book  that 
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Shows  the  different  valve  ci^ars  in  use.  how 
they  work  and  why.  Piston  and  slide  valrefl 
of  different  types  are  Illustrated  and  ex- 
plained. A  book  that  every  railroad  man  In 
the  motive  power  department  ought  to  have. 
PRICE  50c. 
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motive  boiler  e.xplosions  are  extremely 
rare  on  the  British  railways,  the  occur- 
ence of  boiler  explosions  in  the  agricul- 
tural and  other  industrial  works  are  of 
much  more  frequent  occurrence,  and  par- 
ticularly more  so  than  they  are  in  Amer- 
ica. This  leads  to  the  logical  conclusion 
that  the  inspection  and  consequent  high 
state  of  efficiency  of  British  locomotive 
boilers  is  more  marked  than  is  the  case 
with  boilers  in  other  branches  of  serv- 
ice. In  the  United  States  the  opposite 
seems  to  be  the  case.  The  laws  in  regard 
to  boiler  inspection  are  particularly  ef- 
fective in  American  industrial  service 
generally,  and  the  rarity  of  boiler  explo- 
sions, especially  in  thickly  populated  dis- 
tricts, is  remarkable. 

It  may  be  added  that  the  important  ad- 
vance recently  made  in  the  laws  of  the 
State  of  New  York  in  regard  to  inspection 
of  locomotive  (boilers  has  undoubtedly 
had  a  most  beneficial  effect,  and  it  would 
be  well  if  other  States  followed  the  ex- 
ample set  by  the  Empire  State  in  this 
regard.  Meanwhile,  as  we  have  already 
said,  it  becomes  those  in  authority  in  rail- 
road .  repair  shops  to  keep  ever  before 
them  the  appalling  possibilities  incident  to 
careless  methods  of  inspection  and  re- 
pair of  boilers.  At  the  same  time  it  need 
hardly  be  reiterated  that  engineers  them- 


as  transmisison  engineers,  and  from  their 
list  of  catalogues  it  appears  that  they 
practically  make  everything  used  in  the 
mechanical  transmission  of  power.  Among 
the  material  already  published  by  this 
enterprising  firm  may  be  mentioned  their 
No.  7  catalogue,  in  both  library  and  pocket 
editions,  also  their  No.  i8,  a  remarkable 
test  of  an  iron  centre  wood  rim  pulley; 
No.  99,  condensed  price  list  of  the  Dodge 
line;  No.  56,  Dodge  calculator;  No.  loi. 
Dodge  keyless  compression  couplings ; 
No.  2io,  Dodge  pulleys;  No.  116,  friction 
clutches;  No.  77,  from  log  to  line  shaft; 
No.  IIS,  hanger  bulletin;  No.  92,  hanger 
price  list;  No.  3,  hardwood  lagging;  No. 
98,  harnessing  water  power;  No.  108, 
roadbed  for  power;  No.  123,  safe  construc- 
tion and  speeds  for  flying  wheels ;  No.  62, 
something  about  friction  clutches ;  No.  86, 
standard  iron  split  pulley  price  list;  No. 
57,  the  construction  of  a  modern  cement 
mill;  No.  107,  the  conversion  of  Mr.  Pen- 
nywise;  No.  76,  twenty-five  years  of  rope 
driving;  and  No.  104a,  wood  split  pulley 
price  list. 

The  C  7  or  library  edition  of  power 
transmission  is  a  very  handsome  volume 
of  407  pages,  in  which  everything  for  the 
transmission  of  power  in  and  about  a  shop 
is  illustrated  and  described.  The  Dodge 
wooden  split   pulleys   are   known   far   and 
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selves,  having  not  only  their  own  lives  at 
stake,  but  also  the  lives  of  hundreds  of 
their  fellow  beings,  should  exercise  the 
greatest  degree  of  vigilance  and  unceas- 
ing watchfulness  in  dealing  with  the 
titanic  forces  with  which  they  are  en- 
irusted;  an  illustration  of  which  we  find 
in  the  amazing  destruction  caused  in  the 
mcident  to  which  we  have  referred. 


The  Dodge  Manufacturing  Company,  of 
Mishawaka,    Ind.,   are   correctly   described 


wide  and  these  are  made  in  a  variety  of 
sizes,  vvhich  is  truly  marvelous.  Counter- 
shafts, shaft  hangers,  bearings,  clutches, 
shaft  couplings,  belt  tighteners,  binder 
frames,  etc.,  etc.,  are  only  a  very  few  of 
the  many  devices  and  appliances  turned 
out  of  this  company's  works.  Look  over 
the  list  of  catalogues  and  write  to  the 
company  for  a  copy  of  the  one  you  want, 
and  they  will  be  happy  to  send  it  to  you 
and  to  give  you  any  further  information 
which  you  may  require  on  the  subject. 
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Balancing  of  Piston  and  Slide  Valves. 

Many  people  believe  that  the  piston 
valve  is  the  most  perfect  form  of  balanced 
valve  in  locomotive  practice,  this  belief 
being  based  upon  the  fact  that  the  steam 
surrounds  the  valve  if  it  is  internal  admis- 
sion, and  if  it  is  external  admission  steam 
is  at  each  end  of  the  valve.  In  the  piston 
valve  while  the  steam  is  expanding  the 
snap  rings  against  the  valve  chamber,  and 
furnishing  thereby  an  unbalanced  surface 
equal  to  the  area  of  the  frictional  contact 
of  the  snap  rings  against  the  cage.  It  is 
interesting,  therefore,  to  find  a  slide  valve 
which  is  more  perfectly  balanced  than  a 
so-called  balanced  piston  valve,  and  that 
this  kind  of  slide  valve  is  working  under 
the  highest  locomotive  steam  pressure. 

In  comparing  the  balanced  area  of  pis- 
ton and  slide  valves,  it  is  instructive  to  ob- 
serve a  high-pressure  slide  valve,  such  as 
the  Jack  Wilson  high  pressure  slide  valve, 
made  by  the  American  Balance  Valve 
Company  of  Jersey  Shore,  N.  J.  It  has  a 
balanced  area  of  184.62  sq.  ins.,  the  face 
of  the  valve  being  11 5^  x  22  ins.,  or  253 
sq.  ins.  in  all.  The  unbalanced  area  is, 
therefore,  68.37  sq.  ins.  The  14-in.  piston 
valve,  which  is  used  on  the  same  engines 
with  piston  valves  instead  of  slide  valves, 
has  each  four  rings  H  in.  wide,  which 
equals  2^4  ins.  by  the  circumference  of 
14  ins.,  or  a  total  frictional  contact  surface 
of  109.95  sq.  ins.,  which  is  40.58  sq.  ins. 
greater  than  the  frictional  surface  of  the 
slide  valve,  or  more  unbalanced  surface 
than  the  slide  valve. 

From  these  figures  it  appears  that  the 
piston  valve  as  commonly  used  is  not  so 
well  balanced  a  valve  as  is  commonly  sup- 
posed. In  addition  to  this,  this  modern 
balance  slide  valve  has  other  valuable 
features,  such  as  double-exhaust  opening 
in  addition  to  the  double  admission  of 
steam,  the  double  exhaust  being  a  feature 
long  sought,  for  locomotive  valves,  and 
many  valves  have  been  designed  to  secure 
this  result.  We  are  informed  by  the  mak- 
ers that  this  valve  has  made  a  mileage  on 
the  Central  Railroad  of  New  Jersey  of 
168,000  miles  without  requiring  the  facing 
of  the  seats,  the  greatest  wear  of  the  seat 
being  46/1000  of  an  inch.  The  severe 
service  of  nearly  three  years  under  the 
highest  steam  pressure  would  seem  to  in- 
dicate that  this  design  of  valve  is  able 
to  meet  the  requirements  of  locomotive 
valve  service  under  present  conditions. 
This  is  of  considerable  importance,  when 
it  is  remembered  that  the  common  belief 
that  the  slide  valve  would  not  meet  these 
conditions  is  largely  responsible  for  the 
use  of  piston  valves  on  locomotives  to-day. 

The  balancing  feature  of  this  valve  re- 
mains stationary ;  the  valve  is  of  the  grid- 
iron type,  and  being  the  only  reciprocating 
part,  and  this  is  reduced  to  a  minimum  in 
weight.  The  valve  in  full  stroke  over- 
travels  the  seat,  but  the  proportions  of 
valve   travel   and   seat  are   such  that   the 


valve,  even  when  the  reverse  lever  is 
notched  up,  still  moves  to  the  edge  of  the 
seat.  In  fact,  the  valve  travels  across  the 
seat,  thus  "wiping"  it  at  every  revolution 
of  the  wheels,  no  matter  at  what  cut-off 
the  engine  may  be  worked.  This  insures 
an  even  wear  of  the  face,  and  long  con- 
tinued steam-tightness  of  the  valve.  The 
company  has  been  developing  this  valve 
for   six   years,   and   has   during  this   time 
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perfected  the  valve  in  all  details,  so  that 
it  is  giving  the  highest  satisfaction  on  a 
large  number  of  roads  on  which  it  is  now 
in  use.  The  valve  can  be  applied  to.  old 
power  without  material  changes.  The 
double  admission  and  double  exhaust  feat- 
ures make  a  free-working  engine,  these 
features  being  equivalent  in  a  way  to 
doubling  the  speed  of  the  valve,  and  the 
double  exhaust  relieving  the  'back  pres- 
sure quickly  is  a  very  desirable  feature, 
especially  in  high-speed  passenger  engines. 


No  Boiler  for  325  Lbs.  Pressure. 

An  item  has  been  going  the  rounds  of 
the  railroad  mechanical  press  to  the  effect 
that  Mr.  H.  D.  Taylor,  superintendent  of 
motive  power  and  rolling  equipment,  on 
the  Philadelphia  &  Reading  is  engaged  in 
the  building  of  a  new  locomotive  boiler 
capable  of  carrying  325  lbs.  steam  pressure 
and  that  an  engine  with  such  a  boiler 
would  soon  be  in  service.  In  regard  to 
that  rumor  Mr.  Taylor  writes  us : 

"I  am  surprised  that  you  would  give 
any  credence  whatever  to  comments  you 
may  find  in  newspapers.  We  have  pas- 
senger engines  carrying  as  high  as  240 
lbs.  pressure,  but  we  do  not  intend, 
in  the  future,  to  build  anything  carrying 
over  180  lbs.,  as  we  have  found,  from 
practical  experience,  that  the  cost  of 
maintaining  such  boilers  is  beyond  any 
gain  to  be  derived  from  the  high 
pressure." 


Block  Signal  Report. 
In  the  roport  of  the  block  signal  and 
train  control  board,  to  the  Interstate 
Commerce  Commission,  there  is  much  in- 
teresting matter.  In  the  investigation 
made  by  the  board,  particularly  of  the 
British  system,  it  appears  that  where 
safety  appliances  are  concerned  there  is 
not  much  to  be  learned,  but  the  undoubted 
merit  of  their  system  lies  in  the  personnel. 
The  English   signalman  is  better  trained 


RECOGNIZED 

as    tbe 

STANDARD 

FLEXIBLE 
STAYBOLTS 

Holds  firebox  sheets  securely- 
together,  and  accommodates  it- 
self to  the  unequal  expansion 
of  the  plates. 

USED    ON    OVER    100    RAILROADS 


"Staybolt  Trouble 
a  Thln^  of  the  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 

THE  TATE  BOLT  HAS 
PROVED  ITSELF  INDISPENS- 
ABLE TO  LOCOMOTIVES  IN 
HIGH  PRESSURE  SERVICE 
BY  RENDERING  A  LOWER 
COST  OF  FIRE  BOX  REPAIRS 
TO  A  GREATER  MILEAGE  IN 
SERVICE,  THEREBY  IN- 
CREASING THE  EARNING 
VALUE. 

FLANNERY  BOLT  COMPANY 

Suite  328  Frick  BIdg. 
PITTSBURGH,   PENN.,   U.  8.  A. 

B.  K.  D.  STArFdtm.  riENERAi,  Manaoeb 

Write  for  Literature. 


April,  1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


By  ANGUS  SINCLAIR 


This  popular  book 
which  has  been  a 

RELIABLE  RLLERLNCE 

and  comfortable 
unfailing 

Pocket  (ompanion 

of  several  generations  of 

railroad  engineers 

and  firemen  has 

BEEN  BROUGHT  UP  TO  DATE 

by  a  thorough  revision 
and  important  additions. 
Many  railroad  officials 
of  high  standing  are  proud 
to  tell  that  this  book  was 
their  pocket  companion 
for  years,  and  that  it 
helped  them  to  merit  pro- 
motion. What  happened 
to  them  will  happen  to 
you  if  you  employ  the 
same  means. 


PRICE,  $2.00 


ANOyS  SINCLAIR  (0., 

114  Liberty  Street,  New  York 


than  the  American  signalman.  The  Brit- 
ish officials  maintain  a  stricter  personal 
supervision  over  the  employee  than  ob- 
tains here.  A  feeling  of  admiration  is 
aroused  for  the  men,  the  methods,  the  sys- 
tem of  training  and  the  discipline  which 
makes  possible  the  high  degree  of  safety 
and  celerity  which  enables  railways  in 
the  British  Isles  to  move  the  great  volume 
of  dense  traffic  as  successfully  as  they  do. 
In  this  country  the  board  has  examined 
plans  and  specifications  of  371  devices; 
248  of  these  are  block  signals,  cab  signals 
or  automatic  train  stopping  devices.  As 
many  as  184  have  been  reported  on,  168 
of  which  are  signal  and  train  stopping  de- 
vices. Only  twelve  of  these  have  been 
considered  to  possess  sufficient  merit  to 
warrant  the  board  in  authorizing  the  pro- 
prietors to  make  a  working  installation 
with  a  view  to  conducting  tests  at  the 
Government's  expense.  Of  these  twelve 
devices  four  are  now  being  installed.  One 
is  ready  for  test  and  the  board  is  advised 
that  the  installation  of  four  other  devices 
will  begin  in  the  near  future. 


Everlasting   Blow-Off   Valve. 

There  has  lately  been  put  on  the  market 
a  form  of  blow-off  cock,  designed  for 
locomotive  use  made  of  solid  brass.  It 
is  called  the  Everlasting  Blow-Off  Valve. 
It  consists  of  two  "bonnets"  which  when 
liolted  together  form  the  valve  case.  An 
orifice  through  the  case  is  opened  or 
closed  by  a  movable  partition  which  in 
a  kind  of  way  resembles  an  ordinary  gate 
valve.  The  "gate,"  however,  turns  upon 
a  pivot  and  when  moved  up  opens  the 
passage  and  when  moved  down  closes  it. 
In  fact  the  action  is  like  the  movement 
of  a  semaphore  signal  arm  of  the  upper 
quadrant  system.  When  the  disc  or  gate 
is  horizontal  the  valve  is  closed,  but  when 
the  disc  is  swung  up  to  an  angle  of  about 


faced  by  a  few  strokes  of  draw  filing  and 
the  face  of  the  disc  can  be  refaced  in  the 
same  manner,  practically  renewing  the 
valve.  The  operating  post  is  set  tight  upon 
a  ground  joint  and  held  there  by  a  stiff 
bronze  spring,  thus  doing  away  with  a 
stuffing-box.  The  inlet  orifice  is  tapered 
just  above  the  seat  at  b;  this  increases 
the  velocity  of  the  flow  without  producing 
much  wear  to  the  seat.  It  also  has  the 
effect  of  "syphoning"  the  valve  clean  at 
each  operation.  The  clearance  spaces 
within  the  valve  have  been  made  so  as  to 
avoid  clogging,  the  valve  works  well  dis- 
charging mud  or  muddy  water  as  well  as 
pure  water.  This  valve  is  handled  by  the 
Scully  Steel  and  Iron  Company  of  Chi- 
cago. They  will  be  happy  to  give  in- 
formation concerning  the  valve  or  will 
mail  a  circular  to  anyone  who  is  inter- 
ested enough  to  apply  to  them  for  one. 


EVERLASTING    BLOW-OFF    COCK. 

45  degs.  it  opens  the  orifices  below  it,  by 
moving  into  a  suitable  space  in  the  bon- 
nets. 

To  operate  the  valve  a  wrench  is  placed 
upon  the  square  head  at  a  and  pushed 
down,'  opening  the  valve,  and  reversed  to 
close  it;  the  effort  to  open  it  being  in  the 
2-in.  size,  about  25  lbs.,  on  an  8-in.  lever 
against  200  lbs.  steam  pressure.  The  two 
bonnets  are  set  together  upon  an  approved 
high  pressure  gasket  with  machine  bolts, 
giving  quick  access  to  the  inside.  The 
valve  face,  being  raised,  can  readily  be  re- 


Museums. 

It  is  a  matter  of  regret  that  the  various 
types  of  locomotives  that  have  been  built 
in  America  are  not  in  a  complete  collec- 
tion available  to  the  engineering  student. 
The  best  is  at  Purdue  University,  Ind. 
The  accommodations  there  are  already 
crowded,  and  it  would  be  well  if  some 
public-spirited  millionaire  philanthropist 
strengthened  the  hands  of  the  faculty  in 
remodeling  and  enlarging  the  buildings 
and  completing  the  collection.  Doubtless 
the  right  man  will  come  along  some  day 
and   the  thing  will  be   done. 

As  an  illustration  of  what  can  be  done 
in  another  direction,  the  example  of  Mr. 
Francis  Bannerman,  of  this  city,  might  be 
quoted.  As  a  collector  of  inplements  of 
war  he  has  erected  a  museum  of  colossal 
proportions  on  an  extensive  island  in  the 
Hudson  River.  The  collection  of  military 
weapons  and  other  warlike  equipments 
rivals  that  of  the  older  collection  in  the 
tower  of  London.  Those  who  have  not 
time  to  visit  the  island  museum  should 
look  in  at  501  Broadway.  Other  realms 
of  human  endeavor  are  crowded  with 
rivals.  In  ancient  and  modern  military 
goods    Bannerman   stands   alone. 


Thickness  Not  Determined. 

There  had  been  rather  a  tedious  trial 
in  which  the  delivery  of  coal  to  a  railway 
was  the  paramount  issue.  A  rather  bump- 
tious lawyer  had  badgered  an  old  loco- 
motive engineer  grown  grey  in  the  service 
of  the  company.  The  old  engineer  had 
several  times  endeavored  to  explain  what 
he  understood  by  the  expression  "run  of 
mine"  coal,  but  had  failed  to  satisfy  the 
fountain  of  legal  knowledge  who  was 
cross-examining  him.  "Come  now,"  said 
the  lawyer  at  length,  "can't  you  give  the 
court  some  sort  of  an  idea  what  the  lumps 
of  coal  were  like?  Were  they  as  big 
as  my  head?"  "Yes,  they  were,"  replied 
the  engineer,  "but  they  were  not  quite  as 
thick" 
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Some  New  Small  Tools. 

The  well-known  makers  of  fine  machine 
tools,  the  L.  S.  Starrett  Company,  of 
Athol,  Mass.,  have  recently  added  some 
new  tools  to  their  already  extensive  list. 
One  of  these  is  what  they  call  their  fillet 
or  radius  gauge  No.  178.  This  gauge  is 
also  referred  to  as  a  concave  and  convex 
gauge,  and  is  adapted  for  use  in  laying  out 
special  forming  tools,  dies,  etc.,  as  well  as 
for  measuring  fillets.  The  illustrations 
show  a  few  of  the  ways  in  which  the 
gauge  can  be  used. 

Size  A  has  26  leaves  stamped  to  indi- 
cate radii  by  64ths,  from  1/16  in,  to  |4  in-i 
that  is,  of  course,  one-half  diametric  size. 
Diameters  are  from  ^  to  J/2  in.,  varying 
by  32nds.  Size  B  is  made  with  32  leaves, 
stamped  to  indicate  radii  by  64ths,  from 
17/64  in.  to  yi  in. 

Another  of  the  new  hand  tools  is  what 
the  makers  call  the  engineer's  taper,  wire 
and  thickness  gauge.  It  is  designed  for 
marine  engineers,  machinists  and,  indeed,  all 
ethers  who  require  such  a  tool  in  compact 


of  live  wires.  It  is,  however,  useful  to 
anyone  who  needs  a  handy  pocket  screw 
driver.  It  is  No.  560  and  is  similar  to 
their  No.  557  screw  driver,  except  in  the 
insulating  handle,  which  in  this  case  is 
nicely  ribbed  so  as  to  insure  a  firm  grip 
when  the  tool  is  being  used.  It  has  four 
blades  of  different  widths,  any  one  of 
which  may  quickly  be  taken  from  the  tele- 
scope handle  and  inserted  in  the  end, 
where  it  is  automatically  locked  and  firmly 
held  for  use.  Any  or  all  of  the  blades 
are  carried  in  the  handle,  where  by  a 
spring  pressure  they  are  held  from 
rattling  when  carried  in  the  pocket,  or 
from  being  lost  when  the  cap  is  off. 
While  the  cap  may  be  readily  pulled  off  or 
put  on  it  is  rigidly  held  from  turning 
and  frictionally  held  from  coming  off 
without  screws.  The  widths  of  the  blades 
are  3/32-in.,  s/32-in.,  J^-in.  and  ^-in. 


B.T.U.  Basis  for  Fuel  Cost. 

Some    of    the    electrical    traction    com- 
panies throughout  the  country  and  many 


TAPER,    WIRE    AND   THICKNESS    GAUGE. 


form.  This  is  No.  245.  The  taper  gauge 
shows  the  thickness  in  64ths  to  3/i6ths  of 
an  inch  on  one  side,  and  on  the  reverse 
side  is  graduated  as  a  rule  three  inches 
of  its  length,  reading  in  8ths  and  i6ths  of 
an  inch.  The  wire  gage,  English  standard, 
shows  on  one  side  sizes  numbered  from  19 
to  36,  with  two  extra  slots,  one  1/16,  the 
other  l/s  of  an  inch,  and  on  the  reverse 
side  shows  the  decimal  equivalents  ex- 
pressed in  thousandths.  This  gauge  has 
also  9  thickness  or  feeler  gauge  leaves, 
approximately  4  ins.  long  of  the  follow- 
ing thicknesses :  .002,  .003,  .004,  .006,  .008, 
.010,  .012,  .CIS  and  1/16  of  an  inch,  all 
folded  within  the  case,  which  is  4^  ins. 
long,  convenient  to  handle  or  to  carry  in 
the  pocket. 

The  new  electricians'  pocket  screw 
driver  is  made  with  a  handle  of  hard 
rubber  which  forms  an  insulation  for  elec- 
trical workers  w-hcii   in  the  neighborhood 


industrial  concerns  are  purchasing  their 
coal  according  to  the  calorific  value  of  the 
fuel  as  determined  by  samples.  What  is 
known  as  the  British  thermal  unit  is  the 
quantity  of  heat  required  to  raise  one 
pound  of  pure  water  from  39  deg.  to 
40  deg.  F.  The  water  works  department 
of  Cleveland  has  adopted  this  method  of 
purchase,  and  Mr.  W.  H.  Woodward, 
discussing  a  paper  read  by  Mr.  L.  P. 
Crecelius,  superintendent  of  power  of  the 
Municipal  Traction  Company,  of  Cleve- 
land, said  that  the  basis  was  fixed  at 
13,625  B.  T.  U.,  and  that  all  coal  showing 
a  value  of  less  than  11,500  B.  T.  U. 'was 
put  in  a  class  to  itself.  Coal  showing  a 
value  of  13,500  B.  T.  U.  was  paid  for  at 
the  rate  of  $1.79  per  ton,  and  the  price 
varied  from  that  to  $1.50,  as  the  value  de- 
creased to  11,500.  The  analyses  of  the 
various  consignments  received  during 
each  month  are  averaged  and  the  coal  paid 


A  Book 

That  Every 

Shop  Man 

Should  Have 


This  is  our  new  Instruction 
Book  No.  2S-B,  on  the  welding  of 
locomotive  frames,  driving  wheel 
spokes,  connecting  rods  and  mud 
rings.  It  is  the  most  complete 
book  of  its  kind  that  has  ever 
been  published.  Each  class  of 
locomotive  repair  is  treated  sepa- 
rately, and  many  pages  of  draw- 
ings are  given  showing  just  how 
to  proceed  with  various  repairs. 
In  short,  the  book  is  as  compre- 
hensive as  we  knew  how  to  make 
it,  and  we  are  confident  you  will 
find  it  a  valuable  aid  in  your 
shop  work.  It  is  sent  free  on  re- 
quest. Just  ask  for  Instruction 
Book  No.  2S-B. 

Have  you  seen  "REACTIONS," 
the  Thermit  Quarterly?  If  not, 
you  had  better  write  for  a  copy. 
The  first  Quarter  for  1909  is  just 
out,  and  illustrates  a  lot  of  inter- 
esting repairs. 


90  West  .St.,  New  York 

432-436    Folsom    St.,    San    Francisco,    Calif. 
103  Richmond  St.   W.,   Toronto,   Ont. 
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THE  ARMSTRONG    IMPROVED 

PACKER  RATCHET  DRILLS 


Are  ALL  STEEL 

and 
Hardened  All  Over 

Will  (tiitwoar  two  of  the  .soft  iinc). 

We    make    all    kinds — all    sizes. 

Do    you    want    a    catalog  ? 


ARIV1STRO^G  BROS.  TOOL  CO. 

■■The    Tool     Holder    P.-o|)l?." 
112  N.    FRANCISCO  AVE..  CHICAGO.   ILL. 
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CARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


Trade 
Mark    ' 


RUBEROID 
ROOFING 


Regisfd 
I  U.  S.  Pat. 
Office 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 
OuilastJ  Metal 
SPARK  PROOF,  CINDER  PROOF, 
GAS  PROOF,  WEATHER  PROOF 

Write  for  samples,   prices  and  booklet  No.  66. 

THE    STANDARD     PAINT    CO. 
100  William  Street  New  York 

Chicago,   Philadelphia.    Boston,    Kansas  City, 
Memphis,    Atlanta. 


This  Cleaner 

Defies  the 

Hardest  Scale 

And  the  more  you  use  the 

Perfect 
Flue    Cleaner 

the  sharper  itkeepsbecause  the  knives 
are  self-sharpening.  The  end  of  the 
scale  is  the  beginning  of  economy. 

Ash  for  the  "  Blue  BooK." 


Scully 


steel  and  Iron  Co., 

CHICAGO,  ILLINOIS 


CN*MEI.EO    mON    FLUSH   ORDR*  CLOtlTS 

DUNER 
CAR    CLOSETS 

DUNER   CO. 

tic  S.   CLINTON    ST..  CMICiICO 


for  according  to  the  average  thus  found. 
Mr.  Woodward  further  stated  that  his 
office  made  tests  for  thirteen  manufactur- 
ing concerns  in  Cleveland  during  the 
year  1904,  upon  which  they  afterward 
based  their  contracts.  These  tests  showed 
the  values  to  be  all  the  way  from  13,500 
B.  T.  U.  to  11,500  B.  T.  U.,  with  ash 
varying  from  II  per  cent,  to  20  per  cent. 


contented  a  body  of  men  are  the  more 
satisfactory  will  be  their  service,  and 
proper  discipline  by  which  the  men  always 
know  where  they  stand  and  what  they 
may  expect  goes  a  long  way  toward  mak- 
ing for  contentment." 


Discipline   on   Railvyays. 

Speaking  of  discipline  at  a  recent  meet- 
ing of  the  New  York  Railroad  Club,  Mr. 
W.  J.  Harahan,  assistant  to  the  vice- 
president  of  the  Erie  Railroad,  said : 

"Proper  discipline  is  as  much  of  an  es- 


A  remarkably  fine  catalogue  has  come 
from  the  Harbison-Walker  Refractories 
Company,  of  Pittsburgh,  Pa.  The  cata- 
logue which  has  just  come  from  the  press 
is  a  standard  publication  on  refractories 
and  is  probably  the  most  complete  and  re- 
liable catalogue  ever  issued  on  this  sub- 
ject, as  practically  all  of  the  illustrations, 
cuts,    etc..    have    been    supplied    by    the 


ELECTRICIANS'  POCKET   SCREW   DRIVER. 


sential  in  railway  work  as  it  is  in  army 
work.  Most  railroad  officers  occupy  the 
dual  position  of  superior  and  subordinate. 
If  a  man  carries  out  carefully  the  prin- 
ciples of  discipline  in  his  capacity  of  sub- 
ordinate it  cannot  but  be  far-reaching  in 
influencing  the  conduct  of  his  sub- 
ordinates, and  cannot  but  make  easier 
his  path  so  far  as  the  proper  application 
of  discipline  is  concerned,  as  example 
is  the  most  effective  teacher.  .  .  . 
When  a  man  has  made  a  mistake  and  it 
is  necessary  to  apply  discipline  he  should 
always  be  told  to  avoid  such  mistakes  in 
the  future ;  to  simply  assert  to  him  that 
a  mistake  has  been  made  without  show- 
ing him  in  detail  in  what  his  fault  consists, 
and  how  to  avoid  it,  is  not  taking  ad- 
vantage of  such  experience  as  a  guide 
for  the  future  either  for  the  employee  in- 


owners  of  patentees  of  the  furnaces  illus- 
trated. It  is  needless  to  say  that  the  press- 
work,  the  paper,  the  illustrations  and  the 
binding  of  this  catalogue  are  excellent  in 
every  particular,  but  the  usefulness  of  the 
catalogue  to  those  who  use  firebrick  or 
other  similar  material  is  that  they  can  find 
an  assortment  and  variety  of  brick  il- 
lustrated which  practically  covers  the  en- 
tire field.  There  is  no  form  of  brick  arch 
which  cannot  be  made  by  this  company, 
and  they  are  prepared  to  make  brick  to 
suit  special  orders  if  necessary.  The 
catalogue,  in  addition  to  information  about 
the  various  refractories  handled  by  this 
concern,  has  a  number  of  tables  and  other 
useful  engineering  matter  which  makes  the 
book  valuable  in  the  office  and  the  shop. 
Write  to  the  company  for  a  copy  if  you 
are  in  any  way  interested. 


EIIJ.ET    OR    RADIUS    GAUGE 


volved  or  for  the  other  employees.  When 
possible  to  avoid  it,  men  should  not  be 
reprimanded  within  the  hearing  of  other 
men  as  it  seems  only  to  inflame  and 
wound  them,  and  such  reprimand  thus 
loses  a  large  part  of  its  efficiency.  It 
would  seem  that  no  one  would  be  pur- 
posely unjust  or  purposely  prejudiced,  so 
that  much  of  it  must  be  attributed  to 
bad  judgment,  or  the  inability  to  distin- 
guish as  between  right  and  wrong  on  this 
particular  proposition.  I  believe  it  can 
be    unquestionably    stated    that   the    more 


Training  Apprentices. 

There  is  a  great  deal  of  talk  among 
certain  public  men  about  the  desirability 
of  establishing  industrial  schools  where 
young  people  could  learn  trades.  The 
idea  is  very  catching  with  many  men  who 
have  had  no  opportunity  of  observing  how 
manual  skill  is  acquired  combined  with 
the  practical  experience  that  enables  a 
graduate  to  go  among  other  workers  and 
cam  a  living.  The  kindergarten  kind  of 
experience  gained  in  a  trade  school  falls 
far  short  of  real  shop  or  factory  experi- 
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ence  and  we  doubt  its  utility  as  training 
for  life  work. 

To  us,  many  railroad  companies  arc 
doing  ideal  work  in  preparing  young  men 
to  enter  the  battle  of  life  with  the  train- 
ing that  will  enable  them  to  take  part 
as  efficient  leaders  in  railroad  mechanical 
establishments.  About  sixty  railroad 
companies  in  the  United  States  and  Can- 
ada have  established  instruction  classes 
for  the  technical  education  of  apprentices 
and  ambitious  workmen.  That  constitutes 
the  most  practical  form  of  useful  educa- 
tion and  is  destined  to  confer  substantial 
benefits  upon  the  railroads  which  have 
been  enterprising  enough  to  establish  the 
schools.  They  are  not  moving  blindly 
in  the  course  pursued,  for  the  Pennsyl- 
vania Railroad  Company  have  for  many 
years  provided  special  education  for  cer- 
tain apprentices  and  they  have  been  sub- 
stantial gainers  from  the  practice. 


arrival  or  departure  of  passenger  trains. 
Ordinarily  a  man  with  a  loud  voice  calls 
out  something  and  the  public  is  made 
aware  of  the  fact  that  something  is  hap- 
pening, but  what  it  is  not)ody  seems  to 
know.  Mr.  Bury  has  substituted  a  phono- 
graph for  the  loud  man  in  the  Winnipeg 
station  of  the  C.  P.  R.,  and  records  have 
been  prepared  where  distinct  enunciation 
has  been  substituted  for  the  usual  jumble 


Quite  a  notable  presentation  of  the 
product  of  a  large  industrial  concern  has 
recently  come  to  this  office.  "Bettendorf 
Bears"  is  the  name  of  a  very  artistic  book- 
let which  the  Bettendorf  Axle  Company 
of  Davenport,  la.,  are  sending  to  their 
friends.  The  story  is  told  in  rhyme,  and 
cne  can  spend  a  few  moments  very  pleas- 
antly in  reading  it.  The  particular  point 
brought  out  and  which  bears  on  the  sub- 
ject of  car  repairs  is  that  there  is  no 
trouble  with  these  one-piece  trucks.  The 
S.  M.  P.  in  the  story  found  that  his  car 
troubles  had  grown  to  be  practically  un- 
bearable, hence  his  trip  to  the  shops  of  the 
Animal  Line,  and  the  visit  was  profitable 
and  now  bears  fruit  in  his  own  shop 
methods.  Some  of  the  pictures  show  the 
removal  and  complete  dismantling  of  a 
Bettendorf  truck  in  barely  ten  minutes, 
which  includes  the  removal  of  the  journal 
bearings  and  the  freeing  of  the  wheels. 
Other  illustrations  are  printed  in  three 
colors  and  altogether  the  book  is  unique. 
There  is  no  elaborate  argument  intro- 
duced, just  the  bare  facts  are  stated  and 
the  figures  stand  out  clearly  on  each 
page.  The  two  lively  little  truck  frame 
bearers  on  the  cover  are  artistically  drawn. 
Raising  their  caps  respectfully  to  you, 
they  show  quite  a  gentlemanly  bearing. 
Write  the  company  if  you  would  like 
a  copy  and  they  will  send  you  one.  They 
can't  bear  to  keep  them. 


Phonographic  Announcements. 
The  fact  that  a  man  possess  a  powerful 
voice  is  no  guarantee  that  what  he  says 
will  be  understood  in  a  big  building.  This 
fact  is  often  painfully  brought  home  to 
the  traveling  public  in  the  waiting  room 
of  almost  any  large  railway  station. 
There  is  a  great  difference  between  mere 
loudness  and  distinctness.  This  fact  has 
led  Mr.  G.  J.  Bury,  general  m-anager  of 
lines  West,  on  the  Canadian  Pacific,  to  in- 
troduce what  is  probably  a  most  welcome 
innovation  in  the  matter  of  announcing  the 


U.  p.  SIGNALS  DOUBLE  LOC.\TION  NE.\R 
SHERMAN,  WYO.  BANJO  SIGNAL  INDI 
GATES    DIVERGING   ROUTE. 

rf  sounds  and  where  a  clear,  steady  voice 
supercedes  a  roar.  The  new  arrangement, 
if  satisfactory,  will  be  repeated  in  the 
Montreal  station.  Mr.  Bury  believes  that 
to  make  the  traveler  understand  what  is 
said  is  the  main  thing,  and  if  this  is  not 
done,  Stentorius  himself  would  be  a  use- 
less railroad  employee  in  the  matter  of 
train  announcement. 


After  prolonged  and  earnestly  con- 
tested litigation  between  the  rival  claim- 
ants for  the  patent  for  the  "impositive 
lock"  which  forms  part  of  the  well-known 
Gold  Hose  Coupler,  a  decision  has  just 
been  rendered  by  the  commissioner  of 
patents  on  appeal  in  favor  of  Mr.  Edward 
E.  Gold,  president  of  Gold  Car  Heating 
and  Lighting  Company,  of  New  York.  The 
Gold  Coupler  is  provided  with  a  lock 
which  locks  automatically  and  prevents 
accidental  uncoupling,  but  yields  when  the 
cars  pull  apart  and  permits  the  coupler  to 
uncouple  automatically.  The  contest  for 
the  patent  for  this  important  invention 
has  been  a  vigorous  one  for  four  years 
past  and  much  testimony  has  been  taken, 
resulting  in  the  recent  decision  of  the 
commissioner  of  patents  on  appeal  in 
favor  of  Mr.  Edward  E.  Gold. 


Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 

Dukesmith  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THE  DUKESMITH   SCHOOL 
OF  AIR  BRAKES 

MEADVILLE,    PA. 


"*NTm,  n^BM^is  AND  (f  f  [OM»^ 

'"EBBTHWiOSpAPKNOW; 

H.E  BKAt'mFG.  fO.  '» 


Agent  Wanted 

In  every  Railroad  Shop  and  Round  House 
in  the  United  Stales  to  sell 

SKAT 

The  best  hand  soap  known  (or  removing 
grease,  oil,  soot,  dust  and  dirt.  Guaranteed 
pure  and  beneficial  to  skin — 

Send  postal  for  free  sample  and  terms. 

THE  SKAT  MFO.  GO. 

807  Park  Street  Harltord,  Conn. 


Patents. 

OEO.  P.  WHITTLESEY 


BUULOINQ  WASHINQTON,  Du  C. 

T«rHi«  Reasonable  Pamphlet  Sen! 


Army  Auction  Bargains 

TciitM  -    t).»0  up      '     '" 


1.2s   ' 

Ali.MV  N.vnULKS    3.00  ' 
1.00  ' 


I>l<l   VI 


-  I  .no  II 

1.7B  ' 
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(iflUtTw'  SwordB,  new 
Cavalry  Sitbreit 
llNlFdKMS      -      1.2r.  np 
7  Shot  (r«rl.lnci      3.fio  * 

U.  S.  SPRINGFIELD  B-L  RIFLES 

niiiiik    cir    Mull    Cfirtrldk-'-,    30  ci-ntH     box    ol    20. 

1907    MILITARY    CATALOGUE.    2rt0    In 

HumlH  i.f    liniiilirdl    llliiHlnillnii-.  — Willi     1009    Riiii|ili-m«i)l , 
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TOOL 


Die  Blocks 
Steel  Forgings 

First  Prize  awarded  at  the 
Louisiana  Purchase  Ex- 
position, at  St.  Louis,  for 
our  TOOL  STEEL  when 
placed  in  competition 
with  the  best  makes  in 
England  and  Germany. 

Write  lor  Information  andPrlces. 

Soeclfy     Mcinnes    Tool     Steel     when 

ordering. 


McINNES 
STEEL  CO. 

CORRY,  PA. 

Agents 
SCHROCK   &   SatriKES, 

291  Pearl  St.,   New  York. 

ROY   MACHINERY   CO.. 

Minneapolis.    Miiu. 


STANDARD  MECHANICAL  BOOKS 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.50 


New  York  and 
Westinghouse  Air  Brakes 


Price,  $1.50 


One  Thousand  Pointers  for 
Machinists  and  Engineers 


Price,  $1.50 


All  books  bound  In  line  cloth. 


AGENTS  WANTED  everywhere;  write  for 
terms  and  descriptive  circulars.  Will  be  sent  pre- 
paid to  any  address  upon  receipt  of  price. 

GRirriiN  &W11NTERS 

171  La  Salle  Street,  CHICAGO 


The  Goldschmidt  Thermit  Company 
have  issued  a  very  useful  pamphlet, 
called  "Instructions  for  the  Use  of 
Thermit  in  Railroad  Shops."  The  pam- 
phlet is  what  its  name  implies,  and  is 
illustrated  so  that  anyone  about  to 
make  a  thermit  weld  may  see  at  a 
glance  how  he  should  dispose  his  ap- 
paratus in  order  to  expeditiously  ac- 
complish the  work  he  may  have  in 
hand.  No  railroad  foreman  or  black- 
smith should  be  without  it.  The  Gold- 
schmidt-Thermit  Co.  of  90  West  street, 
New  York,  will  be  happy  to  send  a 
copy  of  this  pamphlet  on  receipt  of  a 
request.  Even  if  you  do  not  have  occa- 
sion to  use  thermit  at  present,  it  is 
satisfactory  to  know  how  the  work  is 
done,  and  this  little  brochure  will  give 
you   the   information. 


Might   Happen   on  a   Railroad. 

The  following  anecdote  taken  from  the 
columns  of  Success,  is  instructive,  and  is 
worth  considering.  It  exemplifies  the  old 
adage,  "Like  master  like  man": 

A  man  was  considered  a  general  ig- 


"DOLL"  POLE,  UNION  PACIFIC  R.\ILWAY 
HALL  GAS  SIGNALS. 

Moramus  by  the  concern  for  which  he 
formerly  worked.  He  came  into  our 
employ  when  we  were  obliged  to  take 
him  on  account  of  the  scarcity  of  labor. 

It  was  not  long,  however,  before  he 
discovered  that  the  firm  appreciated 
suggestions.  He  proved  a  genius  in 
his  line  and  his  ideas  were  worth  a 
good  many  dollars  to  us.  I  asked  him 
one  day  why  he  did  not  present  some 
of  these  ideas  to  his  former  employers, 
and  his  reply  makes  the  point: 

"They  treated  me  like  a  fool,"  said 
he.  "so  I  acted  like  one." 


Air  and  Steam  Mixed. 

Tests  have   recently  been  made   on  an 
express  engine  of  the  North  British  Rail- 
way.   The  apparatus  applied  to  this  loco- 
motive  comprises   a    pair    of    air    com- 
pressors and  a  superheater,  and  by  means 
of  these  an  economy  of  fuel  is  said  to  have 
been  obtained.   The  air  pumps  are  attached 
to  the  framing  in  front  of  the  usual  steam 
cylinders,    and    driven   through    tail    rods 
by  the  main  pistons.     Air  is  compressed 
by  these  pumps  to  a  pressure  equal  to  that 
of  the  steam  in  the  boiler,  and  is  delivered 
into  a  superheater  in  the  smokebox.    The 
steam  generated  by  the  boiler  is  also  led 
into  the  superheater,  and  is  consequently 
intimately  mixed  with  the  compressed  air 
which    is    raised   to   a   high   temperature. 
This  mixture  of  air  and  steam  is  used  in 
the    cylinders   in    the    usual    manner.     It 
might  seem  as  if  the  power  used  in  com- 
pressing the  air  would  about  equal  that 
returned    by   its    expansion   in   the    main 
cylinders,  and  that  no  economy  would  re- 
sult.    The  reverse,   however,  was   found 
to   be   the   case.     It   has   been   suggested 
that  the  air  thus  introduced  tends  to  form 
an    envelope   around    the   steam    particles 
which  checks  the  tendency  to  condensation 
and  consequent  loss  during  expansion.    It 
may  be,  however,  that  this  mixture  of  air 
with  steam  produces  a  superheating  action 
v.'hich  is  greater  than  that  on  the  steam 
alone. 


The  working  of  the  various  oppress- 
ive laws  that  the  Interstate  Commerce 
Commission  delights  to  use  as  castiga- 
ting weapons  has  worked  havoc  upon 
the  Harriman  properties,  but  the  head 
of  these  lines  does  not  blame  the  law 
makers.  Speaking  upon  the  subject,  Mr. 
E.  H.  Harriman  said  lately:  "The  In- 
terstate Commerce  Commission  was 
just  as  much  at  fault  as  the  rebate  pay- 
ers, and  the  rebate  takers.  They  failed 
to  enforce  the  original  act.  To  that 
extent  they  were  at  fault.  Their  agita- 
tion for  increased  power  has  not  been, 
as  they  claim,  through  a  desire  to  en- 
force that  act,  as  all  the  action  which 
has  been  taken  since  the  Elkins  act  and 
the  Hepburn  act  went  no  further  than 
the  authority  given  in  the  original." 


Washing  and   Refilling   Boilers. 

The  fact  that  the  more  nearly  uniform 
the  temperature  of  boilers  is  kept  the 
less  expansion  and  contraction  there  will 
be,  especially  in  the  firebox,  is  inducing 
the  use  of  heated  water  in  washing  and 
refilling  boilers.  The  effects  so  far  as  the 
reports  are  received  are  of  the  most  grati- 
fying kind.  The  eflfect  is  especially 
marked  in  the  matter  of  much  less  com- 
plaint in  regard  to  flues  leaking,  and  the 
number  of  staybolt  breakages.  A  very 
important  item  in  saving  is  effected  by 
the  rapidity  with  which  the  work  can  be 
done.  Locomotives  are  made  ready  for 
service  in  nearly  two  hours  less  time. 
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Any   waste   of  heat   means   a   waste   of     Conditions  of  Employment  Improving. 
coal  or  other  fuel,  and  the  saving  in  this         Makinn- 


way  more  than  compensates  the  keeping 
of  a  plentiful  supply  of  water  at  the  boil- 
ing point.  It  is  claimed  in  some  quarters 
that  the  use  of  heated  water  in  wasliing 
and  refilling  boilers  has  caused  a  con- 
siderable reduction  in  the  number  of 
boilermakers  employed  in  the  repair  de- 
partment. Several  ingenious  methods 
are  now  in  operation  to  utilize  the  hot 
water  from  engines  and  other  sources 
that  formerly  were  allowed  to  run  to 
waste. 


Autorhobilists  are  lamenting  a  court  de- 
cision that  an  automobile  owner  who  per- 
mits his  machine  to  be  hit  by  a  railroad 
locomotive  is  liable  to  pay  for  any  damage 
done  to  the  railroad  property.  There  are 
so  many  reckless  idiots  running  about  the 
country  steering  automobiles  that  any  de- 
cision likely  to  increase  their  sense  of 
responsibility  will  be  welcomed  by  the 
road-using  public. 


arrangements  for  preserving 
the  health  of  workers  and  taking  pre- 
cautions against  accidents  are  responded 
to  very  reluctantly  by  many  employers  of 
kibor,  but  matters  have  been  greatly  im- 
proved in  that  respect  during  one  century. 
In  the  beginning  of  the  nineteenth  cen- 
tury children  were  sold  like  slaves  to  the 
mills  in  England,  Merry  England,  and 
worked  sixteen  hours  a  day,  including 
Sundays.  Tea  was  $5  a  pound  and 
whisky  20  cents  a  quart.  Bread  was  a 
luxury,  and  turnips  were  served  as  des- 
sert. These  were  the  good  old  times 
which  some  people  profess  to  regret,  when 
there  were  no  health  officers  and  none 
of  those  precautions  to  stamp  out  disease 
which  municipal  governments  take  to-day. 


The  Gold  Car  Heating  and  Lighting 
Company  of  New  York  have  recently 
issued  a  supplement  to  their  1905  cata- 
logue. The  supplement  deals  m  concise 
and  convenient  form  with  Gold's  combi- 
nation Pressure  and  Vapor  Car  Heating 
System.  This  most  ingenious  method  of 
dealing  with  the  problem  of  heating  rail- 
way  cars   is   strictly   in   accord   with   the 


Railways  in  Siam. 

The  railways  in  Siam  are  to  be  re- 
constructed; that  is,  the  lines  south  of 
Bangkok,  and  the  sum  of  about  $20,000,000 
of  British  capital  will  be  expended  in 
the  work.  This  comes  about  owing  to  n 
treaty  lately  signed  by  Great  Britain  and 
Siam  whereby  the  latte'r  country  volun- 
tarily ceded  the  States  of  Kolantan,  Trin- 
gano  and  Kedah  to  the  British  Govern- 
ment. These  States  will  be  administered 
with  the  Malay  Federated  States.  This 
treaty  adds  about   15,000  square  miles  of 


,  ,  ,  ,    ,  ,    .,  territory    to    the    British    Empire    and    is 

law  of  supply  and  demand,  if  we  may  so     p^acticallv  the  outcome  of  a  desire  on  the 
say.    The  system  was  very  fully  described     p^^t   of   the   people   of   those    States    for 


in   the  January,    1909,   issue   of  Railway 

AND   Locomotive   Engineering,   page   36. 

In  the  supplement  the  various  parts  are 

clearly     illustrated     and     numbered     for 

ordering      Write  to  the  company  if  you     jj   b7' controlled 

would   like   to   have  a   copy  of  this   new 

addition   to   Gould's   catalogue. 


POSITION  WANTED 

A  well-known  railway  supply  salesman, 
who  a  year  ago  had  to  give  up  his  position 
owing  to  injuries  received  in  railroad  acci- 
dent South,  is  open  to  engagement.  First- 
class  references  and  valuable  clientele. 
Address  "SUPPLY,"  this  office. 


Tell  your  friends 
to  visit  the 

Grand 
Canyon 

OF  ARIZONA 


better  government.  Railways  nowadays 
play  a  leading  part  in  many  international 
negotiations.  The  railways  which  are  to 
be  reorganized  and  put  in  good  shape  are 
by  a  new  department 
quite  distinct  from  the  present  railway 
ddministration  of  Siam,  which  is  admin- 
istered by  Germany. 


Santafe 


Ifi  the 

Gr«>le«(  Scenery 
in  the  World. 

Write  today 
for  oarnewbooll 

-A   Titan 
*f  Chajmj 

W.  J.  BIIICK,  P.  1.  H 

111)  RkII>^(it  1:1..  <'hlrirti 


Phosphoro  Bronze  is  the  trade  name 
which  has  been  given  to  a  special  brand  of 
bronze,  intended  to  meet  the  conditions  of 
extremely  hard  service  to  which  loco- 
motive and  car  journal  bearings  are  sub- 
jected. The  New  Era  Manufacturing 
Company,  of  Kalamazoo,  Mich.,  are  pre- 
pared to  furnish  castings  of  this  metal,  in 
regular  sizes,  of  the  M.  C.  B.  type  of  bear- 
ing; or  upon  request  they  will  furnish, 
free  of  charge,  their  formula  for  making 
the  Phosphoro  Bronze.  Red  or  yellow 
bronze  mixtures  deteriorate  somewhat 
during  the  process  of  rcmelting,  and  while 
melting  does  not  injure  Phosphoro  Bronze 
as  badly  as  it  docs  phosphor  bronze,  the 
best  results  can  only  be  obtained  by  pour- 
ing the  castings  from  the  original  mixture. 
For  this  reason  the  New  Era  people  do 
not  sell  Phosphoro  Bronze  in  the  form  of 
pig  metal,  but  prefer  to  furnish  the 
formula  to  those  who  do  not  desire  to 
purchase  castings.  A  neat  little  circular 
on  the  subject  can  be  had  by  writing  to 
the  New  Era  Company. 


One  Year  and 
Eleven  Months' 

SERVICE 

WITHOUT    REPACKING.    ON 

High-Pressure  Locomotives 


style  300  TV. 


A   throttle   failure   is   an   absolute 

impossibility    where    Crandall's 

Throttle  Valve  packing  is  used. 


IT  WILL   NOT  BLOW  OUT 


Crandall  PacKing  Co. 

FACTORY    AND    GENERAL    OFFICE 

PALMYRA.       .      .        NEW  YORK 

BRANCHES 

New  York  Cleveland 

136  Liberty  St.  9  So.  W«ter  St. 

Chicago 

r)2  West   Washington   St. 
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Electricity  on  the   N.   Y.,   N.   H.   &   H.  During  the  early  part  of   1905,  the  en-  Haven   road   doubly   difficult   because   the 

The  New  York,  Xew  Haven  &  Hartford  gineers    of    the    New    Haven,    began    the  electrical  equipment  that  they  adopted  for 

Railroad,  which  connects  New  York  with  formation  of  plans  for  the  electrification  their  road  would  also  have  to  be  operated 

many    of    the    towns    and    cities    of    the  of   a   portion   of   the    road    nearest    New  over  the  Central's  track's  from  Woodlawn 

New  England  States,  does  not  possess  a  Y'ork   City   with   a   view   of   extending   it  to  the  Grand  Central, 

terminal   in    New   York   City,   but    shares  later  over  the  entire  road.     Prior  to  this,  In   consideration   of  this   condition  and 


V 


XEW  VOKK,  NEW    U.W  l..\  v^   U.vKlluRD   R.MLKO.\U  TK.MX   i'UI.I.KLl   UV    lU  U   KLECTKIC   LUCO.MUTU  E.- 


with  the  New  York  Central  Railroad  the 
latter's  terminal  at  Forty-second  street  and 
Madison  avenue,  known  as  the  Grand 
Central  Station.  The  New  Haven  road 
also  uses  the  Central's  tracks  as  far  as 
Woodlawn,  N.  Y.,  where  its  own  tracks 
begin. 


however,  the  New  York  Central  had  in- 
stalled a  600-volt  direct  current  electric 
service  on  its  lines  to  a  point  some  dis- 
tance beyond  Woodlawn,  and  was  already 
operating  its  local  and  express  trains  by 
electricity.  This  fact  made  the  problem 
that  confronted  the, engineers  of  the  New 


in  view  of  the  future  operation  of  the 
entire  road  by  electricity,  the  engineers 
adopted  the  single  phase  alternating  cur- 
rent system  as  being  the  one  best  suited 
to  their  purpose.  Briefly,  the  electric 
system  adopted  consists  of  supplying  a 
trolley    wire    direct    from    the    generators 


i88 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


May,  1909. 


with  single  phase  alternating  current  at  a 
frequency  of  25  cycles  and  a  potential 
^f  11,000  volts.  The  trains  are  drawn 
'  by  electric  locomotives  which  are  capable 
of  operating  on  either  direct  or  alternating 
current.  Each  locomotive  is  equipped  with 
four  single-phase  alternating  current  com- 
pensated series  motors.  The  locomotives 
collect  the  current  from  the  overhead  trol- 
ley wire  at  11,000  volts;  step  down  the 
voltage  by  means  of  transformers  carried 
on  the  locomotives,  and  then  apply  the 
power  to  the  motors.  The  track  is  used 
as  the  return  circuit. 

In  the  January,  1909,  issue  of  R.mlvvay 
AND  Locomotive  Engineering  the  dif- 
ference between  direct  and  alternating  cur- 
rent was  described,  and  also  the  term  fre- 
quency was  explained.  A  direct  current 
generator  supplies  current  from  one  ter- 
minal and  it  flows  back  to  the  generator 
through  the  other.  A  direct  current 
machine  only  supplies  one  circuit.  If  an 
alternating  current  generator  has  only 
two  terminals  and  supplies  current  to  a 
single  circuit  it  is  called  a  single  phase 
alternator,  and  its  two  terminals  tap  the 
armature  winding  at  points  that  are  180 
degs.  apart.  A  two-phase  alternator  has 
four  terminals  and  can  supply  two  entirely 
separate  circuits.  It  is  in  reality  a  machine 
having  two  single  phases,  and  its  four 
terminals  tap  the  armature  winding  at 
angles  of  90  degs.  A  three-phase  alter- 
nator has  theoretically  six  terminals,  but 
practically  only  three  because  each  termin- 
al supplies  current  to  one  circuit  and  acts 


three-phase   alternator   is   used   at   a   time 
a  single  phase  current  flows  in  the  circuit. 

The  plan  for  the  electrification  of  the 
New  Haven  road  was  the  work  of  Mr. 
W.  S.  Murray,  chief  electrical  engineer ; 
Mr.  E.  H.  McHenry,  vice-president,  and 
Mr.  C.  Townley,  who  acted  as  consulting 
engineer.  These  three  gentlemen  and 
those  who  were  associated  with  them,  de- 
serve great  creclit  for  the  skill  and  faith- 
fulness with  which  they  carried  out  the 
work.  The  New  Haven  is  the  pioneer  in 
trunk  line  operation  by  single  phase  alter- 
nating current.  They  have  met  and  solved 
many  difficult  problems  and  have  blazed  a 
trail    for   others   to    follow. 

The  New  Haven  road  hauls  the  trains  by 
means  of  electric  locomotives  from  the 
Grand  Central  Station  to  Stamford,  Conn., 
a  distance  of  33.48  miles.  At  Stamford  the 
electric  locomotives  are  uncoupled  and 
steam  locomotives  draw  the  trains  to 
their  destination.  The  electric  locomotives 
operate  from  New  York  to  Woodlawn, 
N.  Y.,  a  distance  of  12.03  miles,  on  the 
tracks  of  the  New  York  Central  and  are 
supplied  with  direct  current  at  600  volts 
from  the  third  rail.  From  Woodlawn  to 
Stamford,  a  distance  of  21.45  miles,  the 
electric  locomotives  of  the  New  Haven 
road  operate  on  their  own  right  of  way, 
and  are  supplied  with  single  phase  al- 
ternating current  at  25  cycles  frequency 
and  a  potential  of  11,000  volts. 

THE    POWER    STATION. 

The  power   station   is   situated  between 
Woodlawn  and   Stamford,    Conn.,   at   Cos 
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as  the  return  for  another  circuit,  thus 
doing  double  duty.  The  three  terminals 
tap  the  armature  winding  at  angles  of  120 
degs.  and  the  alternator  is  capable  of  sup- 
plying three  entirely  separate  circuits  with 
power.     If  only  one  phase  of  a  two   or 


Cob,  a  distance  of  about  three  miles  from 
Stamford.  This  location  was  chosen  with 
a  view  to  the  future  extension  of  the  elec- 
tric service.  The  power  house  is  equipped 
with  four  generators  of  the  three-phase 
type.     Only  a  single   phase,   however,   of 


these  generators  is  employed  for  the  rail- 
way work.  The  reason  for  installing 
three-phase  generators,  and  then  utilizing 
only  a  single  phase  was  the  fact  that 
the  New  Haven  road  has  other  fields  for 
three-phase  power. 

The  single-phase  rating  of  each  genera- 
tor is  3,750  kilo-volt  amperes  (1,000  volt- 
amperes).  They  are  two-pole  machines 
and  run  at  1,500  revolutions  per  minute, 
giving  25  cycles  per  second.  The  voltage 
generated  is  11,000  volts.  The  generators 
are  driven  by  Westinghouse-Parson's 
steam  turbines.  These  generators  feed 
current  directly  to  the  trolley  line,  and  as 
the  track  is  used  as  the  return  circuit, 
one  of  the  terminals  of  the  11,000-volt 
generator  is  permanently  grounded.  The 
insulation  is  made  very  heavy  because  of 
this  fact.  The  machines  are  protected 
by  oil  circuit  breakers  and  impedance  coils 
(impedance  coils  were  described  on  page 
351  of  the' August  issue  in  the  1908  Vol- 
ume of  Railway  and  Locomotive  En- 
gineering). On  any  railway  short  circuits 
are  liable  to  occur  and  are  more  or  less 
frequent.  A  "short"  on  an  il.ooo-volt  line 
produces  an  enormous  rush  of  current. 
There  are  no  transformers  or  con- 
verters such  as  are  usually  found  on  elec- 
tric roads  to  prevent  and  dampen  these 
current  surges.  The  circuit  breaker  that 
was  at  first  supposed  to  protect  the  genera- 
tors proved  inadequate  to  stop  the  current 
surges.  With  the  addition  of  the  imped- 
ance coils  which  lessen  the  value  of  short 
circuit  current  surge,  the  breakers  have 
successfully  performed  their  functions. 

o^tshead  line  construction. 
As  was  stated,  the  trolley  wire  is  sup- 
plied with  11,000  volts.  The  road  is  from 
four  to  six  tracks  in  width  and  as  many 
as  twelve  tracks  are  spanned  at  certain 
points;  therefore  the  overhead  construc- 
tion is  of  a  very  substantial  character. 
Supporting  bridges  are  placed  at  inter- 
vals of  about  300  feet  and  from  these  the 
wires  are  suspended.  There  are  two  types 
of  supporting  bridges,  the  intermediate  and 
tlie  anchor  bridges.  Every  two  miles  the 
anchor  bridges,  as  they  are  called,  are 
placed.  These  are  heavy  structures  at 
which  the  trolley  lines  are  dead-ended.  They 
also  carry  circuit  breakers,  and  a  foot- 
path across  them  is  provided.  The  inter- 
mediate bridges  arc  of  much  lighter  con- 
struction and  serve  simply  to  support  the 
cables.  All  the  bridges  are  built  of  steel 
and  are   set  in  concrete  foundations. 

The  trolley  or  contact  wire  is  suspended 
22  ft.  above  the  ground  and  is  heavy 
enough  to  carry  the  entire  current.  Two 
extra  feeders,  however,  are  provided  which 
run  from  Woodlawn  to  Stamford.  The 
trolley  or  contact  wire  is  held  practically 
horizontal  and  is  suspended  by  what  is 
known  as  the  double  catenary  construc- 
tion. Two  steel  wires  which  support  the 
trolley  wire  proper  are  suspended  from 
tlie  bridges  by  heavy  insulators.  These 
steel  wires  are  connected  together  and  to 
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the  trolley  wire  proper  by  means  of  tri- 
angular supports  or  hangers  which  are 
placed  about  ten  feet  apart  and  vary  in 
length  with  the  amount  of  sag.  The  re- 
sult of  this  type  of  suspension  is  that 
although  the  steel  wires  which  support 
the  contact  wire  sag  about  six  feet,  the 
contact  wire  itself  is  maintained  in  an  al- 
most horizontal  plane.  This  type  of  con- 
struction also  greatly  increases  the 
strength  and  stififness  of  the  line.  The  trol- 
ley or  contact  wire  originally  adopted  was 
a  number  0000  hard  drawn  copper  wi'-e. 
After  a  period  of  only  a  few  months  op- 
eration it  became  clear  that  this  wire 
was  rapidly  wearing  out.  Breaks  were  oc- 
curring in  many  places  and  where  the  wire 
was  not  actually  broken  it  was  so  badly 
kinked  that  it  was  almost  impossible  to 
operate  the  electric  locomotives.  It  was 
then  decided  to  suspend  from  the  copper 
contact  wire  a  new  contact  wire  of  steel, 
of  the  same  size  as  the  copper  wire. 
(Continued  on  page  213.; 


there  is  plenty  of  steam  to  get  up  a  grade 
with  is  to  have  the  engine  blow-ing  off. 

Two  devices  at  least  are  available  to 
give  the  indication  at  a  less  cost  to  the 
company  than  the  full  open  roaring  pop. 
One  is  the  simmering  valve,  which  opens 
slightly  for  two  or  three  pounds  about  the 
normal  maximum  and  then  opens  full. 
The  other  is  the  use  of  a  small  pilot  valve 
which  opens  at  two  or  three  pounds  be- 
low the  pressure  for  which  the  working 
valve  is  set.    In  the  first  method  the  ma- 


Safety  Valves. 

The  general  practice  in  deciding  upon 
any  particular  size  of  safety  vaive  for  a 
given  locomotive  boiler  has  been  rather 
"ofT  hand,"  in  the  opinion  of  Mr.  F.  i4. 
Whyte,  general  mechanical  engineer  of  the 
New  York  Central  Lines.  An  interestir.j 
discussion  of  the  whole  safety  valve  ques- 
tion recently  took  place  at  a  meeting  of 
the  American  Society  of  Mechanical  En- 
gineers, in  which  Mr.  Whyte's  paper  was 
the  first  one  presented.  In  our  April  issu;, 
page  143,  we  gave  a  synopsis  of  the  paper 
presented  by  Mr.  P.  G.  Darling. 

Mr.  Whyte  pointed  out  that  size,  that  is, 
the  diameter  of  the  valve,  had  been  taken 
solely  as  an  indication  of  the  capacity  of 
the  valve,  while  the  lift  of  the  valve  had 
been  practically  ignored,  and  the  lift  was 
a  very  important  factor  in  determining 
the  capacity  of  the  valve.  Capacity  really 
means  the  quantity  of  steam  at  a  given 
pressure  which  can  be  discharged  by  the 
valve  in  a  given  time.  The  determination 
of  the  capacity  of  a  valve,  Mr.  Whyte  be- 
lieved, was  not  a  difficult  matter,  but  he 
said  it  was  important  to  know  how  much 
steam  in  a  boiler  is  to  be  released  and  in 
what  time  it  must  be  got  rid  of.  In  other 
words  it  is  necessary  to  know,  in  the  case 
of  any  boiler,  what  work  it  is  going  to 
give  the  valve  to  do. 

From  this  it  is  evident  that  sonic  method 
should  be  adopted  for  expressing  the 
capacity  of  a  valve  in  pounds  of  steam  at 
certain  pressures.  With  any  kind  of  steam 
generating  plant  it  ought  to  be  quite  suf- 
ficient if  those  immediately  responsible 
for  the  quantity  produced,  and  for  its 
use,  know  what  is  available.  In  station- 
ary and  marine  work  this  is  generally  true, 
and  steam  gauges  can  be  placed  in  view  of 
those  who  should  know  what  the  pressure 
is  at  any  time.  In  locomotive  practice 
ir  is  otherwise,  and  the  usual  way  for  a 
fireman  to  let  the  train  crew  kno'v  that 


the  boiler  is  taxed  to  its  utmost  capacity, 
and  the  water  is  frequently  lowered  so  as 
to  just  show  in  the  lower  gauge  cocks 
when  the  summit  is  reached,  so  that  when 
steam  is  shut  off  the  water  is  still  further 
lowered,  and  it  is  usually  necessary  to  put 
on  the  injector  and  fill  up  the  boiler,  and 
this  same  practice  has  often  to  be  resorted 
to  when  an  engine  is  shut  off  suddenly 
on  account  of  a  signal  unexpectedly  dis- 
played, or  from  other  causes.  Further- 
more, locomotive  boilers  are  so  carefully 
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terial  and  shape  of  the  valve  have  to  be 
considered,  and  the  second  means  the  added 
expense  of  providing  the  small  valve.  In 
locomotive  practice  the  total  valve  capacity 
has  not  been  as  great  as  the  maximum 
steam  generating  capacity,  for  the  reason 
that  using^  exhaust  steam  for  the  forced 
draft  it  happens  that  when  the  throttle 
is  shut  the  forced  draft  ceases  and  the 
steam  generating  power  of  the  boiler  is 
reduced.  It  therefore  appears  that  a  valve 
equal  to  the  full  steam  generating  capacity 
of  the  locomotive  boiler  is  not  necessary, 
but  the  relation  of  valve  capacity  to  steam 
generating  capacity  is  a  most  important  re- 
lation to  determine  accurately. 

Mr.  F.  J.  Cole,  consulting  engineer  of 
the  American  Locomotive  Company,  re- 
ferred to  English  practice  concerning  loco- 
motive safety  valves.  Not  much  advance 
had  been  made  in  the  United  Kingdom  in 
determining  the  relation  of  valve  capacity 
to  steam  generating  capacity.  In  that 
country  a  safety  valve  is  looked  upon  to 
a  great  extent  as  an  instrument  for  indi- 
cating that  more  water  should  be  put  in- 
to the  boiler  or  that  less  fuel  should  be 
throw-n  on  the  fire,  and  locomotive  run- 
ners are  severely  censured  for  allowing 
steam  to  blow  off. 

Referring  to  the  genera!  question  Mr. 
Cole  said :  "Usually  in  urging  a  locomtive 
to  its   utmost  capacity  up  a   steep   grade. 


constructed  with  a  large  factor  of  safety, 
ranging  from  4  to  S,  that  they  have  ample 
margin  of  strength,  and  there  is  no  cause 
for  alarm  even  if  the  pressure  goes  tem- 
porarily 20  to  25  lbs.  above  the  normal 
blowing-off  point. 

Mr.  Cole  advocated  a  thorough  investi- 
gation of  the  subject  looking  to  the  for- 
mulation of  definite  and  authoritative 
rules  for  the  application  of  safety  valves 
to  locomotives.  He  also  called  attention 
to  what  we  may  call  the  effective  heating 
surface  of  boilers.  Firebox  heating  sur- 
face is  much  more  efficient  than  tube  heat- 
ing surface,  and  water  tubes  for  sup- 
porting a  brick  arch  arc  more  efficient 
than  ordinary  boiler  tubes.  Also  the 
firebox  ends  of  ordinary  tubes  are  more 
efficient  than  the  smokebox  ends  of  the 
same  tubes.  The  evaporation  per  square 
foot  of  heating  surface  in  locomotives  is 
a  variable  quantity,  ranging  from  6  lbs. 
or  even  less,  to  15  or  16  lbs.  per 
square  foot  of  heating  surface  per  hour. 


Jamie  Bryan  has  a  small  farm  near 
the  entrance  to  a  railroad  tunnel  with 
a  single  track  where  trains  are  rush- 
ing in  and  out  day  and  night.  On  being 
asked  what  attracted  his  eye  so  much  to 
the  entrance  to  the  tunnel  he  replied :  "I'm 
expecting  to  see  a  train  miss  the  hole  some 
day." 
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THE  APPEAL  OF  THE  RAILWAY  SIGNAL 


The   Absolute  or   the  Modified  Red? 


There  were  three  systems  of  signaling 
discussed  at  the  recent  Chicago  meeting 
of  the  Railway  Signal  Association.  Two 
of  them,  however,  appear  to  have  certain 
reciprocal  relations,  which  may  be  briefly 
summarized  as  follows.     The  first  system 


GREEN 


GREEN 


AUTOMATIC. 
PROCEED. 


TWO    BLOCKS    CLEAR, 
NO  RED  LIGHTS. 


below  indicate  stop  before  entering  llie 
block.  The  principle  here  involved  is 
that  in  any  combination  of  lights  per- 
mitting the  advance  of  the  train,  no  red 
light  is  shown.  When  a  red  light  is  dis- 
played it  indicates  stop. 

The  principle  used  in  the  interlocking 
system  may  be  exemplified  by  considering 
a  post  bearing  two  signals  similar  to  the 
automatic,  but  without  the  fish-tail  end 
on  the  lower  arm.  These  signals  stand 
normally  in  the  stop  position  and  each 
displays  a  red  light.  When  one  of  them 
is  lowered  to  the  clear  position,  showing 
green  at  night,  a  route  is  indicated.  The 
upper  signal  governs  the  main  line  or 
high-speed  route — the  lower  governs 
the  diverging  route.  If  the  route  set  up 
by  the  towerman  is  for  the  main  line,  the 
upper  arm  drops  to  clear  and  displays 


extends  the  principle  of  interlocked  sig- 
nals to  the  automatic  type,  and  the  other 
system  seeks  to  introduce  the  automatic 
principle  into  the  interlocking  type.  The 
idea  of  both  these  systems  is  to  produce 
a  greater  degree  of  uniformity  in  rail- 
road signals  and  to  enable  the  uniform 
system  to  be  developed  as  occasion  de- 
mands, but  to  maintain  as  far  as  possible 
consistency  of  aspect  at  all  times. 

Before  describing  the  systems  discussed 
by  the  signal  engineers  one  may  glance 
at  a  typical  example  of  the  ordinary  auto- 
matic signal,  and  then  at  one  of  the 
irterlocking  system.  The  usually  in- 
stalled automatic  signal  shows  two 
arms  on  one  post.  The  upper,  the 
home,  and  the  lower,  with  fish-tail  end, 
the  distant.  When  two  blocks  ahead 
are  unoccupied,  both  these  signals  stand 
at  clear.  As  the  train  enters  the  first 
block  both  assume  the  horizontal  posi- 
tion, showing  a  red  home  light  above 
and  a  yellow  caution  light  below.  When 
the  advancing  train  enters  the  block  next 
ahead  the  home  arm  on  the  first  post,  drops 
to  clear  and  displays  a  green  light,  and 
when  the  train  has  passed  out  of  the  sec- 
ond block  the  caution  arm  drops  to  clear, 
showing  a  green  light.  The  night  indica- 
tions may  be  one  of  three.  Two  green 
lights  in  a  vertical  line  indicate  two  blocks 
ahead  are  clear.  A  green  above  and  a 
yellow  light  below  indicate  only  one 
block    clear.     A    red    above    with   yellow 


AUTOMATIC.     ONE  RED  LIGHT,  STOP. 

green,  while  the  lower  or  diverging  route 
signal  remains  horizontal  and  shows  a 
red  light.  The  simplest  interlocking  in- 
dications at  night  are  these :  two  red  lights 
in  a  vertical  line  bars  both  routes  and  en- 
forces a  slop.  One  green  light  above  an;l 
a  red  below  indicate  the  main  line  route 
is  set.  A  red  light  above  and  a  green 
below  shows  that  the  diverging  route  is 
the  one  which  the  train  must  take. 

From  these  two  examples  it  is  plain 
that  the  fundamental  difference  between 
the  interlocking  and  the  automatic  signp.I 
arrangements  as  at  present  used  on  rail- 
ways, consists  in  the  fact  that  in  the  auto- 
matic signal  family  no  red  light  is  ever 
passed  without  being  prccceded  by  a  hal;. 
One  might  almost  say  that  is  the  religion 
of  the  automatic  system.  In  the  inter- 
locking system,  however,  two  reds  arc 
required  for  a  halt,  and  always  one  or 
other  of  them  is  passed   when  the  ma'n 


line  or  the  diverging  route  is  used. 
The  red  light,  which  is  then  passed  or 
disregarded,  stands  for  the  track  upon 
which  the  advancing  train  will  not  go. 
It,  therefore,  bars,  not  the  movement  of 
the  train,  but  the  right  to  enter  one  of  the 
two  tracks  ahead.  An  interlocking  red 
may  therefore  be  passed  when  its  com- 
plimentary light  has  given  the  permis- 
sion. 

These  two  systems,  the  automatic 
and  the  interlocking,  used  on  the  same 
railroad  have,  nevertheless,  an  element  of 
inconsistency  about  them  which  the  Rail- 
way Signal  Association  seem  to  be  de- 
sirous of  eliminating.  One  may  imagine 
the  automatic  family  of  signals  insisting 
that  a  red  light  can  only  be  obeyed  by  a 
stop,  and  the  interlocked  system  contend- 
ing that  with  more  than  one  route  at  its 
disposal,  a  partnership  of  red  lights  is  de- 
sirable where  the  permission  to  proceed 
is  given  by  a  change  of  one  of  them  and 
the  forbidden  route  is  barred  by  the  other 
light  remaining  red. 

One  of  the  systems  discussed  at  the 
Chicago  meeting  seeks  to  produce  a  uni- 
form system  by  applying  the  interlocking 
principle  to  automatic  signals.  This  sys- 
tem makes  use  of  the  three-position,  upper 
quadrant  signal,  and  with  this  arrange- 
ment an  interlocking  home  signal  post  has 
three  arms  on  it,  the  upper  one  for  the 
high-speed  route,  the  second  for  the 
limited  speed  or  diverging  route,  and  the 
dwarf   signal   below    for    slow   speed,    or 


AUTOM.^TIC.       PROCEED.       ONE     BLOCK 
AHEAD    CLEAR.     NO  RED  LIGHTS. 

drilling  movements.  At  night  three  red 
lights  show  in  a  vertical  line  when  all 
the  routes  are  blocked.  When  one  of  the 
routes  is  set  up  the  light  for  that  route 
changes  from  red  to  green  or  yellow  ac- 
cording to  whether  two  or  one  block 
ahead  is   unoccupied.     The   lights  of  the 
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other  routes  not  to  be  taken  by  the  tram 
show  re<!. 

In  the  application  of  this  principle  to 
the  automatic  system,  one  upper  quadrant 
three-position  signal  is  used.  According 
as  green,  yellow  or  red  appears  the  en- 
ginemen  know  that  they  have  in  front  of 


GREEN 


RED 


INTERLOCKING,  PROCEED,  HIGH  SPEED 

ROUTE  CLEAR.  ONE  GREEN  .-XND 

ONE  RED. 

them,  two,  one,  or  no  blocks  clear.  There 
is,  however,  a  permanent  red  light  dis- 
played lower  down  on  this  post.  This 
light  is  not  set  exactly  below  the  upper 
light,  but  slightly  to  one  side,  thus  giving 
a  diagonal  line  for  the  centers  of  tha 
lights.  This  indicates  that  the  signal  so 
equipped  is  an  automatic  one.  The  presence 
of  the  permanent  red  light  is  for  the  pur- 
pose of  recognizing  the  signal  if  the  upper 
light  had  gone  out.  With  green  light 
above  and  permanent  red  below,  the  sig- 
nal would  indicate  two  blocks  ahead  clear. 
With  yellow  above  and  permanent  red 
below,  one  block  ahead  would  be  clear. 
Two  reds  would  call  for  a  stop,  as  in 
the  interlocking  system,  and  where  pro- 
ceed is  indicated  the  permanent  red 
modified  by  the  presence  of  a  green  or 
yellow  light  above  it  would  still  main- 
tain the  interlocking  principle  where  the 
permission  to  proceed  is  given  on  the 
high-speed  route  by  the  change  of  the 
upper  light.  If  the  upper  light  was  out 
the  unmodified  permanent  red  would  com- 
pel a  halt.  And  if  the  permanent  red 
light  was  out  a  stop  is  also  imperative. 

The  other  system  introduces  to  a  cer- 
tain extent  the  automatic  system  upon 
the  interlocking.  This  arrangement  also 
uses  the  upper-quadrant  three.-position 
signal,  with  three  arms  on  one  post.  The 
upper  one  indicating  one  route  by  the 
vertical,  and  the  other  by  the  upper  45 
degree  position,  the  horizontal  position 
ii^dicating  stop.  The  lower  signal  with 
three  positions  faithfully  reproduces  the 
condition  of  the  upper  signal  next  ahead 
on  the  route  set  up.  The  dwarf  signal  be- 
low   stands    for    slow-speed    movements. 


This  system  in  the  automatic  form  has 
two  signals  on  one  post,  the  upper  giving 
three  home  indications,  viz. :  normal 
speed,  limited  speed  and  stop,  the 
lower  or  distant  reproducing  the  indica- 
tions of  the  home  signal  on  the  block 
ahead.  This  system,  however,  while  in- 
troducing the  distant  indications  on  the 
interlocking  signal,  yet  permits  the  pass- 
ing of  a  red  signal,  modified  by  other 
lights  on  the  automatic  post,  as  in  the 
other  system. 

We  have  here  endeavored  to  briefly  put 
before  our  readers  the  efforts  so  far 
made  to  produce  a  uniform  automatic  and 
interlocking  system,  and  we  invite  engi- 
neers and  firemen,  traveling  engineers 
and  others  interested  in  the  subject  to 
give  us  the  benefit  of  their  experience 
and  their  views  on  the  question  of  the  red 


I.XTERLOCKING.  BOTH  ROUTES  BLOCKED. 
TWO  RED   LIGHTS.     STOP. 

signal.  We  may  call  it  the  question  of 
the  absolute  or  the  modified  red  signal. 
What  do  you  think  about  it? 


Statistics  of  the  P.  R.  R. 

Some  idea  of  the  Pennsylvania  Railroad 
system,  and  its  vital  relationship  to  the 
territory  vi'hich  its  lines  traverse,  may 
be  gathered  from  figures  in  the  annual 
Record  of  Transportation  Lines,  issued 
by  the  Maintenance  of  Way  Department 
of  that  system.  It  shows  that  on  Decem- 
ber 31,  1908,  the  Pennsylvania  Railroad 
controlled  a  total  of  11,235.81  miles  of  line 
and  23,977.41  miles  of  tracks.  The  total 
population  of  the  Union  January  i,  1909.  ac- 
cording to  the  estimates  of  the  Governors 
of  the  respective  States,  was  89.770.126, 
and  that  of  the  States  through  which 
lines  of  the  Pennsylvania  Railroad  run 
44,936,522,  or  almost  exactly  half  the 
total.  Reports  compiled  by  the  company 
show  that  during  1908  the  Pennsylvania 
Railroad  carried  142,676,779  passengers, 
an  average  of  over  three  trips  for  every 
inhabitant  of  the  States  through  which  its 
lines  run.     Likewise,  during  the  year  the 


company  handled  334,429,541  tons  of 
freight  over  its  23,977.41  miles  of  track, 
an  average  of  nearly  eight  tons  to  every 
person  living  in  the  States  it  serves. 

During  the  year  the  various  companies 
also  carried  3,551,361,095  passengers  one 
mile,  which  means  that  the  company  car- 
ried an  average  of  316,098  passengers 
over  every  mile  of  its  line.  The  total 
freight  conveyed  one  mile  aggregated 
29,353,934,199  tons,  or  an  average  of  26,- 
216,319  tons  passing  over  every  mile  of 
the  company's  line.  Of  the  total  track- 
age of  the  system,  14,089.76  miles  are  east 
of  Pittsburgh  and  Erie,  while  9,887.65 
run  west  of  those  points.  During  1908 
the  total  trackage  was  increased  405  miles, 
while  155  miles  were  added  to  the  total 
mileage.  The  system's  lines  now  have 
3,326  miles  of  double  track,  784  miles 
of  triple  track,  while  for  564  miles  four 
tracks  have  been  laid.  There  are  also 
8,065  miles  of  sidings  owned  by  the 
various  companies. 


American   Cars  in   China. 

A  trial  run  was  recently  made  on  the 
South  Manchurian  Railway  with  some 
new  American  first-class  cars,  says  the 
Railway  Magazine,  which  are  to  be  used 
for  its  express  trains  connecting  with  the 
Chinese  Eastern  at  Changchun.  The  train, 
consisting  of  a  first-class  day  coach,  two 
sleepers,  one  dining  car  and  one  baggage 
car,  took  a  party  of  invited  guests,  leading 
Japanese  officials,  foreign  consuls,  foreign 
and  Japanese  merchants  and  press  men, 
to  the  station  of  Chinchou,  a  run  of  about 


GREEN 


INTERLOCKING,      PROCEED,      DI\-ERGING 

ROUTE  CLE.'VR.     ONE  RED  AND  ONE 

GREEN. 

one  and  a  quarter  hours  from  Dalny. 
After  an  hour's  stay  the  return  trip  was 
made  at  a  speed  at  which  the  express 
trains  are  to  be  run,  an  average  of  about 
30  miles  an  hour,  reaching  a  maximum 
of  about  45  miles  per  hour,  so  that  the 
guests  were  able  to  observe  the  behavior 
of  the  cars  under  actual  service  conditions. 
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AX  EXCURSION  Tl^\l^•  ox  THE 
A  Scots  Excursion  Train. 
Tlie  train  sliovvn  is  an  excursion  on  tlie 
Glasgow  &  Soutlnvestern  Railway  on  its 
way  from  Glasgow  to  the  Ayr  races. 
Note  how  this  Scots  locomotive  adheres 
to  the  smoke  preventing  ordinances. 


i.ASi.tiw  Axii  soi'Tiiwi-.s  ti-;!;x. 

brought  in  for  consultation  and  his  advice 
on  certain  matters  had  been  asked  for  by 
the  boss.  His  altered  behavior  in  the 
thing  complained  of  was  noticed. 


Reprimanding  on  the  Sly. 

.\   most   sensible   remark   was   made  by 
Mr.  W.  J.  Harahan  in  his  paper  on  "Dis- 
cipline    on     Railways,"     when     he     said : 
"When  possible  to  avoid  it,  men  should  not 
be    reprimanded    within    the    hearing    of 
other    men,    as    it    sems    to    inflame    and 
wound  them,  and  such  reprimand  loses  a 
large  part  of  its  efficiency."  This  reminiU 
us  of  the  ways  of  a  Western  general  mar. 
ager  who  was  one  of  the  most  popular  mi  1 
in  his  day  and  generation.   He  was  familiar 
with   every   detail   of   railroad   work   ami 
never   hesitated   to   express   himself   with 
vigorous  fluency  when  he  found  anything 
going   in   the   way   he   considered   wrong. 
When  an  individual  was  at  fault,  however, 
or  was  guilty  of  any  serious  blunder,  this 
general    manager    would    pour    the    vials 
of    his    wrath    into    the    delinquent's    ear, 
but  always  did  the  reprimanding  on  what 
the  men  called  the  sly.    He  would  go  be- 
hind  a  box  car   or   call   the   man   into   a 
private  room  or  car  and  roast  him  to  his 
heart's  content.    But  never  a  word  of  rep- 
rimand  was    uttered    where   others    could 
hear  what  was  said.    The  consequence  was 
that  the  worst  abused  man  would  depart 
from  the  tongue  lashing,   feeling  that  he 
deserved  much  more  than  he  had  received 
and  ready  to  swear  that  the  general  man- 
ager was  the  finest  gentleman  in  Illinois. 
Not  only  does  the  man  not  lose  self-r-^- 
spcct,  but  the  fact  that  no  one  else  has 
heard  the  rebuke,  entirely  eliminates  any 
exhibition    of   bravado    or    resistance    to 
authority.    In  fact,  on  one  occasion,  a  boy 
with   a   sense   of  humor,   who   had   been 
rather    severely    dealt    with'  quietly    and 
alone  by  his  superior,  went  out  into  the 
roundhouse    after    he    had    been    "called 
down"  and  gave  it  out  that  he  had  been 


Red  in  the  Face. 

A  correspondent  who  sends  us  the  pho- 
tograph of  a  tow  of  coal  barges  on  the 
Oliio     River    calls     the     picture     "Our 


Righteous    Indignation. 

Jacob  DeCou,  of  Chanute,  claim 
agent  for  the  Santa  Fe  Railroad  on  the 
Southern  Kansas  division,  recently  re- 
ceived a  letter  from  a  friend  in  New 
.Mexico,  who  is  the  Santa  Fe  claim 
rgcnt  there.  Inclosed  was  a  copy  of  a 
complaint  recently  turned  over  to  him. 
It  follows: 

"Dear  Sir — Did  your  injineear  tell 
you  he  has  kiled  too  couse  belongin' 
to  me,  he  said  he  would  tel  you  and 
tlie  konduckter  too  thay  kiled  them  to- 
nite  as  they  cam  acres  the  road  at  my 
l)Iais  where  I  have  got  a  crosin  and 
wlien  I  put  my  crosin  in  you  sed  you 
was  puttin'  up  a  fense  on  eche  side  of 
the  rode  that  wud  keap  criterz  from 
gettin'  kiled  you  put  up  a  hel  of  a  fense 
too  cafs  broak  it  to  kindelin'  wood  a 
ouar  after  your  fense  gang  went  down 
the  road — youre  injinear  ott  to  be  fired 
he  knos  there  is  a  graid  thare  and  he 
comes  down  thare  hel  bent  every  nite — 
the  couse  he  kiled  was  yerelin  heffers — 
brand  bar  J  bar  swallow  fork  on  rite 
car  and  left  ear  underhacked — I  want 
the  money  for  the  couse  my  criterz  is 
all  I  have  on  urth  to  live  on  and  if 
your  injinear  can  kil  one  every  time 
he  gets  drunk  all  I  say  is  this  United 
States  has  gon  to  the  devvil  the  couse 
will  be  so  dolers  hoping  you  are  wel."— 
Kiiisiis  City  Journal. 


nil;    I,;  ll.LilLl.i    LU.MrErri'.'i;. 

esteemed  competitor,"  meaning  the  flat 
bottomed  stern-wheel  river  steamboat 
always  seen  in  pictures  of  Uncle  Tom's 
Cabin.  The  picture  is  near  Wheeling, 
W.  Va.,  and  our  friend  remarks:  "He. has 
enough  fuel  in  this  tow  to  make  a  few 
'battleships'  look  red  in  the  face  up  a 
hill." 


Glasgow  &  Southwestern  Railway. 

SHOPS   NEAR  TROON'. 

The  railway  company  were  compelled 
to  build  these  works  in  an  out-of-the-way 
locality,  instead  of  enlarging  them  at  Kil- 
marnock, owing  to  the  rapacity  of  the 
feudal  landlord,  Lord  Howard  de  Walden. 
on  whose  ground  the  Kilmarnock  works 
are  built. 

The  land  was  originally  given  to  the 
ancestors  of  the  present  landlord  by  a 
King  of  Scots,  who  was  establishing  the 
feudal  system  brought  to  Great  Britain  by 
the  Normans. 

Note  the  heather  covered  moor  in  front 
i>f  the  works. 
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General  Correspondence 


General  Foremen's  Association. 
Editor : 

I  notice  in  the  February  issue  of 
Railway  and  Locomotute  Engineer- 
ing an  article  written  by  Mr.  A.  B. 
Glover,  roundhouse  foreman,  Pere 
Marquette,  at  Toledo,  Ohio,  replying 
to  an  article  by  Mr.  E.  F.  Fay, 
president^  International  Railway  Gen- 
eral Foremen's  Association,  published 
in  your  November  issue  and  also  some 
remarks  in  your  March  issue  by  Mr. 
Llewellyn  Morgan,  engine  house  fore- 
man, Boston  &  Maine,  at  Fitchburg, 
Mass.  If  you  will  allow  me  a  short 
space  in  your  paper  for  a  few  remarks 
on  this  subject  I  will  be  very  thankful 
to  you  for  the  courtesy. 

I,  being  a  charter  member  and  an 
officer  of  the  General  Foremen's  Asso- 
ciation, do  feel  that  these  men  are  giv- 
ing Mr.  Fay  unjust  criticism  where  they 
state  that  he  is  just  now  extending  them 
the  glad  hand  of  membership  into  our 
association  and  also  that  they  had 
never  heard  of  such  an  association  be- 
fore. For  the  benefit  of  these  gentle- 
men I  will  state  a  few  facts  that  will 
be  of  interest  to  them  as  well  as  to  a 
lot  of  other  foremen.  When  we  were 
organizing  this  association  the  gen- 
eral master  mechanic  of  the  Pere  Mar- 
quette wrote  to  our  secretary  request- 
ing him  to  send  him  a  lot  of  application 
blanks  for  charter  membership  so  that 
he  could  give  them  out  to  his  foremen 
on  his  road.  We  appreciated  this  very 
much.  These  blanks  were  sent  him  and 
we  know  that  he  distributed  them,  for 
we  received  a  number  of  members  from 
them,  and  if  some  new  foremen  have 
come  into  the  service  since  that  time 
they  may  have  been  overlooked.  Is  it 
not  a  fact  that  all  the  railroad  papers 
or  most  of  the  leading  railway  journals 
have  given  publicity  to  the  fact  that 
there  was  such  an  association  and  an- 
nounced our  meetings  from  the  very 
start?  The  railway  associations  are 
not  invitation  affairs,  but  are  open  to 
all  foremen  that  are  eligible.  It  seems 
to  me  that  if  these  gentlemen  were 
reading  the  leading  railway  papers  they 
would  have  known  something  of  it 
long  ago  and  would  have  written  for 
information  the  same  as  others  have 
done. 

Furthermore,  we  had  three  charier 
members  from  the  Pere  Marquette  and 
I  am  free  to  say  that  there  are  many 
of  the  foremen  in  the  New  England  States 
who  knew  of  it,  for  we  had  one  char- 
ter member  from  Eastern  Maine  and 
several    in    New    Brunswick,    Montreal 


and  all  through  New  York  State.  The 
charter  members  of  the  Pere  Marquette 
were  from  this  country  and  from  Can- 
ada. A  number  of  our  charter  mem- 
bers and  new  members  coming  in  are 
roundhouse  foremen.  It  is  a  fact  that 
Mr.  Wni.  E.  Ferrell.  roundhouse  fore- 
man on  the  Big  Four,  at  Delaware, 
Ohio,  was  a  charter  member  and  was 
elected  fourth  vice-president.  Is  this 
not  clear  enough  to  these  roundhouse 
foremen  that  we  solicit  their  support? 
I  have  been  a  roundhouse  foreman 
for  a  number  of  years  and  think  one 
association  should  do  for  both.  There 
the   roundhouse   foremen  can  stand  up 


Association  to  get  together  and  discuss 
the  question  with  the  view  of  the  form- 
ation of  a  national  association  open  to 
all  locomotive  foremen.  Our  associa- 
tion is  more  than  a  national  association; 
it  is  international  and  its  scope  is  far 
wider  than  his  or  the  kind  he  suggests. 
Now  I  hope  that  I  have  made  this 
clear  enough  that  the  roundhouse  fore- 
men can  see  that  President  Fay  is  not 
just  now  hanging  out  the  sign  of  wel- 
come to  them  to  become  members  of 
our  association,  but  this  sign  has  al- 
ways hung  up  and  we  solicit  their  sup- 
port at  all  times.  If  Mr.  Glover  doubts 
these  remarks  I  trust  that  he  will  com- 


MERRYLEES     I'AsSLXGER    ST.\TIOX    OX 
KMLWAY.       Ut^ENED    i8j2.       NOW 

and  tell  the  general  foremen  their 
troubles  and  they  will  have  to  listen  to 
them.  Furthermore,  there  are  but  few 
general  foremen  who  have  not  been 
roundhouse  foremen,  and  as  stated  by 
IMr.  Fay,  I  cannot  see  where  anything 
would  be  gained  by  the  formation  of  a 
roundhouse  foremen's  association.  I 
am  quite  sure  the  foremen  on  the  Pere 
Marquette  and  in  the  New  England 
States  who  are  members  of  our  associa- 
tion do  not  approve  of  this  move. 

In  my  opinion  there  are  enough  rail- 
road organizations  throughout  the 
country  that  are  taking  the  foremen 
from  their  duties,  and  if  there  are  to  be 
many  more  organized  I  am  very  much 
afraid  that  the  managements  of  these 
corporations  will  put  their  foot  down  on 
them  and  then  we  have  harmed  our- 
selves. Mr.  Morgan  suggests  that  it 
might  be  well  for  the  International 
General  Foremen's  Association  and  the 
New     England     Locomotive     Foremen's 


THE      l.l.l(l>n;i^       AND       SWANINGTON 
USED   .\ri    .\    PL.VTKI-.WEK'S   IIOU.SE. 

municate  with  the  general  master  me- 
chanic on  his  road  who  will  set  him 
straight  on  this  question.  I  certainly 
think  that  it  is  not  the  foremen  men- 
tioned in  this  letter  who  are  agitating 
this  move,  but  that  it  is  some  railroad 
paper.  Now  T  would  like  to  see  Mr. 
Glover  and  Mr.  Morgan  in  our  con- 
vention hall  at  the  Lexington  Hotel, 
Chicago,  111.,  on  June  ist,  where  our 
convention  will  be  held,  and  they  will 
not  only  get  the  glad  hand  of  President 
Fay,  but  will  get  the  glad  hand  of  all 
of  the  members  of  our  association. 
Now,  as  before  stated,  I  hope  I  have 
made  this  clear  enough  to  all  foremen 
throughout  this  country  and  Canada 
who  are  eligible  to  our  association  that 
we  solicit  their  support. 

G.  W.  Keller, 
General  I'orcman  Norfolk  &  Western. 

Portsmouth,  Ohio. 

[Would  it   not  be'  a   good   move   for 
the   General   Foremen's  Association  to 
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appoint  a  committee  to  confer  with  a 
similar  committee  from  the  New  England 
Locomotive  Foremen's  Association  and 
talk  over  the  whole  question. — Editor]. 


Good   Spring  Persuader. 
Editor : 

Putting  in  driving  springs  is  a  task  not 
desired  by  many,  and  as  moral  persuasion 
is  not  available,  physical  or  main  strength 
and  awkwardness  is  more  frequently 
used.  I  enclose  herewith  a  "spring  per- 
suader" of  known  merits,  which  will  in- 
duce a  spring  to  go  in  place  when  other 
devices  fail. 

It  consists  of  a  square  yoke,  with  a 
slotted  top  bar  to  fit  ends  of  yoke.  Sizes 
A  and  B  made  according  to  requirements 
of  job  or  bottom  rail  of  frame.  Yoke 
is  made  from  1%  x  3-in.  iron.  Top  bar 
from  2  X  2-in.  iron.  B.  O.  Hoghead. 

Wheeling,   IV.   Va. 


employment  of  larger  running  wheels. 
"The  weight  of  the  locomotive  engine 
is  about  seven  tons.  Having  a  cylin- 
drical boiler,  ten  feet  long  and  four 
feet  diameter,  coated  with  wood  to  pre- 
vent the  radiation  of  heat,  and  placed 
in  a  horizontal  position  with  the  fire 
inside  the  cylinder  and  the  flue  two  feet 
diameter    leading   straight   through   the 


cogged    rail,    and    not    faster    than    two 
and  a  half  or  three  miles  per  hour." 

The  grade  mentioned  is  about  1.4 
per  cent.  At  20  lbs.  per  ton  for  each 
one  per  cent,  grade,  the  resistance 
would  be  28  lbs.  per  ton  account  grade 
only.  Taking  the  gross  weight  of  the 
carriages  at  2^2  tons  each,  the  20  car- 
riages,  exclusive   of   the   engine,   would 


Ancient    Train    Resistance. 

Editor: 

The  Journal  of  the  Franklin  Insti- 
tute, Vol.  I,  1826,  contains  a  de- 
scription    of     a  new     "locomotive     car- 


FIG     2 
GENER.^L   VIEW   OF   SPRING   PERSU.ADER    AT    WORK. 

boiler   to   the  chmney.     There   are   two      require  1,400  lbs.  draw-bar  pull  to  over- 
working pistons  moving  perpendicular-     come   grade,   without   friction.     Assum- 
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ly,  in  cylinders  of  nine  and  a  half  inches 
diameter,  which  cylinders  are  princi- 
pally immersed  in  the  boiler  and  the 
pistons  are  packed  with  hemp. 

"The  steam  acts  at  a  pressure  of 
thirty  pounds  upon  every  square  inch 
of  the  boiler;  and  the  safety  valve  is 
loaded  to  the  extent  of  fifty  pounds. 
The  induction  and  eduction  valves  of 
both  cylinders  are  worked  by  rods  con- 
nected to  eccentrics  below  and  the 
alternating  power  of  the  pistons  is  com- 
municated by  parallel  motions  and 
sweep  rods  on  each  side  to  cranks  upon 
the  spokes  of  the  running  wheels;  the 
range  of  the  cranks  is  two  feet,  the 
running  wheels  being  four  feet  diam- 
eter with  flanges  on  their  edges. 

"The  water  is  supplied  to  the  boiler 
by  pipes  leading  from  a  cistern  carried 
in  a  cart,  and  attached  behind  the  en- 
gine; the  same  cart  also  carries  the 
coals  for  feeding  the  furnace,  which  con- 
sumes about  three-quarters  of  a  ton 
in  going  a  distance  of  fifty  miles.  Cer- 
tain parts  of  the  line  of  road  rise  half 
an  inch  in  a  yard;  this  the  power  of 
the  engine  overcomes  readily,  with 
twenty  carriages  attached  to  it,  each 
containing  about  two  tons  weight,  and 
proceeds,  as  above  said,  upon  an  aver- 
age at  the  rate  of  six  miles  per  hour 


ing  the  engines  to  have  been  double  act- 
ing the  usual  tractive  power  formula 
indicates  a  tractive  power  of  about  1,340 
lbs.  (This  is  allowing  the  usual  15  per 
cent,  for  drop  in  pressure,  wire  draw- 
ing, etc.,  and  in  this  case,  engine  fric- 
tion). Evidently  the  cars  had  ball  bear- 
ings or  other  frictionless  devices  since 
the  grade  resistance  overcome,  without 
counting  anything  else,  such  as  car 
journal  or  flange  friction,  was  already 
greater  than  the  power  of  the  engine. 
Or,  assuming  that  the  two  tons 
weight  of  carriages  was  gross,  the 
grade   resistance  was   1,080  lbs.,  which, 
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carnage    with    passengers    was    drawn 

riage,"    from    which    the    following    is  along  some  part  of  the  line  at  the  rate 

taken:   "The  medium   speed  of  the  en-  of  fifteen  miles  per  hour;  but  this  was 

gines  and  carriages  upon  the  level  parts  doubtless  a  mere  experiment.     The  or- 

of  the  new  line    is  about  six  miles  per  dinary   speed    is    not    likely    to    exceed 

hour,   while   the   speed   upori   the   level  six  miles  as  above  stated;  but  this  speed 

of  the  Hetton  line  seldom  exceeds  three  and  the  employment  of  a  plain   rail  is 

miles   and   a   half  per   hour.     This   im-  certainly    a    considerable    improvement 

provement  is  to  be  attributed  to  the  in-  upon     the     locomotive     carriages    near 

creased  size   of  the   boiler,   and   to   the  Leeds,    which    travel    upon    a     rack    or 


subtracted  from   the  tractive  power  of 

the  engine,  leaves  260  lbs.  available  to 

overcome  friction,  etc.,  or  in  this  case 

On  the  first  day  of  opening  the  railway     6!/  lbs.  per  ton,  which  is  about  as  low 

a  train   of  thirty  loaded   wagons  and  a     as   any   one   dares  put  it  even   nowadays. 


From  all  of  which  it  appears  that  our 
ancestral  yardmasters  put  just  as  much 
"behind"  an  engine  in  proportion  to  its 
power  as  the  best  of  them  do  nowa- 
days. Or  maybe  this  bit  of  history  con- 
sidered in  the  light  of  heredity  explains 
w-hat  we  have  all  wondered  at,  in  which 
case  we  mustn't  blame  the  yardmastcr, 
as  he   was  born  that   way. 

Urhana.  III.  E.  W.  Fiske. 
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Tonnage  Rating  and   Efficiency. 
Editor : 

It  has  long  been  recognized  that  any 
machine  will  show  a  maximum  efficiency 
only  when  working  to  its  full  capacity,  no 
more,  no  less.  If  it  is  overloaded  it  is 
wasteful  of  the  energy  supplied  to  it;  soon 
shows  distress  in  some  of  its  parts  and 
frequently  fails  altogether.  On  the  other 
hand,  if  it  is  not  loaded  to  full  capacity, 
its  internal  losses  are  large  in  proportion 
to  the  work  it  is  called  upon  to  do. 

In  rating  the  capacity  of  a  machine  for 
maximum  efficiency,  it  is  also  necessary  to 
take  into  account  its  physical  condition 
and  the  elements  of  deterioration.  It 
would  be  manifestly  unfair  to  give  a 
machine  a  rating  when  new  and  in  good 
condition,  and  expect  it  to  work  at  its 
rated  capacity  and  do  it  efficiently  after 
it  had  become  half  worn  out.  This  prin- 
ciple applies  to  all  machines,  but  more  es- 
pecially to  machines  which  do  not  receive 
their  energy  by  mechanical  means. 

To  determine  the  hauling  capacity  or 
tonnage  rating  of  a  locomotive  at  any 
given  time  is  not  a  difficult  proposition, 
but  to  determine  the  most  efficient  rating 
for  an  engine  or  class  of  engines  to  cover 
an  extended  period  of  time  is  not  so  easy 
and  involves  many  uncertain  conditions. 
There  are  many  questions  of  operation 
which  will  influence  the  rating  of  engines 
operating  over  a  given  division,  as,  for 
example,  is  it  more  economical,  from  an 
operating  standpoint,  to  rate  an  engine  on 
its  ability  to  take  a  train  over  the  steepest 
grade  on  the  division  unaided  and  without 
danger  of  stalling,  or  is  it  more  econom- 
ical to  base  the  rating  on  a  level  haul  with 
a  helper  engine  over  the  heaviest  grades? 
The  time  consumed  in  getting  over  the 
division  is  also  an  important  item,  more 
especially  in  the  case  of  "Q-D"  or  "Red 
Ball"  freight,  most  roads  scheduling  such 
trains  almost  as  fast  of  their  passenger 
trains.  Engines  assigned  to  ,  these  runs 
are  given  less  than  full  rating  in  order  to 
reduce  failures  and  delays  to  a  minimum. 
It  is  generally  agreed  that  in  hauling  dead 
freight  trains  a  speed  of  eighteen  to 
twenty  miles  per  hour  on  the  level  will 
give  the  best  results  and  a  minimum 
speed  of  six  miles  per  hour  on  the  heav- 
iest grades,  with  an  average  speed  of  ten 
miles  per  hour  for  all  grades  should  be 
maintained. 

Since  the  greatest  effort  to  move  a  given 
tonnage  will  be  on  the  heaviest  grade, 
tonnage  rating  should  be  figured  on  a 
speed  of  six  miles  per  hour  as  a  basis. 

Tonnage  rating  may  be  obtained  theo- 
retically by  calculation  or  proved  from  the 
dynamometer  car  record,  the  weight  of 
the  train  being  known,  or  it  may  be  ob- 
tained  from  a  combination  of  both. 

In  calculating  tonnage  rating  it  is  neces- 
sary first  of  all  to  have  an  accurate  profile 
of  the  division  which  will  show  the  ruling 
grade,  the  maximum  curvature,  if  anv,  on 


the  ruluig  grade  and  also  the  grade  and 
curvation  of  any  portion  of  the  road  on 
which  the  engine  may  be  called  upon  to 
start  the  train  from  rest.  We  must  also 
know  the  tractive  power  of  the  engine  and 
its  total  weight  in  working  order ;  also 
weight  of  tank  loaded. 

The     formula     for     tractive     power     is 
d=PL 

usually  stated  as  T^ 

D 
where    T^tractive    power    in    pounds    at 
drivers. 

d  =  diameter  of  cylinder  in   inches. 

P  =  mean     efifective     pressure     in     cyl- 
inders. 

L^  length  of  stroke  in  inches. 

D^diameter  of  driving  wheels  in  inches 
outside  tires. 

The  value  of  P  may  be  taken  as  85  per 


Tonnage  rating  ^ 

S        T-E        d "  P  L 


—  E. 


D 


R 
In  this  equation  it  is  evident  that  ton- 
nage rating  is  a   function  of  both  T   and 
R,  since  they  are  both  variable  quantities. 
R  varies  as  the  grade  and  curvature,  while 

d  -'  P  L 

T    depends    for    its    value    on    ,    or 

D 
tractive  effort.  Now  d,  L  and  D  are  con- 
stant for  any  given  engine,  while  P  is  a 
variable  depending  upon  the  steaming 
capacity  of  the  boiler  and  the  distribution 
of  the  steam  to  the  cylinders. 

It   is  evident  that  if  an  engine  is  rated 


k^-^b 

k 

!».► 

^ 

B 

il^'  ^"" 

W^ 

sIH^VBP^^'^^ 

c.\Li:i)<)M.\.\  k.MLw.w  i;.\rRi:.ss. 


cent,  of  the  boiler  pressure  at  slow  speeds 
and  long  cut-off. 

The  available  drawbar  pull  at  back  of 
tank  is  equal  to  the  tractive  effort  T,  less 
E,  the  total  resistance  of  the  engine  and 
tank  which  consist  of  the  machine  fric- 
tion and  rolling  resistance  of  the  engine, 
the  rolling  resistance  of  the  tank  and  the 
grade  and  curve  resistance  of  the  engine 
and  tank.  Resistances  are  all  figured  in 
pounds  per  ton  moved  and  the  values  are 
known  very  accurately  from  tests  with  the 
dynamometer  car  under  all  sorts  of  con- 
ditions. 

The  total  train  resistance  R  is  made  up 
of  the  grade,  curve  and  rolling  resistances 
and  may  be  regarded  as  a  form  which 
must  be  balanced,  or  rather  over-balanced, 
in  order  to  keep  the  train  in  motion. 

The  rating  of  the  engine  will  be  equal, 
then,  to  the  drawbar  pull  S  in  pounds, 
divided  by  R,  the  total  train  resistance  ex- 
pressed in  pounds  per  ton  of  train,  or  to 
state  it   another   wav, 


when  R  becomes  maximum,  it  is  deficient 
in  power,  while,  on  the  other  hand,  if  P 
has  a  value  which  will  make  T  equal  to 
the  adhesion  and  the  engine  fails  on  the 
ruling  grade  then  the  rating  is  too  high 
or  else  some  unusual  conditions  exist. 

The  value  of  E  is  constant  as  far  as  the 
drawbar  pull  is  concerned  and  remains 
practically  the  same  whether  the  engine 
is  working  to  capacity  or  running  light. 
The  same  is  true  of  the  resistance  of  the 
tank,  the  radiation  losses,  wages  of  the 
crew,  etc.,  which  explains  why  an  engine 
cannot  be  operated  with  maxinnnn  effi- 
ciency  when   liandling   light   tonnage. 

It  is  the  practice  on  most  .-Vnierican 
roads  to  sacrifice  engine  efficiency  in  order 
to  handle  a  larger  volume  of  business  per 
unit  of  power.  Owing  to  conditions  of 
construction  and  operation  peculiar  to 
itself  the  locomotive  is  exceedingly  waste- 
ful when  compared  with  units  of  the  same 
capacity  in  stationary  practice.  These 
losses  invariablv  increase  with  the  draw- 
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bar  pull  whether  it  is  increased  by  main- 
taining high  speed  or  in  moving  heavy 
tonnage. 

Twelve  pounds  of  coal  burned  per  square 
foot  of  grate  surface  per  hour  is  considered 
fairly  good  in  stationary  practice,  while 
with  the  locomotive  120  lbs.  is  about  the 
average  and  200  lbs.  is  not  unusual  in 
case  of  overloading.  Results  of  many 
tests  have  shown  that  only  about  one-half 
the  power  developed  in  the  cylinders  is 
available  at  the  drawbar.  This  loss  un- 
doubtedly increases  with  both  the  speed 
and  load. 

In  the  investigation  of  unusual  condi- 
tions of  train  service,  as  well  as  in  the 
solution  of  tonnage  problems,  the  dyna- 
mometer car  is  almost  indispensable  on  any 
well-equipped  road.  By  its  use  and  by 
methods  of  comparison  and  elimination 
the  effects  of  high  winds,  open  car  doors, 
dragging  brakes,  bad  weather,  etc..  on 
train  Iiandling  may  be  ascertained  very  ac- 
curately. As  to  failures  in  train  service 
directly  chargeable  to  the  locomotive  it- 
self a  great  many  can  be  avoided  while 
some  cannot.  Accidents  to  an  engine's 
machinery  or  the  bursting  of  a  flue  can- 
not be  foreseen  or  prevented,  althout!h 
they  may  indicate  poor  workmansliip,  in- 
spection or  careless  handling. 

Long  hours  on  the  road  tend  to  cause 
failures,  and  whether  the  overtime  is  the 
result  of  overloading  or  a  slow  steaming 
engine  it  demoralizes  train  movement  and 
is  a  costly  proposition. 

In  the  engine  proper  tlie  valves  may 
be  "out"  so  badly  that  they  cannot  con- 
trol the  distribution  of  the  steam  to  the 
cylinders  and  a  great  deal  of  steam  goes 
out  of  the  stack  without  contributing  to 
the  power  of  the  engine.  Leaky  piston 
rings  and  rod  packing  have  the  same 
effect. 

Perhaps  the  greater  proportion  of  engine 
failures  are  chargeable  to  the  boiler,  and 
if  we  consider  the  rocking,  the  jarring, 
the  almost  constant  forced  draft  and  the 
thousand  and  one  things  which  the  loco- 
motive has  to  contend  with,  it  is  small 
wonder  that  there  are  failures.  Add  to 
all  this  the  fact  that  it  is  very  often  neglec- 
ted in  the  matter  of  repairs,  we  can  hardly 
blame  it  for  "laying  down"  once  in  a 
while. 

Many  master  mechanics  work  on  the 
theory  that  so  long  as  an  engine  is  kept 
in  condition  to  handle  her  tonnage,  they 
have  done  enough  without  bothering  about 
the  possibility  of  failure  or  the  question  of 
efficiency.  A  locomotive  leaving  the  round- 
house for  a  trip  with  valves  and  packing 
blowing,  mud  ring  leaking  and  a  dozen 
plugged  flues  is  just  about  as  efficient  as 
a  man  going  to  work  on  crutches  and  one 
arm  in  a  sling. 

It  certainly  would  not  be  out  of  place 
for  the  "old  man"  to  apologize  to  an  en- 
gine crew  when  called  upon  to  take  an 
engine  out  in  this  condition. 

About  ninety  per   cent,   of  the   heating 


surface  in  a  locomotive  boiler  is  in  the 
Hues  and  about  3  per  cent,  of  the  total 
is  represented  in  one  flue.  Ten  flues 
plugged  and  as  many  more  choked  with 
cinders  makes  a  loss  in  heating  surface  of 
6  per  cent,  into  a  probable  loss  of  6  per 
cent,  in  boiler  efficiency,  for  while  it  is 
true  that  restricting  the  flue  area  will  in- 
tensify the  heat  in  the  flues  remaining,  still 
it  interferes  with  the  proper  distribution 
of  the  draft  through  the  grates  and  causes 
improper  circulation  of  water  around  the 
flues,  with  possible  overheating. 

It  has  been  demonstrated  by  experiment 
that  a  coating  of  scale  1/16  in.  thick  will 
cause  a  loss  in  fuel  of  13  per  cent.  It 
would  be  interesting  to  know  how  many 
master  mechanics  could  claim  this  saving 
or  any  part  of  it. 


ton  mile  of  any  engine  may  be  compared 
with  any  number  of  others,  and  conclu- 
sions drawn  accordingly. 

A.   W.   Vest.u., 
Danville,  III.  C.  &  E.  I.  Ry. 


•K. 
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ckei;k,  wvo.    ex.v.mple  of  double 
location. 

It  is  well  to  remember  that  engine  ef- 
ficiency alone  does  not  constitute  the 
whole  saving,  but  it  greatly  lessens  the 
probability  of  failure  in  service.  Engine 
failures  in  service  are  rather  expensive 
and  often  exceedingly  dangerous,  especial- 
ly when  a  large  volume  of  business  is 
handled  over  a  single  track. 

An  engine  crew  may  be  struggling  des- 
perately to  get  a  heavy  train  out  of  the 
way  of  the  Limited,  only  to  have  the 
engine  fail  at  the  last  moment,  and  if 
their  train  is  not  well  protected  there 
is  likely  to  be  a  mi.\-up. 

In  keeping  motive  power  in  a  high  state 
of  efficiency  some  sort  of  systematic  record 
is  of  first  importance.  For  example,  the 
ton-mile  is  often  used  as  a  basis  for  com- 
paring tlie  performance  of  engines  of  the 
same  class  or  one  class  with  another.  Coal 
burned,  oil  used,  maintaining  cost,  etc.,  per 


How  About  the  Belpaire  Box? 

Editor : 

The  boiler  is  the  most  important  part 
of  a  steam  locomotive.  Numerous  at- 
tempts have  been  made  to  increase  its 
efficiency  or  prolong  its  life.  The  result 
of  these  endeavors  has  frequently  been  the 
introduction  of  some  new  type  of  firebox. 
At  the  present  time,  it  would  appear  that 
the  radial  stay  type,  which  can  be  built 
with  either  wide  or  narrow  grate,  is  the 
most  popular  in  this  country.  The  crown 
bar  type  is  also  used  to  some  extent.  .\ 
consideration  of  the  Wootten  type  is  un- 
necessary in  this  letter,  as  the  latter  is 
merely  suitable  for  burning  anthracite 
and  certain  other  kinds  of  coal.  The 
various  forms  of  "freak"  fireboxes  may  also 
be  eliminated,  as  they  are  of  no  importance. 

There  only  remains,  then,  the  Belpaire 
type  to  be  considered.  Those  who  are 
acquainted  with  locomotive  development 
in  England  are  aware  of  the  favor  with 
which  this  style  of  firefeox  is  regarded  on 
several  of  the  prominent  railways  in  that 
country.  Upon  the  Great  Western  Rail- 
way, for  instance,  the  Belpaire  firebox,  in 
conjunction  with  what  is  known  in  Eng- 
land as  a  "coned"  boiler,  has  become 
standard  practice.  The  handsome  ten- 
wheel  type  passenger  engines,  which  haul 
the  fast  trains  operated  by  this  line  be- 
tween Plymouth  and  London,  are  worthy 
of  careful  study.  When  one  considers 
the  excellent  service  rendered  by  these 
locomotives,  it  becomes  difficult  to  under- 
stand why  the  Belpaire  firebox  has  not 
attained  greater  popularity  in  the  United 
States.  For  it  must  be  remembered  that, 
with  the  exception  of  the  Great  Northern 
Raihvay  and  the  Pennsylvania  Railroad, 
practically 'no  system  of  any  consequence 
in  the  United  States  has  used  this  form 
of  firebox  extensively. 

The  fact  that  the  Great  Northern  Rail- 
way has  used  the  Belpaire  firebox  for  at 
least  sixteen  years  in  a  section  of  this 
country  where  operating  conditions,  par- 
ticularly in  winter,  are  very  severe,  fur- 
nishes ample  testimony  to  the  efficiency 
of  this  style  of  firebox.  The  writer  does 
not  mean  to  imply  that  the  radial  stay 
firebox  should  be  abruptly  abandoned, 
but  begs  to  submit  the  suggestion  that,  in 
view  of  the  frequency  of  firebox  troubles 
on  some  roads  in  this  country,  it  would 
be  advisable  to  give  the  Belpaire  type  a 
fair  opportunity  to  prove  its  value.  Also, 
that  in  designing  a  firebox  for  burning 
bituminous  coal,  it  is  well  to  remember 
that  a  narrow  grate  often  gives  more  sat- 
isfactory service  than  a  wide  grate.  While 
it  is  true  that  large  grates  are  necessary 
on  the  enormous  Mallet  compounds  and 
other   huge   freight   engines,  it   is  equally 
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true  that  very  wide  grates  are  neither 
necessary  nor  desirable  on  many  classes 
of  locomotives  The  troublesome  conse- 
quences of  ignoring  this  fact  are  too  well 
known  to  require  mention  here. 

Another  English  railway  upon  which 
the  Belpaire  firebox  has  been  conspicu- 
ously successful  is  the  Great  Central.  The 
character  of  the  passenger  service  main- 
tained by  this  line  between  Sheffield  and 
London  is  sufficient  recommendation  for 
the  locomotives  which  make  it  possible. 

In  view  of  the  facts  presented,  it  would 
be  interesting  to  know  by  what  process  of 
reasoning  the  indiflference  displayed  by  the 
majority  of  American  railroads  toward 
the  Belpaire^  firebox  may  be  explained 
or  justified.  It  is  possible  that  some 
motive  power  official  can  be  induced  to 
give  a  little  information  on  this  point. 
If  so,  now  is  his  chance  to  come  for- 
ward. Arthur   CtTKR.\N. 

Nezv  Vork,  A'.   ]'. 


hours  rest  when  away  from  home  shed 
and  18  hours  rest  when  at  home  shed, 
with  an  additional  36  hours  once  a 
month,  and  when  outside  home  shed 
on  trains  which  are  away  for  more  than 
12  hours  the  men  are  paid  12  cents 
Argentina  as  expenses  for  every  hour 
until  they  return  to  home  shed.  On 
pilots  the  hours  are  8  per  day  in  most 
cases,   6  days'   work   and   one   day   rest. 


Now  this  driver's  opinion  was  that  the 
company  want  cheap  labor,  and  the 
way  to  secure  it  good,  yet  cheap,  is  to 
reduce  the  pay  of  the  men  wherever 
they  can  get  the  pretext,  and  that,  in  a 
way,  they  welcome  the  mistakes  the 
men  make,  and  indeed  want  men  to 
make  mistakes  so  that  they  may  be  re- 
duced a  class  or  two.  I  do  not  take 
this  view  of  it  at  all,  but  believe  that 


Railroad  Service  in  the  Argentine. 

Editor : 

I  am  a  driver  on  the  Buenos 
Aires  Great  Southern  Railway  and  am 
stationed  at  Ingeniero  White,  better 
known  as  Pueblo  Bahia  Blanca,  "the 
Liverpool  of  the  South."  Formerl}-.  I 
■was  an  employee  of  the  Caledonian 
Railway  at  Perth  and  peruse  with  in- 
terest the  various  views  j'ou  publish  of 
that  system  from  time  to  time. 

Perhaps  a  few  details  of  our  condi- 
tions of  service  may  interest  you.  The 
locomotive  men  are  promoted  by  time 
service;  by  that  I  mean  that  after  one 
year's  satisfactory  service  in  one  class 
he  i^  raised  to  the  next  highest.     There 
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I  do  not  at  present  have  any  photo- 
graphs of  the  various  classes  of  en- 
gines, but  shall  endeavor  to  obtain  you 
some  if  you  should  desire  them. 

When  reading  your  leader,  "Labor 
and  Capital  Reasoning  Together,"  the 
sentence  "One  of  the  worst  iniquities 
that    workmen    of   all    classes,    railroad 
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it  pays  a  company  to  give  good  wages 
to  competent  men,  who  by  their  skill 
and  attention  to  duty  often  avert  seri- 
ous loss  to  their  employers,  both  in 
hard  cash  and  prestige,  and  that  drivers 
who  bj'  carelessness,  want  of  skill  or 
willful  disobedience  of  orders  or  rules 
cause  loss  have  lost  the  confidence  of 
their  employers,  are  punished  by  reduc- 
tion in  wages  in  preference  to  dismissal 
and  that  this  reduction  represents  their 
value  to  their  employers  at  the  time. 
J.\s.  A.  Robertson. 
Bahia  Bhinca,  F.  C.  S. 


•SUL'rliKK.N    I'.M  II  u     K()UNDIIOU.--E   .w     , .;  :.  ,>.\l  L  I  K,   I  .\i.. 

are    6   classes,   and   a   driver    can    reach  men  included,  suffer  is  the  difficulty  of 

first  class  in  seven  years.     A  sixth  class  collecting   damages    for   injuries   caused 

driver  gets   $165,   or   pesos   paper   each  by  the  fault  of  the  employers"  recalled 

month   (about  equal  to  $60  gold  U.   S.  to  my  mind   (but  in  a  different  sense) 

A.)   and  a  first  class  driver  $240  paper,  the   remark   of  a   driver  who   had   been 

The    hours    of    labor   are:    Main    line  punished    for    causing    a    collision    be- 

passenger     trains,     8     hours     per     day:  twcen  two  trains,  and  of  course  running 

freight  trains,  12  hours  per  day,  with  12  the  company  into  considerable  expense. 


Locating   Gauge   Cocks. 

Editor: 

That  water  seeks  its  level  is  a  fact 
\\  cU  known  by  everyone.  This  is  a  law 
of  physical  science  that  has  several 
practical  applications.  In  locomotive 
contract  and  repair  shops  this  principle 
is  used  to  advantage  in  determining  the 
proper  location  of  the  gauge  cocks  and 
water  glass  in  relation  to  the  crown 
-heet.  Of  course  these  attachments 
may  be  located  by  other  means;  but 
where  accuracy  is  essential,  and  time  an 
important  factor  the  scientific  method 
should  be  used. 

The  necessary  apparatus  simply  con- 
sists of  a  rubber  hose,  the  inside  diam- 
eter of  which  is  about  one-half  inch, 
with  ordinary  glass  tubes  fastened  on 
the  ends.  (Water  gauge  glasses  serve 
the  purpose  admirably).  The  glass  tube 
should  fit  firmly  in  the  hose  for  several 
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inches.     The   hose   and   glass  tubes   are 
filled  with  water  when  ready  for  use. 

In  locating  the  top  line  of  crown 
sheet  on  the  back-head  of  boiler  the  top 
of  one  glass  tube  is  held  at  the  highest 
point  of  the  crown  sheet,  while  the  one 
at  the  other  end  is  held  at  about  the 
point  where  it  is  evident  the  top  line 
of  the  crown  sheet  will  come,  as  shown 
in  Fig.  I.  Now  by  slowly  moving  the 
glass  tube  up  and  down,  the  water  level 
will    conic    to    rest   at    the    exact    point, 


fore  the  furnace  and  waste  bearers  can 
be  laid  off  it  is  necessary  to  have  the 
high  and  low  pressure  engine  frames  on 
an  exact  level  in  relation  to  each  other. 
In  this  case  the  simple  contrivance  of 
hose  and  gauge  glasses  can  again  be 
used  to  advantage.  The  top  rail  of 
frames  make  a  convenient  point  to 
level  from.  Thus  what,  on  the  face  of 
it,  seems  a  difficult  problem  is  madt 
easy.  W.  Smith. 

Nczvnrk.  Ohio. 


wishing    your    valuable    magazine    con- 
tinued success. 

Cl.aude  V.  McMillan. 
Kansas  City.  Mo. 


FIG.    I.     WATER    LEVEL    METHOD. 


horizontally.  It  is  needless  to  say  that 
the  boiler  must  be  plumb  before  the  op- 
eration is  begun;  the  reason  is  self- 
evident. 

A  chalk  mark  is  put  on  the  back- 
heads  at  the  point  so  obtained.  Since 
the  crown  sheet  is  usually  about  three- 
eighths  of  an  inch  thick,  it  is  necessary 
to  locate  the  true  level  at  that  distance 
above  the  chalk  line.  It  is  advisable  to 
place  a  horizontal  row  of  center  punch 
marks  along  the  level  last  obtained. 
Some  roads  have  adopted  the  practice 
of  placing  crown  sheet  markers  on  this 
line.  This  marker  is  made  of  cast  iron, 
with  the  inscription,  "top  line  of  crown 
sheet"  cast  on  it.  It  is  held  in  place  by 
two  half-inch  studs.  Fig.  2  shows  a 
marker  of  this  sort. 

Opinions  differ  as  to  the  height  that 
the  bottom  gauge  cock  should  be  lo- 
cated above  the  top  line  of  crown  sheet, 
but  three  or  four  inches  is  considered 
good  practice.  The  middle  gauge  cock 
is  usually  placed  at  a  point  where  the 
normal  water  level  should  come.  Most 
crown   sheets  have   a   slope   from   front 
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The   Middle  West  Heard  From. 

Editor: 

In  reading  the  pages  not  only  of 
vour  valuable  magazine,  but  of  railroad 
literature  in  general,  the  scarcity  of  ar- 
ticles on  the  railroads  of  several  sec- 
tions of  our  country,  notably  the  great 
Middle  West,  has  greatly  impressed 
me.  The  papers  now  appearing  in 
Railway  and  Locomotive  Engineering 
prepared  by  Mr.  James  Kennedy  fill  a 
long  felt  want  with  me,  and  I  am  sure 
m.any  others  in  this  section  are  more 
than  ordinarily  interested. 

Tn   your   March    paper    V^x.    Kennedy 


Boring   Rocker  Boxes   in   a   Lathe. 

Editor: 

I    enclose    herewith    sketch    of    tools 


CROWN  SHEET 


FIG. 


dksi(;n.\tion  of  highest 

POINT. 


to  back  of  about  Y%  inch  per  foot. 
Hence  the  highest  point  is  at  the  back 
flue  sheet. 

Ordinarily  the  plumb-bob  level  or 
spirit  level  is  used  to  level  the  frame 
and  cylinders  of  new  engines  or  en- 
gines undergoing  repairs.  With  the  ad- 
vent of  the  Mallet  articubitcd  com- 
pounds these  tools  could  not  be  used 
for  such  work,  due  to  the  fact  that  the 
frames  of  the  high  and  low  pressure 
engines  are  not  rigidly  connected.    Be- 


mentions  the  high  grade  of  work  per- 
formed by  the  Missouri  Pacific  at  Atch- 
ison, Kan.,  although  the  shop  space  is 
very  limited  and  the  roundhouse  is  over 
forty  years   old.      He   hopes   there   will 
lie  a  new  roundhouse   and   a  new   ma- 
chine   shop    when    he    again    visits    the 
West.      It   may   interest   you   to   know 
tlie       :ilissouri       Pacific      has       prepared 
plans    for   the   enlarging   of   the    Atchi- 
son shops,  work  to  begin  early  i"  l'"-' 
spring,  and  estimated  to  cost  $100,000. 
I   am  enclosing  several  snapshots  of 
engines    hauling    trains    in    and    out    of 
Kansas    City.     The    Frisco    4-6-0    is    a 
p.ood  type,  hauling  fast  express  trains. 
It    burns    oil,    has    Walschaerts    valve 
gear,    wide    firebox,    and    was    built    in 
1908.     The  other  4-6-0  is  a  "Katy"  en- 
gine, used  on  the  Texas  Mail  and  the 
Katy  Flyer.     The  2-8-0  engine  is  pull- 
ing a  northbound   Rock   Island   "drag" 
on  a  track  just  east  of  the  Union  De- 
pot train  sheds.    The  depot  is  shown  in 
the  background.     Hoping  to  hear  from 
other  friends  of  the  Middle  West  and 


ENGINE    OF    THE    K.\TY    FLIER. 

as  made  on  the  Kentwood  &  East- 
ern, at  Kentwood,  La.,  for  boring  out 
rocker  boxes  in  the  lathe,  instead  of  do- 
ing the  work  in  a  boring  machine.  The 
tools  consist  of  one  piece  of  cast  or 
wrought  iron  A,  thickness  over  K  to  be 
1/16  in.  less  than  the  thinnest  locomo- 
tive frame,  so  that  rocker  boxes  of 
larger  engines  can  be  bored  on  same 
tool;  they  should  be  some.  3  or  4  ins. 
wide  and  10  ins.  long.  Two  sleeves  or 
bushings,  D,  of  same  length,  to  be 
placed  between  A  and  the  faceplate  as 
at  L,  with  434  ins.  or  4j^-in.  bolts,  for 
fastening  both  A  and  rocker  box. 

The  rocker  box  after  being  bolted 
together  is  placed  on  A,  and  end  B  is 
set  for  boring;  no  attention  is  paid  to 
end  C,  as  it  will  follow  in  line.  The 
box  must,  however,  be  forced  against 
A  at  E;  this  will  insure  box  to  be 
square  when  placed  on  frame  after  bor- 


2-8-1 


RCHK    ISLAND    "DRAG 


ing.  When  boring  two  boxes  from  one 
engine  A  is  placed  only  once,  as  it  will 
be  in  line  for  the  other  box;  in  this 
way  both  boxes  will  be  bored  with  cen- 
ter line  the  same  on  both  sides  of  en- 
gine, which  is  important  if  link  hangers 
are  the  same  length. 

Sketch     F     shows     arrangement     for 
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cylinder  cock  rigging,  which  may  seem 
to  be  rather  crude,  but  it  is  working  all 
right.  One  of  our  7S-ton  mogul  en- 
gines turned  over  some  time  ago,  and 
among  other  repairs  needed  was  the 
cylinder  cock  rigging.  To  get  the  old 
rigging  out,  it  was  found  necessary  to 
cut  rod  G  in  three  pieces  with  a  hack- 


the  funeral  of  J.  B.  Stickney.  former  agent  at 
Mazomanie,  the  oldest  agent  of  the  road.  While 
here  he  gave  orders  to  hold  the  train  and  took 
a  carriage  to  the  home  of  J.  C.  Fox,  who  has 
been  unable  to  leave  his  house  for  some  time, 
and  who  is  also  one  of  the  oldest  active  em- 
ployes of  the  road.  The  visit  delayed  131  for 
uver   twelve  minutes." 

Thos.  F.  Fox, 
Loco.  Engineer,  C.  M.  &  St.  P. 
Janesville,  Wis. 


pened,  I  was  given  a  short  ride  in  the 
Woburn  yard  on  the  Stoneham  or  on 
the  "Lawrence"  by  engineer  Pettingill 
I  was  about  as  happy  as  a  boy  could  be. 


Hingham,  Mass. 


J.    M.    KlMB.\LL. 
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BORING  ROCKER   BOXES. 

saw.  Those  rods  and  levers  are  usu- 
ally put  together  with  taper  pins,  which 
are  hardly  ever  tight,  caused  lost  mo- 
tions and  are  hard  to  get  at.  Holes  in 
old  levers  were  plugged  up,  and  made 
with  taper  and  square  holes,  and  ends 
of  rods  same  way.  They  are  ea.sy  to 
put  together  and  take  apart,  and  have 
no  lost  motion.  The  construction  is 
practically  the  same  as  a  brake  staff 
on  a  car.  C.  Wilhelmsex. 

Kentwood,  La. 


They  say  that  a  need  has  nowadays 
only  to  be  known  to  be  supplied,  but 
some  urgent  needs  seem  to  escape  at- 
tention. What  is  the  most  urgent  need 
that  waits  unsupplied  for  locomotive 
service  is  a  question  we  present  to  our 
readers.  Let  us  hear  from  you.  Please 
do    not   guess    on    automatic    stokers. 


CYLINDER  COCK    RIGGING. 

Old    Hinkley    Engine. 

Editor: 

Enclosed  I  send  a  picture  of  the 
old  Stoneliam,  which  will  be  recog- 
nized by  many  who  remember  the 
old  B.  L.  &  N.  engines.  Her  engineer, 
Edward  Haggins,  who  is  not  now  liv- 
ing, is  seen  standing  in  the  cab,  and  her 
fireman  Jim  Dudley,  is  on  his  seat 
at  the  window.  The  Stoneham  was 
a  good  specimen  of  the  Hinkley  of  her 
day,  early  in  the  70's.  She  ran  on  pas- 
senger trains  between  Boston  and  Wo- 
burn, Mass.,  for  many  years.     Woburn 


Proper    Lubrication    Pays. 

Editor : 

Mufh  has  been  said  about  economi- 
cal supplies  of  oil  issued  to  locomo- 
tives. I  have  given  this  matter  much 
consideration  in  the  past  five  years 
not  only  to  find  out  the  real  re- 
sults, but  to  satisfy  my  own  mind 
which  was  best  in  the  long  run.  After 
a  careful  series  of  tests  I  am  now  fully 
satisfied  which  is  the  best,  and  I  be- 
lieve I  can  demonstrate  the  fact.  I 
realize  this  proposition  is  one  of  long 
standing,  and  will  come  before  some 
of  our  best  mechanical  men  of  this  pe- 
riod. I  wish  to  say  in  the  beginning, 
the  price  of  valve  oil  is  48  cents  per 
gallon,  and  coal  is  $1.50  per  ton. 

We  take  one  of  our  large  engines, 
new,  out  of  the  shop,  22  x  30  ins.,  and 
put  this  engine  on  a  tonnage  drag  ap- 
pro.ximately  1,200  tons.  Of  course,  the 
tonnage  is  regulated  by  the  grades, 
and  if  you  give  all  your  engines  are 
capable  of  drawing  on  different  divi- 
sions is  equivalent  to  same  should  it 
be  l.ooo  or  2,000  tons.  We  start  this 
engine  out  on  a  division  of  14S  miles. 
We  probably  have  45  or  50  cars  in  the 
train.  We  will  give  this  engine  a  very 
small  amount  of  valve  oil,  just  barely 
enough  to  get  in  with  by  using  it  very 
sparingly,  taking  considerable  of  the 
small   allowance    to   keep   up   train   line 


Official's  Act  Appreciated. 
Editor : 

Please  find  enclosed  item  from  a  Janes- 
ville paper  of  April  3  in  regard  to  one  of 
your  old  subscribers,  an  old  English  gen- 
eral foreman  and  an  employe  of  the  Chi- 
cago, Milwaukee  &  St.  Paul  Railway  since 
Oct.  16,  1851.  I  understand  he  has  been 
a  subscriber  to  your  paper  for  the  last 
twenty  years,  consequently  I  thought  you 
would  like  to  publish  the  enclosed  item 
in  consideration  of  it  being  something  un- 
usual for  a  president  of  a  corporation  like 
the  Chicago,  Milwaukee  &  St.  Paul  Rail- 
way to  give  it  a  thought  to  make  one  of 
his  old  employes  a  visit  in  case  of  sick- 
ness, but  this  is  in  accordance  with  the 
many  kind  acts  President  H.  J.  Earling 
has  done  to  his  men.  Hoping  you  can 
find  space  for  it. 

"A.  T.  Farlinp.  president  of  tb"  Chicago. 
Milwaukee  &  St.  Paul,  came  up  on  131  this 
morning  in  his  private  car  on   his  way  to  attend 


B.  I..  &  N.  ENGINE  "STONEII.VM,"  BUILT 
at  that  time  was  the  terminus  of  a  two 
mile  branch  from  Winchester.  She  was 
a  handsome  and  efficient  engine,  weigh- 
ing in   the   neighborhood   of  30   tons. 

I  remember  when  a  school-boy  I 
went  several  times  to  South  Boston 
and  watched  with  eager  curiosity  the 
work  in  the  erecting  shops  at  the  Hink- 
ley works,  which  could  be  seen  from 
the    street.      When,   as   sometimes   hap- 


.•\T  THE  HINCK1J:\  I.(H  ().\|(iri\  i.  WDI^KS. 
pressure  by  a  fast  running  pump.  The 
engineer  on  this  engine  starts  out  fig- 
uring on  his  oil.  He  knows  how  close 
it  will  be  and  probably  he  sets  his 
lubricator  so  sparingly  the  first  thing 
he  knows  he  has  struck  a  hill  with 
dry  valves. 

He  goes  up  this  hill,  just  barely  mak- 
ing it,  and  before  half  way  up  his  re- 
verse lever  has  found  its  wav  near  the 
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corner,  and  as  \vc  all  know  each  notch 
calls  for  more  coal  and  before  the  hard 
pull  is  reached,  down  in  the  corner  she 
goes.  With  200  lbs.  of  steam  pressure 
licking  every  particle  of  lubrication 
from  the  valves  and  cylinders  at  each 
stroke  which  has  full  boiler  pressure  he 
just  manages  to  get  over  this  hill,  but 
there  are  many  more  staring  him  in  the 
face   yet.     The   cream   is   in   his   engin° 


days  later  we  see  this  engine  in  the 
back  shop,  cylinders  bored  and  probab- 
ly bushed,  valves  faced,  etc.  This  is 
not  the  only  one,  but  there  are  num- 
bers of  her  kind  running  along  by  her 
waiting  for  the  same  pit.  Now,  ac- 
cording to  my  notion  this  is  where 
money  goes,  time  and  loss  of  power. 
I  fully  realize  the  fact  that  it  is  quite 
a  nice   thing   to   look  at  the   monthly   oil 


good  condition  keep  them  so.  Give 
them  a  reasonable  amount  of  oil  nec- 
essary to  do  their  work,  watch  the  lit- 
tle things  before  they  become  big 
things.  Your  men  will  take  more  inter- 
est, your  engines  will  do  better  work, 
stay  out  of  the  shop  longer,  make  more 
mileage  and  make  more  money  for  the 
company,  j^^^^^  Forem.nn  of  Engines. 
Louisville,  Ky. 


4UAKr  TO  ear  (»■' 
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yet.  Clean  fire,  lots  of  sand  and  plenty 
of  steam.  He  opens  up  on  his  lubrica- 
tor feeds  slightly  to  be  ready  for  the 
next  hill  and  goes  up  all  right,  but  says 
"I  can't  feed  this  way  on  account  of 
shortage  of  oil."  He  very  soon  finds 
himself  in  the  Same  old  rut,  on  the  next 
hill,  and  so  on. 

On  arrival  at  the  terminals  he  gives 
the  engine  the  last  drop  of  oil,  and 
comes  in  with  very  dry  cylinders  and 
valves,  knowing  he  has  to  start  out 
with  the  same  allowance  again.  I  say 
this  engine,  under  these  conditions, 
burns  four  more  tons  of  coal  than  it 
should  have  burned,  which  will  cost 
the  company  $6,  or  if  you  think  I  am 
loo  high  I  will  cut  it  in  two  and  call  it 
$3.  This  first  cost  does  not  include  the 
damage  that  would  happen  to  this  en- 
gine in  a  short  time  working  under 
these  conditions.  We  will  presume  this 
engine  makes  one  single  trip  over  the 
division  each  day  and  will  burn  in  ex- 
cess two  tons,  which  amounts  to  $21 
per  week,  as  against  one  gallon  of  valve 
oil,  which  is  worth  48  cents.  This  does 
not  include  the  worry  and  figuring 
which  is  required  of  the  man  in  charge. 

Take  these  figures  which  I  base  on 
actual  experiments  and  figure  them  up 
for  a  month  on  one  engine  and  then  a 
year,  and  then  count  all  the  engines 
on  your  division,  and  you  will  have 
quite  a  sum  of  money  involved.     Sixty 


reports  and  see  where  engines  run  so 
many  miles  on  a  pint  of  valve  oil.  This 
division  beat  that  one,  etc.,  but  look  at 
the  engines  and  back  shops.  I  venture 
to  say  the  division  giving  the  proper 
allowance  of  oil  can  show  you  a  nice 
lot  of  cylinders  and  valve  seats,  good 
engines,  good  work,  no  overtime.  Look 
at  the  coal  reports,  look  at  the  shop 
work  on  your  scantily  supplied  division. 
It  will  tell  its  own  tale.  I  make  this 
plea  for  saving  dollars  and  cents  for 
the  company.  I  will  start  the  same 
engine  and  crew  out  under  same  condi- 
tions; engine  perfectly  lubricated  and 
go  up  against  these  hills  and  do  her 
work  perfectly,  responding  to  every 
notch  given,  using  steam  expansively, 
saving  money  every  mile.  I  treat  the 
locomotive  as  a  human  being.  It  takes 
so  much  air,  so  much  sleep,  so  much 
rest,  so  much  food,  etc.,  for  the  human 
body  to  exist;  without  either  we  feel 
it,  and  in  time  it  tells  on  us,  and  in 
the  long  run  overcome  us. 

I  say  with  the  locomotives  it  takes 
so  much  water,  so  much  steam,  so 
much  attention,  so  much  lubrica- 
tion, so  much  work  to  keep  the  ma- 
chine going.  The  absence  of  any 
of  these  necessarily  results  in  some- 
thing expensive.  The  old  adage 
which  I  know  is  quite  familiar  to 
all.  "a  stitch  in  time  saves  nine."  ap- 
plies here.     When  your  engines  are  in 


Marshall  Mechanical  Stoker. 

A  mechanical  stoker  for  use  on  locomo- 
tives has  recently  been  designed  by  Mr. 
J.  J.  Marshall  of  Shelburne,  Ont.,  Canada, 
a  brief  description  of  which  we  are  able 
to  give  through  the  courtesy  of  Mr.  Mar- 
shall himself.  The  fuel  space  in  the  ten- 
der is  fitted  with  steel  doors,  so  as  to  close 
off  the  fuel  entirely  from  what  might  be 
called  the  shoveling  plate.  At  the  bottom 
of  the  fuel  space  there  is  what  the  in- 
ventor calls  a  cut-off  and  dump  grate. 
Nnrmally  coal  of  small  size  passes 
through  this  grating  by  gravity  and  falls 
into  a  chute  below.  The  grate  can  be 
turned  by  the  movement  of  a  lever  so  as 
to  entirely  shut  off  the  flow  of  coal,  or  in 
case  large  lumps  block  the  grate  it  may 
be  turned  so  as  to  pass  them  through  by 
dumping. 

The  coal  chute  below  this  grate  intro- 
duces the  coal  into  the  base  of  a  spiral 
conveyor  w'hich  is  pivoted  to  the  floor  of 
the  tender  by  a  four-way  hinge.  The 
conveyor  stands  at  about  an  angle  of  45 
degs.,  the  upper  end  resting  upon  a  coal 
hopper  placed  against  the  back  head  of 
the  boiler.  The  conveyor  being  hinged 
below  and  resting  on  a  friction  roller  on 
the  edge  of  the  hopper  secured  by  a  link 
is  free  to  adjust  itself  to  the  oscilations 
of  the  engine  and  tender.  At  the  upper 
end  of  the  spiral  conveyor,  and  secured 
by  a  suitable  bracket,  a  small  engine  is 
placed.  This  engine  drives  the  conveyor, 
and  is  fed  with  steam  from  the  boiler 
through  a  wire-wound  hose. 

The  hopper  and  the  stoking  mechanism 
is  attached  to  the  firebox  door,  and  a 
vertically  sliding  gate,  operated  by  a  lever, 
opens,  restricts  or  closes  the  flow  of  coal 
to  the  fuel-plate,  which  lies  in  about  the 
centre  of  the  fire  door  and  extends  a  few 
inches  into  the  firebox.  The  passage  of 
coal  from  the  tender  to  the  fuel-plate  is 
as  follows:  It  drops  through  the  cut-off 
and  dump  grating  in  the  tender  into  the 
chute  below;  from  there  it  slides  into  the 
conveyor  and  is  carried  up  past  the  upper 
edge  of  the  hopper.  From  the  hopper  it 
flows  by  gravity  under  the  coal  gate  in 
large  or  small  quantity,  according  to  the 
amount  of  opening  provided  by  the  gate. 
It  thus  reaches  the  fuel-plate,  and  is  ready 
for  distribution  in  the  fire  box.  The  fuel 
space  doors  in  the  tender  and  the  upper 
side  of  the  conveyor  are  provided  with 
poke  holes  which  enables  the  fireman  to 
get  at  lumps  with  a  bar  or  pick  when 
necessary. 
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When  the  coal  is  on  the  fuel-plate  it 
is  blown  into  the  firebox  by  jets  of  steam, 
three  in  number,  the  right-hand  one  blow- 
ing coal  to  the  left  of  the  box,  the  left- 
hand  jet  blowing  coal  to  the  right  of  the 
firebox  and  the  centre  jet  blowing  coal 
toward  the  centre  of  the  firebox,  the  di- 
rection of  each  jet  being  governed  by  a 
nozzle  or  orifice  set  permanently  in  these 
directions.  Steam  for  these  jets  is  sup- 
plied by  an  articulated  steam  pipe,  the 
joint  of  which  is  in  line  with  the  hinge 
bolts  of  the  door  frame,  carrying  hopper, 
fuel-plate  and  operating  valves.  In  case 
it  is  necessary  to  open  the  fire  door  for 
any  cause,  the  conveyor  can  be  secured 
by  a  chain  from  the  fuel  space  doors  in 
the  tender,  so  that  it  docs  not  then  bear 
on  the  edge  of  the  hopper.  The  door  can 
then  be  opened  and  swung  back  without 
breaking  the  steam  joint  of  the  supply  pipe. 

The  steam  from  the  boiler  required  to 
blow  the  fuel  into  the  firebox  enters  a 
valve  chamber  back  of  the  fuel-plate  and 
on  a  level  with  it.  The  three  valves  are 
normally  held  closed  by  steam  pressure 
aided  by  a  coil  spring.  The  valve  cham- 
ber is  normally  full  of  steam.  The  open- 
ing of  any  one  of  the  valves  is  controlled 
each  by  a  lever,  which  is  pulled  back  by 
the  fireman  and  allowed  to  close  either 
automatically  or  gradually  by  hand.  A 
mica  peep  hole  below  the  valve  chamber 
enables  the  fireman  to  see  the  interior  of 
the  firebox  from  time  to  time. 

The  operation  of  the  Marshall  mechani- 
cal stoker  requires  the  constant  attention 
of  the  fireman,  though  he  is  relieved  of 
all  heavy  mechanical  labor.  He  can,  at 
will,  stop  or  start  conveyor  engine.  He 
can  close  the  cutoff  and  dump  grating  in 
the  tender  as  required.  He  can  regulate 
the  hopper  gate  opening  and  so  regulate 
the  supply  which  reaches  the  fuel-plate. 
He  has,  however,  to  constantly  operate 
one  of  the  three  valves  which  govern  the 
blast  of  steam  which  distributes  the  coal 
to  the  firebox.  This  hand-operated  device 
enables  the  fireman  to  distribute  the  coal 
as  he  desires.  Thus  he  may  cause  sev- 
eral right-hand  jets  to  blow  in  succession 
for  the  purpose  of  covering  the  left  side 
of  the  firebox,  or  he  may  resort  to  any 
sequence  of  blasts  which  he  may  deem 
requisite.  The  fireman  is  also  able  to 
regulate  the  intensity  of  any  blast  by  the 
degree  of  opening  he  may  give  to  it.  The 
object  of  the  hand-operated  valve  mechan- 
ism is  to  enable  a  fireman  to  so  distrib- 
ute the  coal  as  to  cover  a  thin  spot  or 
cover  a  hole  in  the  fire  produced  by  the 
slipping  of  the  engine  or  other  cause. 

The  whole  apparatus  has  been  designed 
with  a  view  of  providing  means  for  re- 
sorting to  hand  firing  when  desired.  The 
hopper  and  stoking  mechanism  can  be  re- 
moved by  disconnecting  the  steam  pipe  at 
the  union  nut  and  taking  out  the  hinge 
bolts  and  locking  bolt  and  lifting  the 
whole  mechanism  out  of  the  way.  An 
ordinary  fire-door  must  then   be   applied. 


The  conveyor  can  he  taken  down  alto- 
gether by  disconnecting  the  steam  hose 
supplying  the  small  engine  and  the  con- 
veyor disconnected  at  the  four-way  hinge 
on  the  floor  of  the  tender  and  the  whole 
lifted  out  of  the  way. 

The  disconnecting  of  the  hopper  and 
the  conveyor  and  the  lifting  of  these  con-.- 
paratively  heavy  parts  out  of  the  way 
must  consume  some  time,  and  the  neces- 
sity of  carrying  a  spare  fire  door  on  the 
engine,  in  case  hand  firing  had  to  be  re- 
sorted to,  are  certainly  valid  objections  to 
the  mechanism  as  now  designed.  The 
peep  hole  through  the  fire  door  is  rather 
too  low  to  be  convenient  for  the  fireman 
to  constantly  use,  and  although  the  dis- 
tribution of  coal  over  the  grate  may  be 
performed  easily  and  intelligently  by  the 
fireman,  the  constant  hand  operation  of 
the  valves  is  not  a  feature  which  is  likely 
to  commend  it  to  the  men  on  the  engine. 
This  stoker,  however,  is  an  effort  to  solve 
the  problem  of  lightening  the  work  of  the 
fireman  in  modern  heavy  freight  traffic. 


pounds  steam  pressure.  On  being 
drawn  off  through  a  suitable  reducing 
valve  the  water  became  steam  and  op- 
erated the  pistons  in  the  usual  way. 

Soda  and  other  chemicals  capable  of 
storing  heat  were  also  tried  to  eliminate 
the  fireman,  but  they  all  failed. 


The  Fatal  Water  Crane. 
The  swinging  water  crane  that  is  so 
easily  blown  foul  of  the  track  has  been 
responsible  for  the  death  of  many  per- 
sons. One  of  the  latest  victims  was 
William  C.  Nagel,  one  of  the  oldest 
engineers  on  the  Big  Four  System,  who 
had  been  an  engineer  over  forty  years 
and  was  considered  one  of  the  most 
leliable  express  engine  men  belonging 
to  the  road.  In  the  line  of  his  duty  he 
looked  out  of  the  side  window  at  a 
point  where  the  fatal  water  crane  was 
protruding  upon  the  track;  it  struck 
his  head  and  ended  his  career.  Can 
some  invention  be  perfected  to  hold 
that    murderous    crane    in    place? 


Trying  to  Abolish  the  Fireman. 
Many  attempts  have  been  made  to 
provide  a  substitute  for  the  locomotive 
boiler  to  do  away  with  firing  on  the 
road,  and  at  the  same  time  provide 
steam  or  a  substitute  for  short  runs. 
The  most  successful  of  these  attempts 
was    a    compressed     air    reservoir    de- 


Automatic  Fog  Signalling. 

One  of  the  greatest  dangers  which  have 
attended  the  working  of  railways  in  Eng- 
land has  always  been  that  of  signalling 
trains  in  the  exceedingh'  dense  fogs  in 
the  British  Isles.  The  Great  Weste'rn 
Railway  have  been  testing  on  one  of  their 
branch  lines  an  automatic  system  to  over- 


CROSS   SECTION  OF  MECILANICAL  STOKER. 


signed  by  Robert  Hardie,  a  locomotive 
engineer.  It  ran  for  some  time  on  the 
New  York  elevated  railroad.  The  plan 
was  abandoned  because  it  cost  inore 
than  direct  steam  power  without  giving 
any  decided  advantage. 

Another  substitute  for  the  fired  boiler 
was  hot  water  carried  in  a  strong  ves- 
sel. The  water  was  put  in  at  a  high 
temperature     representing     about     200 


ccme  this  trouble.  By  the  new  system, 
whenever  a  train  runs  into  a  danger  zone, 
a  whistle  sounds  in  the  cab  of  the  engine, 
and  thus  warns  the  driver  of  his  position. 
The  experiments  have  been  so  successful 
that  the  Board  of  Trade  have  approved 
of  tlie  permanent  adoption  of  the  system. 
It  is  expected  that  the  usefulness  of  the 
apparatus  may  be  further  increased  by  a 
device  to  apply  the  brake  automatically. 
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What  Do  You  Think  of  Signals? 

On  another  page  we  publish  an  article 
entitled  "The  Appeal  of  the  Railway  Sig- 
nal," which  deserves  close  study  from 
every  person  connected  with  the  move- 
ment of  trains  on  lines  protected  by  sta- 
tionary signals.  The  appeal  is  really  to 
the  judgment  and  good  sense  of  the  people 
who  have  to  act  under  direction  of  the  sig- 
nals displayed,  and  their  opinion  of  the 
method  most  conducive  to  safety  is  earn- 
estly requested  by  tlic  editor  of  R.\ilway 
AND  Locomotive  Engineering.  The  offi- 
cials who  decide  upon  the  installment  of 
signals  select  the  system  which  they  con- 
sider the  most  efficient;  but  their  judg- 
ment may  be  guided  to  a  great  extent  by 
theoretical  considerations ;  the  engineer, 
on  the  other  hand,  who  has  to  obey  the 
signal  and  be  guided  by  its  indication,  is 
the  better  judge  of  what  .system  is  most 
conducive  to  the  safe  operating  of  trains. 

In  the  article  referred  to  (page  190"). 
there  are  three  systems  of  signalling  men- 
tioned, each  one  of  which  no  doubt  has 
merits  of  its  own.  The  railway  world  and 
the  traveling  public  needs  the  use  of  the 
very  best  system,  the  system  with  the  fewest 
weak  points.  The  men  who  run  locomo- 
tives or  have  had  experience  in  the  cab 
are  best  able  to  judge  the  merits  or  de- 
fects of  a  signal  system,  and  we  trust 
that   many    of   them    will    favor    us    with 


their  views  for  the  benefit  of  those  whose 
safety  depends  upon  the  prevention  of 
train   acciden's. 

We  believe  that  there  is  a  growing  de- 
sire to  make  the  signal  system  used  in 
this  country  the  most  efficient  in  the 
world.  We  believe  the  signal  engineers 
are  putting  forth  conscientious  efforts  in 
that  direction,  and  that  they  and  other 
railroad  officials  would  welcome  a  fair 
and  frank  discussion  of  the  whole  sub- 
ject. A  signal  engineer  said  to  Railway 
AND  Locomotive  Engineering  a  short  time 
ago:  "In  devising  our  signal  systems  we, 
so  to  speak,  put  the  viands  on  the  table 
and  we  see  that  they  are  swallowed,  but 
we  don't  know  whether  they  are  palatable 
or  not.  Get  the  men  who  obey  the  signals 
to  say  what  they  think  of  them,  through 
your  columns."  Gentlemen,  there  is  the 
invitation.     Now  you  have  the  floor. 


The  Price  of  Safety. 

Many  railroad  men  hate  the  word 
discipline  and  regard  it  as  a  species  of 
revenge  against  the  lower  orders, 
meted  out  by  the  higher  orders  of  rail- 
road employees  on  the  principle  that 
some  religious  sects  believe  that  God 
sends  one  to  heaven  and  ten  to  hell 
for  his  own  glory.  Yet  the  man  who 
looks  upon  the  working  of  the  human 
mechanism  forming  a  railroad  organ- 
ization is  thankful  that  unsleeping  dis- 
cipline keeps  the  forces  in  that  con- 
dition of  alertness  that  enables  intri- 
cate train  operation  to  be  conducted 
without  mishap.  A  mishap  or  accident 
of  any  kind  nearly  always  results  from 
a  lapse  in  vigilance. 

When  an  express  train  runs  into  a 
train  standing  on  the  main  line,  it  may 
safely  be  concluded  that  it  is  a  common 
thing  for  stray  trains  to  be  on  the  track 
when  an  express  train  is  due.  A  rail- 
road company  that  permits  this  danger- 
ous method  of  train  operating  to  be 
practiced,  has  no  right  to  run  trains- at 
a  greater  speed  than  twenty  miles  an 
hour.  The  practice  does  not,  however, 
always  indicate  that  the  railroad 
through  crowded  business  is  unable 
to  keep  a  clear  line  for  fast  passenger 
trains,  but  rather  that  the  discipline 
regulating  train  movement  is  lax.  No 
excuse  ought  to  be  accepted  for  any 
train  or  engine  intruding  upon  the  line 
on  which  a  fast  through  train  is  due. 
The  violation  of  this  rule  is  generally 
done  by  the  chance-taker  who  insanely 
imagines  that  he  can  save  time  by  fol- 
lowing dangerous  practices.  Strict  dis- 
cipline in  every  day  operating  is  nec- 
essary to  make  all  understand  that  tak- 
ing chances  will  be  considered  as  seri- 
ous an  ofifense  when  nothing  happens, 
as  when  an  accident  results.  Unfortu- 
nately this  sentiment  is  far  from  being 
universally  rce-.irded  as  sound  opera- 
ting  doctrine,   on   the   contrary,   on   not 


a  few  roads  the  conductor  or  train  dis- 
patcher who  saves  a  few  minutes  by 
taking  dangerous  chances  is  regarded 
as   a   smart   railroader. 

The  numerous  fatal  railroad  acci- 
dents that  continue  to  hold  up  Amer- 
ican railroad  operation  to  the  scorn  of 
humanity,  calls  loudly  for  reform  and 
the  first  action  toward  reform  ought  to 
be  the  making  of  all  concerned  under- 
stand that  fast  trains  must  be  given  a 
clear  track.  The  next  reform  ought 
to  be  the  general  introduction  of  block 
signals  that  will  keep  trains  apart. 
Much  has  been  done  in  the  last  few 
years  in  the  installment  of  block  sig- 
nals, but  in  many  quarters  there  is  a 
tendency  to  neutralize  that  provision 
for  safety  by  loose  discipline.  The 
practice  of  making  block  signals  per- 
missive— that  is  giving  the  engineer 
permission  to  pass  a  danger  signal 
when  he  thinks  that  the  passing  may 
be  done  safely,  paves  the  way  to  the 
practice  of  ignoring  signals,  and  put- 
ting personal  judgment  in  their  place. 
During  excavations  that  uncovered 
parts  of  Pompeii  that  had  been  covered 
by  ashes  thrown  up  by  Mount  Vesu- 
vius, they  found  Roman  soldier  guards 
who  stuck  to  their  posts  during  the 
death  dealing  storm,  through  sense  of 
duty.  That  was  the  spirit  that  made 
Roman  soldiers  conquer  the  world. 
Stern  discipline  of  the  same  kind  is 
necessary  with  American  railroad  men 
if  they  ever  hope  to  lead  the  world  in 
efficiency,  which  means  safe  operating. 


Pounding. 

The  marked  improvement  in  locomotive 
construction  and  the  increase  in  the  weight 
of  the  working  parts  has  caused  a  dim- 
inution in  the  chronic  defect  known  as 
pounding,  and  which  has  ever  been  one 
of  the  leading  troubles  in  locomotive  run- 
ning and  management.  As  a  constant 
cause  of  annoyance  to  engineers  it  is 
alarming,  because  if  unheeded,  it  is  almost 
always  sure  of  leading  to  disaster,  and 
the  beginning  of  a  pound  is  wisely  looked 
upon  as  a  note  of  warning  and  should 
be  immediately  heeded.  The  location  of 
the  cause  of  the  trouble,  generally  a 
matter  of  some  difficulty  even  to  the 
most  experienced  engineer,  should  be 
looked    for    with    extreme    carefulness. 

It  is  a  noteworthy  fact  that  there  are 
some  kinds  of  locomotives  that  always 
pound  when  running  in  full  gear.  Such 
engines  should  not  be  blindly  experi- 
mented with.  It  will  be  readily  noted 
that  setting  up  the  wedges  and  tightening 
the  main  rods  instead  of  correcting  the 
trouble,  leads  to  new  troubles.  It  should 
be  carefully  observed  whether  the 
pounding  is  of  a  constant  or  of  a  grow- 
ing kind.  If  the  volume  of  sound  is 
of  a  constant  kind  when  running  in  full 
gear,  the  trouble  might  be  in  the  lack  of 
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compression  at  the  end  of  the  piston 
stroke,  as  something  of  a  shock  at  the 
end  of  the  piston  stroke  is  inevitable  in 
many  locomotives  when  pulling  hard 
with  a  full  travel  of  the  valves.  If  the 
valves  are  of  the  proper  dimensions  and 
finely  adjusted  this  should  not  occur  as 
the  properly  graduated  compression 
period  should  relieve  all  sudden  sound 
of  lost  motion  in  the  reciprocating  parts ; 
but  it  is  a  well  known  fact  that  in  loco- 
motives equipped  with  the  shifting  link 
the  valves  do  not  retain  their  exact  posi- 
tion for  any  considerable  length  of  time, 
and  hence  some  ^disturbing  element  is 
to    be   expected. 

Some  oi  the  more  unusual  causes  of 
pounding  are  the  loosening  of  cylinders 
on  the  frames.  Loose  driving  boxes  are 
also  a  fruitful  cause  of  pounding  and 
difficult  to  locate.  The  most  common 
cause  of  pounding,  however,  is  in  the 
main  rod  connections  and  in  the  driving 
boxes  working  loose  in  the  wedges. 
Loose  side-rod  connections  will  also 
cause  pounding  when  passing  the  centres. 
Care  should  be  taken  in  noting  the  strik- 
ing point  when  the  piston  and  cylinder 
heads  touch  each  other.  The  tendency 
of  the  main  rod  to  increase  in  length  un- 
til the  piston  strikes  the  front  cylinder  is 
more  rapid  than  might  be  expected,  and 
special  care  should  be  taken  in  refitting 
the  rod  brasses  to  see  that  a  slight  ex- 
cess of  clearance  should  always  be  main- 
tained at  the  front  end  of  the  piston 
stroke.  In  the  event  of  the  piston  strik- 
ing either  of  the  cylinder  heads  the  noise 
is  much  louder  and  harder  than  that 
caused  by  lost  motion  in  the  rods  or 
driving  boxes. 

Among  the  methods  of  locating  a 
pound,  after  determining  on  which  side 
of  the  engine  the  pounds  occurs,  perhaps 
the  best  method  is  to  place  the  main 
crank  pin  on  the  top  quarter  on  the  side 
of  the  engine  on  which  the  pound  oc- 
curs, and  after  blocking  the  driving 
wheels,  admit  steam  to  the  cylinder,  and 
by  reversing  the  lever  so  that  the  steam 
will  have  an  opportunity  of  alternately 
striking  each  side  of  the  piston,  a  close 
observer  will  readily  detect  the  location 
of  the  trouble.  If  there  is  no  visible 
movement  of  the  parts  the  trouble  may 
be  looked  for  in  the  cylinder  itself,  but 
it  may  be  added  that  broken  piston  rings 
or  loose  follower-bolts  produce  a  metal- 
lic clicking  sound  which  can  be  readily 
distinguishable  from  the  duller  sound 
of  a  pounding  on  account  of  a  loosen- 
ing of   the   wearing  parts. 


cape  bankruptcy,  nearly  all  railroad  com- 
panies were  compelled  to  cut  down  oper- 
ating expenses  in  every  possible  manner, 
an  unavoidable  policy  which  brought  much 
hardship  and  suffering  upon  people  thrown 
out  of  employment.  According  to  the 
Bureau  of  Railway  News  and  Statistics, 
whose  reports  are  generally  reliable,  the 
first  year  after  the  depression  began 
brought  to  the  railroads  of  the  United 
States  the  loss  of  $330,000,000  in  gross 
earnings  and  $129,300,400  net  earnings,  the 
income  which  in  ordinary  years  is  devoted 
to  paying  dividends,  wages  and  for  the  ex- 
pense of  desired  improvements.  Among 
the  outrageous  losses  imposed  upon  rail- 
road companies  was  $25,000,000  due  to 
certain  legislatures  compelling  railroads 
to  carry  passengers  for  two  cents  a  mile, 
a  form  of  vicious  legislation  that  the 
courts  have  decided  to  be  illegal,  but 
nevertheless  the  damage  was  inflicted. 

As  a  highly  important  portion  of  the 
current  expenses  of  railroads  consists  of 
repairing  rolling  stock  and  the  keeping  up 
of  the  track;  reduction  in  these  depart- 
ments threw  many  men  out  of  employ- 
ment who  were  poorly  prepared  to  en- 
dure reduction  of  income,  and  much  suf- 
fering resulted.  Railroad  managers  were 
put  to  their  wits'  ends  to  find  a  policy 
that  would  be  least  hurtful  to  their  em- 
ployes. Some  railroad  companies  reduced 
their  force  to  the  limit,  keeping  only 
enough  men  to  do  the  necessary  work, 
while  others  kept  all  the  men  they  could, 
putting  them  upon  short  working  hours. 
It  is  difiicult  to  say  which  policy  was 
the  more  satisfactory,  for  we  have  found 
a  very  hostile  spirit  existing  among  work- 
men who  have  been  put  upon  short  time, 
not  a  few  of  them  blaming  their  imme- 
diate superiors,  such  as  master  mechanics 
and  road  masters  for  the  short  hours 
worked.  Feelings  of  that  short  are  very 
unreasonable,  for  there  is  not  a  master 
mechanic  or  road  master  in  the  country 
who  would  restrict  the  hours  of  the  men 
under  them  if  they  could  avoid  it. 

Whatever  influences  were  responsible 
for  the  panic  were  the  real  culprits  whose 
acts  put  the  workmen  upon  short  time, 
together  with  the  political  tyrants  who 
forced  unprofitable  rates  upon  the  rail- 
road companies.  These  are  the  people 
that  ought  to  be  abused  by  the  work- 
men, not  the  officials  who  merely  obeyed 
orders  from  the  general  oflice.  The  les- 
son of  the  short  hours  ought  to  result  in 
every  effort  being  made  to  send  to  private 
life  the  politicians  who  make  capital  by 
abusing  and  injuring  railroads. 


Responsible  for  Short  Working  Hours. 

When  the  panic  of  1907  assailed  the 
business  interests  of  the  country,  the  rail- 
road companies  were  the  greatest  suf- 
ferers, the  reductions  in  revenue  having 
been  so  great  that  many  of  them  ex- 
perienced the  greatest  difficulty  in  keeping 
out   of   the   hands   of   receivers.      To    es- 


Superstition  of  Railroad  People. 

Reporters  of  daily  newspapers  are  not 
technically  educated  men.  When  they  at- 
tempt to  describe  accidents  that  happen 
to  cars  and  locomotives  they  sometimes 
make  fearful  blunders,  but  we  ought  not 
to  blame  them  severely.  They  are  like  the 
artists  in  a  Western  resort  where  a  notice 


was  displayed  reading:  "Please  do  not 
shoot  the  musicians;  they  are  doing  their 
best." 

A  reporter  gifted  with  imagination  is 
fond  of  lingering  about  the  resorts  of 
stove  committees,  where  he  gathers 
strange  items  of  information  that  are 
sometimes  curious  if  not  edifying.  Lately 
he  discovered  many  superstitions  and 
amazing  beliefs  cherished  exclusively  by 
railroad  people.  Engineers  and  firemen 
are  said  to  hold  a  monopoly  of  certain 
superstitions.  They  never  have  confidence 
in  a  locomotive  that  has  been  in  an  acci- 
dent. No  matter  in  what  condition  the 
engine  may  be  in,  or  to  what  run  she  may 
be  assigned,  they  would  rather  go  out  on 
the  worst  scrap  heap  belonging  to  the  road 
or  the  hardest  run  so  long  as  the  engine 
used  had  escaped  any  accident.  Another 
superstition  this  reporter  found  to  be 
prevalent  among  enginemen  was  the  di- 
rection in  which  the  engine  was  turned  on 
the  turn-table.  Some  of  the  men  pre- 
fer turning  to  the  right,  others  to  the 
left,  and  they  are  as  particular  about  this 
as  the  Musselman  is  about  facing  the 
East  when  howling  his  evening  prayers. 
Many  enginemen,  he  says,  make  a  point  of 
being  present  whenever  their  engines  are 
turned  in  order  to  assure  themselves  that 
it  is  done  the  right  way,  or  if  in  their 
absence  it  has  been  wrongly  done  they 
will  have  it  set  right  before  consenting  to 
climb  into  the  cab.  Numerous  accidents 
are  attributed  to  engines  being  turned 
from  east  to  west  with  the  front  buffers 
toward  the  nortli. 

One  should  never  step  onto  the  engine 
with  the  right  foot  first.  Equally  serious 
would  be  the  consequences  of  climbing  out 
of  the  cab  on  the  right  side  in  order 
to  oil  the  engine.  Such  a  mistake  would 
certainly  result  in  an  accident  sooner  or 
later.  There  seems  also  to  be  a  super- 
stitious prejudice  against  kicomotives 
whose  numbers  contain  the  figure  9  or  can 
be  equally  divided  by  that  number.  There 
is  no  apparent  reason  for  this,  and  nothing 
to  explain  why  the  generally  acknowl- 
edged omniousness  of  13  is  disregarded. 
But  9  is  disliked  emphatically  by  many 
workers  in  locomotive  cabs. 

One  will  sometimes  see  a  track  layer 
who  has  stumbled  in  crossing  a  rail  re- 
trace his  steps  and  cross  the  rail  again 
with  sure  feet.  To  stumble  over  a  rail 
is  productive  of  misfortune,  and  the  only 
way  to  ward  off  disaster  is  to  take  the 
step  again.  Cross-eyed  men  are  unpopu- 
lar. Some  support  to  this  superstition  is 
discoverable  in  the  story  of  a  gang  'of 
track  layers  who,  during  the  ten  months' 
l>rcsence  among  them  of  a  cross-eyed 
man,  lost  nine  of  their  number  by  acci- 
dents on  the  line,  so  it  is  said,  and  the 
cross-eyed  man  liimself  was  killed  as 
the  tenth  victim. 

All  persons  engaged  in  dangerous  oc- 
cupations are  naturally  superstitious,  and 
railroad  men  may  be  classed  with  sailors. 
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fishermen  and  miners  in  this  respect.  It 
is  not  difficult  to  work  up  signs  that 
would  arouse  the  apprehension  of  engine- 
men  or  others  liable  to  meet  with  serious 
accidents.  We  never  heard  of  the  super- 
stitions mentioned  by  the  imaginative  re- 
porter, but  we  have  known  enginemen  in 
the  old  country  who  would  be  thrown  in- 
to tremors  of  apprehension  if  a  hare 
crossed  the  track  when  they  were  starting 
on  a  trip,  and  who  would  be  frightened 
all  day  on  hearing  the  scream  of  a  lap- 
wing. Belief  in  some  form,  of  the  super- 
natural afflicts  most  members  of  the  hu- 
man race  and  the  reputed  doings  of  the 
Witch  of  Endor,  the  encouragers  of  Mac- 
beth and  the  antics  of  the  gang  in  Allo- 
way's  Auld  Haunted  Kirk  keep  all  super- 
stitious people  in  good  company. 


New    Organization. 

A  new  kind  of  organization  on  the  roads 
which  are  generally  called  the  Harriman 
system  has  recently  been  put  into  opera- 
tion. In  the  new  plan  the  titles  of  master 
mechanic,  resident  engineer,  train  master 
and  traveling  engineer  are  all  changed  to 
that  of  assistant  superintendent.  The  du- 
ties performed  by  these  men  remain  as 
they  were,- with  perhaps  some  added  activi- 
ties. 

The  object  is  to  facilitate  business  and 
to  train  and  develop  the  men  in  the  vari- 
ous departments  in  a  wider  view  of  their 
responsibilities,  and  to  develop  resource- 
fulness. An  assistant  superintendent  is 
always  on  duty  at  divisional  headquarters 
to  handle  special  classes  or  correspondence 
and  telegrams.  Correspondence  on  the 
company's  business  is  addressed  "superin- 
tendent" or  "assistant  superintendent,"  the 
name  of  an  individual  is  not  used  unless 
the  letter  or  telegram  is  intended  to  be 
more  personal  than  official. 

The  tendency  of  the  existing  forms  of 
railroad  organization  has  been  to  develop 
three  departments  whose  interests  seemed 
frequently   to  be  opposed  to  each   other, 
and  led  to  action  that  was  not  conducive 
to  the  good  of  the  service  at  large.    The 
transportation   department   often   assumed 
authority    that    rightly    belonged    to    the 
mechanical  or  to  the  engineering  depart- 
ment and  vise  versa,  with  the  result  that 
the  individuals  concerned  appeared  more 
interested  in  fighting  the  other  department 
members    than    in    working   for   the   best 
interests   of   the    company.      It   has   been 
notorious  that  members  of  the  transporta- 
tion department  having  direct  communica- 
tion with  the  cars  of  the  management,  had 
the  strongest  pull  in  obtaining  promotion. 
a  condition  which  spread  a  spirit  of  jealousy 
and    discontent    among    members    of    the 
other    departments.     The    new    organiza- 
tion of  the  Harriman  lines  will  put  each 
department    upon    an   equal    footing,    and 
will    give   the    managers    a   much    larger 
field    from    which    to    select    officials    of 
marked  ability. 


Unexpected    Orders   from   the    Orient. 

Business  in  all  lines  of  railroad  sup- 
ply work  has  been  deplorably  depressed 
during  the  last  year,  but  foreign  orders 
have    come   in    unexpectedly   and   have 
helped    to    keep    mills    and    factories    go- 
ing   that    otherwise    might    have    been 
idle.        Newspaper     philosophers      and 
certain  politicians  preach  that  the  home 
market  is  enough  for  American  manu- 
facturers, but  we  fail  to  see   why  for- 
eign orders  should  not  be  welcome  as 
long  as  they  can  be  executed  at  a  profit. 
Railroad  building  in   China  has  been 
very   active   during   the   past   year   and 
the  greater  part  of  the  new  equipment 
required      for     the      South     Manchuria 
Railway     was     placed     in     the     United 
States.     That  equipment  included  rails, 
locomotives,  cars,  bridge  material   and 
minor   accessories   to   a   total   value   of 
over    ten    million    dollars.      The    quan- 
tities   and    approximate    values    of    the 
equipment    ordered    were    205    locomo- 
tives,   worth    $3,888,000;     2,190    freight 
cars    and    cabooses,    $3,020,000;    51. MS 
tons    rails    and    accessories,    $2,118,000; 
95   passenger,   baggage,   and   mail   cars, 
including  3  sleepers  and  3  dining  cars, 
$793,000;  and  486  sets  steel  bridge  ma- 
terial, $590,000,  making  a  total  of  $10,- 
409,000.     Of  the  cars  980  were  ordered 
in  Japan,  but  as  the  trucks,  brakes  and 
accessories  were  bought  in  the  United 
States,  it  is  necessary  to  subtract  only 
about  $300,000  to   secure   the   value   of 
the    equipment    contracted    for    in    the 
United   States. 

Of  other  material  for  the  railway  the 
track  ties  were  ordered  in  Japan.  Sev- 
eral locomotive  cranes  worth  $104,522, 
a  turbine  engine  for  $43,798  and  cement 
to  the  value  of  $230,000,  or  $378,320  in 
all,  were  ordered  from  the  United 
Kingdom.  A  shop  building  with  trav- 
eling cranes,  complete  even  to  the 
wired  glass  windows,  and  to  cost  about 
$175,000,  was  ordered  from  the  United 
States,  as  well  as  two  steam  shovels 
costing  $21,000.  About  $50,000  worth 
of  machine  tools  were  ordered,  and  the 
greater  part  of  these  also  were  of 
American  make. 

In  the  trade  returns  for  the  whole 
year  these  supplies  are  divided  under 
three  heads,  each  including  a  certain 
quantity  of  other  articles  also,  namely, 
iron  goods,  machinery,  and  other 
building  materials,  so  that  it  is  impos- 
sible to  classify  all  the  railway  equip- 
ment. .\ccording  to  American  returns 
for  1907,  shipments  of  engines,  cars, 
rails  and  bridgework  sent  from  the 
United  States  amounted  to  $4.p23.iSi. 
while  the  exports  of  track  ties  from 
Japan  to  this  territory  during  the 
eleven  months  were  valued  at  $446,967. 
Foreign  cement  imported  amounted  to 
a  value  of  $347,839-  almost  all  being 
from  the  United  Kingdom.  The  ex- 
ports  of  American   metal-working  ma- 


chinery for  the  ten  months  ended  Octo- 
ber 31,  amounting  to  $29,631,  were 
practically  all  destined  for  the  shops 
of  the   South   Manchuria   railway. 


Book  Notices 


Twenty-Second  Annual  Report  of  the 
Interstate  Commerce  Commission.     377 
pages,    cloth.     Published   by   the    Com- 
mission   at    the    Government    Printing 
Office,  Washington,  D.  C. 
This  report  is  particularly  interesting  in 
view  of  the  fact  that  it  is  largely  composed 
of  matter  affecting  the  railways.  Of  recent 
years  little  is  heard  of  the  Interstate  Com- 
merce Commission,  except  in  regard  to  the 
railways,  and,  as  is  well  known,  much  of 
the  work  has  not  been  of   a  beneficient 
kind.    It  is  to  be  regretted  that  these  re- 
ports make  very  dull   reading,  but  much 
of  the  matter  is  of  vital  interest  to  railway 
men.     Copies  of  the  report  may  be  had  on 
application  to  the   Commission,  of  which 
Hon.    M.    A.    Knapp,    of    New    York,    is 
chairman,  and  Hon.  Edward  A.  Moseley, 
Washington,  D.  C,  is  secretary. 


Washing  and  Coking  Tests  of  Coal,  at 
the    testing    plant,    Denver,    Colo.      By 
A.    W.    Belden,    G.    R.    Delamater   and 
J.  W.  Grove?.     Published  by  the  Gov- 
ernment   Printing    Office,    Washington, 
D.   C.     54  pages.     May  be  obtained  by 
applying    to    the    Director,    Geological 
Survey,  Washington,  D.  C. 
The   output   of   printed   matter   by   the 
U.    S.   Government   is   so   great   that   the 
matter  that  is  of  real  value  is  very  often 
lost  sight  of  as  grains  of  corn  may  be  in 
a   wilderness  of  straw,   but  it   would  be 
well   for    all   who    are    interested    in   the 
increasing   efficiency   in   the   utilization  of 
tlie  fuel  supply  by  devising  improvements 
in  washing  and  coking  coals  to  note  care- 
fully the  various  reports  issued  from  time 
to  time  on  this  important   subject.     The 
authors  of  the  renort  before  us  have  the 
happy  faculty,  which  is  rare  in  government 
work,    of    condensing   their    report    to    a 
reasonable  bulk.    These  tests  demonstrate 
the    fact    that    many    coals    that    are    too 
high  in  ash  and  sulphur  for  economical  use 
under  the  steam  boiler  may  be  rendered  of 
some  commercial   value  by  proper  treat- 
ment in  the  washery.     As  an  illustration 
we  note  that  among  ^^  coals  tested  from 
the  Rocky  Mountains,  all  but  3  produced 
good   coke,   though   a   large   number   had 
been  considered  of  a  non-coking  kind. 


Plenty  of  Rain  Somewhere. 
On  a  line  running  round  the  world  from 
four  to  eight  or  nine  degrees  there  are 
patches  over  which  rain  seldom  ceases  to 
fall.  This  is  called  the  "zone  of  constant 
precipitation,"  but  at  the  same  time  there 
are  several  localities  along  it  with  very 
little  rainfall. 
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4-6-0,  for  the  Chicago,  NilwauKee  ®  Puget  Sound  Railway 


Our  half-tone  illustration  represents  a 
ten-wheel  engine,  thirteen  of  which  were 
recently  built  at  the  Brooks  Works  of  the 
American  Locomotive  Company  for  the 
Chicago,  Milwaukee  &  Puget  Sound  Rail- 
way. These  engines,  known  in  the  road's 
classification  as  the  G-6,  are  used  in  fast 
passenger  service  and  handle  the  heaviest 
and  fastest  passenger  trains  on  the  Su- 
perior, La  Crosse,  Kansas  City  and  H.  & 
D.  Divisions  of  the  abov-e-mentioned  road. 
One  of  the  hardest  schedules  which  they 
have  to  maintain   is  that  Iietween   Kansas 


in  this  design  they  have  obtained  an 
engine  which  is  particularly  satisfactory 
for  the  service  conditions. 

In  working  order,  the  engines  have  a 
total  weight  of  177,000  lbs.,  of  which 
125,500  lbs.  is  carried  on  the  driving 
wheels.  The  cylinders  are  201/2  ins.  in 
diameter  and  26  in.  stroke,  which,  with 
driving  wheels  yz  ins.  in  diameter  and  a 
boiler  pressure  of  200  lbs.,  gives  a  theoret- 
ical maximum  tractive  power  of  24,200  lbs. 
The  cylinders  are  equipped  with  12  in.  pis- 
ton   valves    actuated    bv   the    Walschaerts 


verse  shaft  arm  is  comiected  to  the  down- 
ward extending  arm  of  bell  crank  by 
means  of  a  short  rod.  This  construction 
was  employed  in  order  to  use  the  link  type 
of  radius  bar  suspension,  as,  owing  to  the 
large  diameter  of  drivers,  it  was  impossible 
'to  place  the  reserve  shaft  over  the  driving 
wheels  ahead  of  the  link.  The  frames, 
which  are  of  wronght  iron  with  double 
front  rails  are  4  ins.  wide.  They  are 
very  strongly  braced  together,  there  be- 
ing a  cast  steel  filling  piece  just  ahead 
of    the    cylinders,    a    cast    steel    cross    tie 


4-6-0  FOR  THE  CHICAGO,  MILWAUKEE  \ 
A.  E.  Manchester,  Superintendent  of  Motive  Power. 


City  and  Ottuinwa  Junction.  Train  No. 
12,  made  up  of  nine  cars,  weighing  416 
tons,  hauled  by  one  of  these  engines, 
makes  the  run  between  these  cities,  a  dis- 
tance of  206  miles,  in  6  hours  and  4  min- 
utes, or  at  an  average  speed  of  34  miles 
an  hour.  This  includes  n  regular  stops, 
as  well  as  stops  at  railway  crossings  and 
reduced  speed  within  the  limits  of  Kansas 
City. 

On  this  division  there  are  numerous 
grades  of  5  per  cent,  and  35^2  miles  long, 
while  the  heaviest  grade  is  6  per  cent,  and 
7  miles  long.  Going  in  the  other  direc- 
tion, or  between  Ottumwa  and  Kansas 
City,  on  train  No.  5,  composed  of  the 
same  number  of  cars,  they  make  the  run  in 
36  minutes  longer  time  or  at  an  average 
speed  of  30.9  miles  an  hour  over  5  and  6 
per  cent,  grades,  several  of  which  are 
3  miles  in  length  and  two  are  4^4  and  5^ 
miles  long  respectively.  Between  Mil- 
waukee and  Green  Bay  on  the  Superior 
Division,  a  distance  of  112.1  miles,  train 
No.  3,  comprised  of  7  cars  and  weighing 
300  tons,  covers  the  distance  in  3  hours 
and  17  minutes,  or  at  an  average  running 
speed  of  34.1  miles  an  hour.  Several  i 
per  cent,  grades,  the  shortest  of  which  is 
one-half  mile  in  length  and  the  longest 
about  three  miles  in  length,  are  en- 
countered on  this  division.  This  per- 
formance would  seem  to  justify  the 
opinion   of   the  officials  of   the   road   that 


valve  gear.  These  have  a  ma.ximum  travel 
of  5^8  ins.  and  a  steam  lap  of  one  inch 
and  J's-inch  exhaust  clearance  and  are 
set  with  yi-m.  lead. 

The  design  of  the  valve  gear  which,  as 
far  as  the  reversing  mechanism  is  con- 
cerned, differs  from  previous  applications 
to  engines  of  this  type.  As  will  be  seen 
from  our  illustration,  the  back  end  of  the 
radius   bar   is   suspended   by   means   of   a 


RAM. WAV. 

American  Locomotive  Company,  Builders. 

at  the  guide  yoke  to  which  the  latter  is 
bolted,  another  between  the  first  and 
second  pair  of  drivers,  to  which  the  yoke 
previously  mentioned  supporting  the  link 
brackets  and  reverse  shaft  bearings,  is 
bolted.  A  steel  casting  has  been  intro- 
duced between  the  frames  under  the  front 
end  of  the  firebo.x  and  a  cast  steel  foot- 
plate. 

The  boiler  is  of  the  radial  stayed  wagon 


ASH    PAN    EMPTIED    FROM    THE    CAB. 


long  link  from  the  backward  extending 
arm  o'  a  bell  crank  bolted  to  the  side 
of  the  boiler,  jYx  ins.  ahead  of  the  centre 
of  the  link.  The  reverse  shaft  is  carried 
in  bearings  bolted  to  the  back  of  a  yoke 
extending  across  the  frames  and  out  be- 
yond the  driving  wheels,  between  the  first 
and   second  pair  of  drivers,   and  the   re- 


top  type  and  is  62  ins.  in  diameter  out- 
side at  the  front  ring.  It  is  fitted  with 
304  two-inch  tubes,  fifteen  feet  long,  hav- 
ing a  heating  surface  of  2,374  sq.  ft.  The 
firebox  which  is  between  the  driving 
wheels  is  41 J^  ins.  in  width  and  107 J^ 
ins.  long,  and  provides  a  heating  surface 
of  182  sq.  ft.     It  is  equipped  with  a  fire 
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brick  arch,  supported  on  three  water 
tubes  3  ins.  in  diameter.  These  pro- 
vide 23  sq.  ft.  of  heating  surface.  The 
total  heating  surface  is  therefore  2,579 
sq.  ft. 

The  design  of  the  ashpan,  which  is  one 
of  the  builder's  types  of  self-clearing 
pans,  is  also  worthy  of  notice,  and  is 
shown  in  the  accompanying  engraving.  It 
has  two  hoppers,  each  of  which  is  equipped 
with  a  cast  iron  drop  floor.  As  will  be 
seen  from  the  illustration,  the  door  is  sus- 
pended between  two  links,  one  on  each 
side  of  the  hopper  in  such  a  manner  that 
when  the  lever  is  raised  the  back  end  of 
the  door  drops  down  and  the  door  swings 
fcrward,  thus  opening  the  hopper.  The 
two  doors  are  equalized  together  and 
operated  by  the  same  lever  from  the  cab. 
This  ash  pan  conforms  to  the  law  which 
will  shortly  go  into  operation  which  re- 
quires the  cleaning  of  ash  pans  to  be  ac- 
complished without  the  necessity  of  men 
going  under  the  engine. 

Some  of  the  principal  ratios  and  dimen- 
sions of  the  design  are  given  below  : 

Weieht  on  drivtrs  -f-  tractive  effort  =  5.18. 

Total    weight -4-  tractive   effort  =  7.31. 

Tractive  effort  x  diameter  drivers  -=-  heating  sur- 
face =  683. 

Total    heating   surface  -^  grate    area  —  84.5. 

Firebox  heating  surface  -f-  total  heating  surface 
per   cent.  =  7.9. 

Weieht  on  drivers  H-  total  heating  surface  =  48.6. 

Total   weieht  -=-  total   heating  surface  =  68.6. 

Total     heating     surface  H-  volume     of     cylinders 

Grate  area  -^  volume  of  cylinders  =  3.07. 
Grate  area  to  heatinc  surface  as  i  is  to  84.5. 
Wheel    Ha'c-    Tirivinc.     14    ft.    in    ins.;    total,    26 


Brake — Driver,  N.  Y.  .\uto  &  St.  Air;  ten- 
der. New  York  air  signal;  New  York  pump, 
Duplex  No.  s;  reservoir  2  ft.  18H  ins.  x  108 
ins. 

Engine  truck — 4  wheel  swing,  center  bearing. 

Exhaust  Pipe — Double. 

Piston — Rod  diameter,  3^^  ins.;  piston  packing, 
cast  iron  rings. 

Smokestack — Diameter,  18  ins.;  top  above  rail, 
14  ft.  8  ins. 

Tender    Frame — 13-in.    channels. 

Tank — Style,  U.  Shape;  capacity,  7,000  gallons; 
capacity    fuel,    10   tons. 

Valve — Type,  piston;   travel,  sH   i^s. ;   steam  lap, 

I  in.;  exhaust  clearance,  14  in- 
Setting — Constant   lead,    'A    in. 

Wheels — Driving;  material,  cast  steel;  engine 
truck,  diameter.  33  ins.;  kind,  cast  steel; 
tender  truck,  diameter,  38  ins.;  kind,  cast 
steel.  

Ancient  Highways. 
The  history  of  civilization  has  dem- 
onstrated that  there  are  three  things 
which  are  essential  to  making  a  nation 
great  and  prosperous,  viz.:  A  fertile 
soil,  busy  workshops,  and  easy  convey- 
ance of  people  and  goods  from  place 
to  place.  Railways  have  proved  the 
most  expeditious  means  of  inter-com- 
munication the  world  has  seen,  and 
much  of  the  extraordinary  develop- 
ment of  civilization  during  the  last 
eighty  years  with  its  spread  of  comfort, 
retinement  and  luxury,  has  been  due  to 
the  introduction  of  railroads. 

But  many  centuries  before  the  rail- 
road era,  enlightened  nations  had  de- 
veloped various  methods  of  transporta- 
tion, the  most  important  of  them  being 
on  roads  that  were  good  or  bad  accord- 
ing to  the  ingenuity  and  enterprise  of 
the    makers.      It    took    civilized    people 
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ft.   s'/'   ins.;  total,  engine  and  tender,  57  ft. 

8W  ins. 
Weight — In     working     order,     177,000     lbs.;     on 

drivers,  125,500  lbs.;  engine  and  tender,  313,- 

700  lbs. 
Grate  Area — 30.5   sq.   ft. 

Tournals — Driving,   9x12   ins.;   engine   truck,   di- 
ameter,  6   ins.;    length,    10   ins.;    tender,    s'/i 

ins.;    length,    10   ins. 
Boiler — Working  pressure,  200  lbs.;  fuel,  Bitum. 

coal. 
Firebox — ^Type,    wide;   length,    loi'/i    ins.;    width 

41 H    ins.;   thickness  of  crown,   3^   in.;   tube. 

}4    in.;   sides,   5/16   in.;   back,    ^    in.;    water 

space,    front,    4    ins.;    sides,    i'A    ins.;    back, 

j'/i   ins. 
Crown  Staying — Radial. 
Tubes — Material,  iron;   gauge,  .125  in. 
Boxes — Driving,   C.   S. 


ages  to  acquire  the  art  of  road  making, 
and  many  nations  of  antiquity  that  at- 
tained great  proficiency  in  certain  arts, 
met  disaster  that  led  to  ultimate  decay, 
for  want  of  good  roads  on  which  de- 
fenders could  be  concentrated  against 
the  attack  of  powerful  despoilers. 

The  i'lrst  great  nation  to  acquire  in  a 
high  dc.gree  the  art  of  road  making 
was  the  Romans.  The  protracted  life 
of  that  nation  and  the  great  power  it 
attained  in  the  world,  was  largely  due 


to  the  magnificent  roads  built  by  its 
people  to  every  region  where  the 
Roman  power  was  extended.  The  Ro- 
mian  stoneway  now  seen  on  Watling 
street  near  Weedon,  England,  shown  in 
our  illustration,  for  which  we  are  in- 
debted to  Mr.  C.  E.  Stratton  of  Leices- 
ter, was,  one  of  the  roads  constructed 
by  the  Romans  in  England  about 
seventeen  hundred  years  ago,  and  it 
was  built  so  solidly  and  substantially 
that  it  is  still  used  as  the  finest  high- 
w^ay  in  the  district.  The  longitudinal 
runway  is  five  feet  between  centres  and 
provides  a  smooth  ievel  path  for  all 
kinds  of  wheeled  vehicles.  There  were 
originally  two  lines  of  this  stone  track, 
but  one  line  has  been  converted  into 
the  ordinary  macadam  road  shown  in 
the   picture. 

The  systematic  construction  of  good 
roads  was  begun  by  the  Emperor  Ap- 
pino  Claudius,  B.  C.  312,  under  whose 
direction  the  Appian  Way  was  built 
which  was  originally  extended  to  Capia, 
125  miles,  but  ultimately  extended  350 
miles.  The  highway  was  not  finished 
before  30  B.  C.  That  became  the 
model  of  all  Roman  roads  of  which  29 
radiated  out  of  Rome  alone.  The  pave- 
ment, which  rested  on  several  prepared 
substrata,  was  formed  by  large  blocks 
of  hard  stone  fitted  to  each  other  with 
great  exactness.  Its  breadth  varied 
from  14  to  18  feet  including  the  side 
walks,  which  the  Romans  were  always 
careful    to    provide. 

Many  remnants  of  the  old  Roman 
roads  arc  still  to  be  seen  in  various 
parts  of  Europe,  and  in  some  cities 
they  have  been  imitated  in  laying  stone 
tramways  used  in  the  absence  of  iron 
rails.  When  the  development  of  mod- 
ern freight  carrying  business  began, 
and  it  was  found  that  the  soft  roads 
of  Great  Britain  were  unequal  to  the 
task  of  carrying  heavy  loads  of  coal  and 
other  minerals,  the  conditions  led  to 
the  construction  of  crude  imitations  of 
the  Roman  roads  with  wooden  ways 
in  place  of  stone.  In  the  line  of  prog- 
ress stone  and  wood  paved  the  way  for 
iron  tracks  and  eventually  to  the  mod- 
ern railway.  While  rejoicing  over  the 
comforts  given  to  the  world  by  the 
modern  arteries  of  street,  we  ought 
not  to  forget  the  debt  we  owe  to 
ancient  civilization  for  pointing  the 
way  toward  improved  lines  of  travel. 

Glass  water  pipes,  which  have  a  cover- 
ing of  asphalt  to  prevent  fracture,  are  in 
use  in  some  parts  of  Germany.  They  give 
thorough  protection  against  moisture  in 
the  ground,  against  the  action  of  acids  and 
alkalies,  and  they  cannot  be  permeated  liy 
gases,  

Read  the  article  on  the  "Appeal  of  the 
Railway  Signal"  on  page  190  of  this  issue 
and  write  us  a  letter,  giving  your  views  on 
the  subject. 
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Elements  of  Physical  Science. 
\TII. — The  Link   Motion. 

A  peculiarly  important  quality  of  the 
steam  engine  is  the  fact  that  it  lends 
itself  with  ease  to  perfect  control. 
That  motion  of  such  amazing  force  can 
be  suddenly  stopped  and  reversed  with- 
m  a  brief  period  of  time  is  one  of  the 
most  wonderful  resuhs  of  appUed 
science.  Both  results  were  not  the  dis- 
covery of  a  day.  Much  time  and  ingenuity 
have  been  spent  in  perfecting  the  appliances 
whereby  the  mysterious  force  of  steam 
has  been  so  completely  harnessed  that 
the  simple  movement  of  a  short  lever 
backward  or  forward  will  stop  the  engine 
or  project  its  force  in  either  direction. 

The  most  common  form  of  reversing 
gear  is  what  is  known  as  the  link  motion. 


be  moved  backward.  It  will  be  readily- 
noted  that  by  moving  the  lever  forward 
on  the  quadrant  the  radial  link  is  dropped 
downward  until  the  upper  eccentric  rod 
is  in  line  with  the  lower  end  of  the  rocker. 
To  accommodate  itself  to  this  movement 
the  lower  end  of  the  rocker  has  been 
pushed  some  distance  forward,  the  upper 
end  of  the  rocker  consequently  moving  an 
equal  distance  backward  and  carrying  with 
it  the  slide  valve.  This  has  the  effect  of 
opening  the  steam  port  leading  to  the 
front  end  of  the  cylinder  and  the  pressure 
of  the  steam  is  admitted  to  the  front  face 
of  the  piston. 

If,  on  the  other  hand,  it  is  desired  to 
move  the  engine  backwards,  it  will  be 
found  that  by  moving  the  lever  to  the 
back  of  the  quadrant,  the  link  is  raised 
until     the     lower     eccentric     is     in     line 


REPESENTATION    OF 


THE   ANGUS    SINXLAIK  CO.  VALVE  MOUEL  WITH 
D-SLIDE  VALVE. 

with  the  lower  end  of  the  rocker.  1  o 
admit  of  this  movement  the  lower  end  of 
the  rocker  is  drawn  back  with  the  conse- 
quent resuh  that  the  upper  end  of  the 
rocker  has  been  moved  a  corresponding 
distance  forward,  thereby  opening  the 
steam  port  leading  to  the  back  of  the  cyl- 
inder and  so  admitting  the  steam  to  the 
back  of  the  movable  piston,  which  moving 
forward  has  the  effect  of  moving  the 
wheels  backward  upon  the  rails. 

There  are  several  important  factors  ren- 
dering these  simple  movements  possible 
and  which,  if  carefully  observed,  will 
readily  impress  themselves  upon  the  mem- 
ory of  the  attentive  student.  The  first  is 
that  with  the  rocker  in  perpendicular 
position,  the  valve  rod  should  be  of  the 
exact  length  so  that  the  valve  should  be 
in  the  central  position  in  regard  to  the 
steam  ports.  Presuming  that  the  piston 
has  moved  forward  in  the  cylinder  until 
it  has  reached  the  extreme  end  of  the 
stroke,  it  is  necessary  that  the  valve 
should  be  beginning  to  open  the  front  port 
in  order  that  the  steam  may  he  admitted 
to   the   front    face   of   the   piston   for   the 


This  clever  invention  was  produced  in  the 
works  of  Robert  Stephenson,  the  eminent 
English  engineer,  by  a  young  draughts- 
man .  named  Williams.  It  is  commonly 
known  as  the  Stephenson  link  motion,  on 
account  of  its  first  appearance  on  Stephen- 
son's locomotives.  The  combination  of 
levers  and  rods  and  eccentrics  and  radial 
link  have  an  involved  air  of  mystery  to 
the  young  engineer,  but  a  little  attention 
will  show  that  the  movements  are  simple 
enough,  and  if  taken  into  consideration 
one  by  one  can  be  readily  understood  by 

the  average  student  in  a  short  time. 

hi  the  c.\ccii(.nt  nioder  before  us,  a  du- 

])iicate  of  which  can  be  procured  from  the 

publishers   of   Rail\v.\y    and   Locomotive 

Engineering,  and  a  drawing  of  which  is 

reproduced  for  illustration,  it  will  be  noted 

that   the   piston   is   in   the   middle   of   the 

cylinder.    Both  steam  ports  are  closed,  and 

if  it  is  desired  that  the  engine  should  De 

moved   forward  it  will  be  necessary  that 

the  steam  be  admitted  at  the  front  so  that 

the   piston   should   be   pressed    backwards 

;ind   so  move  the  wheels  forward  on  the 

rails.     In  order  to  admit  the  steam  to  the 

fro.it  end  of  the  cvlinder  the  valve  must     purpose  of   moving  the   piston  backward. 


At  this  particular  point  it  is  well  to  turn 
our  attention  to  the  position  of  the  ec- 
centrics and  their  relation  to  the  driving 
crank.  It  will  be  understood  that  with 
the  piston  at  the  front  end  of  the  cylinder 
the  main  crank  pin  is  at  the  forward 
centre.  If  the  valve  was  so  constructed 
as  to  cover  the  steam  ports  exactly,  the 
two  eccentrics  should  be  standing  with 
their  extreme  points  at  right  angles  to  the 
main  crank  pin,  the  forward  eccentric 
with  its  extreme  point  being  on  the  top 
or  above  the  crank,  and  the  eccentric  con- 
trolling the  backward  motion  on  the  bot- 
tom or  below  the  crank. 

As  previously  described,  however,  the 
valve  in  modern  use  is  so  constructed  that 
the  extreme  ends  of  the  valve  wlien  in  a 
central  position  overlap  the  steam  ports. 
In  the  modern  locomotives  this  amount  of 
lap  extends  to  three-quarters  of  an  inch, 
and  if  to  tiiis  is  added  some  amount  of 
valve  opening  it  will  be  readily  under- 
.-tood  that  the  eccentrics  must  be  moved 
efficiently  from  the  position  at  right 
angles  to  the  crank  to  a  position  nearer 
to  the  crank  by  an  amount  equal  to  the 
lap  and  lead  combined.  The  effect  of  this 
movement  toward  the  crank  on  the  part  of 
the  eccentric  has  the  efifect  of  pushing  the 
lower  end  of  the  rocker  toward  the  cylin- 
der and  consequently  drawing  the  upper 
end  of  the  rocker  with  the  valve  rod  back- 
ward a  sufficient  distance  to  overcome  the 
lap  of  the  valve. 

It  will  be  observed  that  the  radial  link 
is  simply  a  contrivance  for  the  purpose  of 
detaching  one  eccentric  and  placing  the 
other  in  operation,  besides  which  it  has 
the  advantage  of  varying  the  amount  of 
travel  of  the  valve,  thereby  allowing  a  sup- 
ply of  steam  to  be  admitted  for  a  long 
or  short  space  of  the  piston  stroke.  This 
is  accomplished  by  moving  the  lever 
toward  the  centre  of  the  quadrant  aifd  it 
will  be  easily  understood  that  as  the  ec- 
centric rod  in  operation  is  moved  some 
distance  from  the  end  of  the  rocker  it  has 
the  effect  of  shortening  the  movement  of 
the  rocker  arm  and  consequently  shorten- 
ing the  stroke  of  the  valve.  Such  are  the 
chief  features  of  the  link  motion  and  with 
these  clearly  in  mind,  other  less  important 
details  may  he  readily  mastered  by  the 
thoughtful  student. 

Next  month  we  will  take  un  the  con- 
^ilcration  of  the  Walschaerts  valve  ino- 
tinn  and  endeavor  to  explain  as  briefly 
.•ind  simply  as  possible  the  salient  features 
of  this  valve  gearing.  -As  is  well  known, 
it  has  come  into  prominent  notice  re- 
cently and  bids  fair  to  outrival  thf:  shift- 
ing link  motion  whose  nperatinns  we  have 
brieflv  described. 
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Celebrated  Steam  Engineers. 

XVllI. — George  H.  Corliss. 

The  importance  of  the  steam  engine  in 
the  performance  of  the  world's  work  is 
such  that  any  man  who  has  shown  suffi- 
cient mechanical  ability  to  improve  any 
particular  part  of  the  machine  is  sure  of 
worldwide  recognition,  and  if  also  pos- 
sessed of  business  capacity  rarely  fails  to 
achieve  fortune.  A  notable  illustration  is 
that  of  George  H.  Corliss,  whose  im- 
proved valve  gearing,  which  is  admirably 
adapted  for  certain  classes  of  engines, 
brought  him  prominently  into  notice  as 
one  of  the  foremost  engineers  of  the  nine- 
teenth century.  His  career  is  also  inter- 
esting from  the  fact  that  the  inventive 
faculty  rarely  finds  its  life  work  at  the 
beginning  of  the  career  of  the  inventor. 
In  the  case  of  James  Watt,  as  we  have 
seen,  it  was  in  an  effort  to  provide  for 
the  condensation  of  the  steam  used  in 
Newcomen's  atmospheric  engine  in  a  ves- 
sel outside  of  the  cylinder,  that  he  stum- 
bled, as  it  were,  on  the  elimination  of  the 
comparatively  feeble  atmospheric  engine, 
and  produced  the  crowning  invention  of 
the  ages — the  steam  engine. 

In  the  case  of  Mr.  Corliss,  he  began 
his  mechanical  career  in  an  effort  to  con- 
struct the  sewing  machine.  He  was  par- 
tially successful  in  this,  and  although  his 
invention  had  not  the  merit  of  later  in- 
ventors in  the  same  field,  his  invention  at- 
tracted wide  attention  and  led  to  his  in- 
troduction to  a  firm  of  engine  builders 
who  were  not  slow  to  recognize  the  talent 
of  the  young  engineer.  It  was  while  em- 
ployed by  this  firm,  the  Messrs,  Fairbanks, 
Bancroft  &  Co.,  of  Providence,  R.  I.,  as 
a  draftsman  on  the  designing  of  steam 
engines,  that  he  produced  his  first  im- 
provement on  steam  engine  valves.  As  is 
well  known,  the  steam  engine  governor 
was  one  of  Watt's  contrivances  for  regu- 
lating the  admission  of  steam.  The  device 
consisted  of  two  globular  weights  revolv- 
ing in  a  horizontal  plane,  their  position 
on  each  side  of  a  central  shaft  being  se- 
cured by  movable  arms.  The  weights 
spread  apart  from  each  other  when  their 
velocity  was  increased,  and  they  ap- 
proached each  other  as  the  speed  was 
diminished.  Taking  advantage  of  this 
simple  centrifugal  motion  means  for  work- 
ing the  throttle  valve  was  devised,  and 
as  the  speed  of  the  engine  increased  the 
attachments  were  so  adjusted  that  the 
throttle  valve  closed  in  a  corresponding 
degree,  or  as  the  speed  of  the  engine  was 
diminished  the  valve  opened  to  admit  a 
larger  supply  of  steam  to  the  engine. 

This  contrivance  was  eminently  success- 
ful, and  in  the  case  of  stationary  engines 
where  the  amount  of  work  was  a  variable 
quantity,  the  governor  was  a  necessity. 
Mr.  Corliss,  however,  went  a  step  further, 
and  instead  of  following  Watt's  contriv- 
ance for  throttling  the  quantity  of  steam 
or  increasing  the  valve  opening  as  the  case 
required,  he  devised  a  means  for  varying 


the  point  of  cut-off,  the  supply  of  steam 
being  continuous  at  boiler  pressure.  The 
valves  on  the  Corliss  engine  are  four  in 
number,  a  steam  and  an  exhaust  valve  be- 
ing placed  at  each  end  of  the  steam  cylin- 
der. Short  steam  passages  are  thus  se- 
cured, and  this  diminution  of  clearance  is 
a  source  of  some  economy.  A  disk  or 
wrist  plate  is  rocked  by  an  eccentric,  and 
rods  connecting  with  the  disk  operate  both 
sets  of  valves.  The  movement  is  such 
that  the  valves  are  opened  and  shut  with 
great  rapidity  and  moved  slowly  when  the 
port  is  fully  opened  or  shut.  This  efifect 
is  produced  by  placing  the  pins  on  the 
wrist  plate  that  their  line  of  motion 
becomes  nearly  transverse  to  the  direction 
of  the  valve  links  when  the  limit  of  move- 
ment is  approached.  The  links  connect- 
ing the  wrist  plate  with  the  arms  moving 
the  steam  valves  have  catches  at  their  ex- 
tremities which  are  disengaged  by  coming 
in  contact  with  a  cam  as  the  arm  swings 
around  with  the  valve  stem.  This  cam  is 
adjusted  by  the  governor. 

At  first  thought  it  would  not  appear  to 
be  a  matter  of  much  consequence  whether 
the  supply  of  steam  was  reduced  or  aug- 
mented by  the  throttle  valve  or  by  the 
variations  in  the  point  of  cut-off,  but  the 
Corliss  engine  immediately  demonstrated 
the  great  saving  of  fuel  in  the  latter  case. 
In  this  regard  many  of  the  original  Cor- 
liss engines  were  disposed  of  on  the  same 
terms  as  the  original  Watt  engines, 'the 
manufacturers  contenting  themselves  with 
the  amount  saved  in  fuel  in  a  specified 
time. 

Perhaps  the  most  notable  steam  engine 
manufactured  under  the  supervision  of 
Mr.  Corliss  was  that  built  for  the  Cen- 
tennial Exhibition  at  Philadelphia  in  1876. 
This  engine  weighed  over  600  tons,  and 
moved  the  entire  machinery  exhibited  in 
the  machinery  hall.  It  was  the  theme  of 
universal  admiration  among  engineers, 
and  established  the  reputation  of  Mr.  Cor- 
liss as  being  in  the  front  rank  of  the 
world's  engineers.  It  may  be  added  in 
justice  to  other  inventors  that  devices 
nearly  similar  had  been  tried  on  marine 
engines,  but  the  devices  as  adapted  and 
perfected  by  Mr.  Corliss  were  the  first 
that  completely  embodied  a  principle 
whereby  the  full,  direct  and  expansive 
force  of  steam  was  measured  out  at  each 
stroke  with  a  degree  of  exactness  that 
met  the  requirements  of  the  moment  with 
a  precision  that  could  not  be  surpassed. 

The  application  of  the  contrivance  to  the 
valves  of  locomotives  was  repeatedly  ex- 
perimented upon,  but  it  can  be  readily 
conceived  that  no  kind  of  contrivance 
could  dispense  with  the  continued  intelli- 
gent supervision  and  manipulation  of  a 
skilled  engineer  in  conducting  an  engine 
rapidly  moving  from  place  to  place.  Mr. 
Corliss  was  among  the  first  to  admit  this 
truth,  and  confined  his  experiments  to  sta- 
tionary and  piunping  engines. 


He  received  many  honors  from  foreign 
governments.  He  had  the  respect  of  all 
who  had  the  honor  of  his  acquaintance. 
He  was  a  broad-minded  gentleman,  a 
typical  American,  and  an  accomplished 
engineer. 


Questions  Answered 


WEIGHT    OF    CClL. 

34.  E.  B.  E.,  Newark,  Ohio,  asks : 
How  much  coal  would  there  be  in  a 
block  of  coal  4  ft.  square;  that  is,  how 
much  would  it  weigh? — -A.  We  suppose 
you  mean  the  block  to  be  a  cube  with 
a  side  4  ft.  long.  Such  a  cube  would 
contain  64  cu.  ft.,  and  taking  coal  of 
the  Pittsburgh  variety,  as  quoted  by 
Has  well  at  46.81  lbs.  to  the  cubic 
foot,  your  four-foot  cube  would  weigh 
2,995.84  lbs.  Other  coals  weigh  more 
to  the  cubic  foot,  but  the  Pittsburgh 
burns  wii  h  a  small  percentage  of 
clinker. 


CAR    HE  ITING    BY   EXH.\UST    STEAM. 

35.  M.  E.  W.,  Massillon,  writes: 
With  the  so-called  Economy  heater 
where  exhaust  steam  from  the  air  pump 
is  used,  we  will  assume  that  it  takes  a  20 
lbs.  pressure  on  the  steam  line  to  keep 
the  cars  warm.-  In  this  case  the  air  pump 
is  working  against  20  lbs.  back  pressure. 
What  is  the  saving  in  this  over  using  20 
lbs.  direct  from  the  boiler,  and  exhaust- 
ing the  air  pump  direct  to  the  atmosphere? 
— A.  In  order  to  have  your  question  an- 
swered as  fairly  and  explicitly  as  possible 
we  submitted  it  to  the  Economy  Car 
Heating  people  and  their  reply  to  the 
question  is  as  follows:  "With  an  air 
pump  compressing  air  to  a  main  reservoir 
pressure  of  say  130  lbs.  (high  speed 
brake)  it  is  safe  to  say  that  the  exhaust 
steam  pressure  at  the  moment  of  exhaust 
is  at  a  still  higher  pressure  and  with  the 
use  of  the  Economy  system,  all  of  this 
steam  is  available  for  car  heating,  and 
wliile  it  is  true  that  with  the  back 
pressure  carried  on  the  exhaust  side  of 
the  steam  piston,  a  higher  steam  pressure 
will  be  required  to  operate  the  pump, 
careful  tests  made  by  air-brakemen  and 
by  different  technical  institutions  as  well, 
show  that  with  a  back  pressure  of  30  lbs. 
carried  for  car-heating,  there  was  re- 
quired an  increased  evaporation  of  8.2% 
more  water  to  operate  the  pump,  leaving 
91.8%  of  the  total  exhaust  steam  leaving 
tlie  pump  absolute  gain  and  as  this  8.2% 
of  the  total  would  go  but  a  little  way 
toward  heating  a  train  and  on  the  other 
hand  the  total  amount  of  steam  passing 
through  an  air  pump  does  in  many  cases 
furnish  the  whole  amount  of  steam  re- 
quired for  heating  purposes,  the  economy 
is  apparent." 
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SIDE    RODS. 

36.  D.  A.  B.,  Camino,  Cal.,  writes :  Is 
it  safe  in  disconnecting  for  broken  ec- 
centric straps  or  rods  to  leave  the  side 
rods  up?  This  question  arose  after  read- 
ing a  paragraph  in  Dr.  Sinclair's  "Loco- 
motive Engine  Running  and  Manage- 
ment." It  is  on  page  138  of  the  book  and 
it  only  mentions  taking  down  the  main 
rod. — A.  Yes  it  is  quite  safe  to  leave  up 
both  side  rods  after  disconnecting  as 
described  in  the  book.  In  fact,  to  leave 
them  up  is  the  proper  course.  The  only 
question  about  leaving  side  rods  up  or 
taking  them  down  is  when  it  is  a  choice 
between  a  side  rod  on  one  side  or  none  at 
all,  and  then  none  at  all  is  the  safer 
course. 


is  exactly  central.  Every  engine  should 
be  provided  with  one  kept  in  the  tool 
box. 


FIRST    STEEL    LOCOMOTIVE    BOILER. 

27.  R.  M.  B.,  Scranton,  Pa.,  writes:  I 
am  preparing  a  paper  on  boilers  which 
■will  not  affect  various  lines  of  develop- 
ment and  I  wish  to  know  when  and 
where  the  first  locomotive  boiler  of 
steel  was  made.  Any  information  on 
the  subject  would  be  thankfully  re- 
ceived.— A.  The  first  locomotive  boiler 
in  America  to  be  made  entirely  of  steel 
was  constructed  in  the  Grand  Trunk 
Railway  repair  shops  at  Stratford,  Ont., 
in  1861.  The  engine  for  which  the 
boiler  was  made  was  illustrated  by  a 
colored  insert  in  LocoMOTrvE  Engineer- 
ing,. February,  1892. 


DISTRIBUTING    V.\LVE    TEST. 

40.  F.  E.  A.,  Spencer,  N.  C,  asks:  If  a 
brake  pipe  reduction  results  in  less  brake 
cylinder  pressure  than  it  should  on  an  en- 
gine equipped  with  the  E.  T.  brake, 
where  would  you  look  for  the  trouble? — 
A.  At  the  safety  valve  of  the  distributing 
valve  to  see  that  there  is  no  leak  past  the 
valve  seat  where  the  equalizing  valve  is  in 
service  application  position,  at  the  equal- 
izing valve  packing  ring  to  see  that  it  i> 
not  stuck  in  the  groove  and  leaking  badly, 
which  would  allow  pressure  chamber  air 
to  escape  into  the  brake  pipe  during  the 
reduction,  and  to  see  that  the  equalizing 
valve  moves  freely  in  the  bushings.  If  a 
light  application  from  the  Independent 
brake  valve  applies  the  driver  brake 
promptly  and  a  light  application  from  the 
automatic  brake  will  not,  the  safety  valve 
being  known  to  be  in  good  condition,  it 
indicates  that  the  equalizing  valve  of  the 
distributing  valve  is  not  working  properly. 


GRAVITY   OF  OIL. 

38.  B.  S.,  Buffalo,  N.  Y.,  writes:  In 
magazine  and  papers  I  often  find  oil 
described  as  being  of  certain  "gravity." 
I  understand  that  word  to  mean  a  tend- 
ency to  fall,  but  I  cannot  see  how  it 
applies  to  oil.  Could  you  give  an  ex- 
planation that  a  common  man  can  un- 
derstand?— A.  The  gravity  of  oil  means 
its  lightness  or  weight  as  compared 
with  water.  It  is  recokned  on  what  is 
known  as  the  Baume  scale.  In  this 
water  stands  as  i  and  as  all  oils  are 
lighter  than  water,  their  specific  grav- 
ity is  a  decimal  part  of  I.  Oil  of  32* 
gravity  has  a  specific  gravity  of  .8641 
as  compared  with  water,  and  one  gallon 
weighs  7.20  pounds.  A  gallon  of  water 
weighs  8.33  pounds. 


BLOCKING    A    VALVE. 

39.  D.  A.  B.,  Camino,  Cal.,  asks: 
How  do  you  block  a  valve  that  is 
operated  by  a  transmission  bar,  like  on 
Atlantic  type. — A.  The  method  of  block- 
ing a  valve  if  done  properly  has  no 
connection  with  the  type  of  motion. 
The  valve  rod  should  be  taken  off,  and 
a  socket  put  on  the  end  of  the  valve 
stem  and  secured  by  the  key.  This 
socket  being  provided  with  an  arm  or 
bracket  of  the  proper  form  to  fit  on 
one  end  of  the  metallic  packing  studs, 
under  the  lock  nut,  and  of  suitable 
length,  so  that  when  in  place  the  valve 


Circulation   in    Locomotive    Boilers. 

By  Roger  Atkinson. 
Water  circulation  in  steam  boilers  is 
the  result  of  the  absorption  of  heat  by 
the  water.  Water  is  a  very  poor  conduc- 
tor of  heat,  by  which  we' mean  that  heat 
does  not  pass  readily  from  one  particle 
which  is  hot  to  another  cooler  one  which 
is  in  contact  with  the  hot  one;  and  there- 
fore heat  is  not  easily  distributed  from 
one  part  of  the  body  of  water  to  another 
by  conduction  or  transmission  between 
particles.  Each  part  of  the  water  must 
be  brought  in  contact  with  the  source 
of  heat.  This  takes  place  by  natural 
laws  if  the  heat  is  applied  in  a  proper 
manner.  Water,  like  almost  all  bodies, 
expands  on  heating,  and  therefore  when 
hot  becomes  lighter  than  the  cooler  water 
which  may  surround  it,  and  rises  from 
the  heated  surface,  thus  giving  place  to 
the  colder  water  to  flow  in  and  become 
heated.  The  more  rapidly  this  movement, 
which  is  called  convection,  takes  place, 
the  sooner  does  the  whole  body  of  water 
become  hot.  The  heated  water,  which 
leaves  the  source  of  heat,  rises  to  the 
surface,  losing  some  of  its  heat  on  the 
way  by  conduction  and  dispersion  amongst 
the  colder  water  and  is  soon  pushed  aside 
by  other  particles  of  hot  water  following 
until  it  reaches  the  cool  side  of  the  vessel 
and  then  sinks  down  to  take  the  place  of 
cold  water  which  has  gone  toward  the 
source  of  heat.  It  does  not  readily  go 
below  the  level  of  the  heated  portion  for 
the  reason  that  the  water  below  the  source 
of  heat  remains  practically  cold  until  it 
is  warmed  by  conduction,  and  little  by 
little  expands  and  comes  up  to  the  hot 
zone,  and  is  then  heated  rapidly  and  sent 
up.      Consequently    the    movement    called 


convection,  or  circulation  is  not  soon  set 
up,  nor  does  it  exist  to  any  extent  below 
the  source  of  heat,  and  it  is  never  pro- 
duced as  in  other  parts  unless  arrange- 
ments are  made  to  compel  it  to  "join  the 
procession."  The  expansion  of  water  per 
degree  of  increase  in  temperature  is  not 
nearly  a  constant  quantity.  At  60  deg.  F. 
it  expands  about  i-i2,sooth  (one  twelve- 
thousand  five-hundredth)  part  per  degree 
Fahrenheit.  At  140  deg.  F.  it  expands 
about  l-3,ooiOth  (one  three-thousandth) 
part  of  its  bulk,  while  at  211  deg.  F.  the 
expansion  is  about  i-2,oooth  (one  two- 
thousandth)  part,  or  six  times  the  rate  of 
expansion  that  it  had  at  60  deg.   F. 

The  hotter  the  water  is,  the  more  ef- 
ficient the  additional  heat  absorbed  be- 
comes in  expanding  it  and  causing  it  to 
rise  and  circulate.  This  accounts  for  the 
length  of  time  required  for  a  locomotive 
boiler  to  begin  to  feel  warm  after  lighting 
up,  and  its  rapid  heating  afterwards,  and 
also  for  the  legs  of  the  firebox  remaining 
cold  for  a  long  time.  Thus  the  more  rapid 
the  circulation  is,  the  oftener  can  each 
particle  of  the  water  come  roimd  and  "take 
a  lick"  at  the  hot  surface.  The  generation 
of  steam  bubbles  materially  aids  the  rise 
of  the  hot  currents  of  water  to  the  surface 
by  their  more  rapid  rise,  while  on  the 
other  hand,  anything  that  impedes  the 
descent  of  the  circulation  current  militates 
against  the  circulation  and  the  steaming 
capacity,  and  also  against  the  economy. 
It  is  therefore  important  that  the  descend- 
ing column  of  water  shall  have  unimpeded 
flow,  and  in  tubular  boilers  where  the 
evaporation  is  high  as  compared  with  the 
total  volume  of  water  in  the  boiler,  it  is 
of  the  greatest  importance.  Probably 
nothing  has  such  a  bad  effect  as  the  ap- 
plication of  heat  to  the  water  in  the 
"down-take"  part  of  the  boiler,  whether 
this  downtake  is  in  the  form  of  pipes  or 
only  a  certain  section  of  the  boiler  which 
the  water  naturally  gravitates  toward. 
Thus  for  instance,  as  an  example 
of  good  practice,  we  see  the  Babcock 
and  Wilcox  downtake  is  located  out  of 
the  draft,  but  where  the  surroundings  are 
sufficiently  hotter  than  the  water  to  pre- 
vent cooling  by  radiation;  other  instanc;-s 
can  easily  he  found  by  the  observer, 
nnd  such  boilers  as  have  the  downtake 
heated  much  above  the  temperature  of 
the  water  descending  are  to  that  extent 
deficient  in  design. 

In  locomotive  boilers  there  is  no  down- 
take  constructed.  The  greatest  evapora- 
tion takes  place  about  the  firebox,  and 
the  maximum  of  that  about  the  front  of 
the  crown  sheet.  Thus  there  will  be  a 
current  rising  all  round  the  firebox,  but 
most  rapidly  near  the  front,  and  also 
up  through  the  flues  throughout  their 
entire  length  in  the  centre,  most 
rapidly  near  the  back  flue  sheet,  but 
whether  the  side  flues  are  in  an  upward 
flow  or  a  downward  one  is  not  easy  to  as- 
certain.    It   is,   however,   reasonably  cer- 
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tain  that  it  is  not  good  practice  to  splay 
•he  flues  out  to  fill  this  down  space,  and 
that  it  is  good  practice  to  leave  plenty 
of  space  between  the  flues  and  the  shell 
at  the  sides.  This  was  the  conclusion  ar- 
rived at  by  the  S.  M.  P.  of  a  prominent 
road,   after   finding   that  of   duplicate   en- 


I-IG.   1. 

gines    those    with    more    side    space    and 
fewer   flues    were   the   best    steamers. 

In  some  designs  the  body  of  the  water 
is  filled  with  flues  apparently  with  a  view 
to  take  the  heat  to  where  the  cold  water 
is,  and  compel  it  to  heat  by  conduction, 
which  is  both  unwise  and  unnecessary,  as 
the  water  will  readily  come  to  the  hot 
surface  if  the  formation  is  such  as  to 
permit  its  ready  displacement  by  other 
water,  which  has  been  heated,  and  in- 
ternal circulation  ducts  are  rather  a  hind- 
rance than  a  benefit. 

There  have  been  several  attempts  made 
to  improve  the  downtake  at  the  sides  of  the 
firebo.K  and  against  the  outside  sheet  by 
putting  a  diaphragm  down  the  centre  of 
the  water  space.  This  was  tried  by  the 
late  Mr.  Charles  Blackwell  about  1884 
in  a  class  of  consolidation  engines,  but 
no  gain  was  observed.  It  is  doubtful, 
indeed,  if  there  is  any  down  current  inside 
the  firebox  shell  that  would  be  of  much 
iiccount,  as  it  is  much  more  probable  that 
the  hot  water  from  the  sides  of  the  firebox 
goes  forward  toward  the  comparatively 
cool  front  end  where  the  water  is  heavier, 
and  is  carried  down  the  sides  of  the 
flues  as  it  cools  by  adnii.xtnre  with  colder 
water. 

There  will,  therefore,  be  a  gradual  pro- 
gression of  the  greater  part  of  the  water 
from  the  front  where  the  supply  enters, 
to  the  firebox  end  where  most  is  evap- 
orated and  leaves  the  boiler  as  steam.  It 
is  evident  that  little  of  the  water  over 
ihe  crown  sheet  ever  goes  far  down  the 
sides  again,  as  it  is  very  hot,  and  as  the 
layer  of  water  against  the  sides  of  the 
firebox  is  also  hot  and  probably  filled  with 
steam  bubbles  rising  and  being  evaporated 
rapidly,  the  downward  current  againsi 
fireliox  shell  will  be  comparatively  small 
and  slow ;  and  on  the  average  the  whole 
body  of  water  around  the  firebox  is  rising 
at  a  fair  rate  of  speed  and  must  be  sup- 
plied from  some  other  part  of  the  boiler. 

If  we  now  consider  the  entering  water, 
it  will  be  evident  that  from  the  inlet  the 


current  will  be  forced  down  by  three 
causes:  (l)  The  entering  water  is  colder 
and  denser  than  that  already  in;  (2)  the 
down  flow  around  the  sides  of  the  flues ; 
(3)  the  demand  for  water  to  take  the 
place  of  that  rising  by  heating  at  the 
firebox  end,  causing  supply  to  flow  back 
along  the  bottom  of  the  boiler  and  fall 
into  the  legs  of  the  firebox  to  replace  the 
rising   column. 

If  we  take  a  fair-sized  locomotive  work- 
ing hard,  say  developing  1,000  h.  p.,  and 
assume  that  we  can  get  i  h.  p.  from  25 
ibs.  of  steam  or  water  evaporated,  then 
the  total  evaporation  per  hour  is  25,000 
lbs.,  or  50  gals,  per  minute,  which  is  well 
within  the  capacity  of  a  Sellers  ioj4  in- 
jector. The  boiler  of  such  a  locomotive 
would  have  probably  about  70  sq.  ft.  of 
evaporating  surface  on  the  water,  when 
the  water  is  6  in.  above  the  firebox  crown, 
and  much  less  if  the  water  level  is  higher, 
as  it  is  commonly  carried.  That  is,  under 
these  conditions  the  level  free  surface  of 
the  water  from  which  steam  can  rise 
would  be  about  70  sq.  ft.  The  evaporation 
then  would  be  not  less  than  6  lbs.  of  water 


per  square  foot  of  surface  per  minute,  or  the 
water  level  would  go  down  at  the  rate  of 
lYs  in.  per  minute,  over  the  total  surface. 
It  must  be  disappearing  much  faster  than 
this  rate  at  the  places  where  the  evapora- 
tion is  at  its  maximum.  Now  the  water 
area  on  a  horizontal  plane  through  the 
centre  of  the  boiler  is  much  less  than  the 
surface  we  have  considered,  as  the  fire- 
box and  flues  from  such  a  large  portion, 
and  therefore  the  area  on  this  central 
plane  is  only  about  40  sq.  ft.  as  the  feed 
is  50  gals.,  or  11,550  crbic  inches  per 
minute,  and  the  area  of  the  boiler  on  the 
centre  line  is  40  sq.  ft.,  or  5.760  s'.i. 
ins.,  then  1 1550  -=-  5760  =  2  ins.  Consc 
quently  the  average  rise  of  the  water  to 
iupply  the  evaporation  will  be  about  2  ins. 
per  minute,  for  the  whole  area  of  the 
boiler  at  the  centre  line.  This,  of  course, 
does  not  refer  to  the  speed  of  circulation 
in  any  way,  but  only  to  the  rise  due  to 
evaporation,  and  it  would  have  to  be  added 
to,  or  deducted  from,  the  speed  of  circua- 
tion  for  any  given  point.  If  it  were  not 
for   the   longitudinal    circulation    the    cold 


water  would  lie  still  under  the  flues  in 
the  Scotch  marine  boiler,  where  a  hydro- 
kineter  has  to  be  used  to  draw  away  the 
cold  water  and  put  it  in  at  another  point, 
and  thus  force  a  circulation  to  take  place 
below  the  fires  to  prevent  destruction  of 
the  plates   due   to  unequal   expansion. 

In  the  old  Cornish  boiler  with  one 
internal  flue,  wliich  is  also  the  firebox, 
the  gases  of  combustion  return  along  the 
'bottom  and  then  pass  along  the  sides, 
the  heat  on  both  sides  of  the  furnace  is 
balanced  and  the  circulation  takes  place 
as  shown  in  Fig.  i,  being  reduced  by  the 
heating  effect  of  the  side  flues,  and  but 
little  movement  takes  place  in  the  water  at 
the  bottom,  under  the  flue.  Longitudin- 
ally, however,  as  tlie  furnace  is  at  one 
end,  there  will  be  a  rising  current  at  that 
end  and  a  descending  current  at  the  other 
end. 

In  the  Lancashire,  or  two-flued  boiler. 
Fig.  2,  the  water  between  the  two  furnaces 
will  be  the  quickest  in  movement  and  is 
partly  balanced  by  the  water  from  the  op- 
posite side  of  each  flue.  The  longitudinal 
circulation  backward  along  the  top  and 
leturn  forward  along  the  bottom  is  the 
only  means  by  which  the  w-ater  below  the 
furnaces  can  be  brought  into  the  hot 
region. 

In  the  Galloway  type  of  Lancashire 
boiler,  the  two  fire-flues  join  behind  the 
brick  bridges  at  the  end  of  the  grates,  and 
form  an  oval  flue,  Fig.  3,  which  is  stayed 
by  taper  pipes.  These  pipes  being  in  the 
direct  flame,  act  as  ducts  to  cause  the 
water  at  the  bottom  of  the  boiler  to  come 
up  through  the  centre,  and  it  then  flows 
down  the  sides,  thus  equalizing  the  tem- 
perature of  the  boiler  to  some  extent. 
In  these  boilers  the  side  flues  militate 
:igainst   circulation. 

The  Babcock  and  Wilcox  type  of  boilers 
give  the  best  illustration  of  good  circula- 
tion, but  it  is  absolutely  necessary  that 
the  pipes  have  great  inclination   in  order 


FIG.  3. 

to  carry  away  the  steam  as  formed. 
Those  boilers  of  this  general  type  which 
have  a  comparatively  small  inclination  of 
the  water  tubes,  will  give  most  trouble 
by  burst  tubes.  The  marked  incline  of  the 
Babcock  and  Wilcox  tubes  promotes  rapid 
circulalinn. 
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Air  Brake  Department 


Conducted  by  G.    W.  Kiehm 


Leak  at  H6  Brake  Valve. 

From  the  time  the  automatic  air  brake 
was  invented  up  to  the  present  time,  air 
brake  men  have  been  busy  attempting  to 
impress  upon  the  minds  of  everybody  con- 
nected with  the  operation  and  mainte- 
nance of  the  air  brake,  the  importance  of 
the  knowledge  of  construction,  operation 
and  care  of  the  equipment,  and  the  in- 
struction has  in  the  meantime  extended 
to  the  form  of  lectures,  demonstrations, 
books,  technical  magazines,  correspond- 
ence, and  private  conversations,  and  in- 
stead of  the  work  being  near  completion 
it  has  only  begun,  not  through  the  failure 
of  any  air  brake  instructors,  but  due  to 
the  varying  conditions  and  requirements 
of  air  brake  service  and  to  the  fact  that 
as  a  man  severs  his  connection  with  air 
brake  matters,  some  one  must  be  trained 
tc  fill  his  place.  Misconceptions  and 
wrong  impressions  of  the  functions  of  the 
various  parts  of  the  air  brake  equipment 
are  natural,  and  intelligent  men  profit  by 
their  mistakes,  and  questions  are  often 
asked  which  cannot  be  answered  directly 
or  fully  in  the  question  and  answer  col- 
umns, as  a  brief  explanation  is  usually 
unsatisfactory,  and  profuse  explanation 
tends  to  confusion  of  the  subject,  and  at 
the  present  time  it  is  intended  to  consider 
an  air  brake  leak  coming  from  one  of 
three  different  points  of  the  H6  West- 
inghouse  brake  equipment. 

On  a  locomotive  with  this  brake  equip- 
ment, having  proper  brake  pipe  and  main 
reservoir  pressures  and  the  handles  of 
both  brake  valves  in  running  position, 
there  may  be  a  leak  or  blow  of  air  at  the 
emergency  exhaust  port  of  the  automatic 
brake  valve,  which  may  be  from  the  ro- 
tary valve  scat  of  either  the  automatic 
or  the  independent  brake  valve,  or  from 
the  equalizing  slide  valve  of  the  distribut- 
ing valve,  and  to  locate  the  source  of  the 
leak  without  an  examination  of  the  parts 
or  without  removing  any,  is  a  simple 
operation  scarcely  worthy  of  serious  con- 
sideration ;  nevertheless,  three  different 
tests  to  locate  the  part  at  fault  will  be 
submitted : 

(i)  "With  the  brake  pipe  pressure  at 
70  lbs.,  if  no  lbs.  reduce  to  70  by  turning 
the  handwhcel  of  the  adjusting  screw  of 
the  brake  pipe  feed  valve  to  the  70-lb. 
stop,  and  with  both  brake  valve  handles 
in  their  running  positions  reduce  brake 
pipe  pressure  10  lbs.  by  a  service  appli- 
cation of  the  automatic  brake  and  return 
handle  to  lap  position.  The  red,  or  brake 
cylinder,  hand  of  the  small  duplex  air 
gauge  should  then  show  about  25  lbs. 
pressure,  and  if  it  increases  to  45  lbs.,  it 


indicates  a  leak  past  the  rotary  valve  seat 
of  the  independent  brake  valve ;  if  the 
pressure  increases  to  a  figure  somewhere 
between  50  and  60  lbs.,  it  indicates  a  leak 
from  the  equalizing  slide  valve  seat  of  the 
distributing  vaive,  and  if  the  pressure  in- 
creases to  the  adjustment  of  the  safety 
\alve  (68  lbs.),  it  indicates  a  leak  from 
the  rotary  valve  seat  of  the  automatic 
brake  valve  into  the  application  cylinder 
of  the  distributing  valve." 

(2)   "With   brake  pipe  pressure  at  any 
figure,   place    the   automatic    brake    valve 
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handle  on  lap  position  and  note  whether 
ibe  blow  has  slopped;  then  return  to 
running  position  and  place  the  independ- 
ent brake  valve  handle  on  lap  position  and 
note  the  effect.  If  the  blow  at  the  emer- 
gency exhaust  port  of  the  automatic 
lirakc  valve  continues  wlien  its  handle  is 
placed  on  lap  position,  its  rotary  valve  is 
at  fault,  and  if  the  blow  stops,  it  indicates 
that  it  does  not  leak,  return  the  handle  to 
running  position  and  place  the  handle  of 
the  independent  brake  valve  on  lap  posi- 
tion;  it  the  blow  then  stops,  it  indicate-; 
a  leak  from  the  equalizing  slide  valve  of 
the  distributing  valve;   if  it  continues,  it 


indicates    a    leak    from    the    independent 
brake  valve." 

(3)  If  any  doubt  exists  as  to  where 
the  blow  is  from,  after  the  first  two  tests, 
the  third  should  locate  it  positively. 

"With  both  brake  valves  in  running  po- 
sition, unscrew  the  adjusting  nut  of  the 
reducing  valve  and  open  the  signal  line 
stop  cock;  this  will  relieve  the  independ- 
ent brake  valve  of  air  pressure,  and  if  the 
independent  brake  valve  is  leaking  the 
blow  will  stop.  If  it  continues,  close  the 
slop  cock  under  the  automatic  brake 
valve  and  open  an  angle  cock,  place  the 
independent  brake  valve  handle  in  release 
ri~sition  for  a  few  seconds  to  exhaust  the 
pressure  from  the  application  cylinder  and 
allow  it  to  return  to  running  position;  if 
the  blow  stops,  it  indicates  that  the  dis- 
tributing valve  is  at  fault;  if  it  continues, 
close  the  stop  cock  in  the  distributing 
valve  supply  pipe,  and  after  a  few  sec- 
onds the  automatic  brake  valve  alone  will 
be  under  air  pressure,  and  a  leak  at  its 
exhaust  port  at  this  time  must  be  from 
the  brake  valve  itself." 

In  reviewing  the  foregoing  tests  it  will 
be  observed  that  the  conservative  word 
"indicates"  is  used,  for  the  reason  that  a 
leak  at  the  exhaust  port  of  the  brake 
valve  might  possibly  be  due  to  a  cracked 
gasket  in  the  brake  valve,  or  to  a  cracked 
or  corroded  tube  or  cored  passage  in  the 
distributing  valve  reservoir,  as  well  as 
from  the  three  points  mentioned,  while 
not  likely  to  occur,  yet  the  possibility  of 
the  unexpected  is  always  present,  and  fur- 
thermore, the  valve  that  leaks  when  in 
one  position  may  be  practically  free  from 
leakage  in  another. 

It  might  be  well  to  dwell  for  a  moment 
on  the  flow  of  air  during  the  time  any 
of  the  leaks  mentioned  exist;  it  is  well 
known  that  when  both  brake  valve 
handles  are  in  their  running  positions  and 
the  equalizing  valve  of  the  distributing 
valve  is  in  release  position,  the  applica- 
tion cylinder  and  application  chamber  are 
open  to  the  atmosphere  through  the  inde- 
pendent brake  valve  and  the  exhaust  cav- 
ity of  the  automatic  brake  valve,  and  any 
leak  into  the  application  portion  of  the 
distributing  valve  or  into  the  application 
cylinder  pipe  or  into  the  release  pipe, 
will  at  this  time  cause  a  blow  or  leak  of 
air  at  the  emergency  exhaust  port  of  the 
automalic  brake  valve.  A  leaky  rotary 
valve  in  the  automatic  brake  valve  would 
allow  air  to  pass  dir«ctly  into  the  exhaust 
cavity  and  to  the  exhaust  port,  but  in 
order  to  build  up  a  pressure  in  the  applica- 
tion cylinder  of  the  distributing  valve,  and 
apply  the  brake  when  the  handle  is  moved 
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tn  lap  position,  there  must  also  be  a  leak 
into  the  ports  in  the  valve  seat  to  which 
the  application  cylinder  and  release  pipes 
are  connected. 

A  crack  in  the  body  gasket  between  the 
chamber  and  the  equalizing  discharge 
valve  and  the  ports  just  referred  to,  would 
allow  air  to  pass  through  the  release  pipe 
to  the  exhaust  cavity  of  the  brake  valve 
in  one  case ;  in  the  other  case,  through 
the  application  cylinder  pipe  to  the  appli- 
cation portion  of  the  distributing  valve, 
thence  to  the  release  pipe  to  the  atmos- 
phere, and  if  the  valve  handle  is  moved 
to  release,  lap,  or  holding  positions,  the 
escape  would  be  cut  off  and  the  brake 
would  be  applied  by  the  building  up  of 
pressure  in  the  application  cylinder. 

The  leak  from  the  rotary  valve  seat  of 
the  independent  valve  would  pass  into 
the  release  pipe  and  into  the  exhaust  port 
of  the  automatic  brake  valve  in  one  case, 
and  into  the  application  cylinder  pipe,  ap- 
plication cylinder,  release  pipe,  and  to  the 
brake  valve  exhaust  port  in  the  other 
case. 

The  leak  from  the  equalizing  slide  valve 
would  travel  the  same  route  and  would 
be    free    to    pass    from    the    pressure 
chamber  into  the   application,   and  the 
supply  would   be   maintained   from   the 
brake    pipe    through    the    feed    groove, 
and    should    a    leak    start    from    any 
of      the      tubes      or      cored      passages 
in    the    reservoir,    brake    pipe,    pressure 
chamber,    or    supply    pipe,    that    leakage 
would  also  escape  at  the  automatic  brake 
valve  exhaust  port  and  have  the  same  ef- 
fect of  applying  the  brake  when  the  brake 
valve   handle   is  moved   away   from   nm- 
ning  position.    Considering  the  leaks  from 
the   brake    valve    rotaries    and    from   the 
equalizing   slide   valve   as   ordinary,   that 
from  the  slide  valve  being  the  one  usually 
encountered,  and  the  possibility  of  leaks 
from  the  brake  valve  gaskets  and  from  the 
reservoir  passages  as  extraordinary,   and 
applying  the  three  tests,  the  first  two  of 
which   are  merely  observations   requiring 
but  a  moment's  time,  the  three  could  be 
properly  conducted  in  a  very  short  time, 
admitting  the   possibility  of  the   unusual 
being  present  and  to  avoid  a  complication 
or  misimderstanding  of  the   simple  tests 
given,    the    effect    of    an    unusual    action 
wou'd  be  considered  in  a  measure  sepa- 
rately from  the  test,  but  at  the  same  time. 
Suppose   the   blow   at   the  brake  valve 
exhaust  port  was  due  to  a  cracked  brake 
valve  body  gasket  which  leaked,  equaliz- 
ing   reservoir   pressure   into  the   applica- 
tion cylinder  pipe  or  into  the  release  pipe, 
it   would   be   noticed   during   the   second 
test   when    the    brake   valve    handle    was 
moved  to  lap  position,  by  the  equalizing 
discharge  valve  becoming  unbalanced,  due 
tc   the    reduction    of   equalizing   reservoir 
pressure,  and  the  result  would  be  a  dis- 
charge of  air  at  the  brake  pipe  exhaust 
port,  and  an  automatic  application  of  the 
brake.     Should   the   supply   pipe   passage 


of  the  distributing  valve  reservoir  start  a 
leak  into  the  application  chamber,  it 
would  upset  the  theory  advanced  in  the 
first  observation  or  test,  and  indicate  a 
leaky  automatic  brake  valve  rotary,  but 
during  the  second  test  when  the  independ- 
ent brake  valve  is  placed  on  lap  position 
to  separate  the  automatic  brake  valve  and 
the  distributing  valve,  it  would  be  ob- 
served that  the  application  cylinder  pres- 
sure was  built  up  to  the  adjustment  of 
the  safety  valve  by  this  leak  of  main  reser- 
voir pressure,  which  we  know  could  not 
occur  from  an  equalizing  slide  valve  leak 
under  a  70-lb.  brake  pipe  pressure. 

The  effect  of  a  leaky  brake  pipe  pass- 
age and  a  leak  in  the  pressure  chamber 
tube  where  they  pass  through  the  appli- 
cation chamber,  would  be  similar  to  a 
leaky  equalizing  slide  valve,  and  in  the 
first  test,  just  to  what  pressure  the  brake 
cylinder  hand  on  the  gauge  would  rise 
to,  depends  upon  the  amount  of  leakage 
and  the  length  and  size  of  the  brake  pipe, 
for  if  the  volume  of  leakage  from  the 
equalizing  slide  valve  is  about  equal  to  the 
capacity  of  the  feed  groove  the  pressure 
chamber  could  not  be  charged,  and  a 
lo-lb.  reduction  would  not  move  the 
equalizing  valve,  but  the  brake  would  of 
course  be  applied  by  the  leakage,  and  in 
a  short  time  the  brake  pipe,  pressure 
chamber,  and  application  cylinder  pres- 
sures would  equalize. 

If  a  leak  in  the  tube  or  cored  passage 
should  exist,  according  to  the  test,  it 
would  indicate  a  leaky  equalizing  slide 
valve,  and  if  the  distributing  valve  were 
removed  and  replaced  by  one  tested  and 
known  to  be  in  good  condition  and  the 
same  disorder  continued  and  under  the 
same  conditions,  a  test  for  the  tube  and 
passage  would  be  necessary  to  locate  the 
defective  one,  or  a  test  would  be  neces- 
sary to  locate  a  leak  or  crack  that  would 
allow  pressure  from  an  unusual  source  to 
enter  the  application  chamber.  The  reser- 
voir can  be  thoroughly  tested  without  re- 
moving it  from  the  engine  by  whittling 
a  few  wooden  plugs  to  fit  the  different 
sized  ports  exposed  after  the  distributing 
valve  has  been  removed  from  the  reser- 
voir, and  before  removing  it  the  brake 
would  be  applied  in  full  by  exhausing  the 
brake  pipe  pressure;  then  the  stop  cocks 
in  the  reservoir  supply  pipe  and  brake 
cylinder  pipe  can  be  closed  and  the  dis- 
tributing valve  removed,  driving  plugs  in 
each  port  successively  or  bolting  a  circu- 
lar hoard  with  an  opening  in  the  center, 
and  a  lilind  gasket  to  cover  the  various 
ports,  to  the  distributing  valve  reservoir 
and  opening  first  the  stop  cock  in  the 
brake  cylinder  pipe  will  allow  brake  cyl- 
inder pressure  to  flow  back  to  the  cored 
passage  in  the  reservoir,  the  reservoir  or 
supply  passage  can  then  be  tested  biy 
opening  the  cock  in  that  pipe,  placing  the 
brake  valve  handle  in  running  position 
would  charge  the  brake  pipe  passage. 
After  those  parts  are  known  to  be  free 


from  cracks  or  flaws,  the  pressure  cham- 
ber tube  and  the  wall  dividing  the  appli- 
cation and  pressure  chambers  can  be 
tesed  by  making  a  connection  from  the 
signal  line  to  the  pressure  chamber  drain 
passage,  by  means  of  a  hose,  a  piece  of 
pipe,  and  a  few  fittings. 

Of  course,  it  is  understood  that  a  leak 
of  this  kind  might  never  occur  in  the  en- 
tire experience  of  an  individual,  but  is 
liable  to  occur  at  any  time,  and  to  thor- 
oughly understand  the  eft'ects  of  any  leaks 
that  are  liable  to  occur  will  lead  to  a 
pretty  fair  knowledge  of  the  construction 
and  operation  of  the  air  brake,  and  when 
that  is  once  understood  the  so-called 
mysterious  actions  of  the  brake  will  dis- 
appear. 

The  leak  through  the  brake  valve  gas- 
ket is  not  so  unusual,  and  is  liable  to  be 
met  with  at  any  time,  and  the  leaks  from 
the  rotary  valve  seats  of  the  brake  valves 
are  the  natural  results  of  wear,  while  the 
leak  from  the  equalizing  slide  valve  of  the 
distributing  valve  is  of  the  most  common 
occurrence,  being  similar  to  a  triple  valve, 
will  leak  from  the  same  causes  that  triple 
slide  valves  will,  and  if  the  action  is  al- 
ways compared  with  that  of  a  triple  valve 
on  a  car,  and  the  brake  valves  with  that 
of  a  retaining  valve,  and  the  application 
piston  with  the  brake  cylinder  piston, 
there  will  be  no  difficulty  encountered  in 
locating  the  cause  of  an  unusual  action. 
Unfortunately  for  those  who  do  not  fol- 
low air  brake  matters  closely,  the  H6  and 
the  Hs  brake  equipments  are  in  use  at 
the  same  time,  and  often  both  are  found 
on  the  same  class  of  locomotives,  how- 
ever the  different  parts  of  the  equipments 
are  not  interchangeable,  and  the  differ- 
ences are  not  so  marked  but  that  a  knowl- 
edge of  one  will  quickly  lead  to  an  un- 
derstanding of  the  other,  it  being  remem- 
bered that  in  the  H5  brake  the  applica- 
tion cylinder  and  the  application  cham- 
ber are  always  in  communication  and  open 
to  the  atmosphere  when  the  brake  valve 
handles  are  in  their  running  positions, 
while  in  the  H6  brake  those  chambers  are 
open  to  the  atmosphere  through  the  ex- 
haust port  of  the  equalizing  valve  when  it 
is  in  release  position,  both  valve  handles 
being  in  running  position,  and  the  appli- 
cation cylinder  and  pressure  chamber  are 
divided  when  the  equalizing  valve  is  in 
emergency  position.  In  the  H6  distribut- 
ing valve  there  is  no  port  opening  in  its 
emergency  position  to  regulate  application 
cylinder  pressure,  but  instead  a  "blow 
down  timing  port"  is  added  in  the  brake 
valve,  it  and  the  warning  port  receiving 
their  supply  of  air  from  the  feed  valve 
pipe.  The  number  6  distributing  valve 
reservoir  has  a  i-in.  brake  pipe  con- 
nection to  provide  a  large  brake  pipe 
opening  for  emergency  applications  when 
the  quick-action  cap  is  used,  in  double 
heading  the  stop  cock  under  brake  valve 
is  closed,  but  the  valve  handle  remains  in 
running  position. 
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Electrical  Department 


(Continued  from  page  189.) 
This  auxiliary  contact  wire  is  suspended 
by  clips  attached  midway  between  the 
hangers  and  has  shown  very  little  wear 
and  gives  a  smooth,  sparkless  contact 
for  the  current  collecting  device  of  the 
locomotives. 

At  the  anchor  bridges  all  the  steel 
cables  are  dead-ended  as  was  stated,  and 
each  contact  wire  is  separated  from  the 
next  section  by  a  section  insulator.  A 
circuit  breaker  is  mounted  on  each  anchor 
bridge  for  every  contact  wire  and,  in  ad- 
dition, a  single  circuit  breaker  is  arranged 
so  that  the  entire  section  may  be  cut  out. 
These  circuit  breakers  connect  the  feeders 
with  the  contact  wires.  This  arrange- 
ment of  circuit  breakers  makes  it  possible 
to  disconnect  and  cut  out  any  single  trol- 
ley wire  that  may  be  giving  trouble,  or  if 
necessarj-  an  entire  section  can  be  cut  out 
without  disturbing  the  section  beyond. 
This  plan  makes  each  section  entirely  in- 
dependent. The  sections  are  equal  in 
length  to  the  spacing  of  the  anchor 
bridges,  which  are  about  two  miles  apart. 
The  insulation  provided  is  very  substantial, 
and  the  bridges  and  cables  are  built  with 
a  high  factor  of  safety.  The  return 
track  circuit  is  bonded  together. 

THE  ELECTRIC  LOCOMOTIVES. 

The  electric  locomotives  are  designed  to 
handle  a  200-ton  train  at  a  schedule  speed 
of  26  miles  an  hour  with  stop  every  2.2 
miles.  On  long  runs  they  can  haul  a 
250-ton  train  at  a  speed  of  60  miles 
an  hour  or  higher.  For  trains  that  are 
heavier  than  these,  two  locomotives  are 
coupled  together  and  operated  as  a  unit. 
The  electric  locomotives  are  equipped  with 
four  motors,  each  of  250  h.  p.  capacity, 
nominal  rating;  their  continuous  capacity 
is  over  200  h.  p.  each,  making  a  total  of 
over  800  h.  p.  The  motors  are  of  the 
gearless  type  and  are  connected  perma- 
nently in  pairs.  They  operate  on  either 
direct  or  single  phase  alternating  current. 

The  frame,  trucks  and  cab  of  these  loco- 
motives were  built  by  the  Baldwin  Loco- 
motive Works.  The  frame  is  of  the  rigid 
type  and  is  36  ft.  4  ins.  in  length.  The 
side  frames  are  of  forged  steel  and  to 
them  the  pressed  steel  bolster  carrying  the 
pressed  steel  centre  plate  is  riveted  and 
bolted.  The  weight  is  carried  by  semi- 
elliptic  springs  with  coiled  springs  at  the 
ends  of  the  equalizer  bars  to  produce 
equilibrium.  The  construction  is  very 
strong,  but  without  excess  weight. 

The  runing  gear  as  originally  designed 
consisted  of  two  trucks,  each  mounted  on 
four  62-in.  driving  wheels.  It  has  since 
been    found   advantageous   to   install   two 


pony  trucks.  The  trucks  are  spaced  14  ft. 
6  in.  between  centres.  The  cab  is  built  of 
structural  steel,  on  a  framework  of  Z-bars; 
all  apparatus  inside  the  cab  is  carried  on 
structural  steel  supports.  Large  trap  doors 
in  the  floor  permit  easy  access  to  the 
motors. 

THE  MOTORS. 

The  motors  are  of  the  alternating  cur- 
rent single  phase  series  wound  compen- 
sated type.  In  the  early  stage  of  electric 
railway  development  very  little  was  known 
about  alternating  currents,  and  a  direct 
current  circuit  of  500  volts  was  as  high  as 
was  considered  safe.  As  a  result  the  500- 
volt  direct  current  system  became  stand- 
ard railway  practice.  When  alternating 
current  with  its  ease  of  transformation 
came  into  more  extended  use  and  was  bet- 
ter understood  the  engineers  turned  to  it 
for  a  motor  suitable  for  railway  work.  Now 
it  is  a  well-known  fact  that  if  you  re- 
verse the  direction  of  the  current  flow  in 
a  direct  current  series  motor,  that  the 
motor  will  continue  to  rotate  in  the  same 
direction  as  former!}'.  This  is  due  to  the 
fact  that  the  current  in  both  the  field 
coils  and  the  armature  has  been  re- 
versed. In  order  to  reverse  the  direction 
of  rotation  of  a  motor  either  the  field  cur- 
rent or  the  armature  current  only  must 
be  reversed.  Therefore,  if  a  current  that 
is  periodically  reversing  in  direction,  or  in 
other  words,  if  an  alternating  current  is 
supplied  to  the  terminals  of  an  ordinary, 
direct  current  series  motor,  it  will  rotate 
in  one  direction  only  because  the  reversals 
of  current  in  the  armature  and  in  the 
field  will  take  place  simultaneously.  The 
motor,  however,  will  spark  badly  at  the 
brushes  and  will  have  a  very  low  efficiency. 

Only  a  few  changes  are  necessary  to 
alter  the  ordinary  direct  current  series 
motor  into  a  satisfactory  alternating  cur- 
rent series  motor.  On  a  motor,  when  a 
brush  touches  two  commutator  segments, 
it  short  circuits  the  armature  coil  con- 
nected to  those  segments.  If  the  motor  is 
supplied  with  alternating  current  this 
short  circuiting  of  a  coil  in  the  varying 
magnetic  field  produced  by  the  alternat- 
ing current  causes  severe  sparking.  This 
is  due  to  the  fact  that  the  varying  mag- 
netism induces  a  high  current  in  the  short 
circuited  coil.  Now,  during  direct  cur- 
rent operation  the  coils  are  also  short  cir- 
cuited by  the  brushes,  but  the  varying 
magnetic  field  is  absent.  The  direct  cur- 
rent field  is  stationary,  therefore  there  is 
no  sparking  produced.  To  remedy  this 
state  of  affairs  with  alternating  current, 
two  things  are  done.  The  wires  or  leads 
that   connect   the    armature    coils    to    the 


commutator  bars  are  made  of  metal  that 
has  an  appreciable  resistance.  This  in- 
crease in  resistance  reduces  the  current 
in  the  short  circuited  coil.  Extra  field 
coils,  called  auxiliary  or  compensating 
coils,  are  provided  which  provide  a  steady 
magnetic  field  at  the  brushes.  These  two 
additions  remedy  the  severe  sparking  of 
the  direct  current  motor  when  supplied  with 
alternating  current. 

The  cause  of  the  low  efficiency  of  the 
motor  when  operated  on  alternating  cur- 
rent is  the  fact  that  the  field  poles  of 
direct  current  motors  are  usually  made  of 
either  cast  iron  or  cast  steel.  When  the 
iron  of  the  field  poles  is  subjected  to 
varying  magnetism,  it  has  induced  in  it 
currents  that  flow  back  and  forth.  These 
currents  are  known  as  eddy  currents  and 
they  produce  heating.  In  order  to  reduce 
them,  the  poles  and  field  frame  of  an  al- 
ternating current  motor  are  made  from 
thin  plates  such  as  are  used  in  trans- 
former construction.  If  these  three 
changes  are  made  in  an  ordinary  direct 
current  motor,  the  result  is  a  motor  that 
will  run  satisfactorily  on  a  single  phase 
alternating  current  circuit.  Not  only  will 
the  motor  run  well  on  alternating  currents, 
but  it  will  work  even  better  on  direct 
current. 

The  motors  employed  on  the  electric 
locomotives  of  the  New  Haven  road  are 
of  this  type.  The  armature  is  made  in 
two  sections  and  is  mounted  on  a  hollow 
shaft.  The  armature  winding  is  connected 
to  the  commutator  segments  by  resistance 
leads  called  preventive  leads,  which  re- 
duce the  current  when  the  coil  is  short 
circuited  by  the  brushes  as  was  explained. 
There  are  twelve  field  poles  and  the  field 
circuit  consists  of  two  parts,  the  main  field 
for  driving  the  motor  and  the  compensat- 
ing field  for  producing  sparkless  running. 
The  field  frame  is  split  horizontally  so 
as  to  permit  easy  removal  and  give  access 
to  the  armature.  The  armature  is  not 
mounted  directly  upon  the  car  axle,  but 
on  a  hollow  shaft  or  quill,  through  which 
the  car  axle  passes  with  about  half  an  inch 
clearance.  At  each  end  of  this  quill  are 
bearings  which  carry  the  field  frame.  On 
each  end  of  the  quill  a  flange  is  forced. 
From  this  projects  seven  pins.  These  pins 
engage  corresponding  pockets  in  the  hub 
of  the  driving  wheels.  Around  each  pin 
there  fits  a  coiled  spring  which  turns  pro- 
gressively eccentric.  These  springs  serve 
to  transmit  the  torque  from  the  motors 
to  the  driving  wheels.  This  type  of  motor 
suspension  is  very  flexible  and  is  a  new 
feature  of  motor  suspension  which  was 
inaugurated  by  the  New  Haven  road. 

One  of  the  novel  features  of  these  loco- 
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motives  is  the  cooling  arrangement.  A 
blower  was  needed  to  furnish  air  for  the 
cooling  of  the  transformers,  and  it  was 
decided  to  extend  this  to  the  motor.  A 
flexible  conduit  supplies  a  liberal  quantity 
of  air  to  all  the  motors.  The  success  of 
this  method  of  cooling  is  shown  by  the 
fact  that  the  continuous  rating  of  the 
motors  is  almost  equal  to  the  nominal  rat- 
ing. It  also  possesses  the  advantage  of 
keeping  the  motors  clean,  there  being  no 
chance  for  dust  or  dirt  to  enter,  because 
the  flow  of  air  is  always  outward.  A  spe- 
cial electric  thermometer  is  placed  in  the 
cab  in  view  of  the  engineer  and  indicates 
the  temperature  of  the  motors. 

THE   CONTROL. 

As  the  motors  are  required  to  operate 
on  both  alternating  and  direct  current 
there  must  of  necessity  be  two  systems  of 
control.  This  does  not  mean  that  there 
are  two  complete  separate  sets  of  control 
apparatus  on  the  locomotive,  because  many 
of  the  parts  are  common  to  both  systems. 
In  almost  all  railway  equipment  the  re- 
sistance grids  and  other  pieces  of  appara- 
tus are  placed  underneath  the  floor  of  the 
car  where  they  are  out  of  the  way.  On 
the  New  Haven  electric  locomotive,  how- 
ever, none  of  the  au.xiliary  apparatus  are 
placed  beneath  the  floor;  everything  is 
inside  the  cab,  where  it  is  protected  from 
the  weather,  and  can  be  readily  inspected. 
As  was  stated  before,  the  motors  are  per- 
manently connected  together  in  pairs  and 
operate  as  a  unit. 

The  direct  current  control  is  very  sim- 
ilar to  the  other  systems  of  direct  current 
control  such  as  are  described  on  pages  21, 
iig  and  163  of  the  igcS  volume  of  Rail- 
\v.\Y  AND  Locomotive  Engineering.  The 
New  Haven  control,  however,  possesses 
several  new  features.  The  control  appara- 
tus for  each  motor  consists  of  four  re- 
sistance grids  and  a  set  of  eleven  contac- 
tors for  making  the  different  connections 
for  applying  the  power  to  the  motor.  On 
the  first  notch  the  two  motors  are  con- 
nected in  series  with  all  of  the  resistance 
grids  in  circuit.  The  resistance  grids  are 
cut  out  of  circuit  step  by  step  until  the 
full  voltage  is  applied  to  the  motor  in 
series.  Here  a  new  feature  of  motor 
speed  control  is  introduced.  Ordinarily 
the  next  notch  would  connect  the  motors 
in  parallel  with  all  resistance  in  circuit. 
On  the  New  Haven  locomotives,  however, 
the  next  notch  puts  a  resistance  across  the 
fields,  thereby  taking  or  shunting,  as  it 
is  called,  some  of  the  current  away  from 
the  fields.  This  reduction  of  the  field 
current  lowers  the  strength  of  the  mag- 
netic field.  The  motor  increased  its  speed 
in  its  effort  to  maintain  its  counter  or 
back  voltage  constant,  as  was  explained  on 
page  209  of  our  igo8  volume.  If  the  field 
magnetism  of  an  ordinary  railway  motor 
w-as  reduced,  sparking  at  'the  brushes 
would  result.  Here  is  where  the  compen- 
sating fields  are  useful  because  they  pro- 
vide a  magnetic  field  at  the  brushes  which 
is  constant  and  thus  prevents  sparking. 


Making  this  operation  possible,  the 
motors  are  next  put  in  parallel  with  all 
the  resistance  in  circuit  and  the  resistances 
are  cut  out  step  by  step  until  both  motor 
units  are  receiving  full  power.  The  con- 
troller has  several  more  running  positions 
than  the  ordinary  controller  which  has 
only  two  positions,  because  it  is  possible  to 
weaken  the  fields  without  producing  spark- 
ing. This  system  of  control  can  be  favor- 
ably compared  to  a  steam  locomotive 
where  the  engineer  not  only  opens  his 
throttle  step  by  step  but  at  the  same  time 
notches  up  his  reverse  lever.  The  grad- 
ual opening  of  the  throttle  may  he  com- 
pared to  the  cutting  out  of  the  resistance 
grids  step  by  step.  The  act  of  notching 
up  the  reverse  lever  and  shortening  the 
cut-off  is  something  like  the  shunting  of 
the  fields  by  resistance. 

The  alternating  current  for  operation  of 
the  motors  is  collected  at  11,000  volts 
from  the  trolley  wire,  and  is  fed  to  the 
primary  of  a  transformer.  The  secondary 
of  the  transformer  delivers  the  current  at 
a  pressure  of  450  volts.  The  secondary 
is  provided  with  a  number  of  taps  which 
are  connected  to  successive  turns  of  the 
winding.  Sy  means  of  these  taps  the 
voltage  supplied  to  the  motor  units  is 
varied  without  the  use  of  resistance  grids, 
and  therefore  in  the  alternating  current 
control  no  power  is  lost  in  resistances. 
There  are  two  transformers,  one  for  each 
motor,  and  the  two  sets  of  eleveji  unit 
switches,  which  have  been  already  men- 
tioned, serve  to  make  the  connections. 

Both  motors  are  operated  separately  on 
the  alternating  current  control,  each  being 
supplied  with  power  from  its  particular 
transformer.  On  the  first  notch  one  ter- 
minal of  the  motor  is  connected  perma- 
nently to  the  terminal  of  the  transformer, 
the  other  motor  terminal  is  connected  to 
the  first  tap  on  the  transformer,  and 
power  at  a  low  voltage  is  supplied  to 
the  motors  for  starting.  The  next  notch 
shifts  the  terminal  to  the  second  tap,  from 
which  power  is  supplied  at  increased  pres- 
sure. The  third  notch  shifts  the  connec- 
tion to  the  third  tap  and  this  advance  is 
continued  until  the  full  450  volts  is  sup- 
plied to  the  motors.  There  are  six  run- 
ning points  on  the  alternating  current 
control. 

The  direct  and  alternating  current  con- 
trols may  be  compared  to  a  system  of  con- 
tiol  that  could  be  applied  to  a  water  wheel. 
Suppose  a  tank  100  ft.  in  height  is  provided 
with  a  succession  of  pipes  which  tap  it 
at  intervals  of  20  ft.  each,  and  that  an 
extra  tap  is  provided  at  the  bottom  that 
is   fitted  with  a  throttle  valve. 

If  we  start  the  water  wheel,  using  the 
throttle  valve  and  opening  it  notch  by 
notch,  thereby  increasing  the  pressure  sup- 
plied to  the  wheel  until  the  valve  is  wide 
open,  we  have  a  system  of  control  that 
can  be  compared  to  the  direct  current 
control  described  above.  Suppose  that  in- 
stead of  using  the  throttle,  we  first  feed 
the  water  wheel  with  water  from  the  pipe 


tlfat  taps  the  tank  20  ft.  fruin  the  top. 
Then  increase  the  head  to  40  ft.  by  turn- 
ing on  the  next  tap  and  continue  until  the 
wheel  is  connected  to  the  tap  at  the  bot- 
tom of  the  tank.  If  this  method  of  sup- 
plying water  power  is  employed,  the  sys- 
tem is  similar  in  principle  to  the  alter- 
nating current  control.  Il  is  in  fact  the 
varying  ■  of  what  hydraulic  engineers 
would  call  the  "head."  To  start  the  water 
wheel  only  a  low  head  is  used  and  the 
flow  of  water  is  small.  As  the  wheel  gains 
speed  the  "head"  is  increased  and  the 
flow  of  water  is  more  powerful.  Each  in- 
crease in  "head"  supplies  more  power  as 
the  water  wheel  gains  speed. 

The  wires  that  work  the  control  circuits 
for  both  the  direct  and  alternating  systems 
are  bunched  into  what  is  called  a  train 
line,  which  is  brought  out  at  either  end 
of  the  locomotives.  When  the  train  lines 
of  two  locomotives  are  connected  together, 
the  locomotives  can  be  operated  as  a 
single  unit  by  one  engineer  in  the  cab  of 
the  front  locomotive.  For  very  heavy 
trains  two  locomotives  are  used  and  if 
necessary  more  can  be  added,  all  being 
under  the  complete  control  of  a  single 
engineer. 

the  m.^ster  controller. 

.'\  master  controller  for  operating  the 
unit  switches  is  placed  in  each  end  of  the 
cab,  the  same  controller  operating  both 
the  direct  and  alternating  current  systci^'s. 
The  controller  has  two  handles,  one  for 
reversing  and  the  other  for  operating. 
The  operating  handle  is  provided 
with  notches  similar  to  a  steam 
locomotive  throttle.  On  the  control- 
ler there  is  mounted  a  row  of  eight 
knobs  or  buttons,  one  for  pushing' ihe 
direct  current  trolley  r..;.  one  for  pulling: 
the  alternating  current  trolleys  down, 
one  for  pushing  the  third  rail  shoes 
down,  one  for  pulling  tlie  third  rail 
shoes  up,  and  the  remaining  three  op- 
erate the  bell  and  the  front  and  rear 
track  Sanders. 

THE    CURRENT    COLLECTING    DEVICES. 

The  New  York  Central  6co-volt  direct 
current  service  is  supplied  by  third  rail 
except  where  the  tracks  intersect  or  at 
road  crossings,  where  short  section  of 
overhead  conductors  are  placed.  The  New 
Haven  supplies  its  alternating  current  en- 
tirely by  overhead  wires.  There  are  four 
third  rail  shoes,  two  to  each  truck  for 
collecting  direct  current,  and  these  are  con- 
trolled by  buttons  on  the  motor  controller, 
as  was  stated.  When  not  in  use  they  are 
raised  and  are  out  of  the  way.  There  is 
also  a  small  direct  current  pantagraph 
trolley  mounted  at  the  centre  of  the  loco- 
motive, which  collects  current  from  the 
overhead  conductors  on  the  New  York 
Central's  tracks.  There  are  two  alternat- 
ing current  pantagraph  trolleys  for  col- 
lecting the  electric  power  on  the  New 
Haven  system.  These  trolleys  are  built 
of  steel  tubing,  and  the  collector  is  a 
strip  of  soft  copper.  The  collecting  de- 
vices are  under  control  of  the  engineer. 


May,  1909. 


RAILWAY   AND    LOCOMOTIVE   ENGINEERING 


215 


AMONG  THE  WESTERN  RAILROAD  MEN 


By  James  Kennedy 


In  drawing  some  conclusions  from  a 
brief  tour  among  the  Western  railway 
men  it  may  be  said  that  there  are  two 
prominent  features  that  strilce  a  visitor 
from  the  East  whose  previous  experience 
or  opportunities  may  have  been  of  the 
most  casual  kind.  The  first  is  the  pre- 
vailing degree  of  thoroughness  of  equip- 
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ment  which  marked  almost  every  section 
visited.  The  passenger  locomotives  have 
everywhere  the  massive  elegance  and 
perfection  of  detail  that  one  sees  in  the 
large  marine  engines  of  British  manu- 
facture. This  fine  feature  is  enhanced  by 
the  standardization  of  the  equipment. 
When  one  recalls  the  infinite  variety  of 
designs  that  marked  the  locomotives  of 
thirty  or  forty  years  ago.  and  contrast 
their  mechanical  absurdities  with  the 
finished  and  settled  forms  of  our  own 
day,  we  cannot  but  think  that  we  are  not 
only  living  in  an  age  of  progress,  but  we 
are  also  living  in  an  age  when  things 
mechanical  are  taking  shape  as  per- 
fect as  the  architecture  of  the  ancient 
Greeks  did  in  the  days  of  Pericles. 

The  other  striking  feature  is  equally 
important.  It  manifests  itself  in  the  con- 
venience and  elegance  of  the  repair 
shops.  Crystal  palaces  many  of  them  are, 
with  walls  white  as  polished  marble  and 
floors  smooth  as  burnished  jasper.  The 
symmetrical  beauty  of  these  buildings, 
vocal  with  the  melodious  murmur  of  mul- 
titudinous machines,  glittering  like  silver, 
and  rich  in  color  as  cathedral  windows, 
are  often  in  strange  contrast  with  the 
uncultured  wilderness  without,  where  the 
impenetrable  jungle  spreads  its  leafy  laby- 
rinth, or  the  stunted  sage  bush  sparsely 
covers  the  parched  plain.  The  oppor- 
tunities for  doing  fine  work  under  the 
best  conditions  are  great.  The  mechanics 
seem  to  be  well-cared  for  and  contented. 


THE     ROUNDHOUSE     F08EM-\N. 

Nobody   seemed   to   be   in   a   particular 
hurry    except    the    roundhouse    foreman. 
Whether  his  lot  is  cast  in  a  ramshackle 
wigwam,   frail   as  a   circus   tent,   or   in   a 
brilliant     amphitheatre,     his     burden     is 
everywhere  a  heavy  one.     While  the  mas- 
ter mechanic  may  be  said,  in  his  luxurious 
elegance,   to    resemble   on    English    squire 
or  a  Scottish  laird,  the  roundhouse  fore- 
man might  be  likened  to  an  Iribh   "spal- 
peen," whatever  that  is.   Everybody  from 
the  poorest  paid  mechanic  in  the  shop  to 
the  latest  arrival  among  the  firemen  or 
engineers   can  come   at  any  hour   of   the 
day   or   night    and,   figuratively   speaking, 
wipe    their    feet    upon    him.      An    over- 
worked mule  in  a  Pennsylvania  coal  mine 
has   some   brief  glimpses   of  green   fields 
in    its    darkened    life.      The    roundhouse 
foreman  has  no  such  sunny  spasms.   With 
him    it    is   the    everlasting   grind    of   dull 
mechanical  drudgery.     His  life  is   harder 
than  that  of  a   Dutch  grocery   store  boy 
who  has  to  eat  what  nobody  else  will  buy, 
and  sleep  under  the  bench  all  night.     He 
is    a    walking    encyclopedia.      He    has    to 
furnish    brains    to    overgrown    boys,    and 
eyes   and  ears   to   old   men.     He   has   to 
have  the  suppleness  of  an  acrobat  and  the 
attributes    of    a    quadruped.      When    you 
enter  a  roundhouse  and  behold  a  pair  of 
muddy  feet  looking  out  of  the  dome  top 
that  is  the  roundhouse  foreman  standing 
on   his   head   examining  an   old-fashionej 
throttle  valve  of  the  vintage  of  i860.     If 
you    should    see    a    four-footed     creature 
crawling  in  the  slimy  pit  with  one  eye  on 
the  forward  eccentric  and  the  other  dimly 
scanning    through    the    murky    haze    the 
crafty   mechanics   warming  themselves   at 
the    fire    box    doors    in    the    comfortable 
cabs,   that's   him.     He  is   not  there   from 
choice.     He  is  doing  things  that  nobody 
else    can    do.     He    is    rectifying    the    in- 
volved valve  gearing  that  some  meddling 
engineer   has   distorted.     He  is   the   only 
man  in  the  place  whose  fine  ear  is  tuned 
to    the    rhythmic   and   passionate    exhau,-;t 
of   an   overworked    freight    engine.      And 
what  thanks  has  he? 

Thanks  indeed!  He  is  paid  by  the 
month.  At  night  when  other  men  arc 
paid  time-and-a-half  he  gets  nothing  but 
abuse.  It  matters  little  what  time  of  day 
it  is  or  what  day  of  the  week  it  is,  he  is 
on  the  job.  And  such  jobs !  Ranging  as 
they  do  from  3,000°  Fahrenheit  to  40' 
below  zero,  he  must  be  at  once  a  sala- 
mander and  a  polar  bear.  Civil  magis- 
trates are  paid  $7,500  a  year  for  deciding 
cases  of  much  less  consequence  than  he 
does.  He  must  have  the  calm,  judicial 
mind  in  the  most  agonizing  situations. 
The  man  he  decides  in  favor  of  never 
thinks   of   thanking   him,    while   the   man 


he  decides  against  does  not  rise  up  and 
call  him  blessed. 

On  winter  nights  when  the  other  offi- 
cials are  at  the  Railway  club  wreathed  in 
tobacco  smoke  and  social  joy,  the  round- 
house foreman  is  roasting  in  sulphur  or 
freezing  in  glacial  caves  under  dilapidate  1 
tanks,  the  winter  wind  singing  a  melan- 
choly monotone  through  his  petrified 
whiskers.  Sometimes  he  has  ten  locomo- 
tives in  organic  and  elemental  ruin  on  his 
hands.  And  only  four  men  and  a  boy  to 
place  them  in  perfection  again.  How  he 
manages  is  one  of  the  mechanical  mys- 
teries. He  is  a  real  genius.  Inspirations 
come  to  him.  From  the  sacred  precincts 
of  the  back  shop  he  removes  the  finished 
work  from  its  well-fitted  place,  and  with 
a  few  blows  of  a  soft  hammer  that  is  soft 
only  in  name,  he  refits  the  parts  to  the 
lame  locomotive  and  it  is  ready  for  the 
road  again  and  away  to  seek  its  fortune. 

When  there  is  a  strike  on  the  company 
mistrusts  him.  He  is  too  familiar  with 
the  men.  When  the  stern-faced  strikers 
are  purchasing  second-hand  revolvers  .at 
cheap  pawnshops  and  casting  lots  among 
themselves  to  find  out  whose  duty  it  is  to 
attend  to  the  roundhouse  foreman,  he  is 
attending  to  his  work  with  the  desperate 
energy  of  a  commander  in  the  main  bas- 
tion of  a  doomed  fortification.  When  the 
strikers      send      a      captured      locomotive 


PATRICK     FEXNELL 
(Sltandy    Maguire). 

under  a  full  head  of  steam  crashing 
through  the  roundhouse  doors  into  the 
turntable  pit,  the  roundhouse  foreman 
must  sit  up  al!  night  writing  a  report. 

Of  course  this  does  not  last  forever. 
What  the  single-barrelled  revolver  does 
not  accomplish,  double  pneumonia  will 
do  at  short  notice,  and  the  roundhouse 
foreman  has  few  mourners.  In  an  un- 
known grave,  or  with  a  tombstone  per- 
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haps  the  size  of  an  ash-pan  lid,  the  worn- 
out  sheath  of  tlie  high,  heroic  soul  is  at 
rest.  The  blue-birds  are  prophesying 
spring  there,  and  in  summer  the  blue  for- 
get-me-nots will  be  opening  their  starry 
eyes  and  looking  heavenward  with  a 
promise   of   a   joyous    immortality    where 


mill  round  of  time  clocks  to  visit  and 
mark  their  tell-tale  disks  relentlessly  re- 
volving like  the  wheel  of  Ixion. 

There  are  exceptions.  Some  there  are 
like  "Shandy  Maguire,"  who  has  just 
linished  forty  years'  service  as  round- 
house foreman  at  the  Lackawanna  shops 


New  Locomotives  for  the  N.  P.  Ry. 
The  Baldwin  Locomotive  Works  have 
recently  completed  thirteen  passenger 
locomotives  for  the  Northern  Pacific  Rail- 
way. Ten  of  these  engines  are  of  the 
Pacific  type,  while  the  remaining  three 
are  of  the  Atlantic  type.     Two   of   the 


1-6-2  PASSENGER  ENGINE  FOR  THE   NORTHERN   P.VCIFIC. 


W.  Moir,  Mechanical  Superintendent. 


Baldwin    Locomotive   Works,    P.uilders. 


the  wicked  cease  from  troubling  and  the 
weary  are  at  rest.  If  he  should  survive 
a  long  time,  it  is  certain  that  the  better  he 
suits  the  job,  the  longer  he  will  be  kept 
there.  If  he  wants  promotion  he  must 
fight  for  it  with  all  the  cunning  of  a  ward 
politician.  If  he  tarries  long,  a  day  comes 
when  a  young  assistant  to  the  vice-presi- 
dent comes  along.  He  may  be  a  con- 
sumptive dude   with  a   chest  as   flat   as  d 


at  Oswego,  N.  Y.,  and  retires  on  a  well- 
earned  pension.  He  is  one  among  a  thou- 
sand. A  great,  stalwart  man  with  a  soul 
of  fire  and  a  body  of  iron.  Gifted  by 
nature  with  colossal  strength,  he  h.as  I'-d 
the  simple  life.  Like  the  Hebrew  chil- 
dren of  old  he  has  come  unscathed 
through  the  fiery  furnace.  Like  Daniel 
he  has  been  in  the  den  of  lions  and  the 
fine  spirit  of  the  man  shining  through  his 
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coffin  lid  and  bleary  eyes  with  spectacles 
that  resemble  storm  windows,  but  he 
quickly  sees  the  gray  hairs  showing  here 
and  there  in  the  devoted  head  of  the 
roundhouse  foreman.  His  days  are 
numbered.  An  excuse  is  found  for  his 
removal,  or  he  may  have  his  choice  of 
facing  nuts  in  the  bolt  room  in  the  back 
shop,  or  he  may  have  an  appointment 
offered  to  him  as  night  watchman  of  the 
boiler   room   and   vicinity    with   a   tread- 


radiant  eyes  softened  the  hearts  of  the 
savages.  He  is  one  of  the  very  few  rail- 
road men  out  of  whose  life  work  among 
the  grosser  elements  of  the  earth,  the  rare 
blossoms  of  poetry  have  sprung,  sanctify- 
ing, adumbrating  and  ennobling  the  com- 
mon dish  of  evedy-day  experience.  All 
things  move  onward  and  upward,  and  let 
us  hope  that  there  are  better  things  in 
store  for  the  future  of  the  roundhouse 
foreman. 


latter  are  equipped  with  Schmidt  super- 
heaters. The  designs  for  both  classes 
are  based  on  drawings  and  specifications 
furnished  by  the  railway  company.  Our 
illustrations  give  a  good  idea  of  these  fine 
passenger  machines. 

P.\CI1-1C    TYPE   ENGINES. 

The  Pacific  or  4-6-2  type  of  locomtives, 
with  cylinders  22  x  26  ins.,  and  driving 
wheels  69  ins.  in  diameter,  exert  a  trac- 
tive force  of  31,000  lbs.,  thus  giving  a 
ratio  of  4.65  with  144,350  lbs.  on  driving 
wheels.  The  engines  are  thus  well  adapted 
to  handling  the  heaviest  class  of  passen- 
;4cr  traffic,  and  should  be  able  to  start 
trains  promptly  regardless  of  rail  condi- 
tions. The  steam  distribution  is  controlled 
by  inside  admission  piston  valves,  12  ins. 
in  diameter.  The  cylinders  are  arranged 
for  single  front  frame  rails  4^2  ins.  wide 
by  g  ins,  deep.  They  are  built  with  heavy 
walls,  and  the  castings  are  double  bolted  to 
the  smokebox  and  to  each  other.  The  steam 
chest  centre  lines  are  set  out  far  enough 
to  enable  the  valve  gear,  which  is  of  the 
Walschaerts  type,  to  be  in  one  plane.  The 
link  and  reverse  shaft  bearings  are  sup- 
ported by  a  cast  steel  bearer,  which  spans 
the  frames  between  the  first  and  second 
pairs  of  driving  wheels.  The  frames  are 
also  braced  by  broad  steel  castings  placed 
above  the  front  driving  pedestals,  and  be- 
tween the  second  and  third  pairs  of  driv- 
ing wheels. 

The  rear  truck  is  equalized  with  the 
driving  wheels,  and  is  of  the  radial  type 
with  outside  journals.  The  equalizing 
beams,  fulcrums  and  driving  spring  sad- 
dles are  of  cast  steel.  The  driving  boxes 
are  of  the  same  material,  and  the  wheel 


May,  1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


217 


centres  are  fitted  with  cast  iron  hub- 
liners.  The  total  weight  of  the  engine  is 
233,250  lbs.,  and  of  this  the  front  truck 
carries  47,000  lbs.,  and  the  rear  truck  sus- 
tains 41,900  lbs.  The  driving  wheels,  as 
already  stated,  have  an  adhesive  weight 
of  144,350  lbs.  The  weight  of  the  tender 
when  added  to  that  of  the  engine,  gives 
a  total  of  about  375,000  lbs. 

The  boiler  is  of  the  wagon  type,  with 
a  wide  firebox  and  combustion  chamber. 
The  combined  heating  surface  of  the  hre- 
tox  and  combustion  chamber  is  212  sq.  ft., 
which  is  nearly  8  per  cent,  of  the  tube 
heating  surface,  which  is  2,665  sq.  ft., 
while  the  ratio  of  grate  area  to  total  heat- 
ing surface  is  as  i  to  66.  The  total  heat- 
ing surface  is  2,885  sq.  ft.  In  order  to 
provide  an  unobstructed  entry  to  the 
throat,  the  second  ring  of  the  barrel  is 
made  conical,  all  three  rings  having  the 
same  centre  line.  The  dome  is  placed 
on  the  conical  ring,  which  has  a  welded 
longitudinal  seam  on  top.  The  combustion 
chamber  is  made  in  one  piece  with  crown 
and  sides  of  the  inside  firebox.  The 
under  side  of  the  chamber  is  stayed  to 
the  boiler  shell  by  flanged  plates,  which 
have  suitable  circulating  openings  cut  in 
them.  Two  T-irons,  hung  on  sling  stays. 
support  the  forward  end  of  the  crown; 
otherwise,  it  is  stayed  by  radial  bolts. 
The  fire  door  opening  is  formed  by  flang- 
ing both  sheets  outward,  and  uniting 
them  with  a  sleeve.  A  brick  arch  is  pro- 
vided, and  it  is  supported  by  a  single 
water  tube  placed  on  the  centre  line  of 
the  firebox.  The  diameter  of  the  boiler 
at  the  smokebox  end  is  72J/4  ins.  The 
working  pressure  is  200  lbs.  to  the  square 
inch. 

The  tender  trucks  are  of  the  equalized 
type,  with  wrought  iron  frames  and  equal- 


ATLANTIC   TYPE  ENGINES. 

The  Atlantic  or  4-4-2  type  locmotives 
are  generally  similar  in  design  and  con- 
struction to  the  engines  above  described, 
with  cylinders  21  x  26  ins.,  driving  wheels 


equipped  with  a  radial  trailing  truck  hav- 
ing inside  journals.  The  rear  frames  are 
of  slab  section ;  they  are  spliced  to  the 
main  frames  back  of  the  rear  driving 
pedestals  and  are  supported  on  inverted 
af  springs  between  the  drivers  and  trail- 


73  ins.  in  diameter  and  working  pressure     ers.      The    main    frames    are    braced    by 
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of  180  lbs.,  they  exert  a  tractive  force  of     steel   castings   placed   over   both   pairs 

24,760  lbs.,  and  with  100,800  lbs.  on  drivers 

the  ratio  of  adhesion  is  4.07.     The  same 

cylinder    and    cylinder   head   patterns    are 

used  for  both  classes  of  engines.     On  the 

Atlantic  type  locomotives,  the  cylinders  are 


of 
driving  pedestals.  The  distribution  of 
weight  is  100,800  lbs.  on  the  drivers,  51,950 
lbs.  on  the  front  truck  and  44,300  lbs.  on 
the  trailing  truck.  This  gives  a  total 
weight  of  197,050  lbs.  for  the  engine  itself. 


ATLANTIC   TYPE    E.NUI.NIi    I'OR   THIC    .NORTIIERX    PACIFIC. 


W.  Moir,  Mechanical  Superintendent. 

izers  of  cast  steel  bolsters.  The  tender 
frame  is  composed  of  13-in.  channels. 
The  tank  capacity  for  water  is  7,000  gal- 
lons and  the  amount  of  fuel  carried  is  12 
tons  of  soft  coal. 


Baldwin   Locomotive   Works,    Builders. 


bored  to  a  diameter  of  22^  ins.,  and  are 
lined  with  cast  iron  bushings  H  '"S.  thick. 
The  valve  motion  details  are  closely  sim- 
ilar throughout,  being  interchangeable 
wherever   possil)lc.     The   Atlantic   type   is 


and  with  the  tender  the  weight  amounts 
to  about  320,000  IhS. 

The  boiler  is  straiglit  topped,  with  three 
rings  in  the  barrel,  the  front  one  having 
a  diameter  of  72^^  ins.     The  grate  is  of 
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the  same  size  as  that  used  on  the  Pacific 
type  locomotives,  and  a  large  number  of 
fittings  are  thus  common  to  both  classes. 
The  arrangement  of  the  brick  arch  is  sim- 
ilar to  that  used  on  the  Pacific  type.  The 
boilers  of  the  three  Atlantic  type  engines 
are  practically  identical,  except  for  the 
changes  necessary  to  accommodate  the 
superheaters  with  which  two  of  the  loco- 
motives are  equipped.  The  superheater 
pipes  are  placed  in  22  tubes,  55^  ins.  in 
diameter.  The  heating  surface  provided, 
exclusive  of  that  contained  in  the  super- 
heater, is  2,287  sq.  ft.  as  compared  with 
2,718  sq.  ft.  in  the  engine  designed  for 
saturated  steam.  The  ratios  of  grate  area 
to  heating  surface  are  thus  i  to  53  and  i 
to  63  respectively.  A  total  superheating 
surface  of  430  sq.  ft.  is  provided.  The 
heating  surface  for  the  saturated  steam 
engines  are  firebox,  168  sq.  ft. ;  tubes,  2,543 
sq.  ft.;  firebrick  tube,  7  sq.  ft.;  total, 
2,718.  Similar  dimensions  in  the  engines 
with  superheater  are:  Firebox,  168  sq.  ft.; 
tubes,  2,112  sq.  ft. ;  firebrick  tube,  7  sq.  ft. ; 
total,  2.287  sq.  ft.  The  tubes  in  the  super- 
heater engine  are  196  in  all,  2  in.  in  diam- 
eter, and  22  tubes  sJ^  ins.  in  diameter; 
superheating  surface,  430  sq.  ft.  The  sat- 
urated steam  engines  have  306  tubes  2 
ins.  diameter,  16  ft.  long. 

The  tenders  of  these  locomotives  are 
generally  similar  to  those  used  on  the 
Pacific  type,  except  that  they  have  a 
smaller  capacity  for  coal  and  water.  As 
indicated  by  the  tables  of  dimensions, 
these  are  all  high-powered  locomotives. 
The  details  have  been  carefully  worked 
out  and  both  designs  present  a  symmetri- 
cal and  pleasing  appearance. 

DIMENSIONS    OF    4-6-2    TYPE. 

Boiler.— Material,  steel;  thickness  of  sheets.  54 
in.,   13/16  in..   U   in.;  staying,  radial. 

Firebox.— Material,  steel:  length,  96  ins.;  width. 
65  ^i  ins.;  depth,  front,  S2H  ms.;  hack, 
iSVi  ins.:  thickness  of  sheets,  sides,  M  in.; 
back.   .J^  in.:  crown,   H  in.;  tube.  M  '"■. 

Water  Space.— Front.  4'A  ins.;  sides,  4  i"s.; 
back.  4  ins. 

Tubes.— Material,  iron;   wire  gauge.  No.    11. 

Heating  Surface.— Firebox.  166  sq.  ft. ;  com- 
bustion chamber.  46  sq.  ft.;  firebrick  tube, 
8   sq.   ft.;   grate  area.   43..?   sq.   ft. 

Driving  Wheels.— Outside  diameter,  6q  ins.; 
journals,  main.  g'A  x  12  ins.;  others,  9  x 
12  ins.  ,.  ,. 

Engine  Truck  Wheels. — Front,  diameter,  33/2 
ins.:  journals.  6  x  11  ins.:  back,  diameter, 
45  ins.;  journals.  8  x   14  ins.  _ 

Wheel  Base.- Driving,  12  ft.;  total  engine,  32  ft. 
6  ins.:  total  engine  and  tender,  61   ft.   11   ins. 

Tender- Wheels,  diameter,  zs'/i  ms.;  journals, 
5J4  X  10  ins.;  tank  capacity,  water,  7,000 
gals.;  coal,   12  tons;  service,  passenger. 

DIMENSIONS   OF   4-4-2   TYPE. 

Boiler.— Type,  straight;  material,  steel;  thickness 
of  sheets,  M  in.;  fuel,  soft  coal;  staying, 
radial.  ,  ^ 

Firebox.— .Material.  steel;  length.  96  ins.: 
width,  65'A  ins.;  depth,  front,  76  7/10  "js-: 
back,  63  ins.;  thickness  of  sheets,  sides. 
H  in.;  back,  H  >"•".  crown,  H  "!■;  '"n*-' 
H   in-  .  ■ 

Water  Space.— Front,  4!^  ins.;  sides,  4  '"s.; 
back,  4  ins. 

Tubes. — Material,  iron;  wire  gauge.   No.   11. 

Heating   Surface. — Grate   area,   43.5   sq.    ft. 

Driving  Wheels. — Outside  diameter,  73  ins.;  jour- 
nals, g'A   X   12  ins. 

Engine  Truck  Wheels. — Front,  •  diameter,  33'A 
ins.:  journals.  6'/l  x  li  ins.;  back,  diameter, 
45    ins.;   journals,  8   .x    14   ins. 

Wheel    Base.— Driving,   6    ft.    10    ins. 

Ttnder.— Wheels,  diameter,  33!.^  ins.;  journals, 
syi  X  10  ins.;  tank  capacity,  water,  6,000 
gals.;  coal.  9  tons;  service,  passenger. 


Wireless   for  Trains. 

The  successful  transmission  of  wire- 
less messages  to  a  moving  train  on  the 
Lake  Shore  &  Michigan  Southern  Rail- 
way, which  was  accomplished  Feb.  27 
of  this  year,  recalls  a  similarly  success- 
ful experiment  made  on  the  Grand 
Trunk  Railway  on  Oct.  13,  1902,  a  brief 
notice  of  which  appeared  in  Railway  and 
Locomotive  Engineering  on  page  504, 
December,   1902. 

Before  the  close  of  the  twentieth 
century  wireless  telegraph  in  some 
form  may  probably  be  adopted  for  train 
service,  and  fast  trains  of  the  future 
may  have  their  regular  equipment  mak- 
ing possible  the  exchange  of  messages 
while  the  train  is  in  motion.  If  this  is 
ever  brought  about  it  will  greatly  in- 
crease the  safety  of  railroad  travel  be- 
cause of  the  possibility  of  recalling  an 
incorrect  train  order  after  a  train  has 
left  a  station  or  of  halting  a  train  fol- 
lowing one  that  had  stopped,  thus  pre- 
venting a  serious  accident. 

Wireless  transmission  depends  for  its 
operation  upon  the  sending  and  receiv- 
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ing  of  electro-magnetic  waves  through 
the  atmosphere.  Several  wires  known 
as  the  antennae  or  aerial  line  are  placed 
at  a  considerable  height  above  the 
ground  and  are  connected  to  one  side 
of  a  spark  gap.  The  other  side  of  the 
spark  gap  is  connected  to  a  pipe  or  iron 
rod  driven  several  feet  into  the  ground, 
and  known  as  a  ground  connection. 

The  spark  gap  is  simply  the  space 
left  between  the  ends  of  the  wires.  The 
terminals  are  metallic  balls  placed  a 
few  inches  apart.  A  series  of  sparks 
from  an  induction  coil  is  made  to 
pass  across  the  spark  gap.  The  in- 
duction coil  is  supplied  with  electricity 
from  a  battery  or  dynamo.  The  pas- 
sage of  these  sparks  across  the  gap 
set  up  currents  in  the  aerial  line  that 
surge  or  vibrate  back  and  forth  a  great 
many  times  a  second.  These  oscilla- 
tory currents,  as  they  are  called,  send 
out  electro-magnetic  waves  from  the 
aerial  line  into  the  air  in  all  directions. 
The  electro-magnetic  waves,  known  as 
Hertzean  radiations,  fly  off  from  the 
wire  in  very  much  the  same  way  that 
waves  in  a  pool  of  water  go  out  from  a 
common  centre  when  a  stone  is  dropped 
into    llu-    pun].      .\ny    other    aerial    line 


that  is  in  the  path  of  these  waves  will 
have  oscillatory  currents  induced  in  it 
that  are  similar  to  those  at  the  sending 
station.  If  a  suitable  device  for  detect- 
ing these  currents  is  connected  in  se- 
ries with  the  second  aerial  line  and  the 
ground,  the  combination  serves  as  the 
receiving  station  of  the  wireless  sys- 
tem. 

The  receiving  or  "aerial"  wire  on  the 
Lake  Shore  train  was  carried  outside 
the  cars  and  extended  the  whole  length 
of  the  train,  which  was  made  up  of 
eleven  coaches.  In  the  Grand  Trunk 
■experiment,  made  six  years  ago,  the 
receiving  wire  was  strung  along  inside 
the  cars  and  was  carried  in  the  bell 
cord  hangers. 

On  the  Lake  Shore  train  a  telephone 
receiver  and  a  battery  were  connected 
across  the  wave  detecting  device  which 
is  known  as  a  coherer.  This  important 
little  piece  of  mechanism  is  a  small 
glass  tube  which  is  set  where  the 
spark  gap  is  in  the  receiving  wire.  There 
are  a  number  of  different  styles  of  co- 
herers, but  their  principle  of  operation 
is  much  the  same.  The  simplest  co- 
herer is  a  glass  tube  about  the  diameter 
of  a  crow-quill.  This  is  filled  with  loose 
silver  filings.  When  the  oscillatory 
current  strikes  the  filings  they  cohere 
..r  stick  together  and  so  form  a  connec- 
tion for  the  receiving  circuit  and  a  click 
is  heard  in  the  telephone.  When  the 
current  ceases  the  coherer  is  tapped  and 
ihc  filings  fall  apart,  breaking  the  local 
circuit  and  the  sound  ceases  in  the  tele- 
phone receiver.  In  other  words,  the 
coherer  is  simply  a  link  in  a  local  bat- 
tery circuit  and  the  wireless  waves  make 
and  break  this  local  circuit  by  making  the 
filings  cohere  and  fall  apart. 

The  code  of  signals  is  very  similar 
lo  that  of  the  Morse  telegraph  alphabet, 
a  large  number  of  sparks  representing 
a  dash  and  a  small  number  a  dot.  The 
number  of  sparks  that  pass  across  the 
air  gap  is  controlled  by  a  key  which 
is  used  to  operate  the  induction  coil 
and  which  is  similar  to  the  ordinary 
telegraph  key.  This  is  on  the  local 
sending  circuit.  On  a  complete  wire- 
less station  a  single  aerial  and  a  single 
ground  connection  are  sufficient. 
Switches  are  arranged  to  change  either 
the  sending  or  receiving  apparatus  so 
that  the  same  aerial  wire  may  be  used 
as  one  or  the  other  as  required. 

The  Lake  Shore  train  on  which  wire- 
less was  used  was  section  No.  2  of  train 
No.  35.  Mr.  W.  J.  Daley,  general  pas- 
senger agent  of  that  road,  said  that 
the  success  of  the  experiment  meant 
help  in  eliminating  train  accidents.  The 
Grand  Trunk  trial  of  1902  was  con 
ducted  by  Prof.  Barnes,  of  McGill  Uni- 
\ersity.  This  train  was  kept  in  com- 
munication with  a  central  station  of  St. 
Dominique  while  running  between 
Montreal  and  Brockville. 
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Items  of  Personal  Interest 


Mr.  S.  E.  Kildoyle,  master  mechanic  uf 
the  Vera  Cruz  &  Isthmus  Railroad,  has 
resigned  and  his  position  has  been 
abolished. 

Mr.  D.  J.  McCuaig  has  been  appointed 
general  foreman,  motive  power  depart- 
ment, on  the  Grand  Trunk  Railway  at 
Ottawa,   Ont. 

Mr.  W.  F.  Hays  has  been  appointed 
foreman  On  the  Atchison,  Topeka  &  Santa 
Fe  Railroad,  with  headquarters  at  San 
Bernardino,  Cal. 

Mr.  C.  B.  Keiser  has  been  appointed 
the  master  mechanic  of  the  Pennsylvania 
tunnel  and  terminal,  with  headquarters  at 
New  York,  N.  Y. 

Mr.  C.  R.  Craig  has  been  appointed  pur- 
chasing agent  of  the  Mobile  &  Ohio,  with 
offices  a:  Mobile,  Ala.,  vice  Mr.  R.  H. 
Duesberry,  resigned. 

Mr.  R.  N.  Millice,  master  mechanic 
for  the  Mexican  Central  at  Aguasca- 
lientes,  has  resigned,  and  his  position 
has  been  abolished. 

Mr.  J.  B.  Emery  has  been  appointed 
night  roundhouse  foreman  on  the  Balti- 
more &  Ohio  Railroad  with  headquarters 
at  Fairmount,  W.  Va. 

Mr.  J.  Scott  has  been  appointed  road 
foreman  of  locomotives  on  the  Canadian 
Pacific  Railway  at  Saskatoon,  Sask.,  vice 
Mr.  L.  Fisher,  transferred. 

Mr.  F.  T.  Seaverns  has  been  appointed 
road  foreman  of  engines  on  the  Wisconsin 
division  of  the  Chicago  &  North  Western 
Ry.,  with  headquarters  at  Chicago,  III. 

Mr.  Roy  S.  Parker  has  been  ap- 
pointed general  storekeeper  of  the  Kan- 
sas City,  Mexico  &  Orient  Railway, 
with  headquarters  at  Fairview,  Okla. 

Mr.  F.  A.  Hedengren,  master  carpenter 
on  the  Chicago,  Burlington  &  Quincy  at 
Lincoln,  Neb.,  has  been  appointed  the 
master  carpenter  on  the  3ame  road  at 
Omaha,  Neb. 

Mr.  W.  P.  Chrysler  will  remain  in  the 
service  of  the  Chicago  Great  Western 
Railway  as  superintendent  of  motive 
Railway  at  Ottawa,  has  been  appointed  as- 
at  Oelwein,  Iowa. 

Mr.  W.  B.  Blue,  formerly  engine  inspec- 
tor, has  been  appointed  mechanical  fore- 
man on  the  Louisville  &  Nashville  shops 
at  Lexington,  Ky.,  vice  Mr.  A.  B. 
Vaughan,  resigned. 

Mr.  S.  B.  Morris  has  been  appointed 
assistant  road  foreman  of  engines  on 
the  Elmira  &  Canadaigua  divisions  of 
the  Pennsylvania  Railroad,  with  head- 
quarters at  Elmira,  N.  Y. 

Mr.  E.  D.  Andrews,  master  mechanic 
on  the  Chicago,  Burlington  &  Quincy  Rail- 
load  at  Sterling,  Colo.,  has  been  appointed 
master  mechanic  of  the  Omaha  division  on 


that   road,   with   headquarters   at   Omaha, 
Neb. 

Mr.  Carl  Woodworth,  roundhouse 
foreman  of  the  Baltimore  &  Ohio 
Railroad  at  Sandusky,  Ohio,  has  been 
transferred  to  a  similar  position  on  the 
same  road  at  South  Chicago. 

Mr.  A.  B.  Bayless  has  been  appointed 
superintendent  of  the  Atlanta  Division  of 
the  Louisville  &  Nashville  Railroad,  with 
headquarters  at  Atlanta,  Ga.,  vice  Mr. 
C.  W.  Bradshaw,  transferred. 

Mr.  C.  B.  Spiyth,  assistant  mechani- 
can  engineer  of  the  Union  Pacific  Rail- 
way, has  resigned,  and  has  been  ap- 
pointed superintendent  of  the  McKeen 
Victor  Car  Co.,  at  Omaha,  Neb. 

Mr.  G.  W.  Robb,  formerly  general  fore- 
man motive  power  on  the  Grand  Trunk 
Railway  at  Ottawa,  has  been  appointed 
assistant  master  mechanic  on  the  Grand 
Trunk  Pacific  road  with  headquarters  at 
Rivers,  Man. 

Mr.  A.  B.  Vaughan,  mechanical  foreman 
of  the  Louisville  &  Nashville  shops  at  Lex- 
ington, Ky.,  has  retired  after  fifty  years  of 
continuous  service  with  the  company.  He 
is  the  second  oldest  employee  connected 
with  the  system. 

Mr.  C.  W.  Bradshaw  has  been  appointed 
superintendent  of  the  Louisville,  Cincin- 
nati &  Lexington  divisions  of  the  Louis- 
ville &  Nashville  Railroad,  with  head- 
quarters at  Louisville,  Ky.,  vice  Mr.  C.  A. 
Davies,  deceased. 

The  Whiting  Foundry  Equipment  Com- 
pany announce  that  they  have  appointed 
Mr.  L.  G.  Henes,  San  Francisco,  Cal.,  as 
their  representative  for  cranes  and  foundry 
equipment.  His  territory  is  California, 
Nevada  and  Arizona. 

Mr.  G.  Fred  Collins  has  been  appointed 
to  take  charge  of  the  railroad  business  lur 
the  firm  of  John  A.  Crowley  &  Co.,  120 
Liberty  street.  New  York,  who  are  the 
United  States  representatives  of  the  Arrow 
High   Speed  Tool  Steel. 

Mr.  L.  Fisher,  formerly  road  foreman  of 
locomotives  on  the  Canadian  Pacific  Rail- 
way at  Saskatoon,  Sask.,  has  been 
apponted  road  foreman  of  locomo- 
tives on  the  same  road  at  Souris,  Man., 
vice  Mr.  J.  Scott,  transferred. 

Mr.  E.  V.  Dexter,  purchasing  agent  of 
the  Mexican  Central  has  resigned,  and  all 
purchasing  and  sales  of  the  National  Rail- 
ways of  Mexico  will  in  future  be  done  by 
Mr.  J.  H.  Guess,  purchasing  and  fuel 
agent  with  oflices  at  Mexico  City. 

Mr.  Theodore  N.  Ely,  chief  of  motive 
power  of  the  Pennsylvania  Railroad,  is  at 
present  traveling  in  Egypt.  We  do  not 
expect  that  Mr.  Ely  will  find  much  on 
the  railroads  operated  in  the  land  of  the 


Nile  which  he  can  bring  back  to  the  stand- 
ard railroad  of  America. 

Mr.  John  J.  Brady  has  been  appoint- 
ed general  foreman  of  the  Harlem  Di- 
vision of  the  New  York  Central  & 
Hudson  River  Railroad  at  North  White 
Plains.  Mr.  Brady  has  had  charge  of 
large  engine  houses  on  this  road  at 
Corning,  West  Albany  and  Minoa,  and 
is  well  equipped  for  the  w^ork. 

Mr.  Robert  French,  formerly  general 
foreman  of  the  Southern  Pacific  Company 
at  Oakland,  Cal.,  and  later  master  me- 
chanic at  Bakersfield,  has  been  appointed 
to  the  position  of  Superintendent  of  Mo- 
tive Power  and  Equipment  on  the  Guate- 
m.ala  Central  Railroad  at  Guatemala  City, 
vice  Mr.  W.  S.  Templeton,  deceased. 

Mr.  W.  H.  Foster,  master  mechanic  of 
the  New  Y'ork  Central  and  Hudson  River 
Railroad,  in  charge  of  the  Harlem  division, 
with  offices  at  North  White  Plains,  N.  Y., 
has  been  transferred  as  master  mechanic 
on  that  road  at  High  Bridge,  and  put  in 
charge  of  the  Hudson  and  the  New  Y'ork 
&.  Putnam  division,  vice  Mr.  L.  H.  Ray- 
mond, resigned. 

Fred  McArdle  and  Henry  Helmholtz 
have  established  a  firm  in  Chicago  for 
publishing  books  and  charts  for  the  in- 
struction of  railroad  men.  The  members 
of  the  firm  are  both  old  railroad  men, 
Mr.  McArdle  having  been  a  traveling  en- 
gineer. The  publishers  have  produced 
a  most  comprehensive  book  containing 
thirty-two  colored  charts,  illustrating  the 
working  of  the  Westinghouse  airbrake. 
It  is  an  extension  of  the  colored  chart 
we  have  been  selling  for  several  years. 
The  plan  of  instruction  is  so  compre- 
hensive that  it  deserves  success. 

Mr.  C.  T.  Malcolmson,  briquette  en- 
gineering expert  for  the  Roberts  & 
Schaefer  Co.,  will  read  a  paper  for  the 
first  annual  meeting  of  the  International 
Railway  Fuel  Association,  which  con- 
venes in  the  Auditorium  Hotel,  Chicago, 
June  21  to  23,  inclusive,  on  the  subject, 
"Briquetted  Coal  as  a  Railroad  Fuel." 
Mr.  Malcolmson  is  in  charge  of  the  work 
of  briquetting  coal  at  the  United  States 
Government  fuel  testing  plants  at  St. 
Louis  and  Norfolk.  He  constructed  the 
briquetting  plant  at  Hartshorn,  Okla.,  for 
the  Rock  Island  Mining  Co.  He  is  prob- 
ably the  best-informed  man  in  this  country 
on  the  question  of  briquetting  coal. 

Announcement  has  just  been  made  of 
the  election  of  the  following  officers  of 
the  Museum  of  Safety  and  Sanitation: 
Acting  President,  Philip  T.  Dodge ;  vice- 
presidents,  Charles  Kirchhoff,  T.  C.  Mar- 
tin, Prof.  F.  R.  Hutton  and  R.  W.  Gilder; 
treasurer,    Robert    A.    Franks«;    plan    and 
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scope  committee,  Prof.  F.  R.  Hutton,  Will- 
iam  J.    Moran,    Dr.    Thomas    Darlington, 
H.  D.  Whitfield  and  P.  T.  Dodge ;  direc- 
tor, Wm.  H.  Tolman.    Among  the  charter 
members  are  C.  H.  Dodge,  Elbert  H.  Gary, 
Richard     Watson     Gilder,     Dr.     Thomas 
Darlington,    Charles   Kirchhoff,   T.    Com- 
merford   Martin,   Philip   T.   Dodge,   Prof. 
E.   R.   A.   Seligman,   Irving   Fisher,   Wm. 
J.  Moran,  Henry  D.  Whitfield,  A.  R.  Shat- 
tuck    and    Prof.     F.     R.     Hutton.      The 
Museum  of  Safety  and  Sanitation  has  its 
office  at  the  Engineering  Societies'  Build- 
ing,   29    West    Thirty-ninth    street.    New 
York.     The   object   of   the   Museum  or- 
ganization is  to  study  and  promote  means 
and  methods  for  safety  and  sanitation  and 
the   application    of   them   to    any   and    all 
public  or  private  occupations  whatsoever. 
The  authorities  of  the  Museum  desire  to 
advance  knowledge  of   kindred   subjects; 
and  to  that  end  to  establish  and  maintain 
expositions,     libraries     and     laboratories 
wherein  all  matters,  means  and  methods 
for    improving   the    general    condition    of 
the  people  as  to   safety  and  health    may 
be  studied,  tested  and  promoted,   with   a 
view  to  lessening  the  number  of  casual- 
ties and  avoiding  the  causes  of  physical 
suffering  and  premature  death,  and  to  dis- 
seminate  the    results    of   such    study,    re- 
searches and  tests,  by  lectures,  exhibitions 
and   other   publications. 

Mr.    Wilson   E.    Symons   has   been   ap- 
pointed  superintendent   of   motive   power 
and    machinery    of    the    Chicago    Great 
Western  Railway.     Mr.  Symons  was  born 
at  Farmland,  Ind.,  on  December  18,  1858. 
He     received    his    education    at    Dubhn 
Academy  in  Eastern  Indiana.     He  began 
railway  work  in  1880  as  a  machinist  on  the 
Chicago,  Rock  Island  &  Pacific  Railway  at 
Chicago.     In  1881  he  was  made  chief  en- 
gineer of  the  merchant  marine  service  on 
the  Great  Lakes.     From  1885  to  1887  he 
was  a  locomotive  fireman  and  engineer  and 
did     some      special     expert      work     on 
the     Wisconsin      Central.       From      1887 
to     1889     he     was     a     locomotive     en- 
gineer    on     the      Atlantic      &      Pacific, 
now   a   part   of  the   Atchison,   Topeka   & 
Santa  Fe,  and  also  did  some  special  en- 
gineering work  in  California  and  Arizona. 
During   1889  he   was   engaged   in   special 
and   electrical    engineering   work   in    Chi- 
cago.    In  1890  he  was  appointed  general 
foreman    of     the     Atchison,     Topeka     & 
Santa  Fe  at  Chanute,  Kan.,  and  in  1892  he 
became    master    mechanic    at    Raton,    N. 
Mex.     In  1896  he  was  made  master  me- 
chanic of  the  Mexican  Central  at  San  Luis 
Potosi,  Mex.,  and,  later  in  the  same  year 
was    appointed    mechanical     expert     and 
salesman  of  the  Galena  Signal  Oil  Co.,  in 
the  United    States,   England   and   France. 
In  July,   iSq8,  he  was  appointed  superin- 
tendent of  motive  power  and  equipment  of 
the  Plant  System  of  Railways  at  Savan- 
nah, Ga.    In  May,  1902,  he  was  made  me- 
chanical superintendent  of  the  Gulf,  Colo- 
rado &  Santa  Fe,  and  in  August,  1904,  su- 
perintendent of  machinery  of  the  Kansas 


City  Southern.  From  1905  to  1909  he  has 
been  engaged  in  special  expert  and  con- 
sulting railway  work  in  Chicago.  Mr. 
Symons  is  a  member  of  the  Western  So- 
ciety of  Engineers,  the  American  Society 
of  Mechanical  Engineers,  the  American 
Railway  Master  Mechanics'  Association, 
the  Master  Car  Builders'  Association,  and 
the  Franklin  Institute.  His  lieadqiiarters 
will  be  at  St.  Paul,  Minn. 


these  shops  for  nearly  a  year  and  a 
half,  until  ill  health  compelled  him  to 
give  up  work.  His  loss  is  deeply  mourned 
by  a  wide  circle  of  railway  men  and 
friends. 


Obituary. 

Charles  J.  Chapman,  general  foreman 
of  the  Southern  Pacific  Shops  at  Duns- 
muir,  Cal.,  died  a  few  weeks  ago  in  the 
S.  P.  Hospital  at  Sacramento,  Cal.  Mr. 
Chapman  began  working  for  the  Chi- 
cago &  Northwestern  Railway  as  a  wiper 
in  the  Dunlap  shops  on  the  West  Iowa 
Division  in  the  year  187*.  He  was  em- 
ployed as  wiper  and  machinist  helper  for 
two  or  three  years  when  he  was  put  fir- 
ing the   switch  engine  at  that  place,   and 


The    death    of   James    Seiveright    re- 
moves one  of  the  veterans  of  railroad 
life  in  Canada.     He  was  connected  with 
the  Quebec  Central  Railway.   Mr.   Seive- 
right   was    73   years    of   age    and   was    a 
native  of  Dundee,  Scotland.     He  came 
to  Canada  in   1861.     For  some  time  he 
remained   in    Montreal   and   then   com- 
ing   to    Sherbrooke    was    employed    by 
the   Smith-Elkins    Company.    -Later   he 
entered  the  service  of  the  Quebec  Cen- 
tral as  master  mechanic  at  the  shops  at 
Newington,    -n-here    he    remained    with- 
out a  break  for  33  years,  retiring  from 
active    work    in    December    last.      His 
death  was  due  to  no  special  disease,  but- 
to   the   gradual    failure    of   the    forces    of 
life.     He  was  respected  and  highly  es- 
teemed alike  by  the  officials  of  the  rail- 
way  and    the    men   who    worked   under 
him.     He  was  a  prominent  member  of 
the  Victoria  Lodge  A.  F.  &  A.  M. 


lll.\I<LF.S    J.    CII.M'.MAN. 

in  time  he  was  promoted  to  be  switch 
engineer.  After  a  time  he  was  given  a 
freight  engine  and  ran  between  Dunlap 
and  Council  Blufls  for  some  time.  Later 
he  was  transferred  to  Carroll  to  run  a 
freight  train  between  Carroll  and  Maple- 
ton,  after  which  he  was  promoted  to  a 
passenger  train  between  Missouri  Valley 
and  Council  Bluffs.  He  was  after 
this  promoted  to  the  position  of  forepan 
at  Norfolk,  Neb.,  on  the  F.  E.  &  M.  V. 
Railway,  which  road  was  leased  to  the 
C.  &  N.  W.  Railway.  He  stayed  there, 
and  at  Chadron,  until  1901,  when  he  was 
offered  the  position  of  master-mechanic  of 
the  Oregon  &  Eureka  Railway  at  Samoa, 
Cal.  He  was  with  this  company  for  more 
than  five  years,  when  he  resigned  to  ac- 
cept a  position  with  the  Southern  Pacific 
Company  at  Dunsmuir,  Cal.,  on  the  Port- 
land   line.      He    was    general    foreman    of 


Snowbound   in    April. 

The  Poet  Goldsmith  sang  about  "win- 
ter lingering  chills  the  lap  ©f  May."  This 
season  is  a  case  in  point.  For  m- 
stance,  on  April  14  seventy-five  passen- 
gers were  rescued  from  a  snow-bound 
train  on  the  Rocky  mountains  in  Colo- 
rado, after  being  confined  four  days  and 
four  nights.  Fortunately  the  locomotive 
had  coal  enough  to  keep  the  cars  warm, 
while  the  express  car  and  a  stalled  freight 
train  supplied  raw  material  for  meals.  A 
matter  of  universal  regret  was  the  entire 
absence  of  a  single  euchre  deck.  A  mag- 
nificent opportunity  for  the  cultivation  of 
skill  in  poker  was  thus  missed. 

Certain  pious  ladies  in  the  train  tried  to 
start  a  prayer  meeting  which  promised 
success  at  first,  when  all  joined  enthusias- 
tically in  singing  "From  Greenland's  Icy 
Mountains,"  but  just  as  the  hymn  was 
finished  an  unregenerate  brakeman  an- 
nounced that  there  was  plenty  of  coal  on- 
the  locomotive,  and  inquiries  for  cards  at 
once  became  active. 


Purely   Mechanical. 

Every  employee  of  the  Bank  of  Eng- 
land is  required  to  sign  his  name  in  a 
book  on  his  arrival  in  the  morning,  and,. 
if  late,  must  give  the  reason  therefor. 
The  chief  cause  of  tardiness  is  usually 
fcg,  and  the  first  man  to  arrive  writes- 
"fog"  opposite  his  name,  and  those  who 
follow  write  "ditto."  The  other  day,  how- 
ever, the  first  man  late  gave  as  the  reason, 
"wife  had  twins,"  and  twenty  other  late 
men  mechanically  signed  "ditto"  under- 
neath.—Everybody's  Magazine. 
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The  Hedjaz  Railway. 
By  A.  R.  Bell. 

The  Hedjaz  Railway  from  Damascus  to 
Medina  was  opened  on  the  anniversary  of 
the  Accession  of  the  Sultan  of  Turkey. 
It  will  ultimately  unite  the  Pilgrim's 
City  of  Mecca  with  Constantinople.  The 
route  of  the  railway  follows  the  old  pil- 
grim road  to  Mecca,  a  distance  of  1,100 
miles  from  Damascus.  It  was  commenced 
in  1901  and  nearly  goo  miles  have  been 
completed  in  seven  years,  the  remaining 
distance  to  be  covered  being  that  between 
Medina  and  Mecca.  The  cost  has  been 
only  £3,100,000  or  less  than  £3,000  per  mile, 
the  land  included.  The  labor  has  been 
supplied  by  the  Turkish  Army.  There  are 
numerous  cuttings,  tunnels  and  other  en- 
gineering works  involved.  The  workshops 
at  Damascus  are  equipped  with  up-to-date 
machinery  from  America  and  Germany. 

The  locomotives  have  been  supplied  by 
Henschel  &  Sohn,  of  Cassel,  Germany. 
Our  illustration  shows  one  of  them.     It  is 


engine,  though  the  total. wheel  base  amounts 
to  28  ft.,  to  travel  round  curves  of  450  ft. 
radius  with  perfect  ease.  The  slide  valves 
are  actuated  simultaneously  by  Heusinger's 
gear  by  means  of  screw  and  wheel. 

The  coupling  of  the  bogie  with  the  main 
frame  differs  from  that  hitherto  provided 
iii  Mallet  engines,  being  effected  by  means 
of  a  double  joint,  which  requires  less 
lateral  play  in  the  truck.  This  coupling 
is  arranged  in  the  same  manner  as  that 
between  engine  and  tender.  The  oscillat- 
ing movement  of  the  front  group  of 
wheels  is  controlled  by  springs  and  buf- 
fers. The  engine  is  fitted  with  the  auto- 
matic vacuum  brake  to  all  coupled  wheels 
and  tender  wheels. 

The  following  are  the  principal  dimen- 
sions— Engine  :  Diameter  of  h.  p.  cylinders, 
12-}^  ins. ;  diameter  of  1.  p.  cylinders,  20  ins. ; 
piston  stroke,  22  ins.;  diameter  of  coupled 
wheels,  42^  ins. ;  diameter  of  truck  wheels, 
28^  ins.;  working  pressure,  170  lbs.  per 
sq.  in.:  heating  surface,  1,780  sq.  ft.;  grate 


severe  curves  and  gradients,  and  beyond 
Tebuk  a  similar  rise  has  to  be  en- 
countered. 

There  are  engine  sheds  and  repairing 
shops  at  Ma'an  and  Tebuk,  which  will  no 
doubt  be  added  to  after  the  completion  of 
the  line,  and  a  feature  consists  of  the  es- 
tablishment of  blockhouses  for  the  defense 
of  the  railway  officials  from  fanatic  tribes- 
men. At  present,  the  Ottoman  Govern- 
ment forbid  any  European,  except  the  rail- 
way officials,  from  going  south  of  Ma'an. 
Moslem  engine  drivers  and  mechanics  are 
almost  exclusively  employed,  mostly  drawn 
from  the  Turkish  navy. 

Telephone  Train  Despatching. 

At  our  request  a  very  interesting 
communication  has  been  received  from 
Mr.  Thomas  Williams,  superintendent 
of  the  Montreal-Newport,  Vt.,  section 
of  the  Canadian  Pacific  Railway.  Mr. 
Williams  has  had  experience  with  both 
the  telegraph  and  telephone  systems  as 
used   on  the   C.    P.    R.     In   earlier  years 


.MALLET  COMPOUND  ENGINE  FOR  THE  HEDJAZ   RAILW.-W. 


an  articulated  Mallet  Compound  intended 
for  working  heavy  goods  trains  over  long 
gradients  and  around  sharp  curves,  of 
which  there  are  many  on  the  Hedjaz  Rail- 
way. The  trains  to  be  pulled  have  a 
weight  of  250  tons.  The  permanent  way 
being  laid  with  rails  of  small  weight,  and 
the  gauge  of  the  track  being  3  ft.  6  ins. 
only,  it  was  necessary  to  have  the  heavy 
boiler  carried  by  six  axles.  The  wheels 
of  these  axles  are  arranged  in  two  groups 
of  three  pairs  each.  The  wheels  of  the 
hind  group  are  six-coupled  and  placed  in 
the  main  frame,  to  which  the  boiler  is 
rigidly  connected.  They  are  driven  from 
the  two  high-pressure  cylinders.  The 
wheels  of  the  front  group  are  in  a  bogie 
frame  and  the  second  and  third  pair  are 
also  coupled  and  driven  from  the  low-pres- 
sure cylinders,  while  the  leading  pair  of 
wheels  have  further  lateral  play  provided 
in  addition  to  that  permitted  by  the  bogie. 
The  arrangement  of  the  wheels  allows  the 


area,  27  sq.  ft. ;  wheel  base,  28  ft. ;  number 
of  boiler  tubes,  200;  weight  of  engine  in 
working  order,  51  tons  12  cwt. ;  weight  on 
drivers,  45  tons ;  tender :  tank  capacity, 
4,000  gals. ;  bunker  capacity,  5  tons;  weight 
in  working  order,  S7  tons  16  cwt. 

The  Hedjaz  Railway  when  completed 
will  be  a  remarkable  work,  traversing  a 
desert  country  peopled  by  religious  fan- 
atics. The  leading  stopping  places  en 
route  are  Ma'an,  which  was  reached  in 
May,  1905,  about  250  miles  south  of  Dam- 
ascus; Tebuk,  145  miles  further;  El'Ala, 
185  miles  beyond  Tebuk ;  Medain  ijaleh, 
600  miles  south  of  Damascus,  and  Medina. 
Water  is  scarce  along  the  route.  South  of 
Ma'an  the  railway  has  to  descend  from  a 
tableland  about  3,700  ft.  above  sea  level 
down  a  steep  escarpment  into  a  valley 
500  ft.  below,  by  means  of  a  long  looped 
curve  with  a  minimum  radius  of  336  ft. 
and  with  gradients  ranging  from  i  in  55}^ 
to  I  in   62}/2,  followed  by  a  series  of  less 


of  railroad  work  he  w-as  an  e.xpert  op- 
erator and  train  dispatcher  and  his 
opinion  will  be  of  interest  to  our  read- 
ers.    He  writes  as  follows: 

"In  regard  to  dispatching  trains  by 
telephone,  the  first  circuit  of  43  miles 
between  Montreal  and  Farnham  was 
put  into  service  on  June  23,  1908,  and 
the  circuit  was  extended  to  Newport, 
Vermont,  on  November  I  of  the  same 
year,  making  108  miles  in  all.  This,  I 
may  say,  is  the  busiest  dispatching  cir- 
cuit I  have  come  across  in  my  experi- 
ence, and  I  am  of  the  opinion  that  the 
telephone  is  safer  than  the  telegraph, 
for  the  reason  that  there  is  no  guess- 
work on  the  part  of  operators  in  re- 
ceiving orders  from  dispatchers.  The 
system  is  more  rapid,  it  is  less  labori- 
ous to  the  dispatcher,  and  the  system 
of  calling  operators  by  bells  or  "select- 
ors" is  more  effective  than  a  call  by 
the  ordinary  telegraph   sounder  is. 
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"The  bell  or  selector  is  operated  by 
the  dispatcher  by  one  movement,  and 
it  rings  in  the  required  operator's  office 
until  he  stops  it  by  breaking  the  cir 
cuit.  Operators  cannot  signal  to  the 
dispatcher,  or  to  another  operator.  The 
dispatcher  being  always  on  the  circuit 
the  operator  simply  says  'Dispatcher' 
and  goes  on  with  his  report  or  request. 
"In  sending  orders  the  dispatcher 
writes  each  one  in  his  book  with  pen 
and  ink.  As  he  dictates  to  all  offices 
concerned  in  that  way  he  does  not  send 
faster  than  he  can  write,  which  is  an 
advantage  over  the  telegraph  system,  as 
a  dispatcher  when  pushed  for  time 
■will  sometimes  crowd  an  operator,  and 
the  operator  will  get  behind  in  copying 
and  possibly  repeat  from  memory.  A 
great  deal  of  time  is  saved  in  repeating, 
as  it  is  done  as  rapidly  as  the  operator 
speaks.  As  a  precaution  against  pos- 
sible errors  all  numbers  are  spelled  out 
in  this  way,  'Order  79  seven  nine'  or 
'Engine  1187  one  one  eight  seven';  also 
station   names   are  spelled. 

"There  are  no  conversations  over  the 
wire  that  in  any  way  affect  the  move- 
ment of  trains;  the  only  authority  for 
train  movement  is  an  order  in  the  pre- 
scribed form,  duly  signed  and  made 
complete  by  the  dispatcher.  The  sys- 
tem commends  itself  in  every  way  and 
will  ultimately  supersede  the  telegraph 
generally,  I  think.  The  dispatcher 
should  be  secure  from  noise  or  inter- 
ruptions from  any  cause,  and  to  this 
end  he  should  have  his  office  kept  strict- 
ly private,  and  be  free  from  the  sound 
of  telegraph  instruments." 

The  telephone  system  of  train  dis- 
patching as  outlined  above  appears  to 
have  one  very  clearly  marked  advantage 
over  the  telegraph  system,  and  that  is, 
in  an  emergency  the  dispatcher  is,  if 
one  may  say  so,  instantly  within  ear 
shot  of  the  operator,  and  also  the  call 
of  the  dispatcher  for  an  operator,  when 
once  made  on  the  selector,  is  main- 
tained by  the  instrument  with  peremp- 
tory insistence  until  answered  by  the 
operator,  or  by  some  one  in  the  office 
called  up.  The  integrity  of  the  form 
and  method  of  delivery  of  orders  to 
train  crews  is,  of  course,  carried  out  as 
faithfully  under  the  telephone  system 
as  under  the  older  telegraph  system. 
We  will  be  pleased  to  hear  the  opinion 
of  any  of  our  readers  who  have  had 
any  experience  with  the  telephone  sys- 
tem. 


piece  of  work  onto  bracket  shelves  ex- 
tending out  from  each  side  of  the  bottom 
platen.  These  shelves,  30  ins.  long  by  12 
ins.  wide,  are  detachable,  can  be  lifted  off 
on  >obs  where  they  would  be  in  the  way, 
and  are  sufficiently  strong  to  support  any 
work  that  will  go  into  the  machine.  This 
arrangement  will  be  appreciated  by  those 
who  have  had  to  push  castings  or  parts 
into  place  on  the  ordinary  small  platen. 

The  motor,  mounted  upon  pedestals 
on  top  of  the  press,  drives  the  pump  shaft 
through  single  reduction  gearing.  A  hand 
or  belted  drive  is  furnished  if  desired  in- 
stead of  the  motor.  On  the  other  end  of 
the  pump  shaft  are  two  eccentrics,  eacli 
driving  one  of  the  pistons  of  a  54-in.  by 
2-in.  twin  pump,  for  which  the  pedestal 
legs  act  as  reservoirs. 

The  operating  valve  is  of  the  single 
screw  stem  type,  and  connected  to  release 
the  pressure  from  the  work  when  opened, 
and  start  the  ram  down  when  closed.     It 


Reversed  Cylinder  Press. 
The  Watson-Stillman  Company,  of  New 
York,  Ifive  just  introduced  a  new  re- 
versed cyUnder  forcing  press,  which 
should  prove  a  handy  tool  for  pressing 
bearings  and  for  miscellaneous  work.  As 
will  be  seen  from  our  illustration  a  crane 
bracket  and  beam  extending  from  one  end 
enables    the   operator   to    swing   a   heavy 


REVERSED    CYLINDER    PRESS. 

will  not  retain  the  pressure  unless  the 
motor  is  stopped  or  the  liquid  driven 
through  the  safety  valve.  Other  types  of 
valves  may  be  substituted  to  meet  special 
conditions.  A  gauge  is  furnished  to  read 
in  tons  or  pounds  per  square  inch,  as 
desired. 

Literature  descriptive  of  this  and  many 
other  assembling  presses  may  be  obtained 
by  addressing  the  manufacturers.  The 
Watson-Stillman  Company,  50  Church 
street,  New  York. 


Increased  lubricating  efficiency — 
that's  what  we  want  you  to  stop  a 
moment  to  consider.  And  it's  a 
mighty  vital  thing  this  problem  of 
lubrication.  Just  how  vital  you  rea- 
lize when  you  remember  that  an  en- 
gine couldn't  run  without  it.   Now 

Dixon's 

Flake 

Graphite 

has  some  properties  that  no  other 
lubricant  of  equal  value  possesses. 
Flake  Graphite  is  a  solid,  it  is  not 
subject  to  heat  or  cold,  will  with- 
stand the  greatest  pressures,  and  is 
unaffected  by  acids  or  alkalies.  Do 
you  know  of  any  oil  or  grease  that 
will  stand  such  tests? 

Write  for  our  new  booklet  C-69 
on  Dixon's  Ticonderoga  Flake 
Graphite — sent  to  you  free. 


Air   Brake   Cylinder   Cup   Packing. 

Leather  packing  for  general  hydraulic 
and  pneumatic  use  has  been  made  in 
what  is  known  as  the  cup  shape,  but  up 
to  the  present  this  method  of  manufac- 
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GOLD 

Car 
Heating 
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Lighting 
Company 


Manufactureri  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
APPARATUS 

FOR    RAILWAY    CARS 

IMPROVED 
SYSTEM  OF 
ACETYLENE 
CAR  LIGHT- 
ING 


Lirge«l   Manufacturer!   in    the    World   of 
Car  Heating  Apparatus 

Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main   Office,  Whitehall    Building 

17   BATTERY   PLACE 

NEW    YORK 


ture  has  not  been  applied  to  the  leather 
packing  used  in  the  air-brake  cylinders 
under  cars.  Several  of  our  leading  rail- 
roads have  been  making  tests  of  the 
cup  packing  recently  placed  on  the 
market  by  E.  F.  Houghton  &  Co.,  of 
Philadelphia.  Their  packing  is  known 
by  the  name  "Vim." 

The  ordinary  procedure  is  to  submit 
what  are  called  oak  and  hemlock 
leathers  to  the  action  of  tannic  acid  in 
a  bath  which  contains  oak  or  hemlock 
bark.  The  process  is  practically  one  of 
slow  digestion  and  seven  months  is  the 
time  required  to  tan  a  hide  suitable  for 
use  in  an  air-brake  leather.  The  trouble 
with  the  ordinary  process  is  that 
before  the  interior  of  the  hide  is 
reached  by  the  tannic  acid,  the  surface 
has  overtanned.  When  a  hide  so  treated 
has  to  be  "cupped"  for  air  brake  or  other 
similar  use.  it  is  necessary  to  soften  it 
to  a  pulp  by  soaking  in  water,  and 
when  in  the  soft  condition  it  is 
drawn  into  the  required  shape  by  rings 
and  allowed  to  dry  while  in  the 
forming  rings.  All  leather  is  porous, 
and  it  therefore  becomes  necessary  to 
fill  the  pores  with  some  air-proof  com- 


preparation  of  Vim  leather  no  tannic 
acid  is  used.  The  Vim  process  is  one  of 
rapid  oxidation,  in  which  the  natural 
fibers  of  the  hide  are  retained  while  all 
foreign  matter  is  got  rid  of.  This 
permits  of  the  fibers  of  the  hide  being 
brought  into  close  contact.  As  the 
durability  of  leather  may  be  said  to  be 
in  direct  proportion  to  the  length  of 
the  fibers,  other  things  being  equal, 
long  fiber  leather  wmII  give  the  better 
results.  A  comparative  idea  of  the 
length    of   the   oak   tanned   and   of  the 


FIG.    I. 

pound,  which  is  generally  a  mixture  of 
oil  and  grease.  Leather  rendered  air 
tight  by  this  process  is  also  waterproof, 
and  the  necessary  softening  with  water 
cannot  be  effected. 

Oak  and  hemlock  leather  so  treated 
when  formed  into  cups  are  found  to  be 
not  only  hard  and  brittle,  but  are  liable 
to  leak  air,  and  the  efTort  to  impreg- 
nate them  with  air-proofing  material 
only  causes  the  cups  to  swell  and  thus 
lose  their  shape  and  the  uniformity  of 
size  is  destroyed.  These  are  some  of 
the  difficulties  which  have  stood  in  the 
way  of  the  manufacturer  in  his  en- 
deavor to  produce  air-brake  packing 
which  will  stand  the  exacting  service 
required  in  air-brake  work. 

The  process  by  which  Vim  air-brake 
cups  are  made  is  not  only  interesting, 
as  it  surmounts  these  several  obstacles 
to  the  production  of  a  good  packing, 
but  the  process  is  scientific  throughout. 
The  tanning  of  Vim  leather  is  really  a 
misnomer.  The  word  tan  refers  to  the  ac- 
tion of  tannic  acid  on  the  hide.     In  the 


Vim  leather  fibers  may  be  had  by  a 
glance  at  our  illustration,  Fig.  I. 

In  the  tannic  acid  process  the  hide 
absorb?  in  its  pores  minute  particles  of 
oak  bark  pigment,  and  although  every 
efifor  is  made  in  the  finishing  process 
to  remove  this  pigment,  it  cannot  be 
thoroughly  or  completely  done.  The 
finished  leather  is  often  incorrectly 
spoken  of  as  having  the  natural  color 
of  leather,  but  its  appearance  is  really 
due  to  the  presence  of  tan-bark  dye. 
The  natural  color  of  all  hides  is  gray- 
ish green.  The  pores  of  oak  or  hem- 
lock tanned  leather  are  clogged  with 
dye,  and  it  is  therefore  impossible  to 
fill  them  with  air-proofing  material.  In 
the  Vim  process  tan-bark  dye  is  absent, 
and  the  pores  of  the  hide  are  free  to 
take  up  the  required  quantity  of  air- 
proofing  material.  As  an  evidence  of 
this.  Vim  leather  comes  from  the  vats 
with  its  natural,  green  color. 

Oak  or  hemlock  leather  will  not 
safely  withstand  a  temperature  above 
130  degs.  F.  Vim  leather  is  several 
times  during  the  process  of  cupping 
subjected  to  300  degs.  F.  This  high 
temperature  is  employed  for  the  pur- 
pose of  opening  the  pores,  and  while 
in   this   condition   Vim   leather   is   dipped 


FIG.  3 

nito  a  bath  of  air-proofing  compound, 
also  at  300  degs.  F.  The  leather  is  then 
cooled  and  in  shrinking  retains  the  re- 
quired amount  of  compound  in  the 
tightened  pores.  The  leather  is  then 
placed  in  moulds  heated  to  300  degs.  F., 
where  it  is  squeezed  into  shape  un- 
der a  hydraulic  pressure  of  50  tons.  It 
is  then  permitted  to  cool  gradually 
while  locked  in  the  moulds,  where  a 
pressure  of  SO  tons  prevents  its  swell- 
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ing  or  shrinking.  This  produces  a  per- 
manently cup-shaped  packing  of  uni- 
form thickness. 

Another  advantage  here  becomes  ap- 
parent  in   this   process ;   not   only   is   the 


FIG.  4. 

leather  itself  uniform  in  thickness,  but 
as  the  air-proofing  compound  had  been 
introduced  as  a  liquid  at  300  degs.  P., 
the  severe  hydraulic  pressure  now  ap- 
plied forces  the  compound  to  enter 
every  open  portion  of  the  leather,  and  as 
the  liquid  solidifies  under  this  pressure 
its  particles  are  also  compressed.  The 
manufacturers  lay  great  stress  upon  the 
fact  that  in  forming  these  cups  for  air- 
brake use  they  are  moulded  and  not 
drawn.  The  moulding  process  has  the 
effect  of  producing  a  cup,  in  which  at 
the  bend  or  shoulder  of  the  packing 
there  is  as  much  leather  as  there  is  in 
the  fiat  portions.  The  process  of  draw- 
ing   would    have    reduced    the    thickness 


drawn  appearance  of  the  oak  leather 
bend  can  readily  be  seen.  In  Fig.  7. 
which  is  one  of  the  best  of  fifty  oak 
tanned  cups  removed  after  use,  the  ir- 
regular formation  of  the  cup  is  re- 
vealed. An  interesting  experiment  is 
shown  in  Fig.  8.  The  round  piece 
marked  D  was  cut  from  the  bend  of  the 
cup.  It  was  flattened  out  and  sub- 
jected to  an  air  pressure  of  80  lbs.  to 
the  square  inch  without  showing  the 
least  sign  of  a  leak.  One  might  have 
e.Npected  that  although  the  shoulder 
was  air  tight  in  the  formed  shape,  that 
the    flattening    of    the    shoulder    would 


FIG.  5. 

of  the  leather  at  the  bend,  which  is 
the  portion  that  in  service  would  ex- 
perience the  greatest  straiii  and  the 
greatest  wear.  Fig.  2  shows  the 
formed  cup.  Each  one  is  labeled  with 
the  inspector's  number,  so  that  com- 
plaints can  be  readily  traced.  Fig.  3 
shows  a  section  of  a  Vim  cup,  illustra- 
ting the  uniformity  of  the  material  in 
the  bend.  Fig.  4  shows  an  oak  tanned 
packing  leather  after  two  weeks'  ser- 
vice. It  was  formed  up,  and  the  bend 
shows  a  loss  of  about  40  per  cent,  of 
material. 

In  order  to  more  clearly  illustrate 
the  condition  of  the  shoulder,  two 
other    illustrations    are    here    introduced. 


FIG.  7. 

have  expanded  or  opened  the  pores 
along  the  line  of  the  bend,  but  such 
was  not  the  case.  The  experiment 
proves  that  in  the  process  of  manufac- 
ture the  pores  are  so  tightly  closed  and 
the  fibers  are  in  such  intimate  contact, 
that  they  can  fully  meet  the  exacting 
conditions  imposed  in  air  brake  ser- 
vice. The  manufacturers  believe  that 
in  producing  the  Vim  leather  cup  air- 
brake packing  leather  they  are  able  to 
supply  a  most  durable  and  thoroughly 
satisfactory  article,  and  they  will  be 
pleased  to  give  any  further  information 
which  anyone  interested  in  this  subject 
may  require. 


FIG.   6. 

They  are  full  size  half-tones  of  ij4-'n- 
deep-well  cup  packings.  Fig.  s  is 
made  of  Vim  leather,  and  Fig.  6  repre- 
sents one  of  oak  tanned  leather.  The 
full  round  of  the  Vim   shoulder  and  the 


If  you  want  to  get  a  good  idea  of  what 
style  and  variety  of  steam  hammers  are 
used  in  railroad  shops  at  the  present  time, 


take  a  look  at  some  Bement  hammers  or 
get  the  recently-issued  catalogue  from  the 
Xiles-Bement-Pond  Company,  of  Nev; 
York.  They  will  be  happy  to  send  a  copy 
to  those  interested.  These  Bement  ham- 
mers take  steam  above  and  below  the  pis- 
ton and  are  fitted  with  adjustable  guides 
for  taking  up  wear  of  the  ram.  They  are 
rated  according  to  the  actual  weight  of  the 
falling  parts,  these  parts  consisting  of 
piston,  ram  and  ram  die.  For  instance,  an 
i,io6-lb.  steam  hammer  would  have  a  pis- 
ton, ram  and  ram-die  weighing  1,100  lbs. 
The  rating  takes  no  account  of  the  top 
steam,  which  enormously  adds  to  the  blow. 
The  actual  force  of  the  blow  cannot  be 
stated  in  pounds  for  the  reason  that  energy 
must  be  expressed  in  foot  pounds.  The 
effect  of  a   steam   hammer  blow   depends 


Price 
$2.00 


FILLED   WmLCjlORED 
PLATES  AND  DIAGRAMS 

JUST  ISSUED 

Westinghouse 

E.T. 

Air  Brake 

INSTRUCTION  POCKET  BOOK 
No.  5  and  No.  6 


By    W\,.     W.    WOOD 

Air  Brake  Instructor 


Ilorp  is  a  book  for  the  railroad  man  and 
tlio  man  who  aims  to  be  one.  It  is  with- 
niit  doubt  the  onlv  complete  work  pub- 
lished on  THE  WESTINGHODSB  E.  T. 
LOCOMOTIVE  BR.IKE  EQUIPMENT. 
Written  by  an  Air  Brake  Instructor,  who 
knows  just  what  is  needed.  It  covers  the 
snbject  thoroughl.v.  Everything  about  the 
New  Westinghouse  Engine  and  Tender 
Brake  E'lnipnient.  including  the  Standard 
No.  5  and  the  Perfected  No.  6  Style  of 
brake,  is  treated  in  detail.  Written  In 
plain  English  and  profusely  illustrated  with 
COLORED  PLATES,  which  enable  one  to 
trace  the  flow  of  pressure  throughout  the 
entire  equipment.  The  best  book  ever  pub- 
lished on  the  Air  Brake.  Equally  good  tor 
the  beginner  and  the  advanced  engineer. 
Will  pass  anyone  through  any  examination. 
It  informs  and  enlightens  you  on  every 
point. 

1SE.\D   IT.   STUDY   IT.   and  you   will   be 
up  to  date  and  can  pass  your  examination. 

Filled  With  Colored  Plates 

Showing  Various 

Pressures 


If  yon  want  to  thoroughly  understand 
the  E.  T.  Equipment  get  a  copy  of  this 
book.  It  covers  every  detail.  Makes  Air 
Brake  Troubles  and  Examinations  easy. 

Send  us  $2.00  for  a.  copy  at  once. 
AGENTS     WANTED 

Write  for  Special  Terms.  An  excep- 
tional chance  for  you  to  make  money. 

The  Norman  A.  Henley  Pub.  Co. 

132  Nassau  St.,  Ne<w  York,  U.S.A. 


"May,  1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


RECOGNIZED 

as    th* 

STANDARD 

FLEXIBLE 
STAYBOLTS 

Holds  firebox  sheets  securely 
together,  and  accommodates  it- 
self to  the  unequal  expansion 
of  the  plates. 

USED    ON    OYER    100    RAILROADS 


"Staybolt  Trouble 
a  Thing  of  the  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 

THE  TATE  BOLT  HAS 
PROVED  ITSELF  INDISPENS- 
ABLE TO  LOCOMOTIVES  IN 
HIGH  PRESSURE  SERVICE 
BY  RENDERING  A  LOWER 
COST  OF  FIRE  BOX  REPAIRS 
TO  A  GREATER  MILEAGE  IN 
SERVICE,  THEREBY  IN- 
CREASING THE  EARNING 
VALUE. 

FLANNERY  BOLT  COMPANY 

Suite  328  Frick  Bldg. 
PITTSBURGH,  PENN.,  U.  8.  A. 

B.  E.  D.  6TAFF0KD.  GENERAL  MANAGER 

Write  for  Literature. 


upon  the  steam  pressure,  stroke  and  the 
resistance  offered  by  the  material  which  is 
being  hammered.  There  are  about  thirty 
different  styles  of  steam  hammers  illus- 
trated and  described,  each  style  being 
made  in  a  number  of  sizes.  A  number 
of  board  drop  hammers  are  also 
shown.  These  hammers  are  designed 
to  meet  the  requirements  of  plants 
where  steam  or  compressed  air  is 
not  available.  They  combine  simplicity 
of  construction,  strength  and  reliability 
of  action.  The  frames  are  fitted  to 
grooves  in  the  anvil,  to  which  they  are 
securely  bolted.  The  head  fits  over  the 
frames  and  two  large  bolts  bind  the  head 
and  frames  securely  in  position.  This  ar- 
rangement effectually  prevents  the  parts 
from  working  lose  under  the  continued 
jar  to  which  they  are  subjected. 


Training    Signal   Engineers. 

The  Pennsylvania  Railroad  Com- 
pany, which  may  be  depended  on  to 
take  the  lead  in  technical  educational 
matters,  have  lately  established  several 
schools  for  the  training  of  men  for  the 
signal  service  of  the  road.  The  block 
signal  and  interlock- 
ing systems  have  been 
extended  so  much 
lately  that  the  officials 
of  the  road  decided 
that  special  training 
concerning  signals 
was  necessary,  and 
the  establishing  of  in- 
struction schools  has 
resulted. 

The  company  have 
appointed  six  signal 
apprentices,  to  be 
trained  as  engineers 
capable  of  directing 
and  planning  signal 
installations.  Appren- 
tices will  serve  a  three 

years'     course.       The 

ii  .,,       ,  NO. 

first     year     wul     be 

spent  on  the  mechanical  end  of  the 
work  with  the  repair  and  construc- 
tion gangs,  the  second  year  in  the 
office  of  the  Supervisor  of  Signals, 
and  the  third  year  on  outside  work  on 
electric  and  electro-pneumatic  appli- 
ances. They  will  report  to  the  super- 
visors of  signals  while  taking  this 
course. 


or  put  on  saws  without  disarranging  the 
table.  Two  saws  up  to  i6  ins.  diameter, 
one  on  each  arbor,  can  be  carried  at  the 
same  time  and  the  frame  revolved,  or  if 
only  one  saw  is  used,  it  may  be  as  large 
as  20  ins.  in  diameter.  The  table  is  made 
in  two  sections,  a  moving  section  44  x  l6 
ins.,  moving  easily  on  frictionless  rollers, 
and  a  stationary  section  44  x  20^  ins., 
the  latter  having  an  extension  so  that 
material  up  to  20  ins.  in  width  can  be 
ripped.  The  moving  section  of  the  ta- 
ble has  sufficient  motion  to  edge  or  cut- 
off material  up  to  35  ins.  and  will  open 
to  permit  the  use  of  a  2-in.  grooving 
head.  The  whole  table  can  be  tilted  by 
a  hand-wheel  to  an  angle  of  45  degs.  from 
the  saw. 

A  gauge  registers  the  angle  to  which 
the  table  is  tilted.  The  ripping  fence  may 
be  set  to  take  stock  up  to  20  ins.  wide 
and  used  on  either  right  or  left  section 
of  table;  a  micrometer  adjustment  is  pro- 
vided on  this  fence,  which  is  used  when 
certain  adjustments  are  too  fine  to  be 
made  bv  hand.     The  miter  cut-off  fence 


Double  Circular  Saw. 

A  very  useful  tool,  especially  good  in 
the  pattern  shop  of  the  car  department  on 
railways,  is  made  by  the  J.  A.  Fay  & 
Egan  Company,  of  Cincinnati,  Ohio.  It 
is  a  combined  ripping  and  cross-cutting 
machine,  constructed  on  lines  distinctly 
different  from  other  machines  of  the  same 
kind. 

Both  saw  arbors  are  carried  on  a  re- 
volving frame,  and  it  is  easy  to  take  off 


;o3  DOUBLE  aRCUL.\R  S.WV. 
is  used  on  the  sliding  table  and  covers 
a  range  from  45  degs.  back  of  the  fence 
to  60  degs.  in  front,  as  shown  in  our 
illustration.  This  fence  is  furnished  with 
a  stop-rod,  to  be  used  for  stock  of  various 
lengths.  This  saw  is  one  of  the  latest 
productions  of  the  shops  of  the  above 
named  firm,  who  will  be  pleased  to  send 
you  a  descriptive  circular,  showing  a  large 
half-tone  reproduction  of  the  machine 
and  of  its  mechanism.  In  the  tool  itself 
the  mechanism  is  completely  enclosed. 


The  1826  Farina  Cologne  Co.,  744 
Broadway,  New  York,  are  sending  out 
free,  small  specimen  bottles  of  their  cele- 
brated perfumery.  Nothing  better  was 
ever  made  for  rubbing  on  face  and  hands 
for  preserving  the  skin,  especially  after 
exposure  from  a  long  journey.  No  lady's 
dressing  table  is  complete  without  a  bottle. 
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Modern   Shop   Equipment. 

In  the  earher  days  of  electric  railway 
operation  many  managers  believed  that 
all  the  equipment  required  to  maintain 
rolling  stock  in  good  condition  was  a 
barn-like  structure  rightfully  called  a  car 
barn,  a  plank-lined  pit  between  the  rails, 
and  a  couple  of  screw  jacks.  At  the 
present  time  many  managers  believe  that 
there  is  undoubtedly  economy  in  properly 
equiping  car  repair  shops  so  as  to  quickly 
and  adequately  do  the  work. 

In   1909  when  designing  the  car  repair 


of  the  girder  near  the  runway.  On  this 
crane  such  an  arrangement  would  inter- 
fere with  the  wall  cranes.  The  cage  has 
therefore  been  placed  at  the  centre  of  the 
span  and  at  a  height  sufficient  to  clear 
cars  when  lifted  to  the  maximum  height. 
The  transfer  table,  while  of  strength  suf- 
ficient to  sustain  a  completely  equipped 
car  when  rolled  across  it,  is  required  to 
move  only  heavy  trucks.  The  table  is 
operated  by  hand  power,  the  necessary 
travel  being  short.  Both  crane  and  trans- 
fer table  were  designed,  manufactured  and 
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shops  of  'the  Washington,  Baltimore  & 
Annapolis  Electric  Railway  at  Academy 
Junction,  Md.,  the  designing  engineers 
provided  in  their  plans  for  the  installation 
of  an  electric  traveling  crane  to  be  used 
first  in  setting  the  new  shop  machinery 
in  place  and  later  to  handle  car  bodies  and 
heavy  running-gear  parts. 

Our  illustration  shows  the  crane  sup- 
porting one  end  of  a  car  body  by  means 
of  a  yoke,  the  car  having  previously  been 
placed  with  one  truck  standing  on  a  small 
transfer  table  so  that  on  raising  the  car 
body  the  truck  can  be  readily  run  out. 
The  crane  used  in  this  case  has  a  capacity 
of  IS  tons  from  the  main  hook  and  6 
tons  from  the  auxiliary  hook.  The  span 
of  the  crane  is  42  ft.  and  the  hoisting 
speeds  are:  Main  hook,  13  ft.  per  minute; 
auxiliary  hook,  50  ft.  per  minute.  The 
bridge  travel  is  260  ft.  per  minute  and 
the  trolley  travel  is  120  ft.  per  minute. 
The  main  hoist  is  20  h.  p.  The  auxiliary 
motor  develops  15  h.  p.,  and  the  trolley 
traveler  develops  3/4  h.  p.  The  motors 
are  Westinghouse  type  "K,"  working  at 
SSO  volts,  D.  C.  The  controller^  are  types 
C-3  and  V,  of  the  Electric  Controller  & 
Mfg.   Company. 

As  ordinarily  constructed  the  operator's 
cage  is  placed  below  the  crane  at  one  side 


erected  by  the  Whiting  Foundry  Equip- 
ment Co.,  of  Chicago. 

On  the  pilaster  on  both  sides  of  the  shop 
are  to  be  seen  brackets  or  pin  bearings 
for  the  support  of  small  capacity  wall 
cranes.  By  using  the  electric  cranes  to 
place  a  wall  crane  on  any  pilaster  where 
needed  a  small  number  of  wall  cranes  will 
render  very  good  service  over  the  entire 
shop. 

The  building  is  of  reinforced  concrete 
with  brick  curtain  walls.  Size  of  building 
is  256  ft.  8  in.  X  83  ft.  7  in.,  and  the  de- 
sign is  such  that  the  lighting  is  excep- 
tionally good.  The  heating  is  by  fan 
system  with  ducts  under  the  floors,  and 
automatic  sprinklers  provide  fire  protec- 
tion.   

"Safety  Valve  Capacity"  is  the  title 
of  a  neat  little  pamphlet  issued  by  the 
Consolidated  Safety  \'alve  Company  of 
New  York.  This  is  one  of  the  sub- 
sidiary companies  of  Manning,  Maxwell 
&  Moore,  Inc.  The  pamphlet  contains 
the  paper  read  before  the  American  So- 
ciety of  Mechanical  Engineers  by  Mr. 
Philip  G.  Darling,  mechanical  engineer 
of  the  company.  The  tests  of  safety 
valves  on  stationary  and  locomotive  boilers 
which  were  conducted  by  Mr.  Darling,  at 
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THIS 
ILLUSTRATION 

shows  a  typical  Thermit  weld  on  a 
locomotive  frame.  Note  the  collar 
or  REINFORCEMENT  that  is  left 
after  the  operation.  This  is  what 
gives  the  added  strength  to  a  Ther- 
mit weld  that  enables  it  to  resist 
successfully  strains  which  would 
break  an  ordinary   weld. 

If  you  have  not  yet  thoroughly  in- 
vestigated the  Thermit  method  of 
welding  locomotive  frames,  driving 
wheel  spokes,  connecting  rods  and 
mud  rings,  write  for  our  new  In- 
struction Book  No.  2.5-B.  which  ex- 
plains the  process  in  detail.  Remem- 
ber that  if  you  use  Thermit,  you  do 
not  have  to  dismantle  the  loco- 
motive. Frames  and  mud  rings  are 
welded  IN  PLACE.  The  saving  over 
old  methods  is  very  great.  The 
process  is  now  in  general  use  by 
practically  every  railroad  in  the 
country  of  any  consequence. 
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90  West  St..  New  York 

432-436   Folaom   St.,    San   Francisco,    CaJif. 
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Bridgeport,  Conn.,  are  all  fully  reported 
in  this  paper  and  numerous  illustrations 
show  how  the  tests  were  made.  In  addi- 
tion to  the  paper,  there  are  tables  giving 
the  capacities,  in  pounds  of  steam  per 
hour,  of  Consolidated  safety  valves,  and 
also  similar  tables  for  locomotive  safety 
valves  based  upon  heating  surface,  and 
other  data  of  interest  to  steam  engineers. 
A  copy  of  this  interesting  and  valuable 
treatise  will  be  sent  to  anyone  who  ap- 
plies  to   the   company    for   one. 
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A  recent  press  dispatch  from  Ithaca, 
N.  Y.,  states  that  in  co-operation  with  the 
New  York  State  College  of  Agriculture, 
the  New  York  Central  Railroad  will  op- 
erate a  farm  train  over  its  lines  in  the 
near  future.  The  N.  Y.  C.  have  been  con- 
sidering this  departure  for  some  time  and 
stnt  a  representative  to  the  college  during 
the  recent  farmers'  week.  The  train, 
which  will  be  similar  to  that  run  over  the 
Erie  lines  several  months  ago,  will  consist 
of  a  locomotive  and  several  coaches.  Lec- 
ture platforms  and  exhiibts  will  be  taken 
along.  The  train  will  be  in  charge  of  a 
corps  of  trained  experts  from  the  college. 
Slops  will  be  made  at  towns  and  cities 
v/here  lectures  will  be  given  from  the 
train,  while  at  night  mass  meetings  will 
be  held  in  cities.  The  Lehigh  Valley  and 
the  Delaware  &  Hudson  are  also  consider- 
ing running  such  trains. 


Boring,  Turning  and  Facing  Machine. 

This  new  tool  shown  in  our  half-tone 
illustration  is  designed  principally  for 
facing  off  the  rivet  head  on  crank  pins 
when  it  is  necessary  to  re- 
move the  latter,  but  it  is 
also  adapted  to  a  wide 
range  of  other  work.  When 
crank  pins  are  riveted  in 
a  counter-sunk  hole,  it  is  a 
laborious  and  time-taking 
operation  to  cut  away  all 
this  metal  with  a  hammer 
and  chisel,  which  is  neces- 
sary before  the  pin  can  be 
forced  out. 

This  machine  is  easily  set 
up     and     will    cut    out    the 
metal   in  a  neat  manner  in 
one-quarter  of  the  time  re- 
quired by  the  other  method. 
It  is  readily  clamped  to  al- 
most any  piece  of  work  and 
is  then  in  a  position  to  bore, 
turn    or    face.      It    consists 
principally  of  a  slotted  crosshead    which 
forms    the    base    of    the    machine,     and 
a      casing     which     contains     a     worm- 
wheel    having    large    integral    hubs    for 
resisting     wear.      Through     the     worm- 
wheel  the  cutting  spindle  slides  with  a 
range   of  4  ins.     This  feed  is  adjusted 
by  hand.     In  the  end  of  the  spindle  is  a 
steel  slide  for  the  cutting  tool  and  this 
is  adjustable  for  different  diameters  by 


means  of  a  feed  screw,  the  maximum 
diameter  being  about  12  ins.  Two 
slotted  crossheads,  which  in  the  centre 
are  cut  V-shape,  clamp  the  work  (the 
V's  take  practically  all  sizes)  and  are 
pulled  together  by  one-inch  through 
bolts.  There  are  two  adjustable  spac- 
ing blocks  threaded  to  receive  each 
other  and  bored  out,  which  will  straddle 
cranks  of  diflferent  diameter,  locomo- 
tive wheels  or  other  work.  Bolts  pass- 
through  these  blocks  and  clamp  the  ma- 
chine proper  to  the  crossheads. 

The  entire  arrangement  is  very  firm 
and  solid  and  each  piece  being  light  ifl' 
weight  is  easily  handled  by  one  man. 
The  machine  is  quickly  centered  and 
has  three  changes  of  speed  for  heavy, 
medium  or  light  work.  These  speeds 
are  obtained  by  interchanging  the  gears 
shown  on  the  driving  shaft  or  by  driv- 
ing direct  without  them.  The  spindle 
is  at  right  angles  to  the  base  or  cross- 
head  and  by  means  of  an  extra  facing 
attachment  can  be  used  for  facing  ofl 
pump  or  engine  valve  seats,  it  being  im- 
material whether  or  not  the  steam  chest 
is  solid  or  the  valve  seat  several  inches- 
below  the  face  of  the  chest.  The  ma- 
chine may  be  driven  by  hand  or  any 
other  suitable  power. 

In  turning  oiT  a  rivet  on  a  crank  pin, 
the  machine  will  save  at  least  70  per 
cent,  of  the  time  required  to  do  it  with 
hammer  and  chisel.  Such  a  saving  in 
time  and  labor  is  worth  attention,  and 
besides  the  many  other  uses  of  the  ma- 
chine, makes  it  indispensable  in  a  loco- 
motive or  other  repair  shop.  New  uses 
will  be  found  daily  for  it  and  the  makers 


UN-IVERS.-\L  BORING,  TURNING  AND  F.^CING  M.\CHINE. 

inform  us  that  they  have  found  it  ex- 
tremely satisfactory  and  efficient  in  their 
own  work.  H.  B.  Underwood  and  Com- 
pany of  1023  Hamilton  street,  Philadelphia, 
are  the  makers  of  this  tool  and  they  will 
be  happy  to  give  any  further  information 
which  may  be  required.  Write  to  them 
direct  if  you  are  interested.  They  have  a 
very  interesting  catalogue  of  handy  shop 
tools. 
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We  happened  to  see  a  lot  of  freight 
cars  getting  hauled  across  a  passenger 
train  track  in  a  New  York  yard  last  week 
and  expected  to  witness  much  delay  in 
getting  the  line  clear.  A  switchman  hur- 
ried to  the  engine  and  brought  back 
two  specimens  of  the  Z  locomotive  re- 
placer,  the  article  that  we  used  to  call  a 
wrecking  frog.  They  were  placed  in  front 
of  the  first  pair  of  derailed  wheels,  the 
engineer  putted  along  slowly  and  the 
track  was  clear  in  five  minutes.  These 
very  efficient  frogs  are  made  by  the  John- 
son Wrecking  Frog  Company,  Cleveland, 
O.,  of  which  our  old  friend  John  Macken- 
zie is  general  agent.  John  was  one  of 
the  most  popular  presidents  that  ever 
guided  the  proceedings  of  a  Master  Me- 
chanics' Convention  and  he  is  not  likely 
to  lose  popularity  by  his  connection  with 
the  Wrecking  Frog  Co. 


vestigated  by  the  laborer,  he  might  have 
found  out  all  he  wanted  to  know  with- 
out losing  his  teeth.  In  the  March  issue 
of  Railway  and  Locomotive  Engineer- 
ing, page  134,  we  gave  a  description  of 
the  Thor  hammers,  with  the  inside  safe- 
ty trigger  designed  not  to  go  off  while 
being  carried  about  the  shop  or  while 
the  workman  is  waiting  for  a  hot  rivet. 


Spark  Arresters  Needed  in  Britain. 

British  railway  companies  have  always 
been  noted   for   the   small   attention  they 
devoted  to  the  spark  throwing  from  loco- 
motives.     Early   in   railway    days    it   was 
decided  that  the  prevention  of  sparks  from 
the  smoke   stacks  of  hard  working  loco- 
motives  was   impracticable,   and   any   one 
receiving    damage    from    fires    caused   by 
locomotive  sparks  was  left  for  remedy  to 
the   tender  mercies  of   the   common  law, 
which   has  been  noted  for   its   failure   to 
do  justice  to  the  unjust  conditions  arising 
from   the   industrial  progress   of  the  last 
century.     Under  the  common  law  a  rail- 
way company  was  not  liable  for  damages 
from    sparks    unless   negligence   could   be 
proved.    As  no  railway  company  employed 
spark-arresting       appliances,       negligence 
could  not  be  proved  by  their  absence. 

The  British  Parliament  has  lately 
passed  a  law  under  which  proof  of  dam- 
age caused  by  sparks  from  locomotives 
carries  with  it  the  right  to  compensation. 
This  change  is  likely  to  lead  to  the  intro- 
duction of  spark  arresters  and  may  open 
a  new  market  for  some  of  the  numerous 
American  inventions  designed  to  prevent 
spark  throwing.  The  most  efficient  spark 
arrester  is  the  extension  front  with  dia- 
phragm and  netting,  a  combination  which 
we  may  expect  to  see  becoming  the  fash- 
ion  for   British   locomotives   in   the  near 

future.  

A  recent  press  dispatch  which  ap- 
peared in  one  of  our  daily  newspapers 
stated  that  "just  to  see  how  it  worked, 
an  Italian  employed  in  a  railroad  car 
shop,  picked  up  an  air  hammer  used  in 
driving  rivets  and  looked  into  the  end 
of  it.  His  handling  of  the  device 
started  it  going,  and  the  plunger  dealt 
him  a  terrific  blow  in  the  mouth,  knock- 
ing out  his  front  teeth."  We  sympa- 
thize with  the  man  in  his  perfectly 
natural  curiosity,  but  wecould  not  help 
thinking  that  possibly  if  the  latest  form 
of  "Thor"  hammers,  made  by  the  Inde- 
pendent Tool   Company,  had  been   in- 


Pneumatic  Dispatch  Tube. 

The  pneumatic  dispatch  tubes  used  on 
the  Pennsylvania  railroad  between  the  in- 
spection pits  and  the  roundhouse  fore- 
man's office,  for  the  purpose  of  quickly  , 
forwarding  inspection  reports,  were  thus 
described  by  IMr.  William  Elmer,  master 
mechanic  on  that   road  at   Pittsburgh. 

The  dispatch  tube  is  made  of  2-in.  pipe 
layed  in  a  box  underground  or  carried  on 
the  ends  of  ties ;  corners  are  turned  with 
easy  curves.  The  fins  are  smoothed  off  the 
inside   of   the  pipe   and   a   simple  carrier 
can   be  made  of   an  old   air  brake   hose. 
When    the    inspection    reports    are    ready 
they  are  slipped  into  the  carrier  and  the 
latter   pushed   into   the   open   end   of  the 
tube.     A  hinged  flap  valve  is  then   held 
against    the    tube    and    the    air    pressure 
turned  on,  a  distance  of  several  hundred 
feet  can  be  traversed  in  a   few  seconds. 
As   almost   all   our    large   engine   houses 
are  provided   with  air  compressors,   it  is 
easy  to  secure  the  air  pressure  needed  by 
using    a    reducing    valve     set    to    a    few 
pounds.     The  carriers  as  they  come  out 
of  the  tube  strike  against  a  spring  buffer 
a  foot  or  so  away  and  drop  into  a  basket. 
The  man  at  the  receiving  end  then  signals 
to  the  other  end  by  means  of  a  bell  or 
incandescent    lamp    and    the    air    is    shut 
off  and  the  flap  valve  allowed  to  fall. 


CARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


RUBEROID 
ROOFING 


Trade 
Mark 


Regtst'd 
U.  S.  Pat. 
office 


The  Scully  Steel  and  Iron  Company 
of  Chicago,  111.,  are  placing  on  the  market 
what  is  known  as  the  Ruggles'  Perfection 
Flue  Cleaner.  The  design  of  the  cutters 
is  such  that  they  are  always  in  direct  con- 
tact with  the  metal  of  the  flue  and  will 
override  any  imperfections  of  the  tubes, 
such  as  blisters,  welds,  or  kinks.  The 
knives  are  so  made  that  they  are  always 
sharp  and  they  have  a  tendency  to  work 
in  deeper.  The  heads  or  ends  are  made 
of  drop  forged  steel.  When  used  in  a 
welded  flue  the  cleaner  easily  passes  over 
the  projection  of  the  safe  end  because 
of  the  long  shearing  cut  of  the  knives. 
It  has  neither  screws  nor  rivets  to  work 
loose,  and  it  is  strong  and  durable.  Write 
to  the  company  direct  if  you  would  like 
to  have  a  descriptive  circular  and  they 
will  be  happy  to  send  you  one. 


Arrow  High-speed  Steel. 

In  a  test  recently  completed  at  one  of 
the  large  railroad  systems  in  the  East,  un- 
usual results  were  produced  by  some  of 
the  high-speed  steels.  The  test  covered 
a  period  of  almost  one  year,  and  was  very 
thorough,  and  the  results  should  form  a 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 
OatloMt-t  Metal 
SPARK  PROOF,  CINDER  PROOF, 
QAS  PROOF,  WEATHER  PROOF 

Write  for  samples,  prices  and  tjooklet  No.  66. 

THE    STANDARD    PAINT    CO. 
1 00  William  Street  New  York 

Chicago.    Philadelphia,    Boston.    Kansas  City, 
Memphis.    Atlanta. 


EVERLASTING 

BLOW-OFF 

VALVE 


STRAIGHT  THROUGH   BLOW. 
SELF   GRINDING   SEATS. 
NO   STUFFING   BOX. 
EASILY   OPERATED. 
SELF  CLEANING. 
NO   REPAIRING. 

Scully  Steel  &  Iron  Co. 

Dept.  16  Chicago,  III. 


. 


ENAMELtO    IRON    FLUSH    OR  ORI  CLOSETS 

DUNER 
CAR    CLOSETS 

DUNER   CO. 

tic  S.  CLIMTON    ST..  CHICASO 
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Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 

Dukesmitb  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THE  DUKESMITH   SCHOOL 
OF  AIR  BRAKES 

MEADVILLE,    PA. 


rum 


Vfl-  SKAT~IFG.  CO.   <  J. 


Agent  Wanted 

In  every  Railroad  Shop  and  Round   House 
in  the  United  States  to  sell 

SKAT 

The  best  hand  soap  known  (or  removing 
grease,  oil,  soot,  dust  and  dirt.  Guaranteed 
pure  and  beneficial  to  skin — 

Send  postal  (or  (ree  sample  and  terms. 

THE  SKAT  MFB.  GO. 

807  Park   Street  Harl(ord.  Conn. 


Patents. 

OEO.  P.  WHITTLESEY 

MsOiU.    BULOINQ  WASHINQTON.  D.  C. 

Tama  Reasonable  Pamphlet  Sent 


Army  Auction  Bargains 

Tl-t.is  -   JI.'JO  up  iil.l  I'lst..!,^ »  .50  ur 

Shoes  -      1.25  "  Offli-crs'  Sworil.^,  new       -    1.75  " 

AKMY  SADDLES    3.00"  I'av.lry  S«l,re,       -    -     -160" 

'•       Brl.lle«  -     1.00  "  TNIFUKMS     -      1.25  up     m 

"    I>-i.-..-lf,s  rr-      15"  7  Sln.t  Curbin.'      3.50  "  *  ■  70 

I  U.  S.  SPRINGFIELD  B-L  RIFLES  $1  '" 

HI, ink    -r    iL.ll    r..rlrl<k-v,    35  c.-nta     t".x    ol    20        M 

1907    MILITARY    OATALOGHE,    260    larjic.    pi.t-o     Ihou- 

sHtMl^  -f    (.eiiutiful    lllu»triitl..ii8_witli    1909    nupplenieiit 

wlioleeBle  an.l  ritall   prlres.     MBilerl  for  15  rema  (utampBl. 

15  ACRES  GOVT.    ACCTION  GOODS. 

FRANCIS  RAVNFDMAN.  SOI    Rr„,,»„.„    VFU/vnov 


reliable  standard  by  which  to  judge  the 
merit  of  the  respective  steels  tested.  We 
are  informed  by  John  A.  Crowley  &  Co., 
of  New  York,  that  Arrow  High-speed 
Steel  was  among  the  few  that  made  a 
remarkable  showing.  This  steel  is  said  to 
possess  advantages  quite  distinct  from 
other  brands  of  high-speed  steel,  in  that 
it  is  not  necessary  to  heat  the  cutting  edge 
to  a  white  or  sweating  heat.  This  avoids 
the  danger  of  crumbling,  or  producing  a 
shell-hardness  characteristic  of  some  high- 
speed steels,  w-hich  require  a  sweating 
heat  to  harden  which,  after  a  few  grind- 
ings  must  be  rehardened,  frequently  cans 
ing  deterioration.  The  low  temperature 
at  which  Arrow  High-speed  Steel  hardens 
has  been  found  particularly  desirable  in 
the  manufacture  of  milling  cutters,  twist 
drills  and  other  forming  tools  that  require 
keen  cutting  edge.  This  steel  may  also  be 
used  for  finishing,  as  it  affords  a  cutting 
edge  that  will  permit  the  making  of  a  fin- 
ishing tool  for  boring  journal  bearings 
composed  of  composite  metal.  It  works 
equally  as  well  on  cast  iron  and  steel 
castings.  Any  further  information  con- 
cerning the  Arrow  High-speed  Steel  can 
be  obtained  from  John  A.  Crowley  &  Co., 
120  Liberty  street,  New  York. 


There  is  a  new  kind  of  track  wrench 
recently  got  out  by  the  Jeffrey  Manufac- 
turing Companj-,  of  Columbuj,  Ohio.  The 
idea  of  the  wrench  is  to  prevent  the  jaws 
spreading.  They  do  spread  in  time  when 
in  constant  service.  This  wrench  has  the 
ordinary  fork  opening  to  take  the  flats  of 
the  track  bolt  nut.  At  one  side  of  this 
fork  opening,  and  uniting  the  jaws,  a  web 
of  metal  extends  across.  In  this  web,  which 
is  about  one-third  the  thickness  of  the 
jaws  is  cut  an  opening  which  takes  the  nut 
exactly  like  a  box  wrench.  In  fact,  this 
tool  is  the  practical  combination  of  the 
open  jaw  spanner  and  the  box  wrench. 
The  makers  call  it  the  Jeffrey  lock-jaw- 
wrench.  The  spanner  opening  and  the  box 
wrench  opening  are  not  the  same  size,  and 
thus  the  wrench  is  made  to  serve  the  pur- 
pose of  two  wrenches.  The  web  keeps  the 
spanner  jaws  from  spreading  and  the 
whole  thing  is  strong  and  handy. 


.\  distribution  of  cash  prizes  on  the 
Pennsylvania  has  recently  taken  place. 
These  prizes  are  awarded  for  the  best 
track  maintenance  of  the  various  sections 
and  divisions.  The  prizes  vary  from  $800 
to  $25,  and  are  awarded  by  the  general 
manager  after  an  official  inspection  trip. 
The  object  of  awarding  such  prizes  is  to 
promote  a  spirit  of  friendly  rivalry  among 
those  whose  duty  it  is  to  keep  the  tracks 
in  a  safe  and  smooth  condition.  About 
$10,000  in  all  has  been  thus  distributed. 
The  Pennsylvania  maintains  a  high  stand- 
ard all  through,  and  those  who  succeed 
do  not  gain  distinction  as  prize  winners 
without  some  patient  and  conscientious 
work. 


Results  of  Contentment. 

The  people  comprising  the  most  power- 
ful and  enlightened  nations  of  the  earth 
belong  to  what  is  known  as  the  Aryan 
race,  which  originated  in  India,  w'here  it 
grew  and  multiplied  till  great  masses  of 
humanity  were  forced  away  in  search  of 
food  or  to  perform  their  mission  of  popu- 
lating the  earth.  The  migration  began 
many  centuries  before  the  Christian  era, 
the  Greeks,  the  Celts  and  all  the  people 
who  established  civilized  communities 
having  sprung  from  Aryan  stock.  The 
people  who  remained  in  their  native  vil- 
lages seem  to  have  made  no  progress  in 
four  thousand  years.  A  consular  report 
about  the  condition  of  textile  workers  in 
India  says : 

"The  wages  paid  to  men  in  the  mills 
range  from  $2  to  $3  per  month,  women 
from  $1.50  to  $2,  and  boys  and  girls  from 
$1  to  $1.75.  These  people  subsist  princi- 
pally on  rice  and  vegetables  made  up  in 
the  form  of  curr\',  which  is  a  peppery  and 
sweetish  mi.xture  of  rice  and  vegetables, 
with  now  and  then  chicken,  duck  or  goat 
meat. 

"The  people  of  a  mill,  or  several  mills 
if  the  mills  are  nearly  located  together, 
occupy  a  village,  which  is  made  up  of 
huts  made  of  mud,  bricks  and  palm  leaves 
woven  into  sheets  and  tacked  onto  bam- 
boo poles.  AH  are  thatched  with  a  long 
tough  grass  used  throughout  India  for 
covering  huts  and  bungalows,  and  which 
makes  a  tight,  cool  and  durable  roof. 
The  floor  is  made  of  clay  tamped  down 
hard,  which  makes  a  very  good  floor.  On 
this  floor  is  spread  in  places  matting 
made  of  bamboo  grass.  On  this  matting 
many  of  the  natives  throw  down  a  cotton 
blanket,  or  possibly  a  thin  mattress,  for 
beds.  Some  have  a  rude  bed  made  of 
four  posts  16  inches  high  with  crosshead 
and  side  pieces,  pinned  together  and  then 
criss-crossed  with  bed  cords.  There  may 
be  a  few  ruJe  benches,  but  little  or  no 
other  furniture  is  to  be  seen  in  the  huts. 
The  natives  eat  on  the  floor,  squatted 
around  a  pot  or  pan  containing  the  food. 
The  men  and  boys  eat  first  and  the 
women  and  girls  afterwards,  taking  what 
is  left.  The  mode  of  life  is  thoroughly 
primitive.  No  knives,  spoons  or  forks 
are  used  in  eating,  the  fingers  answering 
all  purposes." 

This  case  illustrates  one  phase  of  the 
human  forces  that  have  made  the  United 
States  in  little  more  than  one  century  the 
most  prosperous  country  in  the  world. 
The  immigrants  who  came  to  our  shores 
year  after  year  were  the  people  who  were 
not  contented  to  stay  in  their  native  coun- 
tries. It  takes  courage,  energy  and  per- 
severance to  induce  a  person  to  leave  the 
land  of  his  birth  and  venture  into  the  un- 
known. When  he  decides  to  do  this  the 
attributes  that  induced  him  to  leave  home 
arc  the  most  valuable  kind  of  assets  to 
the  land  of  his  adoption. 
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TOOL 


Die  Blocks 
Steel  Forglngs 

First  Prize  awarded  at  the 
Louisiana  Purchase  Elx- 
position,  at  St.  Louis,  for 
our  TOOL  STEEL  when 
placed  in  competition 
with  the  best  makes  in 
England  and  Germany. 

Write  lor  Iniormatlon  aDdPrlce*. 

Speclly     Mclnnes    Tool     Steel     when 

ordering. 


McINNES 
STEEL  CO. 

CORRY,  PA. 

Agent3 
SCHEOCK    &    SQUIEES. 

291   Pearl   St.,    New   York. 

ROY  MACHINERY   CO.. 

Minneapolis.    Minn. 


We  have  lately  received  from  the  man- 
ufacturers an  account  of  the  performance 
of  what  is  known  as  Jessop's  "Ark"  high 
speed  steel.     One  of  the  tests  was  upon 
80    point    carbon,    hammered    steel    shear 
blades,    8J^    ft.    long    and    6    ins.    wide. 
These  blades  were  as  hard  as  they  could 
be   made  and   were  planed  by  an  "Ark" 
steel  tool   and   the   entire   cut   was   taken 
without  the  tool  having  to  be  re-ground. 
The  cut  was  1/16  in.  deep,  ]/»  feed,  and 
the    cut    was    maintained    at    16    ft.    per 
minute.      A    test    made    at    one    of    our 
leading  railway  repair  shops  consisted  in 
turning    a    pair    of    63-in.    driving    tires. 
These    were    very    hard    and    the    speed 
was    12^/^    ft.    a    minute.      The    cut    was 
7/16   in.    deep    and    5/16   in.    feed,    work 
was    done    in    23    minutes    and   the    tool 
was    good    at   the   finish.     If   you    desire 
any    further   information   concerning   this 
brand   of  high   speed   tool   steel,   write  to 
William  Jessop  &  Sons,  Limited,  91  John 
street.  New  York. 


STANDARD  MECHANICAL  BOOKS 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.50 


We  are   informed  by  the   Consolidated 
Railway  Electric  Lighting  and  Equipment 
Company  of  New  York  that  they  have  no 
connection  of  any  kind  with   other  elec- 
tric car  lighting  companies.     There  have 
been   rumors   that   the    Consolidated   had 
gone  in  with   others  to   form  a  big  con- 
cern.   This  is  not  the  case.    The  Consoli- 
dated    Railway     Electric     Lighting     and 
Equipment   Company  are   standing  alone, 
and    intend    to    stand    alone.      They    feel 
confidence  in   the   future   and   their  busi- 
ness is  growing  all  the  time.    They  claim 
to  be  able  to  offer  very  attractive  terms  to 
customers     and     to     deliver     the     goods. 
Write   to   them    for   any    information   on 
this  subject  which  you  may  want.     They 
are  in  the  Hanover  Bank  Building,  corner 
Nassau  and  Pine  streets.  New  York,  and 
they  are  standing  alone. 


New  York  and 
Westinghouse  Air  Brakes 


Price,  $1.50 


One  Thousand  Pointers  for 
Machinists  and  Engineers 

Price,  $1.50 


Young  mechanics  with  the  slightest 
ambition  to  make  a  success  in  life  by 
means  of  their  trade,  stand  in  their  own 
light  when  they  fail  to  read  popular  shop 
books  and  papers.  After  Railway  and 
Locomotive  Engineering  we  think  Popu- 
lar Shop  Talks,  by  Fred  H.  Colvin,  ought 
to  be  prominent  in  every  mechanic's  li- 
brary. It  costs  only  fifty  cents,  about 
one-tenth  cent  for  each  good  pointer,  and 
no  sense  for  being  without  it. 


All  books  bound  In  line  cloth 


AGENTS  WANTED  everywhere;  write  for 
terms  and  dcBcrlptlve  circulars.  Will  be  aect  pre- 
paid to  any   addreaa  upon   receipt  of  price. 

GRirriM  &WIINTBRS 

171  La  Salle  Street,  CHICAGO 


Swift  and  True 


ARROW 

High-Speed 


In  another  column  of  this  issue  we 
refer  to  a  good  air  brake  cylinder  pack- 
ing leather.  The  J-M  air  brake  expander 
ring,  that  is  made  by  the  H.  W.  Johns- 
Manville  Company,  of  New  York,  is 
worthy  of  a  trial.  This  ring  is  made  of 
the  best  spring  steel,  and  with  ordinary 
care  in  handling  will  last  a  long  time. 
The  advantages  claimed  for  it  are  that 
it  will  prevent  brake  failures  due  to  pack- 
ing leather  leakage  and  will  increase  the 
life  of  the  leather  by  pressing  a  larger 
surface   of   leather   against    the    walls   of 
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the  cylinder  than  the  round  ring  will  do, 
thus  distributing  the  wear  over  a  larger 
area.  It  is  also  claimed  that  packing 
leathers  now  considered  unfit  for  service, 
on  account  of  very  small  bearing  surface 
against  the  walls  of  the  cylinder,  can  be 
placed  in  service  again  by  means  of  this 
ring,  and  will  give  as  good  service  as 
new  leather.  \\'rite  to  the  company  if 
you  would  like  to  get  their  clearly  il- 
lustrated little  folder  on  the  subject. 


lOlLCentury  Locomotives 

NOW   $2.00 


President  Tuttle,  of  the  Boston  S: 
Maine  Railroad,  declares  the  many  rail- 
road accidents  are  not  due  to  overwork- 
ing the  railroad  men  nor  to  lack  of  safe- 
guards, but  to  "brain  fag"  and  men  guar- 
anteed not  to  suffer  from  this  psychologi- 
cal disease  cannot  be  obtained.  He  thinks 
this  mj-sterious  disease  which,  he  says, 
makes  the  most  competent  trainmen  tem- 
porarily irresponsible  at  intervals,  is  one 
of  the  greatest  problems  confronting  rail- 
roads. 


There  will  not  be  any  souvenirs  at  the 
Railroad  conventions  at  Atlantic  City  this 
year,  but  that  does  not  say  that  you  can- 
not get  a  souvenir  now.  The  Fort  Pitt 
Spring  &  Manufacturing  Company,  of 
Pittsburgh,  Pa.,  are  giving  to  their  friends 
a  little  ashtray  for  home  or  office  use. 
The  centre  of  the  tray  is  stamped  so  as 
to  show  a  coil  and  an  eliptic  spring,  and 
the  whole  thing  is  very  artistic.  The 
souvenir  will  be  sent  to  any  railroad  offi- 
cial who  has  not  already  got  one.  Write 
to  the  company  if  you  have  been  left  out 
and  spring  the  request  on  them. 


The  W'estinghouse  Air  Brake  Company, 
of  Pittsburgh,  have  recently  issued  an  il- 
lustrated and  descriptive  instruction 
pamphlet  No.  5030.  It  deals  with  the  type 
K  freight  triple  valve,  and  the  booklet 
supercedes  the  issue  of  May,  1907,  on  the 
same  subject.  Those  who  desire  to  ac- 
quaint themselves  with  the  details  and 
operation  of  this  excellent  piece  of  air 
brake  mechanism  should  write  to  the  com- 
pany for  a  copy. 


The  summer  months  bring  grand  op- 
portunities for  using  up  leisure  hours 
pleasantly,  but  they  also  bring  along  the 
periods  of  the  examinations  that  obtrude 
themselves  in  front  of  promotion.  The 
Railroad  Men's  Catechism  supplies  the 
best  kind  of  help  in  climbing  over  that 
stile  and  makes  a  helpful  suggestion  on 
a  fireman's  bedroom  table. 


Angus  Sinclair  Go.  "lieU^Y'rH 


St. 


The  ash  pan  law  which  goes  into  effect 
next  January,  has  stimulated  the  design- 
ing of  new  forms  of  ash  pans,  which  can 
be  emptied  without  the  necessity  of  a  man 
going  under  the  engine.  If  there  is  a  good 
ash  pan  on  your  road,  which  fulfills  the 
conditions  of  the  law,  send  us  a  blue  print 
or  sketch  and  we  will  be  glad  to  publish 
it  in  our  columns. 
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Positively  Prevents  Brake  ^ 

Failures  Due  to  Leather  Leakage 

As  shown  by  sectional  view  of  air  brake  cylinder,  the  outer  surface 
of  J-M  Cyhnder  Packing  Expander  Ring  (marked  "The  New")  is 
perfectly  flat  instead  of  round,  as  in  ordinary  rings  (marked  "The  Old"). 
This  gives  J-M  Rings  a  bearing  surface  of  about  !•  inch  all  around  against 
a  bearing  surface  of  less  than  J  inch  m  ordinary  rmgs. 

If  a  slight  defect  exists  in  the  surface  of  leather  there  will  be  leakage 
of  air  with  the  old  style  expander  ring,  thus  considerably  reducing  the 
efficiency  of  brake,  which  will  eventually  leak  off  entirely.  Leakage 
from  this  cause  is  impossible  with  J-M  Ring,  because  it  presses  a  much 
larger  surface  of  leather  against  the  walls  of  cylinder.  This  also  increases  I 
the  wear  over  a  much  larger  area  and  in  addition  makes  it  possible  to  again  place  in  service  rings  now  considered  unfit 
for  use  on  account  of  small  bearing  surface  against  walls  of  cylinder. 

The  leather  is  always  held  in  position  with  J-M  Rings  and  air  is  not  necessary  to  set  it  out. 

Can  be  applied  to  any  standard  size  brake  cylinder   without  changing  any  parts  of  equipment. 

Our  Claims  for  J-M  Air  Brake   Expander  Ring 

Increases  life  of  packing  leather  three  fold. 

Eliminates  possibility  of  failures  due  to   packing  leather  leakage. 
.  Reduces  expense  for  leather  by  increasing  its  life. 
Increases  efficiency  of  brake  by  utilizing  immediately  the  full  pressure  applied. 

Write  nearest  Branch  for  Booklet. 

H.  W.  JOHNS-MANVILLE  CO. 
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of  leather  threefold,  as  it  distributes 
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Railway   Up   Mount  Pilatus. 

The  Alpine  railway  up  Mount  Pilatus  in 
.Switzerland  was  opened  for  traffic  in  June, 
1889.  It  has  become  very  popular  and 
its  business  has  steadily  grown  since 
Tthen.  The  road  is  substantially  built  and 
.there    are    many    safeguards    provided 


Pilatus  rises  2,070  meters  or  6,791  ft. 
above  the  level  of  the  sea,  and  the  road 
rises  441  meters  or  about  1,447  ft.  above 
the  level  of  the  lake.  The  grades  vary 
from  0.192  to  0.48.  Deep  ravines  in 
which  dashing  torrents  gush  are  trav- 
ersed by  the  pathway  of  steel,  carried  nn 


structure  of  the  track.  The  steel  ties  are 
held  solidly  to  the  masonry  by  deep  an- 
chor bolts.  The  gauge  of  the  road  is  80 
centimeters,  or  about  31  ins.,  and  many  of 
the  curves  are  about  80  meters,  or  nearly 
263  ft.  radius.  On  the  curves  the  ac- 
curate gauge  is  maintained  and  the  outer 


INCLINED    STEAM    RAILWAY    UP    MOUNT    PILATUS,  SWITZERLAND. 


which  give  a  feeling  of  security  to  the 
traveler  who  thus  makes  the  ascent  of 
one  of  the  famous  mountains  which  over- 
look the  beautiful  Lake   Lucerne. 

The    lower    level    of    the    road    is    at 

Brunig,    whence    it   winds    up    to    Alp- 

nachstad,    the    station    situated    near    the 

'highest   point   of   the   mountain.      Mount 


great  stone  arches,  the  road  often  clinging 
to  the  bare  shoulder  of  some  huge  slope 
overhanging  a  sheer  abyss.  Short,  steep 
tunnels  are  driven  through  overhanging 
masses  of  solid  rock.  The  longest  of 
these  tunnels  measures  about  318  feet. 

A  continuous  and  smooth  granite  floor 
serves  as  foundation  for  the  metallic  sub- 


rail  has  no  elevation.  The  rails  arc  made 
in  lengths  of  about  19^^  ft.  and  are 
nearly  4fi  ins.  high.  The  rail  is  held  to 
the  ties  by  two  angles  the  horizontal  por- 
tion of  which  lies  on  each  side  and  on 
the  flange  of  the  rails ;  the  whole  is  bolted 
to  the  metal  ties.  The  top  edge  of  the 
vertical  portion  of  the  angle  extends  up 
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the  web  of  the  rail,  ahuiit  half  way,  and 
thus  leaves  the  underside  of  the  rail- 
head clear,  and  on  the  underside  of  the 
rail-head,  a  shoe,  which  is  attached  to  the 
frame  of  the  car,  slides  along  when  the 
car   is   in   motion.     The   function   of   this 


entirely  on  the  tractive  effort  which  could 
be  developed  on  the  smooth  rail.  The  loco- 
motive is  placed  at  the  lower  end  of  the 
passenger  car,  which  holds  32  persons. 
The  car  is  carried  on  four  wheels,  hav- 
ing a  wheel  base  of  about  20  ft.  The  fro:it 


BRIDGE   AND   TUNNEL   ON    THE    HE.WV    CLIMB. 


shoe  is  to  prevent  the  car  from  being 
raised  off  the  rail.  In  this  way  the  wheels 
and  gears  of  car  and  rails  are  constantly 
kept  in  contact,  and  derailment  is  practi- 
cally  impossible. 

The  rack  rail  in  the  centre  of  the  road  is 
double,  that  is,  there  is  a  set  of  teeth 
standing  vertically  on  both  sides  of  the 
centre  construction.  This  centi%  con- 
struction consists  of  a  pair  of  angles  riv- 
eted to  the  metal  ties,  the  vertical  por- 
tions of  the  angles  are  riveted  to  a  chan- 
nel placed  flanges  downward,  and  on  the 
back  of  this  channel  a  special  member 
shaped  like  an  inverted  letter  U,  carries 
the  rack.  The  rack  itself  is  made  of  soft 
steel  in  sections  3  meters  long  or  nearly 
10  feet.  The  teeth  have  a  pitch  of  a  little 
more  than  j'/i  inches.  These  rack-rail 
sections  are  curved  where  necessary  in  ac- 
cordance with  the  curvature  of  the  track. 

Steam  is  used  as  the  motive  power  and 
the  engine  and  boiler  have  been  made  as 
light  as  is  consistent  with  the  work  to  be 
done.  The  driving  being  done  by  gear 
and  rack-rail,  the  engine  does  not  depend 


of  the  car  is  carried  on  swing  hangers, 
while  the  rear  axle  has  side  play  in  its 
bo.xes.  The  driving  mechanism  consists 
of  two  gear  wheels  engaging  with  the 
rack.  These  are  driven  by  a  train  of 
wheels  capable  of  multiplying  the  power. 


car  and  have  also  a  brake  action  when  the 
car  is  descending  the  grade. 

The  boiler  is  practically  a  vertical  tub- 
ular one,  inclined  so  that  there  will  be  as 
far  as  possible  little  alteration  in  water 
level  on  the  different  grades  of  the  steep 
climb.  The  boiler  is  about  6  ft.  6  ins.  high 
and  has  245  sq.  ft.  of  heating  surface.  A 
'•team  pressure  of  about  176  lbs.  is  car- 
ried. The  cylinders  are  7.9  ins.  in  diam- 
eter and  have  a  stroke  of  11.8  inches. 
.'Vbout  80  h.  p.  is  developed  by  the  engine. 

The  brake  arrangements  for  this  car 
are  very  complete,  as  upon  this  feature 
depends  the  safety  of  the  passengers  and 
the  reputation  of  the  road.  There  is  the 
ordinary  air  brake  applied  to  the  wheels 
of  the  car.  There  is  also  a  friction  brake 
on  the  crank  axle,  the  engine  never  being 
thrown  out  of  gear  with  the  driving 
mechanism.  There  is  also  a  friction  brake 
which  acts  on  the  front  gear  wheels  which 
engage  with  the  rack  rail.  This  brake  can 
be  applied  by  the  engineer,  fireman  or 
conductor  in  case  of  emergency.  A  gov- 
ernor is  applied  to  the  front  gear  wheels 
which  stops  the  rotation  of  the  gear  and 
holds  the  cars  when  the  speed  exceeds 
1.3  meters  per  second,  the  normal  speed 
being  i  meter,  or  3.281  ft.,  per  second. 
During  the  ascent,  the  front  gear  wheels 
turn  easily  along  the  rack  rail,  but  during 
the  descent  they  somewhat  drag  by  rea- 
son of  the  fact  that  a  worm  gear  is 
thrown  into  mesh  with  them.  In  this 
way  the  descent  is  automatically  retarded, 
the  governor  locks  the  gear  wheels  if  the 
speed  rises  above  the  pre-determined 
amount.  The  crew  can  also  at  any  mo- 
ment lock  the  gear  with  the  rack  rail 
and  the  engineer  can  lock  the  driving 
gear  wheels  with  the  friction  brake  on 
the   crank  axle. 

The  whole  scheme  has  been  carefully 
worked  out  and  the  Mount  Pilatus  Rail- 
way is  very  popular  with  tourists.  A 
curious  legend  is  connected  with  this 
mountain  and  accounts  for  its  name. 
Some  time  after  the  crucifixion,  Pontius 
Pilate,  the  Roman  procurator  of  Judea, 
was  deposed  and  banished.     It  is  said  he 
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and  are  at  the  locomotive  end  of  the  car. 
The  cylinders  are  horizontal  and  drive 
on  a  crank  shaft  carrying  bevel  wheels. 
A  differential  gear  is  arranged  so  that 
the  driving  motion  may  be  uniform  when 
rounding  curves.  At  the  front  are  also 
two  similar  gear  wheels  engaging  with 
the    rack.      These    assist    in    guiding    the 


was  oppressed  with  the  deepest  melan- 
choly, and  in  this  unhappy  state  wandered 
among  the  deep  ravines  and  upon  the  sol- 
itary heights  of  this  majestic  mountain, 
near  the  shores  of  that  beautiful  sheet  of 
water  amid  the  mountains,  called  Lake 
Luceme,  until  death  released  him  from  his 
mental  anguish. 
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Main    Reservoirs. 

The  main  reservoir,  the  duty  of 
which  is  to  store  the  air  compressed 
by  the  air  pump,  and  to  cool  it  to  the 
temperature  of  the  surrounding  at- 
mosphere and  collect  the  dirt  and  mois- 
ture therefrom,  is  the  recipient  of  very 
little  attention  outside  of  an  occasional 
draining  or  tightening  up. 

The  design,  capacity,  and  location  of 
the  main  reservoir  is  usually  taken  care 
of  by  the  locomotive  designer  or 
builder,  and  the  air  brake  men  are  not 
always  consulted  concerning  it,  and  the 
location  and  capacity  of  the  reservoir 
are  very  often  governed  by  the  type 
of  the  locomotive. 

The  obnoxious  practice  of  locating 
one  of  the  reservoirs  on  the  tender  is 
being  rapidly  abandoned  and  more   at- 


brake  pipe  for  the  following  applica- 
tion, the  larger  the  main  reservoir  is 
the  more  free  air  that  must  be  com- 
pressed and  the  longer  the  wait. 

Of  course,  if  the  pump  is  in  good 
condition,  as  it  alwaj's  should  be  in 
grade  service,  a  volume  of  air  will  be 
compressed  for  the  following  release 
and    recharge. 

Less  main  reservoir  volume  is  re- 
quired to  operate  the  brake  when  the 
type  "K"  triple  valve  is  used,  because  but 
about  one-half  of  the  brake  pipe  pres- 
sure that  was  formerly  wasted  at  the 
brake  valve  now  enters  the  brake  cylin- 
ders and  results  in  a  saving  of  air.  and 
as  this  action  gives  much  more  brak- 
ing power  for  the  same  pounds  in  re- 
duction, air  is  used  less  expansively  and 
the  less  reservoir  volume  is  required. 


candescent  lamps  used  in  lighting  the 
buildings  were  made  to  glow  by  the  trans- 
mission of  current  carried  through  the 
air  by  what  we  are  now  in  the  habit  of 
describing  as  "wireless." 

The  lamps  themselves  were  connected 
by  wires  in  the  building  in  the  usual  way. 
but  a  mast  with  an  aerial  wire  suitably 
placed  received  current  from  the  govern- 
ment wireless  station  at  Fort  Omaha,  five 
miles  away,  and  the  lamps  in  the  audi- 
torium were  kept  burning  in  this  way  for 
four  hours. 

The  system  by  which  this  interesting 
experiment  was  made  was  devised  by  Dr. 
Frederick  Millener,  the  electrical  expert 
of  the  Union  Pacific  Railroad  at  Omaha. 
In  our  June.  1908,  issue,  page  233,  we  gave 
an  account  of  the  operation  of  a  truck 
which  was  made  to  move  about  over  the 
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tention  is  being  paid  to  piping  arrange- 
ment and  capacity.  There  is,  however, 
a  possibility  of  overdoing  tlie  matter 
of  capacity  in  freiglit  service. 

For  freight  service  a  capacity  of  not 
less  than  50,000  cubic  ins.  is  recom- 
mended and  100,000  cubic  ins.  would 
not  be  too  much  if  the  air  pump  is  in 
good  condition  and  a  release  in  grade 
service  results  in  almost  a  full  brake 
pipe  pressure  shortly  after  equalization. 
But  if  the  main  reservoir  and  brake  pipe 
pressures  equalize  at  a  considerably 
lower  figure  than  feed  valve  is  adjusted 
to  maintain,  the  pump  will  be  com- 
pelled to  compress  a  considerable  quan- 
tity of  air  before  the  brake  system  is 
ready  for  the  following  application. 

If  it  is  at  any  time  necessary  to  wait 
for   the    pump    to   compress   air   in    the 
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The  volume  of  course  must  be  suf- 
ficient to  allow  the  compressed  air  to 
cool,  and  to  then  keep  it  cool  depends 
to  a  great  extent  upon  the  piping  ar- 
rangement and  this  can  be  looked  after 
hy  air  brake  men  if  the  location  and 
capacity  cannot.  The  reservoir  should 
have  but  two  connections,  the  inlet  and 
the  outlet,  and  they  should  be  sep- 
arated as  far  as  possible. 

Connecting  small  pipes  for  the  gov- 
ernor or  Sanders  direct  to  the  reservoir 
is  decidedly  objectionable. 


I  III.      M  '1  l«  'K     I  U        -KAIIAVAV     AND 

tracks  in  the  Omalia  yard  of  the  U.  P. 
by  means  of  wireless  control  from  the 
office. 


Wireless   Lighting. 

Not  long  ago  an  exhibition  of  electrical 
apparatus,  held  at  Omaha,  Neb,,  was 
lighted  entirely  without  metallic  connec- 
tion with  any  power  house.    The  4,000  in- 


Mr.  W.  J.  Harahan,  of  the  Erie,  speak- 
ing before  the  -New  York  Railroad  Club 
recently,  gave  this  piece  of  sound  common 
sense  advice:  If  one  is  not  in  full  posses- 
sion of  knowledge  of  any  particular  de- 
tail, it  is  the  greatest  mistake  not  to  ask 
questions  so  as  to  become  so.  It  is  not  a 
lowering  of  dignity,  nor  an  indication  of 
incompetency  to  have  to  ask  for  informa- 
tion, in  fact,  much  can  often  be  learned 
from  even  the  men  of  the  lowest  grade  by 
intelligent  questioning.  Any  other  prin- 
ciple of  conduct  usually  results  in  an 
ostrich  act  on  the  part  of  the  one  who  at- 
tempts it,  his  ignorance  being  easily 
apparent. 
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MACHINE  FOR  TESTING  RAILWAY  RAILS 


A  very  notable  rail  testing  machine 
has  recently  been  designed  by  the 
Pennsylvania  Steel  Company  and  the 
results  so  far  secured  are  of  the  high- 
est scientific  value  not  only  to  the  rail- 
maker,  but  to  railroad  companies  as 
well.  Our  first  illustration  shows  the 
rail  testing  machine  in  its  original  form, 
Fig.  I.  It  consists  of  a  heavy  circular 
cast  iron  girder  about  20  ft.  in  diam- 
eter. Upon  this  frame  three  rails,  bent 
to  the  required  curve,  are  secured. 

In  the  original  machine  the  revolving 
arm  is  driven  by  an  electric  motor. 
The  ends  of  the  revolving  arm  are  car- 
ried on  two  33-in.  M.  C.  B.  car  wheels, 
and  the  whole  is  made  to  sweep  round 
and  round  and  round.  The  wheels  have 
independent  axles  and  carry  the  load 
of  the  revolving  arm  and  the  centre 
steady  pin.  This  pin  is  also  used  to 
transmit  the  rotary  motion  to  the  re- 
volving arm  through  bevel  gearing, 
directly  connected  to  the  axle  shaft  of 
a  50  h.p.  motor.  The  pressure  upon 
the  wheels  can  be  regulated  by  the  ten- 
sion of  a  strong  spring  mounted  on 
the  revolving  arm.  To  eliminate  as 
far  as  possible  the  friction  between  the 
stationary  spring  and  revolving  arm, 
ball  bearings  are  placed  between  them. 


ily  reproduced  by  the  machine.  Three 
rails  of  different  grades  of  steel  are 
here  tested  and  standard  angle  bars 
or  fish  plates  arc  used  to  fasten  them 
together.  The  comparative  wear  of 
three  different  kinds  of  steel  rails  un- 
der absolutely  identical  conditions 
readily  becomes  apparent. 

The  later  form  of  testing  machine, 
Fig.  2,  contains  some  interestmg  improve- 
ments. The  feature  just  described, 
that  of  rotating  the  revolving  arm  by 
power  applied  to  the  centre  pin,  is  re- 
tained for  reproducing  conditions  simi- 
lar to  those  encountered  by  a  loaded 
car  when  being  hauled  over  the  road 
by  a  locomotive.  The  principal  feature 
of  the  second  machine,  however,  is  that 
the  wheels  can  be  made  to  revolve  by 
motors,  through  shaft  and  gear  wheels, 
so  as  to  act  as  driving  wheels.  The 
load  on  these  drivers  can  be  varied  as 
before  and  the  end  play  of  the  axles 
allows  for  the  reproduction  of  flange 
friction  due  to  the  centrifugal  force  of 
the  wheels,  and  this  can  be  augmented 
or  diminished  by  the  action  of  a  spring 
at  the  inner  end  of  each  axle.  Short 
wooden  ties  are  used  in  the  improved 
machine  and  these  carry  the  rails.  The 
three  rails  of  different   grades  of  steel 


FIG     I      OUIGIN.M.    FORM    OP   R.MI-  TESTING  M.^CHINE,  SHOWING  DRIVING  GE.AR 

HELOW    CENTRE-riN. 


It  is  evident  that  not  only  can  the 
pressure  of  the  wheels  on  the  rails  be 
altered  as  desired,  but  the  speed  of  ro- 
tation of  the  revolving  arm  causes  vari- 
ation of  the  flange  pressure  against  the 
rails  according  as  the  centrifugal  force 
becomes  greater  or  lesser.  This  can 
be  increased  by  the  pressure  of  springs 
at  the  end  of  the  axles.  Sufficient 
end  play  is  allowed  on  each  axle  for 
this  purpose.  The  conditions  of  heavy 
railroad  traffic  on  a  curve  are  thus  eas- 


are  painted  red,  yellow  and  white,  for 
easy  distinction.  If  desired,  the  rails 
can  be  fastened  directly  to  the  iron 
frame,  which  is  so  designed  that  even 
under  these  conditions  a  slight  wave 
motion  in  the  rails,  due  to  the  advance 
of  the  heavily  loaded  wheels  is  per- 
ceptible. The  maximum  speed  at 
which  the  machine  is  designed  to  run 
is  85  revolutions  a  minute,  which  gives 
a  train  speed  to  the  car  wheels  of  60.94 
miles    an    hour.      Intermediate    speeds 


can  be  used  to  produce  the  conditions 
of  freight  or  passenger  traffic. 

The  vertical  pressure  exerted  by 
each  car  wheel  on  the  rail  due  to  the 
dead  load  is  11,500  lbs.,  and  by  the  ad- 
justment of  the  springs  mounted  above 
the  revolving  arm  this  can  be  in- 
creased by  any  amount  up  to  30,000 
lbs.,  making  the  maximum  vertical 
pressure  41,500  lbs.  There  is,  of 
course,  lateral  pressure  on  the  head  of 
the  rail  due  to  the  centrifugal  force  of 
the  moving  wheel  and  axle.  This  va- 
ries from  450  lbs.  at  10  revolutions  up 
to  32,800  lbs.  at  8s  revolutions.  By  ad- 
justing the  spring  on  each  axle  this 
can  be  increased  by  any  amount  up  to 
15,000  lbs.  The  maximum  lateral  pres- 
sure which  can  be  exerted  by  each 
wheel  varies  from  15,450  lbs.,  at  10  rev- 
olutions, to  47,800  lbs.  at  85  revolutions 
a  minute. 

With  this  machine  it  is  possible  to 
not  only  equal  but  to  surpass  the  traffic 
borne  by  any  rail  or  set  of  rails  used 
on  even  the  busiest  of  our  steam  roads 
to-day.  As  an  example  of  maximum 
traffic  conditions:  The  tables  of  car 
movement  over  the  horseshoe  curve 
of  the  Pennsylvania  Railroad,  one  of 
the  points  of  greatest  main  line  traffic 
congestion  in  the  United  States,  show 
that  an  average  of  2,600  cars  per  day 
pass  over  each  freight  track  at  this 
point.  This  means  that  each  rail  in  the 
track  is  subject  to  the  daily  wear  from 
10,400  wheels.  A  corresponding  wear 
is  given  the  rails  in  this  machine,  when 
the  revolving  arm  and  the  wheels  are 
running  at  30  revolutions  a  minute,  in 
less  than  three  hours,  and  a  week's 
wear  can  be  had  in  less  than  a  day. 
With  the  arm  of  this  machine  making 
30  revolutions  a  minute,  the  wheels  are 
traveling  at  a  train  speed  of  211/2  miles 
an  hour,  which  is  above  the  average 
speed  of  a  freight  train  on  the  horse- 
shoe curve. 

Other  possibilities  of  test  open  up 
as  the  scientific  value  of  this  unique 
machine  is  developed.  The  wheels  are 
even  now  equipped  with  air  brakes, 
and  the  value  of  various  kinds  of  brake 
shoes,  the  effect  of  skidded  wheels,  the 
damage  done  by  flat  spots  can  be  re- 
produced and  studied.  It  will  also  be 
possible  to  see  the  effect  of  drivers 
constantly  slipping  at  a  given  point,  as 
(>n  a  grade,  and  this  may  be  made  ap- 
parent not  only  on  the  rail,  but  on  the 
wheel  itself.  In  fact  all  sorts  of  wheel 
tests  can  be  made  on  this  machine.  By 
altering  the  speed  at  which  each  wheel 
is  driven  the  so-called  mysterious  drag- 
ging action  produced  by  drivers  "slip- 
ping shut  off"  can  be  brought  about. 
Bad  counterbalancing  can  be  made  to 
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show  its  hammer  blow  effects  on  the 
tracks.  It  may  be  said  that  practically 
all  the  relations  of  wheel  and  rail  in 
service  conditions  can  be  viewed  at 
close  range  and  with  the  time  required 
to  produce  the  effects  reduced  as  never 
before.     In  fact  the  power  of  observa- 


inch  in  44  days,  the  cast  Manard  rail 
gave  about  Yz  inch  wear  after  a  period 
of  over  six  years.  The  rolled  Manard 
rail  which  has  now  been  produced  bids 
fair  to  greatly  outlast  the  Bessemer  or 
the  carbon  rails.  The  Manard  rail, 
however,    costs    about    four    times    as 


credit  to  his  e.xalted  office,  which  he 
reached  by  the  way  of  both  sides  of  the 
cab,  the  master  mechanic's  office,  superin- 
tendent and  so  on,  is  very  ready  to  pub- 
licly express  the  great  help  he  received 
from  engineering  books  and  publications 
of  our  own  kind.     In  the  course  of  con- 


FIG.  2.     LATEST  FORM  OF  R.ML  TESTING  1\L\CHINE.     WHEELS  DRIVEN   BY   MOTORS. 


tion  is  here  concentrated  with  almost 
the  accuracy  and  intensity  of  a  close 
examination  made  with  the  aid  of  a 
searchlight. 

One  of  the  objects  which  the  de- 
signers of  this  testing  machine  had  in 
view  was  to  ascertain  the  relative  wear- 
ing quality  of  their  new  Manard  rails 
as  compared  with  the  ordinary  Besse- 
mer rails  or  high  carbon  open  hearth 
steel  rails.  The  name  Manard  is  made 
up  of  the  three  first  letters  of  the  word 
manganese,  and  the  termination  "ard" 
is  the  last  part  of  the  word  "hard." 
Manard  steel  is  therefore  hard  manga- 
nese steel  and  it  has  been  used  exten- 
sively during  the  last  eight  years  or 
more  in  the  form  of  castings  for  frogs, 
switches  and  street  railway  special 
work,  dredger  parts,  crusher  jaws,  coal 
breaker  rolls,  and,  in  fact,  wherever 
severe  wear  and  shock  conditions  had 
to  be  met.  Manard  steel  possessed  all 
the  essential  qualities  demanded  of 
rails  subjected  to  exacting  traffic  con- 
ditions, but  the  difficulties  in  the  way 
of  rolling  so  peculiar  a  material  were 
assumed  to  be  insurmountable.  After 
years  of  experimenting  and  investiga- 
tion, a  rolling  process  has  been  devised. 

The  Boston  Elevated  Railroad  some 
years  ago  found  that  cast  Manard  rails 
had  more  than  fifty  times  the  life  of 
ordinary  Bessemer  steel  rails.  On  a 
particular  curve  of  82  ft.  radius  where 
a  Bessemer  rail  showed  a  wear  of  about  J4 


much  as  the  Bessemer,  but  even  on  the 
basis  of  the  life  of  each  as  50  to  l,  the 
ultimate  economy  easily  rests  with  the 
IManard  rail. 

The  testing  of  the  various  kinds  of 
steel  rails  which  may  be  placed  on  the 
machine  we  have  described,  will  give 
for  all  practical  purposes  the  actual 
value  of  each  as  far  as  wear  resisting 
qualities  are  concerned,  and  with  such 
data  before  them,  railways  will  be  able 
to  so  distribute  the  kind  of  rails  used 
on  tangent,  on  easy  curves  and  on 
sharp  curves  with  heavy  or  light  traffic 
so  as  to  obtain  greater  uniformity  of 
track  life,  if  one  may  so  say,  although 
the  rails  at  different  points  may  vary 
greatly  in   composition  and  in  price. 


Rise  of  the  Engineer. 

There  was  a  time,  not  so  very  remote 
either,  when  it  was  popular  for  engineers 
and  other  train  men  to  boast  that  they 
had  never  learned  anything  concerning 
their  business  from  books.  People  of  that 
kind  never  learned  anything  more  about 
their  business  than  what  could  be 
acquired  by  repeating  the  operations  they 
had  seen  others  perform.  The  engineers 
of  this  class  acquired  the  title  of  the 
starter  and  stopper  and  their  standing 
among  their  fellow  workmen  accorded 
with  their  ignorance.  That  class  of  per- 
son had  a  tendency  to  lower  the  popular 
estimate  of  our  engineer's  ability. 

A   railroad  general   manager,   who  is  a 


versation  with  that  gentleman  some  years 
ago  he  said : 

"There  is  no  mistake  but  the  engineer 
is  every  day  becoming  a  more  important 
person.  When  I  was  on  the  road  the  en- 
gineer received  no  consideration  com- 
pared to  that  extended  to  the  conductor. 
If  there  was  a  very  important  train  to 
be  run,  where  the  making  of  time  was  of 
unusual  consequence,  the  best  conductor 
on  the  road  was  selected  and  upon  him 
devolved  the  responsibility  of  getting  the 
train  along.  Even  in  snow-fighting  expe- 
ditions, the  conductor  was  looked  upon 
as  a  great  help  in  getting  a  division 
cleared.  You  remember  having  Conduc- 
tor McConway  sent  out  to  help  you  >n 
clearing  the  Pacific  division?  You  also 
remember  that  he  made  himself  com- 
fortable all  the  time  hugging  the  way 
car  stove,  but  carried  away  full  honors 
for  the  good  bucking  of  snow  drifts  done 
by  the  plow  in  front  of  your  engine." 

The  year  after  year  addition  to  the 
mechanism  carried  by  the  locomotive  has 
been  fatal  to  the  supremacy  of  the  con- 
ductor, and  put  the  engineer  into  the  posi- 
tion of  credit  to  which  his  skill  and 
knowledge  entitles  him.  When  railroad 
management  progresses  to  the  point 
where  ability,  merit  or  value  of  services 
performed  by  men  in  the  motive  power 
department  pushes  them  into  the  higher 
positions,  enginenicn  will  be  made  more 
conspicuous  in  high  places  than  they  have 
been  in  the  past. 
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Flexure   of   Staybolts. 

A  new  form  of  flexible  staybolt  has 
recently  been  designed  by  Mr.  H.  V. 
Willie,  assistant  to  the  superintendent  of 
the  Baldwin  Locomotive  Works.  In 
speaking  of  his  form  of  staybolt  before 
the  members  of  the  American  Society  of 
Mechanical  Engineers,  he  said  among 
other  things  that  iron  is  universally   em- 


steels  can  readily  be  used  in  the  stem  of 
the  bolt  here  described. 

The  stem  of  the  bolt  is  flexibly  secured 
to  the  end  in  one  of  the  customary  ways, 
but  the  flexibility  of  the  bolt  does  not  de- 
pend upon  a  flexible  connection.  This 
bolt  is  flexible  as  a  spring  is  flexible,  in 
that  it  can  be  deflected  to  meet  the  re- 
quirements  of   service   without   exceeding 
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ployed  in  the  manufacture  of  these  bolts 
but  that  it  was  not  good  practice  to 
exceed  a  fiber  stress  of  12,000  lbs.  to  the 
square  inch. 

Staybolts  in  the  zone  which  meets  the 
expansion  of  sheets  are  stressed  above 
the  elastic  limit  and  must  fail  at  the 
point  where  the  bending  moment  is  great- 
est. These  fractures  are  in  detail,  that  is, 
they  begin  in  a  minute  surface  crack  at 
the  base  of  a  thread  and  gradually  ex- 
tend inward.  Manufacturers  of  staybolt 
materials  have  endeavored  to  meet  the 
conditions  by  specially 
piled  iron  arranged  with  a  pj^r-— -^''"'''"''' 
view  of  arresting  the  ex- 
tension of  the  initial  frac- 
ture. 

The  form  of  fagot  from 
which  this  kind  of  iron  is 
made  consists  of  central  section  of  small 
bars  and  an  envelope  of  flat  plate,  has  met 
with  much  success  in  this  class  of  service. 

Mr.  Willie's  contention  is  that  the  rem- 
edy for  staybolt  failure  is  not  to  be  found 
in  the  use  of  slow-breaking  material,  but 
lies  in  the  employment  of  material  of  suf- 
ficiently high  elastic  limit  to  meet  the  con- 
ditions of  service.  Stay-bolt  material, 
however,  must  possess  sufficient  ductility 
to  enable  the  ends  to  be  really  hammered 
over  to  make  a  steam-tight  joint  and  to 
afford  additional  security  against  pulling 
through  the  sheets.  To  meet  these  condi- 
tions the  bolt  illustrated  in  Fig.  I  has 
been  designed  by  Mr.  Willie,  and  he  says 
the  stem  is  of  the  same  grade  of  steel  as 
that  used  in  manufacture  of  springs.  It 
is  oil-tempered  and  will  safely  stand  a 
fiber  stress  of  100,000  lbs.  per  square  inch. 
Its  high  elastic  limit  makes  it  possible  to 
reduce  the  diameter  to  J^  or  7/16  in. 
or  even  less.  The  ends  are  of  soft  steel, 
and  it  is  thus  possible  to  apply  and  head 
up  the  bolt  in  the  usual  manner.  The  em- 
ployment of  a  stem  of  the  diameter  indi- 
cated reduces  the  fiber  stress  in  flexure 
to  less  than  one-half  that  in  the  ordinary 
type  of  bolt  and  it  is  of  material  capable 
of  being  stressed  to  a  high  degree.  It 
has  hitherto  been  impossible  to  employ  in 
staybolts  any  of  the  steels  containing 
chromium,  nickel,  vanadium  or  other  met- 
aloid  possessing  properties  especially 
adapted  to  this  class  of  work,  but  these 


the  elastic  limit.  In  fact  the  stem  may 
be  of  a  number  of  pieces,  either  of 
plates  or  small  rods,  thus  increasing  its 
llexibility. 

Mr.  Willie  gives  a  table  of  the  actual 
breaking  strength  of  staybolts  in  which 
a  i-in.  iron  staybolt  with  a  tensile  strength 
of  32,500  lbs.  broke  after  6,000  vibrations ; 
another  %-in.  iron  bolt  with  24,500  lbs. 
tensile  strength,  broke  at  5,200  vibra- 
tions; while  the  Willie,  spring  steel  stay-' 
bolt,  with  l-in.  ends  and  7/16-in.  stem, 
had  a  tensile  strength  of  32,000  lbs.   and 
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successfully  withstood  500,000  vibrations. 
These  bolts  have  been  used  in  locomotive 
boilers  on  a  number  of  roads,  and  have 
been  in  service  on  one  of  the  worst 
divisions  of  the  Santa  Fe  for  some  time 
and  have  given  every  satisfaction. 


Technical    Education   in    Canada. 

Now  that  the  importance  of  technical 
education  is  everywhere  acknowledged,  it 
is  hard  to  believe  that  the  movement  to 
establish   technical   schools   was   once   not 


know  it  was  taught  only  by  apprentice- 
ship. The  first  international  exhib'tion 
in  the  world,  held  in  London  in  1851, 
directed  public  attention  in  England  to  the 
possibilities  of  scientific  invention  and 
scientifically  directed  industry.  The  in- 
terest so  awakened  took  the  form  in  the 
first  instance  of  an  attempt  to  teach  ele- 
mentary science  to  the  artisan. 

In  the  United  States,  scientific  education 
followed  the  German  model  more  closely 
than  that  in  England.  When  the  need  for 
technical  education  began  to  make  itself 
felt  in  Ontario  a  commission  was  ap- 
pointed to  study  the  problem  as  it  was 
being  solved  in  the  United  States.  The 
commissioners  were  Dr.  J.  Geo.  Hodgins, 
then  deputy  superintendent  of  education, 
and  Dr.  McHattie.  As  a  result  of  their 
report  a  bill  was  introduced,  into  the 
legislature  of  the  province  of  Ontario  in 
1S71,  establishing  a  College  of  Technology 
for  the  teaching  of  mathematics,  chem- 
istry, modern  languages,  civil  and  mechan- 
ical engineering  and  drawing.  In  1877  the 
College  of  Technology  was  transformed 
into  the  School  of  Practical  Science  and 
a  suitable  building  was  erected  on  the 
university  grounds.  In  1892  the  school 
of  Practical  Science  was 
definitely  made  part  of 
the  university,  and  be- 
came the  faculty  of  Ap- 
plied Science  and  Engi- 
neering of  the  University 
of  Toronto. 
One  of  the  commissioners  already  re- 
fered  to.  Dr.  J.  Geo.  Hodgins,  is  still 
in  active  service  in  the  Education  De- 
partment of  Ontario.  He  is  the  oldest 
man  in  the  civil  service  of  Canada,  having 
become  connected  with  the  department  in 
1844.  He  is  the  father  of  Mr.  Geo.  S. 
Hodgins,    managing    editor    of    Railway 

AND   LoCO.MOTIVE    ENGINEERING.      Dr.    Hod- 

gins  of  Toronto  was  several  years  ago 
made  a  member  of  Imperial  Service 
Order  by  King  Edward   VII   in  recogni- 
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only  thought  to  be  unnecessary,  but  was 
actually  opposed.  Dr.  W.  H.  Ellis,  pro- 
fessor of  Applied  Chemistry  in  the  Uni- 
versity of  Toronto,  Canada,  writing  in 
the  February  issue  of  Applied  Science,  has 
pointed  out  that  up  to  the  middle  of  the 
ninetenth  century  no  attention  was  paid  in 
England  and  very  little  in  America  to  the 
organized  teaching  of  science,  and  in  par- 
ticular to  science  in  its  application  to  in- 
dustry. 

Up  to  that  time  chemistry  had  been 
looked  upon  as  part  of  the  medical  cur- 
riculum, and  outside  of  military  engin- 
eering,  the   science  of  engineering  as   we 


tion  of  his  long  and  efficient  service  in  the 
cause  of  popular  education. 


One  of  the  road  foremen  of  engines  of 
a  leading  trunk  line  writes  us  concerning 
The  Railroad  Men's  Catechism :  "It  is  a 
very  nice,  neat  compact  little  volume,  and 
there  is  a  good  deal  of  valuable  informa- 
tion in  it.  I  have  a  good  many  different 
kinds  of  question  books,  but  I  find  this  is 
so  compact  and  easily  carried  in  the 
pocket  that  it  makes  it  more  valuable. 
Every  fireman  should  have  one  of  these 
books,  as  it  would  certainly  help  him  to 
answer  his  examination  questions." 
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General  Correspondence 


Valve   Motion. 
Editor; 

There  is  no  subject  in  connection  with 
locomotive  designing  or  repair  work  that 
is  more  interesting  than  the  details  of 
the  valve  motion.  It  is  a  sttbject  that 
carried  with  it  a  certain  amount  of  mys- 
tery years  ago,  but  which  is  understood  to 
a  great  extent  to-day.  The  object  the 
writer  has  in  view  is  to  bring  out  some  of 
the  features  of  the  subject  which  are  of 
most   interest   to   locomotive   engineers. 

Many  engineers  have  a  hobby  on  some 
particular  part  of  the  valve  motion,  such 
as  believing  in  a  large  amount  of  lead ; 
wanting  e.xhaust  clearance,  or  long  lap, 
etc.  As  a  inatter  of  fact,  what  might  be 
beneficial  with  one  design  might  not  be  at 
all  satisfactory  with  another.  If  we  were 
to  select  the  most  important  feature  of  the 
valve  operation,  we  would  say  it  was 
"travel,"  because  a  change  in  the  travel  of 
the  valve  brings  with  it  changes  in  all  the 
functions  of  the  valve.  The  character  of 
the  service  is  another  matter  which  should 
receive  consideration.  When  the  engineer 
asks  for  more  lead,  he  refers  to  full 
stroke.  If  he  would  ask  for  more  lead  at 
a  certain  cut-off,  it  would  be  a  more  rea- 
sonable request.  We  all  know  that  lead 
is  the  distance  the  valve  opens  the  steam 
port  when  the  piston  is  at  the  end  of  its 
travel,  either  front  or  back,  which  means 
that  the  steam  is  admitted  into  the  cylin- 
der before  the  piston  has  finished  the 
stroke.  In  starting,  and  at  slow  speeds, 
we  can  readily  understand  that  this  is  un- 
desirable, and,  instead  of  making  the  en- 
gine quick  to  start,  has  a  tendency  to  re- 
tard the  movement  of  the  piston  at  the 
completion  of  its  stroke. 

If  we  should  disconnect  one  side  of  a 
locomotive  and  place  the  other  side  on  one 
of  its  dead  centers,  we  could  not  start  the 
light  engine — not  because  we  could  not  get 
sufficient  steam  pressure  against  the  piston 
head,  but  because  we  could  not  get  the  use 
of  the  pressure  due  to  lack  of  leverage. 
It  is  the  same  as  applying  an  equal  pres- 
sure on  both  of  the  main  driving  axles, 
which  we  know  would  not  give  any  re- 
sult. If  we  uncovered  the  entire  port  on 
that  end  of  the  cylinder,  the  result  would 
be  the  same.  What  is  lead  good  for,  then? 
It  is  good  for  use  as  the  engine  increases 
in  speed  when  the  time  is  limited  in 
which  to  get  the  steam  into  the  cylinder ; 
the  faster  the  speed,  the  greater  require- 
ment in  this  respect.  And  as  the  speed 
increases,  the  results  of  greater  lead  are 
also  beneficial,  such  as  earlier  cut-off, 
earlier  exhaust  and  greater  compression. 
The  question  then  arises,  how  arc  we  to 


get  sufficient  lead  when  running  at  sliort 
cut-off  if  we  must  not  have  lead  in  full 
gear?  With  the  Walschaerts  motion  our 
lead  is  always  the  same,  and  its  motion  is 
not  as  good  for  starting  a  heavy  train  as 
the  shifting  link  motion.  With  the  latter 
the  easiest  way  to  get  the  results  men- 
tioned— that  is,  no  lead  in  full  gear  and 
sufficient  lead  at  short  cut-off — is  to  give 
the  back  motion  eccentric  %  to  J4  '"■  lead. 


would  tell  them  if  the  lever  was  hooked 
up  too  high,  indicating  excessive  compres- 
sion, causing  engine  to  ride  hard  and 
pound  if  there  were  lost  motion  in  rods 
and  bo.xes.  With  such  an  engine,  instead 
of  increased  lead  in  back  motion,  the  re- 
sults would  be  better  to  go  into  negative 
lead  in  the  forward  motion. 

After  an  association  with  engineers  of 
experience    covering    a    period    of    fifteen 
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depending  on  radius  of  link,  travel,  etc., 
which  will  increase  the  lead  in  forward 
motion  as  the  reverse  lever  is  brought 
towards  the  center  notch.  In  considering 
this  matter,  the  conditions  affecting  differ- 
ent styles  of  valve  motions  should  not  be 
overlooked,  as  what  would  be  a  proper 
arrangement  for  one  class  would  not  do 
for  another.  For  instance,  some  roads 
give  forward  motion  as  high  as  '/i  in. 
negative  lead  and  set  the  back  motion  line 
and  line.  The  comparative  results  are 
similar. 

.Ml  engineers  have  Iiandled  engines  that 


years,  we  are  convinced  that  the  most  suc- 
cessful engineers  and  those  who  have  their 
valve  motion  in  the  best  condition  arc  the 
men  who  bring  the  reverse  lever  back 
to  the  running  notch  gradually.  By 
handling  an  engine  in  that  manner,  less 
strain  is  placed  on  the  valve  motion,  which 
means  a  freer  action  of  the  engine  and 
less  wear  and  tear  on  the  motion  work 
parts. 

For  the  same  reason,  we  believe  firmly 
in  a  "light"  throttle  policy.  There  is  an- 
other good  reason  which  is  connected 
with  the  valve  motion  question,  however. 
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It  is  one  which  affects  the  economical  op- 
eration of  the  engine.  If  we  admit  steam 
to  cylinders  at  a  lower  pressure  than 
boiler   pressure    and   by   using   it   a    little 


UN    THE   ■■SHASTA    ROUTE"   AT    SISSONE, 
CAL. 

longer  get  the  same  or  better  results,  the 
steam  will  be  exhausted  at  a  lower  pres- 
sure, making  it  easier  to  get  rid  of  it  and 
representing  less  of  a  loss  than  is  the  case 
with  wide-open  throttle.  The  engine  will 
steam  better,  will  use  less  water  and  coal. 

The  questions  of  lap  and  inside  or  ex- 
haust clearance  are  questions  which  must 
be  decided  after  considering  the  nature  of 
the  roadbed  and  the  service  requirements, 
A  long  lap  is  economical,  but  not  always 
advisable,  the  service  often  requiring  a 
sacrifice  i:i  economy  to  get  the  desired  re- 
sults. The  same  is  true  of  inside  or  ex- 
haust clearance.  It  is  only  engines  which 
have  long,  fast  runs  which  require  ex- 
haust clearance.  It  is  also  a  sacrifice  in 
economy  because  it  allows  the  exhaust  to 
take  place  earlier  in  the  stroke,  or,  in 
other  words,  we  do  not  use  the  steam  as 
long. 

We  often  hear  engineers  inquiring  about 
the  merits  of  the  outside  valve  motion. 
It  seems  to  be  a  favorite  with  them  be- 
cause it  is  handy  to  get  at  to  oil  or  in- 
spect, and  it  runs  along  without  much  re- 
pair. These  are  the  features  from  an  en- 
gineer's standpoint.  It  also  does  away 
with  large  eccentrics  and  straps  under  en- 
gine, which  are  a  source  of  continual 
trouble;  the  adjustments  of  the  motion  are 
easier  to  make,  one  adjustment  taking  care 
of  both  motions;  the  repairs  in  engine 
houses  are  cut  out  almost  entirely,  and  the 
repairs  in  the  shop  are  brought  down  to  a 
low  figure.  If  the  Walschacrts  motion  is 
repaired  in  good  shape  and  put  u  care- 
fully with  trams  of  the  proper  length,  it  is 
not  necessary  to  even  run  the  valves  over. 
The  various  forms  of  this  outside  motion 
do  not  complicate  it  to  any  extent,  the  po- 
sition of  the  eccentric  arm  being  depend- 
ent upon  whether  the  valve  is  outside  or 
inside  admission  and  whether  the  motion 
is  direct  or  indirect  in  the  forward  mo- 
tion. At  all  points  except  the  engine  cen- 
ters, forward  and  back  motion  are  direct- 
ly opposite,  which  is  the  reason  that  one 
eccentric  rod  serves  both  motions,  the  link- 
being  "stationary"  and  acting  as  a  rocker 
arm.  The  crosshead  lever  and  combina- 
tion lever  regulate  the  position  of  valve  at 


the  beginning  of  the  stroke,  which  posi- 
tion is  the  same  whether  forward  or  back 
motion.  The  quickest  way  to  understand 
this  motion  is  to  get  the  above  idea  and 
study  the  balance  of  the  relationship  of 
the  various  levers  gradually. 


Columbus,  Ohio. 


Shop  Foreman. 


Old-Time   Engines. 

Editor : 

I  enclose  some  prints  of  some  old  en- 
gines which  I  have  photographed  at 
various  times.  Knowing  that  many  of 
your  readers  like  to  see  pictures  of  the 
old  wood  burners,  I  thought  perhaps  you 
might  want  to  use  one  or  more  of  them.. 
I  have  numbered  the  prints  on  the  backs 
and  such  information  as  I  can  give  is  as 
follows : 

No.  I.  These  engines  drew  a  train  on 
the  "Shasta  Route"  in  July,  1897,  and  this 
snapshot  I  took  as  the  train  was  stopping 


B.    L.    &    N.    "STONEHAM." 

at  "Sissone,"  Cal.  These  are  good 
samples  of  the  diamond  stack.  '  They 
burned  wood. 

No.  2.  This  is  a  picture  of  one  of  the 
last  woodburners  that  I  have  seen  in  the 
Northeast.     It  is  a  narrow  gauge  locomo- 


OLD    TIME    "ARIEL."     1855.    ■ 

live  at  Brattleboro,  Vt.,  August,  1899. 
The  road  extended  from  Brattleboro  to 
South  Londonderry,  but  has  since  been 
changed  to  standard  gauge. 

No.  3.  The  old  "Stoneham,"  which  ran 
between  Boston  and  Woburn,  Mass.,  on 
the  old  B.,  L.  &  N.,  when  Woburn  was  on 
a  branch  from  Winchester. 

No.  4  is  a  copy  from  an  old  and  rare 
lithograph  of  an  old  timer,  "The  Ariel,'" 
made  in  1855  by  the  Lowell  Machine 
Shop.  Doubtless  some  of  your  readeis 
could  tell  her  history. 

Hingham,  Mass.      ^^^-  ^^-  K'""-^'-'- 


Choked  Nozzles. 

Editor: 

Your  question  on  page  199  of  May 
number :  "What  is  the  most  urgent  need 
that  waits  unsupplied  for  locomotive 
service?" 


The  last  information  I  have  on  the  sub- 
ject estimated  the  consumption  of  fuel 
of  U.  S.  locomotives  at  $400,000,000 
per  year,  an  acknowledged  waste  of  35  to 
50  per  cent.  One  railroad  running  out  of 
Denver  has  paid  $390,000  for  fires  set  by- 
locomotive  sparks   in  the  last  five  years. 

The  efficiency  of  most  locomotives  has 
been  reduced  by  about  60  per  cent,  by 
choked  nozzles  creating  excessive  "back 
pressure,"  and  consequent  high  compres- 
sion. 

The  most  urgent  need  is :  A  complete 
"front  end"  that  will  create  more  perfect 
combustion  in  the  fire-box  without  the  use 
of  brick  arch  automatic  stoker,  or  other 
superfluities,  and  do  so  without  choking 
the  nozzle  beyond  what  is  necessary  back 
pressure  for  a  cushion  in  the  cylinders. 
J.  A.  EsoN, 
Engineer  C.  &  S.  Ry. 

Denver,  Colo. 


General   Foremen's   Convention. 

Editor: 

The  International  Railway  General 
Foremen's  Association  meets  in  Chicago, 
Lexington  Hotel,  June  i  to  5  inclusive. 
The  headquarters  of  the  association  will 
be  in  the  Red  Parlor,  immediately  of? 
the  parlor  rotunda  on  first  floor  above 
the  office.  The  headquarters  and  general 
arrangements  of  the  convention  are  in 
charge  of  the  Executive  Committee  of 
the  Railway  Supplymen.  This  committee 
consists  of  Messrs.  Frank  Raymond 
Spear,  chairman ;  Frank  Baskerfield, 
Charles  P.  Storrs,  Clifford  A.  Nathan,  J. 
Will  Johnson,  secretary-treasurer.  Mr. 
James  C.  Younglove  is  chairman  of 
entertainments.  The  meetings  begin  each 
day  at  9  a.  m.  and  2  p.  m.  Topical  dis- 
cussions to  be  made  special  order  of 
business  the  last  forty-five  minutes  of  the 
morning  session  each  day.  The  meeting 
will  adjourn  at  2:30  o'clock  p.  m.  on  the 
second  day  of  the  convention,  and  the 
members  will  visit  the  Railway  Appliance 
Exhibition  that  will  be  on  the  Parlor  Ro- 
tunda floor  of  the  hotel. 

Committees  will  report  on  the  follow- 
ing :  Air  brake  equipment — all  classes  of 
service.  Coaling  of  engines  with  me- 
chanical   devices.      How    to    obtain    the 


NARROW    f;.\Ur,K    WOOD    BURNER,    BRAT- 
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greatest  despatch  in  handling  engines 
through  terminals.  Installation  of  hot 
water  washout  and  filling  system.  Best 
method    of    getting    work    through    shop 
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with  economy  and  dispatch.  Most  ap- 
proved type  of  ash  pan,  conforming  to 
requirements  of  Inter-State  Commerce 
Commission. 

The  topical  discussions  are  on  the  fol- 
lowing subjects:  Best  method  of  arriving 
at  cost  of  repairs,  to  be  introduced  by 
W.  S.  Cozad,  Erie  R.  R.,  Meadville,  Pa., 
followed  by  Mr.  H.  D.  Kelly,  C.  &  N.  W., 
Chicago,  111.  What  class  of  repairs 
should  be  made  at  outside  points  where 
facilities  are  limited,  to  be  introduced  by 


New  Express  Locomotive,  N.   E.  R.  Too    Much    Territory    Covered. 

Editor:  Editor: 

The   accompanying   dimensioned   draw-  On    page    109   of   your   March,    1909 

ing  shows  one  of  the  latest  express  loco-  number  I  note  the  following:  "It  may 
motives  of  the   type  known   as   the   class 


R  I,  designed  by  Mr.  Wilson  Worsdell 
for  the  North  Eastern  Railway  of  Eng- 
land. 

The  engines  were  built  at  the  Darling- 
ton Works  of  the  company  for  working 
the  heavy  East  Coast  Scotch  expresses 
between  York  and  Edinburgh.    The  trains 


F.  W.  Rhuark,  B.  &  O.,  Halloway,  Ohio,  equal    twenty    carriages    loaded    and    run 

followed  by  Mr.  S.  B.  Clay,  'Frisco  Ry.,  124;/^  miles  without  intermediate  stops  at 

Fort  Smith,  Ark.    The  use  of  commercial  an   average    speed   of   53   miles   an   hour. 

gas  for  heating  purposes  in  modern  shop  The  weight  behind  the  tender  varies  from 


plants  in  place  of  gasoline  or  crude  oil, 
to  be  introduced  by  J.  N.  Davis,  C.  &  S., 
Denver,  Col.,  followed  by  T.  L.  Drew, 
B.  &  O.,  Connellsville,  Pa.  The  use  of 
oxy-acetylene  process  of  welding  fire- 
boxes, boiler  sheets,  frames  and  other 
locomotive  work. 

The  advantage,  if  any,  which  is  derived 


350  to  400  tons.  Gradients  of  I  in  96  for 
about  five  miles  and  others  l  in  150,  I  in 
170,  and  I  in  200  are  frequently  met  with. 
It  will  be  observed,  therefore,  that  the 
work  these  engines  are  required  to  do  is 
of  the  heaviest  description. 

There  are  ten  engines  of  the  class  run- 
ning, all  of  which  are  fitted  with  a  patent 


be  mentioned  that  the  highest  com- 
mercial railway  in  the  world  is  at  a 
point  490  miles  from  Mombasa  on  the 
Uganda  Railway,  in  South  Africa, 
where  a  height  of  8,320  ft.  above  sea 
level  is  reached."  That  statement 
takes  in  a  lot  of  territory,  and  unless 
the  roads  of  which  I  am  about  to 
speak  are  in  some  way  disqualified, 
we  have  them  beaten  by  a  country 
block. 

The  Peruvian  Central  Railway  from 
Lima  to  Oroya  reaches  an  altitude  of 
15,66s  ft.  at  Galera  Tunnel,  the  high- 
est point  on  the  road,  and  there  are 
a  number  of  stations  at  an  altitude 
of  12.000  ft.  and  over.  From  Galera 
the  Central  drops  to  Oroya  (on  the 
Eastern  watershed  of  the  Andes)  at 
an    altitude    of    12.272   ft. 


NEW  EXPRESS  4-4-0  ENGINE  ON  THE  NORTH  EASTERN  RAILW.^V  OF  ENGLAND. 


from  the  use  of  the  wide  firebox  over  its 
predecessor,  the  narrow  firebox,  whether 
the  wide  firebox  should  be  designed  with 
a  wide  or  narrow  water  leg,  and  what 
should  be  done  to  overcome  the  present 
tendency  to  crack  sheets  under  short  peri- 
ods of  service,  to  be  introduced  by  Lee 
R.  Laizure,  Erie,  Hornell,  N.  Y.,  followed 
by  P.  F.  Flavin,  vice-president  Interna- 
tional Railway  Boilermakers'  Association, 
St.  Louis,  Mo.  The  location  of  the  point 
of  water  delivery  in  the  boiler,  whether 
it  would  be  an  advantage  to  deliver  water 
at  a  point  of  six  to  eight  inches  above 
the  mud  ring  just  in  the  rear  of  the 
throat  sheet  than  to  deliver  in  the  front 
end  of  the  boiler  near  the  flues ;  to  be  in- 
troduced by  W.  H.  Kidneigh,  Santa  Fe, 
La  Junta,  Col.,  followed  by  H.  J.  Carrier, 
Erie  R.  R.,  Huntington,  Ind.  A  success- 
ful meeting  is  assured. 

E.  E.  Fay,  President. 

Cheyenne,  Wyo. 


variable  blast  pipe  and  ash  ejector.  The 
blast  pipe  is  designed  to  relieve  the  back 
pressure  on  the  pistons  and  to  eject  the 
ashes  from  the  smokebox.  The  driver 
can  regulate  the  blast  on  the  fire  by  means 
of  a  valve  rod  and  handle  in  the  cab,  thus 
preventing  waste  of  steam.  A  valve  at  the 
bottom  of  the  blast  pipe  is  fully  open  when 
the  engine  is  starting  and  when  taking 
heavy  gradients.  This  increases  the  blast 
pipe  orifice  from  4^  ins.  to  7J/2  ins.  and 
consequently  reduces  the  amount  of  ash 
drawn  through  the  tubes  into  the  smoke- 
box. 

Any  accumulation  of  ash  or  cinders 
in  the  smokebox  is  prevented  by  vertical 
passages  cast  on  to  the  outside  of  the  blast 
pipe,  as  by  means  of  these  passages  the 
ash  is  ejected  after  being  broken  up  in 
passing  through  them  to  such  smallncss 
that  the  possibility  of  causing  roadside 
fires  is  reduced  to  a  minimum. 

A.  R.  Bell. 

Chcsham   Bois.  En<;lnni!. 


The  Cerro  de  Pasco  Railway  con- 
nects Oroya  with  Cerro  de  Pasco.  The 
latter  place  is  132  kilometers  distant 
from  Oroya  and  the  station  is  at  an 
altitude  of  14,208  ft.  above  the  level 
of  the  sea,  and  as  a  matter  of  fact, 
not  one  inch  of  the  Cerro  de  Pasco's 
line  lies  below  an  altitude  of  12,272 
ft.  and  on  the  branch  to  the  coal  mines  at 
Goyllarisquisga,  an  elevation  even  higher 
than  that  of  Cerro  de  Pasco  is  reached,  at 
Alcacocha,  where  the  road  is  14,386  ft 
above  the  sea. 

There  are  also  some  great  altitudes  met 
with  on  the  Peruvian  Southern  Railway, 
which  runs  from  Molliendo  on  the  coast 
to  Puno,  on  Lake  Titicaca,  which  is  at  an 
altitude  of  12,000  ft.  or  over.  However, 
the  altitudes  on  the  Southern  do  not  ap- 
proach those  on  the  Peruvian  Central  nor 
those  of  the  Cerro  de  Pasco. 

I  will  not  even  say  that  the  instances 
cited  are  the  highest  elevations  reached 
by  any  railroad  in  the  world— that's  taking 
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in  too  much  territory.  As  a  matter  of 
fact,  I  have  heard  of  a  narrow-guage  road 
somewhere  in  the  Himalayas  that  is  said 
to  have  even  the  Central's  elevation  beaten, 
although  the  same  informant  told  me  that 
the  Central  was  the  highest  standard- 
gauge  road.  Otto  Holstein. 
Cerro  dc  Pasco,  Peru. 


pany  and  the  efforts  of  the  Improvement 
League.  Stopping  to  consider  that  all  of 
these  improvements  have  taken  place  in 
less  than  two  years,  Milo  Junction  and 
the  Bangor  &  Aroostook  can  safely  boast 
of  the  success  of  the  co-operative  plan  as 
carried  on  there.  Arthur  Gannett. 
Milo,  Mc. 


Co-operative  Work  in  a  Railroad  Town. 

Editor : 

Milo  Junction,  Maine,  is  a  new  modern 
town  built  by  the  Bangor  &  Aroostook 
Railroad  for  their  employees.  It  is  sit- 
uated on  the  main  line  and  is  thirty-eight 
miles  north  of  Bangor  and  one  mile  and 
a  half  from  the  town  of  Milo. 

The  large  car  and  machine  shops  situ- 
ated at  that  point  are  modern  and  up  to 


MILO   .TCT.    ON    THF,    P..    &    .\.    RATI.WAV. 

dale  in  every  way.  and  the  neat  little 
houses  built  by  the  company  are  as  modern 
as  can  be  found.  Two  years  ago,  when 
Mr.  Hugh  Montgomery,  formerly  of  the 
C.  R.  R.  of  N.  J.,  was  appointed  Superin- 
tendent of  Motive  Power  and  Equipment, 
the  town  had  not  semed  to  have  found  it- 
self. Mr.  Montgomery  believes  thoroughly 
in  co-operation,  so  a  society  called  the 
Ladies'  Improvement  League,  with  the 
men  as  honorary  members,  was  organized. 
In  one  year,  with  the  assistance  of  the 
Bangor  &  Aroostook,  which  loaned  the 
League  several  unused  office  rooms.  A  cir- 
culating library  of  two  hundred  and  one 
books  on  the  shelves,  a  reading  room 
well  supplied  with  the  current  magazines. 
and  a  hall  where  the  employees  could  hold 
their  social  gatherings  have  been  installed. 
A  piano  and  many  other  things,  including 
a  large  flag  for  the  band  stand,  have  been 
purchased  with  money  made  by  the  Im- 
provement League. 

Every  two  weeks  during  the  summer 
band  concerts  are  given  by  the  Milo  Mili- 
tary Band  in  the  large  new  band  stand 
that  has  been  erected  in  the  park  by  the 
honorary  members,  also  a  mechanical 
drawing  class  with  an  enrollment  of  forty 
members,  and  gymnasium  classes  for  boys 
and  girls  hold  their  well  attended  weekly 
sessions. 

A  course  of  lectures  by  professors  of 
the  University  of  Maine  have  been  very 
interesting  and  well  attended.  ,  The  large 
park  that  lies  in  front  of  the  town  will 
be  beautified  by  flowers,  trees  and  shrubs 
through  the  kindness  of  the  railroad  com- 


B.  &  O.  Engine  With  Wootten  Boiler. 

Editor : 

In   compliance   with   a   request   in   your 
April  number  relative  to  the  Wooten  Type 
Locomotive,  I  take  pleasure  in  sending  you 
a  photograph   of  locomotive   No.   763,   of 
the   Baltimore  &  Ohio  Railroad,  which  I 
trust  may  be  of  interest  to  your  readers. 
This  locomotive  was  built  by  the  Baldwin 
Locomotive  Works  in  1886  and  ran  on  the 
Washington    branch     for     a     number    of 
years,  making  a  record  for  high  speed  that 
was  difficult  to  equal.     The  most  authen- 
tic record  that  the  writer  has  been   able 
to  obtain  is  that  this  locomotive  made  ?. 
run  in  1892,  from  Baltimore  to  Washing- 
ton, with  nine  coaches  in  50  minutes,  which 
included  the  time  lost  from  backing  into 
and  from  the  Metropolitan  "Y."    The  loco- 
motive when  originally  built  had  a  steam 
pressure  of  120  lbs.,  6g-in.  wheels,  weighed 
67.350  lbs.  on  the  drivers  and  had  a  trnc- 
tive   power   of    13.41 1    lbs.     In    1906,   this 
locomotive     was     reconstructed     in     the 
Mount  Clare  shops,  the  steam  pressure  be- 
ing the  same  as  the  original,  but  the  driv- 
ing wheels  were  cut  down  to  54  ins.,  the 
weight    increased   to   83,900   lbs.   and   the 
tractive  power  increased  to  17,136  lbs.  The 


Position    of    the    Cut-Out    Cock. 

Editor ; 

In  reading  the  .\ir  Brake  Department  of 
the    .April    number    under    the    heading, 
"Broken  Air  Pipes,  H.  6  Brake,"  Part  111, 
1  notice  a  description  of  the  Pennsylvania 
Standard  cut-out  cock  for  double  heading, 
vvliy  it  was  put  in  the  main  reservoir  pipe 
instead  of  the  brake  pipe,  and  what  should 
be  done  if  either  of  the  pipe  connections 
should  break  off.    The  paragraph,  on  page 
16s,    reading,    "This    cock    is    sometimes 
found   to   be   leaking   and   the  leakage   is 
similar   to   that   of   a   leaky   rotary   valve, 
leaking  main   reservoir  pressure   into   the 
brake  pipe."    This  is  true  and  is  a  danger- 
ous condition  if  the  leakage  is  of  any  con- 
siderable  volume.      The    writer    states    in 
another  paragraph,  "Should  the  pipe  con- 
nection at  the  large  end  of  the  cock  be 
broken,  it  would  be  necessary  to  stop  the 
brake   pipe   leak   and   drive   a   wedge   be- 
tween   the    handle    and   the   body    of   the 
cock  to  hold  the  plug  valve  to  its  seat." 
This   is  also  true.     But   it   should  not   be 
necessary  to  wedge  the  plug  valve  to  its 
seat ;   if   it  is,   it   is  not   safe  to   run,   for 
when  the  brake  pipe  is  emptied  the  pres- 
sure  leaves  this   pipe  and  the  large   end 
cf  the  plug  valve.     It  is  just  as   apt  to 
be   blown  off  its  seat  by  main  reservoir 
air  as  when  the  pipe  is  broken.    When  the 
brake  pipe  is  again  charged  with  pressure 
the  plug  is  driven  back  to  its  seat,  provid- 
ing it  does  not  trap  any  dirt  to  prevent 
its    going    to    its    seat.      If   it    does    trap 
dirt  there  will  be  a  permanent  leak  from 
main   reservoir   to   brake   pipe,   causing   a 
raise  in  the  brake  pipe  pressure  sufficient 


i.il.li     ll.MI-.    1'..    \    w.     h.NLil.yl. 

writer  is  indebted  to  the  kindness  of  Mr. 
.\.  G.  Bowie,  chief  clerk  to  the  superin- 
tendent of  motive  power,  for  the  above 
figures,  and  to  Mr.  J.  B.  Adams,  assistant 
station  master,  for  the  photograph. 

L.  J.  Sapley, 
B.  &  O.  Gen.  Office. 
Baltimore,  Md. 


\\  1 1  n   ui.iuii  i..\    I  lui.U' 


to  cause  triples  to  go  to  the  release  in 
making  an  ordinary  service  stop  while  the 
brake  valve  is  on  lap.  I  have  known  en- 
giners  to  report  the  rotary  valve  leaking 
so  badly  they  could  not  handle  their  brakes 
properly.  Invariably  I  have  found  the  cut- 
out cock  plug  had  been  off  its  seat,  and 
had    trapped    dirt,    causing    a    bad    leak. 
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There  is  a  small  spring,  the  same  as  in 
every  angle  cock,  for  holding  this  plug 
to  its  seat,  under  which  I  put  a  washer 
of  sufficient  thickness  so  that  when  the  cap 
is  screwed  on,  the  spring  will  be  solid,  or 
nearly  so.  If  this  is  done  and  the  pipe 
connection  at  the  larger  end  of  the  cock 
should  become  broken,  it  would  not  have 
to  'be  wedged  to  its  seat.  For  safety,  and 
the  smooth  handling  of  trains  and  for 
those  of  your  readers  who  might  be  inter- 
ested, I  have  attempted  this  article  for 
your  valuable  paper. 

Mr.  J.  D.  Van  Atta,  of  Orville,  Ohio, 
an  engineer  on  the  C.  A.  C.  Division,  has 
made  a  very  simple  and  efficient  improve- 
ment to  this  cut-out  cock  by  simply  milling 
a.  groove  im  the  side  of  the  plug,  so  that 
when  the  cock  is  shut  the  groove  is  at  the 
top  and  connects  the  brake  pipe  exhaust 
with  the  main  reservoir  pipe  above  the 
cock,  performing  the  same  function  as  the 
pipe,  namely,  getting  brake  pipe  air  on 
top  of  the  rotary,  to  prevent  its  being 
lifted  off  its  seat  during  train  brake  re- 
lease. Six  of  these  improved  valves  were 
tried  on  the  Cincinnati  Division  and  gave 
perfect  satisfaction.  I  think  all  air  brake 
men  and  engineers  will  agree  with  me  that 
there  should  be  no  possible  conection  be- 
tween the  main  reservoir  and  brake  pipe 
except  through  the  brake  valve,  and  that 
the  proper  place  for  the  double-heading 
cut-out  cock  is  in  the  main  reservoir  pipe. 
In  my  opinion  the  Standard  Pennsylvania 
cut-out  cock  with  the  Van  Atta  improve- 
ment is  perfection  and  should  be  made  a 
universal  standard.  It  is  impossible  for 
the  second  engineer  to  make  a  mistake  and 
get  his  brake  valve  handle  in  the  wrong 
position  or  in  any  way  interfere  with  the 
handling  of  the  brakes,  and  there  should 
be  80  stop  cock  in  the  brake  pipe  to  be- 
come accidentally  closed  and  cause  trouble, 
as  is  tlie  case  with  the  Westinghouse 
standard.  I  don't  think  that  any  engineer 
would  want  to  ride  on  the  second  engine 
and  not  be  able  to  note  the  brake  pipe 
pressure  and  the  handling  of  the  brakes  at 
all  times.  It  is  safer  for  both  to  be  able 
to   watch   the  brake   pipe  pressure. 

James  E.   G.\nson. 
A.  B.  Instructor,  P.  C.  C.  &  St.  L. 

Columbus,  Ohio. 


live  steam  can  get  to  the  front  side  of  the 
piston,  the  rear  port  being  open  to  the 
exhaust,  it  follows  that  any  leakage  past 
the  balance  strips  will  manifest  itself  at 
the  rear  cylinder  cock.  By  putting  the  re- 
verse lever  in  full  gear  back,  the  left  side 


POSITION    OF  VALVE    IN    TEST. 

may  be  tested  also  if  the  engine  is  exactly 
spotted  or  placed.  I  think  by  being  care- 
ful in  spotting  the  engine  that  this  test  is 
reasonably  certain  to  show  packing  strip 
leakage,  more  so  than  with  valve  cover- 
ing ports ;  especially  if  the  valve  has  con- 
siderable exhaust  lap  and  is  tight  on  its 
seat.  Augustine  Holtzkopf. 

Wheeling,  W.  Va. 


Splendid  Explanation. 

Jim  Bragg  ran  a  locomotive  on  the 
Prairie  Central  and  was  worthy  of  his 
name,  but  altogether  a  good,  though 
reckless,  engineer.  One  morning  Bragg, 
while  breakfasting  at  Junction,  the  end 
of  his  run,  foregathered  with  a  stranger 
and  as  usual  began  boasting  about  the 
speed  made  on  the  way  down. 

"You  say  that  you  whirled  that  train  of 
freight  cars  at  the  rate  of  thirty  miles  an 
hour,"  remarked  the  stranger,  "and  the 
company's  rules  make  eighteen  miles  the 
limit?" 

"The  company's  rules  be  blanked,"  re- 
turned Bragg.  "Rules  are  like  pie  crust ; 
made  to  be  broken." 

"Just  so,"  said  the  stranger.  "Mr.  En- 
gineer, permit  me  to  introduce  myself  as 
Robert  Grim,  your  new  general  man- 
ager \" 

"Glad  to  meet  you,  Mr.  Grim.  Hope 
you  did  not  take  my  talk  as  serious.  I 
am  known  as  Jim  Bragg,  the  worst  liar 
on  the  Central." 


Walschaerts    Valve  Gear  Model. 

Editor: 

I  am  sending  you  by  same  mail  photo- 
graph of  a  model  of  Walschaerts  Valve 
Gear.  This  may  be  of  some  interest  to 
the  readers  of  your  paper.  The  original 
design  was  taken  from  a  Consolation 
freight  engine  on  the  L.  S.  &  M.  S.,  and 
was  laid  out  and  made  to  lYz  ins.  to  I  ft. 
scale.  This  has  proved  to  be  a  very  in- 
teresting model  among  railway    men  here 


Buenos   Aires   Exhibition. 

It  is  gratifying  to  observe  that  the  In- 
ternational Exhibition  of  Railways  and 
Land  Transport  to  be  held  in  Buenos 
Aires,  Argentine,  from  May  to  November, 
1910,  is  creating  much  interest  among  rail- 
way supply  men  generally.  The  scope  and 
plan  of  the  exhibition  embraces  every 
kind  of  mechanical  device  used  in  trans- 
portation. The  municipality  of  Buenos 
Aires  is  making  preparations  on  a  scale 
of  magnitude  and  liberality  hitherto  unap- 
proached  in  South  America.  Copies  of 
the  official  programme  may  be  had  from 
Mr.  E.  Schlatter,  C.  E.  Secretary,  Execu- 


Test   for   Leaky  Balance   Strips. 

Editor : 

.\  number  of  us,  like  Mr.  Sam  Ilutch- 
ins  at  the  club  meeting,  would  like  to 
know  the  infallible  method  of  testing  a 
Richardson  balanced  valve  for  strip  leak- 
age. If  you  have  room  in  the  June  num- 
ber of  Railw.w  and  Locomotive  Engi- 
neering, wil  you  be  kind  enough  to  put 
in  a  communication  covering  the  subject? 
'We  have  discovered  that  by  placing  en- 
gine with  right  main  pin  near  upper  for- 
ward eighth  that  both  sides  can  be  tested 
and  leakage  detenniucd  with  reasonable 
certainty. 

•\>   the    front   port  has   not  opened,   no 


MODEL  Ol''  WALSCHAERTS  VALVE 

as  it  shows  the  various  valve  events  as 
well  as  the  motion.  The  valve  and  piston 
appear  to  be  flat  but  they  are  not,  as  the 
cylinder,  valve  and  piston  were  bored  and 
turned  and  then  split.  The  model  occupies 
a  space  36  x  12  ins.  Cylinder  diameter 
is  3^  ins.,  by  4^4  ins.  stroke.  Valve 
diameter  is  i-^  ins. ;  travel,  %  ins. 

A.  J.  KooN. 
Grand  Rafi<is,  Mich. 


GEAR   USED  ON   TOE   L.   S.  &   M.   S. 
tive  Committee,  Buenos  Aires,  Argentine 
Republic.      Intending    exhibitors     should 
send  applications  not  later  than  June  30, 
1909. 


Posters  took  their  name  from  the  fact 
that  in  former  times  the  pavements  of 
London  streets  were  separated  from  the 
roadways  by  lines  of  post,  on  which  ad- 
vertisements were  displayed. 
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Heavy  Consolidation  for  Wabash-Pittsburgh  Terminal 


Wabash-Pittsburgh  Terminal  2-8-0. 

The  Brooks  Works  of  the  American 
Locomotive  Company  have  recently  com- 
pleted a  heavy  consolidation  type  freight 
locomotive  for  the  Wabash-Pittsburgh 
Terminal  Railway  Company.  This  engine 
is  of  interest  as  it  is  equipped  with  the 
builder's  latest  design  of  fire-tube  super- 
heater. It  is  one  of  an  order  of  ten  of 
the  same  type,  the  others  were  designed 
for  the  use  of  saturated  steam.  One  of 
these  is  shown  in  our  half  tone  illustra- 
tion. 

This  locomotive  is  of  the  same  general 
design  as  the  other  engines  except  for 
such  modifications  as  were  necessary  be- 
cause of  the  superheater.  In  order  to  ob- 
tain the  full  advantage  from  the  super- 
heated steam,  larger  cylinders  were  used 
and  the  working  pressure  was  correspond- 
ingly reduced.  The  diameter  of  the  cylin- 
ders was  increased  from  22  ins.  in  the 
sister  engines  to  25  ins.  in  this  one,  the 
stroke  in  both  cases  being  32  ins.,  and  the 
boiler  pressure  was  reduced  from  200  to 
160  lbs.    The  cylinders  of  both  classes  of 


The  driving  wheels  are  58  ins.  in  diame- 
ter, which  with  the  boiler  pressure  and 
size  of  cylinders  above  mentioned,  gives  a 
tractive  power  of  46,900  lbs.  This  is  1,500 
pounds  greater  than  that  of  the  engines 
using  saturated  steam.  The  frames  are  of 
cast  steel  with  double  front  rails  and  are 
very  rigidly  braced  together. 

The  boiler  is  of  the  radial  stayed  ex- 
tended wagon  top  type  with  wide  firebox 
and  is  80  ins.  in  diameter  outside  at  the 
front  end.  It  is  equipped  with  358  tubes 
2  ins.  in  diameter,  each  14  ft.  6  ins.  long 
and  twenty  5^-in.  tubes  of  the  same 
length  which  contain  the  superheating 
pipes.  The  total  heating  surface  of  the 
boiler  is  3,283  sq.  ft.,  of  which  the  tubes 
contribute  3,093  sq.  ft.  and  the  firebox  the 
remainder.  The  superheating  surface  is 
374  sq.  ft.  The  firebox  is  109  ins.  long 
by  68  ins.  wide,  with  sloping  back  head 
and  throat  sheet,  and  provides  a  grate 
area  of  50.5  sq.  ft. 

The  design  of  the  superheater  which  is 
shown  in  the  smaller  of  our  illustrations 
represents     a     distinct      departure     from 


The  header  is  secured  to  a  box  casting 
bolted  to  the  side  of  the  smokebox,  thus 
holding  it  stationary  and  taking  any 
strain  due  to  the  weight  of  the  header  oflE 
of  the  steam-pipe-joint  bolts.  Each  of  the 
S;4-ins.  tubes  contains  four  V/z-'m.  O.  D. 
seamless  steel  superheating  pipes  arranged 
in  pairs,  the  two  pipes  in  each  pair  being 
connected  at  tlie  back  ends  by  cast  steel 
return  bends.  The  ends  of  the  superheat- 
ing pipes  are  bent  around  horizontally  to 
meet  the  steam  headers,  one  end  of  each 
pair  being  connected  to  the  saturated  and 
the  other  to  the  superheated  steam  com- 
partment. 

These  bends,  besides  serving  to  elimi- 
nate the  use  of  vertical  subheaders,  which 
were  required  in  former  designs,  also  al- 
low complete  freedom  for  the  expansion 
and  contraction  of  the  superheater  pipes 
due  to  variations  in  temperature.  The 
ball  principle  of  ground  joints  has  been 
used  for  the  connections  between  the 
superheater  pipes  and  the  side  headers 
and  all  soft  joints  of  copper  or  composi- 
tion have  been  eliminated,  and  the  danger 
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engines  are  bored  to  the  same  diameter 
and  a  bushing  lyi  ins.  thick  was  inserted 
in  those  of  the  engines  using  saturated 
steam.  This  arrangement  will  permit  of 
their  being  subsequently  equipped  with  a 
superheater.  Except  for  these  changes 
and  the  necessary  modifications  in  the 
boiler  design  for  the  introduction  of  the 
superheater  apparatus,  the  two  classes  of 
engines  are  practically  identical  in  design. 
In  working  order  the  engine  under  con- 
sideration has  a  total  weight  of  236,000 
lbs.,  of  which  207,000  is  carried  on  the 
driving  wheels.  Superheated  steam  is 
distributed  to  the  cylinders  by  means  of 
14-inch  piston  valves,  actuated  by  the 
Walschaerts  valve  gear.  The  valves  are 
designed  with  i-inch  steam  lap  and  no 
exhaust  lap  or  clearance  and  are  set  for 
3/16-inch  lead. 


previous  designs  of  firetube  superheaters 
as  applied  to  locomotives  in  this  country 
and  Canada,  and  is  arranged  for  giving  a 
superheat  of  from  100  to  125  degs.  F.  In 
this  design,  instead  of  a  number  of  verti- 
cal steam  headers  secured  to  the  tee-head, 
as  used  in  the  builder's  former  designs, 
there  are  two  steam  headers,  one  on 
cither  side  of  the  smokebox.  Each  header 
is  separated  into  saturated  and  super- 
heated steam  compartments,  the  arrange- 
ment of  the  partitioning  wall  being  clear- 
ly shown  in  the  illustration  of  the  header. 
A  short  curved  pipe  connects  the  saturated 
steam  compartment  with  the  tee-head, 
while  the  superheated  steam  compartment 
is  connected  to  the  steam  pipe  leading  to 
the  steam  passage  in  the  cylinder.  .\11  the 
connections  arc  made  in  the  usual  manner 
by  cast  iron  ball  joints. 


American    Locomotive    Company.    Builders 

of  deterioration  of  brass  or  copper  with 
high  temperatures  is  thus  avoided.  The 
ends  of  the  superheater  pipes  are  upset 
and  machined  to  form  a  ball,  and  ground 
to  a  steam-tight  joint  with  the  socket  in 
the  steam  headers. 

The  inlet  and  outlet  pipes  of  each 
superheater  unit  are  connected  together 
by  a  gland  and  secured  to  the  header  by 
means  of  a  single  bolt  which  passes 
through  the  header  and  box  casting  with 
the  nut  and  screw  thread  inside  of  the 
box  casting.  Covered  openings  are  pro- 
vided in  the  smokebox  sheet  to  give  access 
to  these  bolts  from  the  exterior  of  the 
smokebox.  The  passage  of  gases  through 
the  sVt-in.  tubes  and  around  the  super- 
heating pipes  is  controlled  in  the  usual 
manner  by  a  damper  which  is  automati- 
cally operated   by   a   piston   working  in  a 
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vertical  cylinder,  having  a  pipe  connection 
with  the  steam  chest.  When  the  throttle 
as  open,  the  pressure  in  the  steam  chest 
forces  the  piston  upwards  and  opens  the 
damper  which  is  closed  again  by  a  coun- 
terweight as  soon  as  the  throttle  is  closed. 
Several  important  advantages  are 
•claimed  for  this  design  of  superheater. 
It  reduces  the  number  of  steam  joints  for 
inspection  and  maintenance;  gives  com- 
plete freedom  for  the  expansion  and  con- 
traction of  the  superheater  tubes ;  renders 
the  joints  between  the  superheater  tubes 
and  the  steam  headers  more  accessible ; 
protects  the  nuts  and  screw  threads  of  the 
bolts  securing  the  superheater  pipes  to  the 
steam  header  from  corrosion  by  the  hot 
gases  and  leaves  the  boiler  tubes  easily 
accessible  for  cleaning  and  caulking. 

'Cylinder — Type,  Simple;  diameter,  25  ins.; 
stroke,    32    ins. 

Wheel  Base — Driving,  15  ft.  9  ins.;  total,  25  ^*- • 
total,  engine  and  tender,  59  ft.  11  ins., 
estimated. 

Weight — In  working  order,  236,000  lbs.;  on 
drivers,  207,000  lbs.;  engine  and  tender, 
390,000    lbs. 

Heating  Surface — Tubes,  3,093  sq.  ft. ; 
190  sq.  ft.;  (superheating,  374) 
3,283    sq.    ft. 

•Grate — Area,   50.5  sq.  ft. 

Axles,  driving  journals,  10  x  12  ins. 
truck  journals,  diameter,  6J^  ins.. 
12    ins.;    tender,    51/2    ms. ;    length,    10    ins. 

Boiler — Type,  extended  wagon  type,  with  super- 
heater; O.  D.  first  ring,  80  ins.;  working 
pressure,    160   lbs.;    fuel,    bitum.    coal. 

•Firebox — Type,  wide;  length,  109  ins.;  width, 
68  ins.;  thickness  of  crown,  ^i  in.;  tube, 
5<2  in.;  sides,  H  in.;  back,  ^  in.;  water 
space,  front,  s  ins.;  sides,  5  ins.;  back, 
5    ins. 

Crown — Staying,    radial. 

Tubes — Number,  358,  there  being  20  superheater 
tubes  5J4  ins.  diameter,  5/32  thick;  length, 
14  ft.  6  ins.;  gauge.  No.    11   B.  W.  G. 

>Boxes — Driving,    cast   steel. 


firebox, 
total, 


engine 
length. 
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2  W  A  B  pumps,  g'A  ins.  L.  H.;  reservoir, 
30H   X  60   ins.   and   225^    x  84  ins. 

Engine  Truck — Two  wheel  swing  motion. 

Piston — Rod  diameter,  4^i  ins.;  piston  packing, 
bronze  rings. 

Smokestack — Diameter,  19  ins.;  top  above  rail, 
15    ft.   4   ins. 

Tender  Frame — 13  ins.  center  channel  and  10 
ins.  outside. 


ENGINE. 


Tank — Style,      water      bottom;      capacity,      8.000 

gallons;    fuel,    14  tons. 
\'alves-^Type,    piston;    travel,   6    ins.;    steam   lap, 

I    in. ;    exhaust,    line   and   line. 
Setting — 3/16   in.    lead. 
Wheels — Driving   diameter,   outside   tire,    58   ins.; 

material,   cast   steel;   engine   truck,    diameter, 

33  H   ins.;   kind,   A.   L.   Co.    Std. ;   tender,  33 

ins.;  kind,   double  plate. 


rSECnON   OF   S.MOKEBOX    SHOWING   Lj\TEST   FORM   OF    AMERICAN    LOCOMOTIVE 
COMPANY'S  SUPERHEATER.     W.  P.  T.  RY. 


Moving  Platform. 

The  popularity  of  the  escalator  or  mov- 
ing stairway  would  seem  to  have  made 
the  moving  platform  a  logical  necessity. 
A  project  is  on  foot  to  install  a  moving 
platform  on  an  underground  passage- 
vv'ay  between  the  Central  London  Railway 
and  the  Great  Northern,  Piccadilly  and 
Brampton  Railway.  These  two  are  re- 
spectively the  "Twopenny  Tube"  and  the 
"Piccadilly" ;  both  are  underground  elec- 
tric railways  in  London.  The  stations 
which  it  is  proposed  to  connect  are  sep- 
arated by  a  distance  of  about  400  feet, 
and  a  rather  steep  grade  or  stairways 
would  have  to  be  features  of  any  passage 
between  them. 

The  two  companies  are  considering 
plans  for  connecting  the  British  Museum 
station  on  the  Twopenny  Tube  with  the 
Holborn  station  on  the  Piccadilly,  by 
means  of  a  moving  platform.  Passengers 
desiring  to  go  from  one  station  to  the 
other  would  simply  have  to  get  on  the 
moving  platform  and  be  carried  from  one 
tc  the  other  without  any  exertion  on  their 
part.  Hand  rails  will  move  with  the 
platforms,  and  will  travel  at  exactly  tlie 
same  rate  of  speed  as  the  platforms.  At- 
tendants will  be  stationed  at  either  end 
to  assist  passengers  to  get  on  and  off  the 
conveyor. 
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Track    Circuits    and    Batteries. 
By  Geo.  S.  Hodgins. 

The  ordinary  track  circuit  used  in 
automatic  signaling  is  usually  a  battery 
current  of  low  voltage,  derived  from  2  to 
6  or  8  cells  placed  in  a  cast  iron  case  or 
battery-chute  sunk  in  the  ground  and  pro- 
tected by  a  substantial  cast  iron  cap.  The 
cast  iron  chute  is  set  in  the  ground  and 
there  is  a  wooden  frost  cover  on  top. 
The  cells  of  the  battery  are  placed  in  an 
elevator  which  is  simply  an  iron  frame 
with  several  shelves  one  above  the  other. 
The  cells  stand  one  on  each  shelf,  con- 
nected in  multiple,  and  are  raised  or  lov;- 
ered  by  a  rope.  As  the  chute  is  6  or  8 
ft.  deep,  and  as  the  battery  elevator  is 
only  about  half  as  high  as  the  chute, 
the  battery  is  well  below  the  frost  line 
when  lowered  into  place. 

The  battery  used  is,  as  we  have  said, 
composed  of  three  cells.  The  cups 
containing  the  liquid  are  made  of  glass 
and  at  the  bottom  of  each  cup  a  quantity 
of  blue  vitriol  is  placed.  Embedded 
in  this  are  a  couple  of  pieces  of  clean 
sheet  copper  riveted  together  at  the 
centre,  with  ends  spread  something  like 
the  letter  X.  From  the  copper  an  in- 
sulated wire  is  brought  to  the  surface 
of  the  cup.  In  the  upper  part  of  the 
cup  a  piece  of  cast  zinc  is  suitably  sus- 
pended from  the  edge  of  the  cup  and  a 


BATTERY  CHUTE  IN  THE  GROUND. 

wire  leading  from  the  zinc,  when  joined 
with  that  from  the  copper,  forms  a 
closed  circuit. 

The  battery  is  completed  by  the  addition 
of  some  water  which  is  poured  in  until 
both  metals  are  submerged.  We  have  there- 
fore m  the  glass  cup  copper,  zinc,  blue  vi- 
triol and  dilute  sulphuric  acid.  Chemical 
action  manifests  itself  after  a  short  time 
by  the  flow  of  an  electric  current  if  the 


wires  arc  connected.  Blue  vitriol  is  a 
salt  of  copper,  and  is  produced  by  dis- 
solving copper  oxide  in  sulphuric  acid. 
Blue  vitriol,  or  bluestone,  as  it  is  often 
called,  is  sulphate  of  copper,  and  is 
represented  by  the  chemical  formula 
Cu  SOi.  Being  crystalline  it  also  con- 
tains what  is  known  as  the  water  of 
crystallization,  and  the  full  chemical 
formula  may  be  written  Cu  SO.  -\- 
5H.O. 

The  action  of  the  battery  begins 
after  the  dilute  sulphuric  acid  has  acted 
upon  the  zinc  and  the  copper.  A  solu- 
tion of  zinc  sulphate  is  formed  in  the 
upper  part  of  the  liquid  in  the  cell  and 
copper  sulphate  is  formed  in  the  lower 
part,  with  the  liberation  of  hydrogen. 
The  solution  of  zinc  sulphate  being 
lighter  than  that  of  copper  sulphate,  re- 
mains in  the  upper  part  of  the  cell  sur- 
rounding the  zinc,  while  the  copper 
sulphate  surrounds  the  sheet  copper  at 
the  bottom.  The  separation  of  these 
two  liquids  takes  place  automatically, 
and  with  the  heavier  one  below,  and  the 
lighter  one  above,  the  cell  becomes  what 
is   called   a   gravity  battery. 

There  is  no  absolute  line  of  demarca- 
tion between  the  two  fluids,  but  the 
amount  of  copper  sulphate  rising,  al- 
though comparatively  insignificant,  nev- 
ertheless produces  small  copper  pen- 
dants from  the  zinc  which  have  to  be 
broken  off  from  time  to  time  before 
they  become  long  enough  to  reach  down 
into  the  solution  of  copper  sulphate. 
The  chemical  action  taking  place  in  the 
battery,  when  current  flows  may  be  rep- 
resented by  the  chemical  formula,  as 
follows: 

Zn  -f  H,S04  =  ZnSO^  +  H,. 
This  translated  into  English  means 
zinc  and  sulphuric  acid  produce  sul- 
phate of  zinc  and  hydrogen.  The  hy- 
drogen, however,  does  not  pass  ofi  in 
bubbles,  but  is  seized  upon  for  further 
chemical  transformation  where  the  cop- 
per is  concerned.  This  may  be  repre- 
sented   as 

H,  +  CuSO.  =  H,SO.  -f  Cu. 
Translated,  this  formula  reads:  hydro- 
gen and  sulphate  of  copper  produces 
sulphuric  acid  and  copper.  The  re- 
actions are  apparent  by  the  gradual 
wasting  away  of  the  zinc  as  it  is  dis- 
solved and  the  deposition  of  metallic 
copper  in  the  sheet  copper.  The  cop- 
per grows  while  the  zinc  is  diminished. 
The  blue  vitriol  at  the  bottom  of  the 
cell  maintains  the  requisite  supply  of 
dilute  copper  sulphate  as  it  slowly  dis- 
solves in  the  liquid  surrounding  it.  The 
original  dilute  sulphuric  acid  gradually 
changes  into  a  solution  of  sulphate  of 
zinc  and  the  solution  of  sulphate  of 
copper  changes  into  dilute  sulphuric 
acid.  The  battery  operates  continuous- 
ly with  a  closed  circuit  until  interrupted 
for  the   purpose   of  signaling. 

The  wires  which  come  from  the  zinc 


and  from  the  copper  terminals  of  the 
battery  are  connected,  as  we  have  al- 
ready said,  in  multiple,  and  with  the 
three  cells  arranged  as  described  a  cur- 
rent of  a  little  more  than  one  volt 
flows.  This  is  suitably  connected  to 
the  rails  and  forms  what  is  called  the 
track  circuit.  The  method  of  connec- 
tion is  such  that  for  example  let  us  say 
the  zinc  pole  of  the  battery  reaches  the 
fireman's  rail,  and  the  copper  pole  is  at- 
tached to  the  engineer's  rail.  The  sig- 
nals,   operated    by    a    separate,    though 


TR.SCK    REL-AY    BOX. 

similar  battery  circuit,  stand  at  the  en- 
I  ranee  of  the  block  and  the  battery  for 
the  track  circuit  is  placed  at  the  far  end 
of  the  block.  The  rails  are  connected 
together  at  the  signal  end  of  the  block, 
and  thus  form  a  closed  circuit,  from  the 
copper  down  one  rail,  across  the  con- 
nection and  up  the  other  rail  to  the 
zinc. 

This  arrangement  of  track  circuit 
provides  that  the  entrance  of  a  train 
into  the  block  at  the  signal  end,  short 
circuits  the  battery  and  leaves  the  rails 
between  the  end  of  the  train  and  the 
signal  without  any  current,  and  the  con- 
nection between  the  rails  near  the  sig- 
nals is  also  dead,  while  current  flows 
from  the  battery  along  the  rails  toward 
the  advancing  train  across  wheels  and 
axles  and  back  to  the  battery.  The 
connecting  wire  between  the  rails  at  the 
signal  end  is  now  dead,  and  this  fact  is 
made  use  of  to  operate  the  signals. 
The  connecting  wire  does  not  stretch 
directly  from  rail  to  rail,  but  forms  a 
circuit  on  which  a  track  relay  is  placed, 
contained  in  a  suitable  iron  case.  The 
movement  of  this  relay  is  dependent  on 
the  flow  or  absence  of  current.  As 
soon  as  the  connecting  wire  becomes 
dead  by  reason  of  the  train  having  short 
circuited  the  battery  the  armature  of 
the  relay  drops.  The  movement  of  the 
armature  breaks  the  signal  circuit  which 
Is  a  separate  but  similar  battery  circuit. 


June,   1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


247 


and  the  home  signal  rises  to  the  stop 
position.  In  doing  so  this  home  signal 
opens  a  circuit  breaker  on  the  distant 
signal  circuit  and  the  lower  signal  arm 
rises  to  the  caution  position. 

As  soon  as  the  train  passes  out  of  the 
block,  current  again  flows  through  the 
full  length  of  track  circuit  and  energizes 
the  relay,  its  armature  picks  up  and 
thus  closes  the  signal  circuit,  and  this 
signal  circuit,  operating  a  valve  on  the 
pneumatic  system,  fills  the  cylinder  under 
the  home  signal  with  air  and  pulls  it 
down  to  clear.  The  circuit-breaker  on 
the  distant  signal  circuit  is  closed  by  the 
action  of  the  home  signal  clearing  and 
the  distant  would  also  clear  but  for  the 
special  arrangement  of  its  circuit  so 
that  it  may  repeat  the  indication  of  the 
home  signal  next  ahead.  A  wire  from 
the  distant  signal  circuit  at  block  A 
ruJis  to  the  circuit-breaker  on  home 
signal  at  block  B,  and  as  this  long 
wire  circuit  has  been  broken  by  the  rise 
of  the  home  at  B,  the  distant  at  A  re- 
mains in  the  caution  position  until  the 
home  at  B  is  cleared.  It  thus  appears 
that  the  home  at  A  is  operated  by  its 
signal  circuit  controlled  by  the  relay 
in  the  track  circuit,  but  the  distant  at 
A  has  its  circuit  opened  first  by  home 
signal  circuit-breaker  at  A  and  when 
that  is  closed  the  distant  signal  circuit 
is  still  kept  open  by  the  operation  of 
the  circuit-breaker  on  the  home  at  B. 

The  arrangement  just  described  re- 
quires a  wire  which  is  part  of  the  dis- 
tant signal  circuit  to  be  strung  along 
the  telegraph  poles  the  length  of  each 
block.  This  is  the  older  form  of  in- 
stallation, the  more  modern  being  what 
is  called  the  polarized  or  wireless  track 
circuit  system.  In  this  arrangement  the 
short-circuiting  of  the  track  battery 
acts  upon  a  neutral  relay  in  the  home 
signal  circuit  and  upon  a  polarized  re- 
lay in  the  distant  circuit  in  block  A 
and  opens  both  circuits,  and  these  sig- 
nals rise  to  the  horizontal  position.  A 
circuit-breaker  in  the  distant  signal 
circuit  operated  by  the  home  makes 
sure  of  the  opening  of  the  distant  cir- 
cuit in  case  the  polarized  relay  stuck. 

As  the  train  moves  into  block  B,  the 
short  circuiting  of  the  track  battery  for 
block  B  causes  the  signals  at  B  to  as- 
sume the  stop  position,  but  it  also  op- 
erates a  pole-changing  switch  in  the 
track  circuit  of  block  A.  This  means 
that  if  the  zinc  end  of  the  battery  was 
formerly  connected  with  the  fireman's 
rail,  it  now  becomes  connected  to  the 
engineer's  rail  and  vice  versa  for  the 
copper  terminal  of  the  battery.  The 
track  circuit  in  block  A  is  restored  by 
the  departure  of  the  train,  but  the  di- 
rection of  flow  has  been  reversed  by 
the  pole-changer  operated  by  the  short- 
circuiting  of  the  track  battery  in 
block  B. 

The  result   of  this   revival   of  current 


but  of  altered  polarity  in  the  track  cir- 
cuit of  block  .A.  acts  differently  on  the 
neutral  and  on  the  polarized  relay 
which  govern  the  home  and  distant 
signals  at  A.  The  neutral  relay  at  A 
governing  the  home  picks  up  with  cur- 
rent of  either  polarity  and  makes  con- 
tact by  which  the  home  signal  circuit 
operates  and  pulls  down  to  home  at  A 
to  clear.  The  current  of  changed  polar- 
ity is  powerless  to  move  the  polarized 
relay  governing  its  distant  signal  at  A, 
and  it  remains  in  the  horizontal  posi- 
tion until  the  passage  of  the  train  into 
block  C  restores  the  track  current  in 
block  B  and  moves  the  pole-changer 
at  B  and  thus  sends  current  through 
track  circuit  A  with  the  polarity  neces- 
sary to  actuate  the  polarized  relay  at  A. 
The  closing  of  the  polarized  relay  at  A 
closes  the  distant  signal  circuit  at  A, 
and  as  the  circuit-breaker  on   this   cir- 


UPPER      QU.AUR.VNT,      THREE      POblTIO.N' 
SIGN'.-SL. 

cuit  has  been  previously  closed  by  the 
clearing  of  the  home  signal  at  A,  the 
integrity  of  the  distant  signal  circuit  at 
A  is  assured  and  the  caution  arm  at  A 
clears. 

The  wireless  track  circuit  is  also  ap- 
plied to  the  one-arm  three-position  sig- 
nal. Instead  of  the  signal  motor  push- 
ing up  or  pulling  down  two  rods  at- 
tached to  the  signal  arms,  one  signal 
rod  is  pushed  up  its  full  stroke  for  the 
stop  position  and  is  pushed  up  half  its 
stroke  for  the  caution  position.  This  ad- 
justment is  made  for  the  distant  signal 
by  a  compensating  gear  at  the  base  of  rod 
which  moves  the  signal  arm. 


When  people  exposed  to  the  grime 
that  travelers  must  endure  wish  to  give 
hands  and  faces  new.  refreshing  tone, 
the  best  thing  they  can  do  is  to  rub 
themselves  with  Eau  de  Cologne,  the 
oldest  skin  restorer  in  use.  Nothing 
better  can  be  used  after  shaving  or 
shampooing.  Ask  for  the  1826  cologne 
made  in  New  York  from  the  original 
Johann  Maria  Farina. 


The  "Ash  Pan  Law." 

AN    ACT    TO    PROMOTE    THE    S.\FETY    OF    EM- 
PLOYEES   ON    RAILRO.^DS.       (PUBLIC — NO. 

165.]  [h.  R.  I9795-] 
Be  it  enacted  by  the  Senate  and  House 
of  Representatives  of  the  United  States 
of  America  in  Congress  assembled.  Thai 
on  and  after  the  first  day  of  January, 
nineteen  hundred  and  ten,  it  shall  be  un- 
lawful for  any  common  carrier  to  engage 
in  interstate  or  foreign  commerce  by 
railroad  to  use  any  locomotive  in  moving 
interstate  or  foreign  traffic,  not  equipped 
with  an  ash  pan,  which  can  be  dumped 
or  emptied  and  cleaned  without  the  ne- 
cessity of  any  employee  going  iinder 
such   locomotive. 

Sec.  2.  That  on  and  after  the  first 
day  of  January,  nineteen  hundred  and 
ten,  it  shall  be  unlawful  for  any  common 
carrier  by  railroad  in  any  Territory  of 
the  United  States  or  the  District  of  Co- 
lumbia to  use  any  locomotive  not 
equipped  with  an  ash  pan,  which  can  be 
dumped  or  emptied  and  cleaned  without 
the  necessity  of  any  employee  going  un- 
der such  locomotive. 

Sec.  3.  ■  That  any  such  common  car- 
rier using  any  locomotive  in  violation  of 
any  of  the  provisions  of  this  act  shall  be 
liable  to  a  penalty  of  two  hundred  dol- 
lars for  each  and  every  such  violation, 
to  be  recovered  in  a  suit  or  suits  to  be 
brought  by  the  United  States  district  at- 
torney in  the  district  court  of  the  United 
States  having  jurisdiction  in  the  locality 
where  such  violation  shall  have  been  com- 
mitted ;  and  it  shall  be  the  dut>'  of  such 
district  attorney  to  bring  such  suits  upon 
duly  verified  information  being  lodged 
with  him  of  such  violation  having  oc- 
curred; and  it  shall  also  be  the  duty  of 
the  Interstate  Commerce  Commission  to 
lodge  with  the  proper  district  attorneys 
information  of  such  violations  as  may 
come  to  its  knowledge. 

Sec.  4.  That  it  shall  be  the  duty  of 
the  Interstate  Commerce  Commission  to 
enforce  the  provisions  of  this  act,  and  all 
powers  heretofore  granted  to  said  com- 
mission are  hereby  extended  to  it  for  the 
purpose   of   the   enforcement  of  this   act. 

Sec.  5.  That  the  term  "common  car- 
rier" as  used  in  this  act  shall  include  the 
receiver  or  receivers  or  other  persons  or 
corporations  charged  with  the  duty  of 
the  management  and  operation  of  the 
business  of  a  common  carrier. 

Sec.  6.  That  nothing  in  this  act  con- 
tained shall  apply  to  any  locomotive  upon 
which,  by  reason  of  the  use  of  oil.  elec- 
tricity, or  other  such  agency,  an  ash  pan 
is  not  necessary. 

Approved,   May  30,    1Q08. 


A  man  has  confidence  in  untried 
friends;  he  remembers  the  many  offers  of 
service  so  freely  made  by  his  boon  com- 
panions when  he  wanted  them  not. — 
Fickiuick  Papers. 
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Tempering   Steel. 

The  changing  of  the  physical  condition 
of  metals  is  an  art  that  is  more  elusive 
than  is  generally  imagined.  A  good  tool- 
dresser  is  one  of  the  most  reliable  me- 
chanics in  a  large  engineering  establish- 
ment. He  is  rarely  a  young  man.  He 
must  be  a  graduate  of  the  school  of  experi- 
ence. Hints  may  be  had  from  books,  but 
if  to  these  are  not  added  the  line  faculty 
of  observation,  fortified  by  a  patience  that 
wearies  not,  the  tool-dressed  will  never  be- 
come the  perfect  master  of  his  calling. 
The  standard  of  excellence  is  easily  set. 
The  tool  that,  while  at  work,  will  neither 
bend  nor  break  is  the  one  that  is  wanted. 

It  may  be  noted  at  the  outset  that  the 
amount  of  carbon  in  a  piece  of  steel  is  the 
chief  determining  factor  as  to  the  temper 
■  of  the  metal.  What  is  spoken  of  as  point 
one  carbon  is  a  quantity  in  common  use 
in  the  construction  of  chisels  and  other 
hand  tools.  Point  one-and-a-half  carbon 
in  steel  gives  a  composition  that  is  capable 
of  the  very  highest  temper  such  as  is  re- 
quired in  lathe  tools  used  in  cutting 
hardened  material.  Slight  variations  in 
the  amount  of  carbon  produce  nearly  all 
of  the  varieties  of  steel  used  in  lathe  tools, 
cutters,  reamers,  drills  and  taps.  It  should 
be  remembered  that  such  an  expression 
as  "point  two  carbon,"  although  it  is  often 
written   0.2    does    not    accurately    express 


the  amount  of  carbon  in  the  steel.  Each 
such  figure  means  the  fraction  of  one  per 
cent.  Point  2  carbon  is  really  0.002  carbon 
or  equal  in  proportion  as  two  mills  are  to 
one  dollar.  The  figure  is  two  hundredths 
of  one  per  cent.  As  the  quantity  of  car- 
bon increases,  the  tendency  to  burn  the 
steel  becomes  greater,  and  more  care  is  re- 
quired in  heating  and  working  the  metal. 
The  steel  should  be  worked  and  tempered 
at  the  lowest  degree  of  heat  at  which  it 
is  possible  to  bring  the  desired  results,  both 
in  regard  to  ductility  in  hammering  and 
liardness  in  tempering.  The  kind  of  work 
on  which  the  tool  is  to  be  used  should  be 
the  determining  factor  in  regard  to  the 
degree  of  hardness  and  also  to  the  extent 
of  the  hardening  process  in  the  body  of 
the    tool. 

The  common  method  is  to  harden  the 
tool  to  a  degree  considerably  beyond  that 
required,  and  then  reduce  the  hardness  to 
the  necessary  degree.  The  relation  be- 
tween the  colors  that  come  over  the  hard- 
ened surface  of  the  chilled  metal  on  being 
slowly  reheated,  and  the  degrees  of  tem- 
perature which  correspond  with  the  colors 
should  be  known.  As  the  heat  approaches 
450  degs.  P.,  a  light  straw  color  appears. 
This  is  the  temper  at  which  tools  are 
usually  quenched  in  cold  water,  if  they 
are  to  be  used  in  lathe  or  planer  work. 
A  dark  yellow  will  succeed  the  lighter 
yellow  indicating  a  temperature  of  about 
500  degs.  Taps,  dies,  cutters  and  reamers 
are  generally  taken  at  this  color  and 
cooled.  Light  purple,  indicating  aboiJt  525 
degs.  is  used  for  thin  edged  tools  such  as 
are  employed  for  wood  cutting  machines. 
Dark  purple  succeeded  by  blue,  indicating 
a  temperature  of  from  550  to  575  degs  of 
heat  are  generally  the  shades  of  color  at 
which  wood  saws,  cold  chisels  and  other 
smaller  tools  are  cooled. 

Some  tool  dressers  cleverly  perform  the 
forging  and  tempering  work  at  one  heat. 
In  such  cases  the  chisel  or  other  tool  is 
heated  for  several  inches  and  after  being 
drawn  or  bent  into  shape,  only  a  short 
space  at  the  cutting  edge  of  the  tool  is 
quenched,  leaving  a  sufficiently  heated  por- 
tion in  the  body  of  the  tool  to  reheat  the 
cutting  edge  of  the  tool  when  withdrawn 
for  the  cooling  liquid.  When  the  required 
color  has  reached  the  cutting  edge,  the  en- 
tire tool  is  suddenly  cooled  in  the  water. 
The  skilled  mechanic  carefully  observes 
that  the  hammering  on  the  metal  is  not 
continued  until  the  metal  has  cooled  too 
much,  in  which  case  the  degree  of  brittle- 
ness  in  the  steel  is  greatly  increased,  and 
on  the  other  hand  that  there  is  not  too 
much  heat  left  in  the  body  of  the  tool  so 
that  when  cooled,  the  necessary  degree  of 
toughness  will  be  affected. 

In  the  case  of  tempering  tools  of  con- 
siderable length  such  as  reamers  and  taps, 
many  devices  are  in  vogue  for  the  equable 
heating  of  the  tool,  a  popular  plan  being 
the  heating  of  the  tool  is  fused  lead.  It 
must  be   borne    in   mind   that    it   is   easy 


heating  lead  to  a  greater  degree  than 
would  be  essential  to  good  practice  in  tem- 
pering. A  careful  management  of  the  fire 
can  readily  secure  the  desired  temperature 
of  the  lead  into  which  the  tools  to  be  hard- 
ened are  immersed,  insuring  in  a  short  time 
a  perfect  uniformity  of  heat.  Cooling  solu- 
tions of  oil  are  considered  superior  to 
water  by  many  persons. 

Several  kinds  of  self-hardening  steel 
have  recently  come  into  use  and  bid  fair, 
in  certain  classes  of  work,  to  outrival  the 
tempered  tools.  A  metal  known  as  tung- 
sten is  added  to  carbon  steel,  the  exact  per- 
centage varying  in  the  hands  of  the  dif- 
ferent manufacturers,  with  the  result  that 
steel  of  great  hardness  and  durability 
is  produced.  This  metal  is  usually  made  in 
bars  suitable  for  lathe  tools,  and  pieces  of 
the  bar  are  ground  into  cutting  edges,  no 
forging  being  necessary. 


Lining    Guides    Text    for    Sermon. 

We  sometimes  hear  friendly  critics  re- 
mark :  "The  trouble  with  mechanical 
papers  is  that  much  of  the  stuflf  they  pub- 
lish is  not  new."  There  are  many  new 
things  happening  in  shops,  new  tools  are 
perfected  and  new  processes  devised,  but 
the  young  mechanic  or  engineer  of  observ- 
ing habit  finds  plenty  of  old  things  that 
make  excellent  material  for  loading  the 
memory. 

The  apprentice  in  a  machine  shop  with 
a  blissful  taste  for  reading  trade  litera- 
ture finds  in  the  simplest  every-day  mat- 
ter subjects  of  novelty  to  himself,  and  in 
the  course  of  time  his  mind  becomes 
stocked  with  material  gathered  item  by 
item,  each  one  as  old  as  the  hills  to  the 
veteran,  but  fresh  as  the  daisies  of  the 
field  to  the  youth. 

Here  is  a  pen  picture  drawn  by  See,  the 
author  of  "Chordal's  Letters,"  a  book  that 
every  ambitious  mechanic  ought  to  read : 
"An  apprentice  boy  sits  on  a  block  at 
noon  reading  a  mechanical  paper  and  is 
thoroughly  interested  in  an  illustrated 
article  on  lining  up  guides.  Some  old 
gray-haired  fellow  looks  over  his 
shoulder,  gets  a  general  idea  of  the  illus- 
trations and  sneeringly  remarks  to  the 
boy:  'Pshaw,  that  thing's  a  thousand 
years  old.  Is  that  what  you  fellows  read 
about  in  those  papers?'  If  the  boy  is 
smart  he  will  reply:  T  am  16  years  old 
and  this  is  the  first  I  ever  knew  about 
this  guide  business.  How  old  were  you 
when  you  found  it  out?' 

"When  this  same  boy  gets  to  be,  say, 
fifty  years  old,  he  may  possible  get  dis- 
gusted with  this  kind  of  shop  literature 
and  begin  to  think  that  the  editor  oug'it 
to  be  kicked  for  putting  old  things  in  the 
paper,  thinking  that  they  can  be  passed  off 
as  novelties.  lie  may  forget  his  own  ex- 
perience. The  literature  of  the  artisan  to 
be  of  any  real  value  must  contain  repeti- 
tions that  describe  processes  that  are  ever 
new  to  the  learner  and  old  to  the  master 
of  the  art." 


June,   igog. 
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We  have  among  our  readers  the  ap- 
prentice boy  and  the  old  workman,  also 
the  new  fireman  and  the  old  engineer,  all 
of  them  helped  by  reading  the  literature 
of  that  calling  by  either  men  old  or  young 
or  the  reading  matter  new  or  venerable 
with  age.  It  is  news  to  most  youths  tu 
read  that  one  cubic  inch  of  water  con- 
verted into  steam  occupies  seventeen  hun- 
dred times  the  space  it  needed  as  water; 
the  same  statement  may  be  like  a  tale 
many  times  told  to  the  gray  veteran,  but 
it  may  refresh  his  memory  concerning  a 
fact  that  all  intelligent  engineering  people 
are  expected  to  know.  Men  forget  things 
so  quickly  that  old  memories  will  stand 
touching  up  on  the  knowledge  that  is  new 
to  the  younger  generations. 


Sharp  or  Loose  Practices. 

At  a  meeting  of  the  Western  Rail- 
way Club  a  paper  was  read  by  Mr.  J.  J. 
Hennessey,  master  car  builder  of  the 
Chicago,  Milwaukee  &  St.  Paul  Rail- 
way, on  "The  Abuse  of  the  Master  Car 
Builders'  Association  Repair  Cars," 
which  was  well  deserving  of  attention 
from  every  person  in  the  country  in- 
terested in  honest  dealing  in  the  inter- 
change of  cars.  Mr.  Hennessey  voiced 
a  complaint  heard  in  every  part  of 
this  continent,  that  a  great  amount  of 
unfairness,  not  to  say  dishonesty,  ex- 
ists in  failure  to  adhere  to  the  Rule  4 
Section  16  of  the  Master  Car  Builders' 
Rules  of  Interchange  of  Cars,  which 
says:  "When  repairs  of  any  kind  are 
made  to  foreign  cars,  a  repair  card 
shall  be  securely  attached  to  outside 
face  of  intermediate  sill  between  cross- 
tie  timbers." 

Mr.  Hennessey  emphasizes  the  re- 
gret that  the  rules  concerning  the  mak- 
ing repairs  are  not  complied  with  and 
continues:  "The  road  I  am  connected 
with  has  cases  coming  in  every  day 
where  our  cars  are  sent  home  with 
wrong  repairs  to  sills,  trucks,  draft  gear 
and  other  very  expensive  parts  and  the 
expense  of  correcting  the  same  is  enor- 
mous. The  repair  card  is  invariably 
missing  and  we  are  then  forced  to  the 
only  other  method  of  ascertaining  by 
whom  the  repairs  were  made,  and  this 
leads  us  to  that  same  old  story  of  trac- 
ing with  its  attendant  voluminous  corre- 
spondence, loss  of  time,  and  expense, 
to  say  nothing  of  the  burden  placed 
upon  the  office  forces  of  our  Motive 
Power  and  Car  Accounting  depart- 
ments. This  difficulty  has  been  grow- 
ing worse  from  year  to  year,  until  now 
it  presents  to  us  a  very  serious  condi- 
tion with  no  apparent  relief  in  sight. 
It  is  to  be  deplored  that  this  particu- 
lar rule  is  so  flagrantly  violated." 

There  is  no  doubt  that  the  principal 
part  of  this  trouble  comes  from  care- 
lessness on  the  part  of  men  executing 
the  repairs.     They  are   busy  and   have 


many  things  to  attend  to  that  seem 
more  important  than  making  out  repair 
cards;  but  all  the  failures  to  apply 
cards  cannot  be  attributed  to  careless- 
ness. It  has  been  found  in  car  inter- 
change and  in  other  lines  of  mutual 
business  dealing  that  men  who  are 
strictly  honest  in  their  own  personal 
affairs  will  act  dishonestly  in  the  inter- 
est of  employers.  The  remedy  pro- 
posed to  secure  fairness  and  honest 
dealing  between  railroad  and  railroad 
in  the  interchange  of  cars  is  to  employ 
inspectors  who  will  watch  that  cards 
will  be  applied  when  repairs  have  been 
done  to  foreign  cars.  That  plan  might 
effect  some  improvement,  but  we 
doubt   it. 

It  appears  that  history  is  repeating 
itself  in  the  difficulties  concerning  re- 
pars  of  foreign  cars.  When  loaded 
cars  first  began  to  be  sent  over 
foreign  lines,  there  was  for  a  time 
a  sentiment  of  honor  that  demanded 
the  return  of  the  cars  in  the  same 
condition  as  they  were  received 
and  most  of  the  railroad  companies 
acted  fairly  with  each  other.  But  as 
business  increased  and  the  volume  of 
car  interchange  became  large,  certain 
railroad  companies  began  to  take  ad- 
vantage of  connecting  roads  by  re- 
turning cars  in  very  bad  condition  or 
by  effecting  repairs  with  inferior  mate- 
rial. Furious  disputes  arose  over  these 
practices  and  the  management  of  some 
railroads  gravely  discussed  the  pro- 
priety of  refusing  to  permit  their  cars 
to  be  sent  upon  certain  railroads.  At 
this  juncture  the  master  car  builders 
of  the  leading  lines  got  together  and 
agreed  upon  equitable  rules  concern- 
ing the  repair  of  foreign  cars.  This 
led  to  the  organization  of  the  Master 
Car  Builders'  Association  which  has 
labored  incessantly  during  the  forty- 
three  years  of  its  existence  to  have 
justice  done  between  railroad  and  rail- 
road in  the  repairing  of  interchanged 
cars.  It  seems  now  that  the  spirit  of 
dishonesty  has  become  so  rampant  that 
moral  suasion   has  lost  its  power. 

Instead  of  employing  more  inspectors 
to  check  carelessness  in  applying  cards 
to  repaired  cars,  we  suggest  that  sys- 
tematic reports  be  published  of  the 
cars  received  with  repair  cards  miss- 
ing. All  railroads  would  have  some 
charges  against  them,  but  the  compa- 
nies that  encouraged  carelessness  would 
receive  prominent  mention  that  would 
be  certain  to  go  home  to  the  parties 
responsible. 


Locomotive  Inspection. 

Rapid  and  accurate  locomotive  inspec- 
tion is  a  matter  of  the  greatest  impor- 
tance, especially  at  busy  terminals,  and  the 
way  it  is  done  on  the  Pennsylvania  rail- 
road was  recently  described  by  Mr.  Wil- 
liam Elmer,  Jr.,  master  mechanic  at  Pitts- 


burgh to  the  members  of  the  Pittsburgh 
Railroad  Club.  Inspection  pits  are  used 
where  a  small  force  of  men  is  stationed 
and  as  soon  as  an  engine  comes  in,  it  is 
placed  on  this  pit  and  the  inspectors  go 
to  work. 

The  head  inspector  examines  the  out- 
side of  the  engine  and  tender,  and  looks 
at  trucks,  wheels,  draw  gear,  brake  rig- 
ging, couplers,  grab  irons,  footboards, 
pilot  steps,  and  all  safety  appliances.  He 
gauges  the  couplers  for  height,  wear  of 
knuckles  and  heads,  examines  the 
knuckle-lock  pins,  etc.  He  examines 
driving  wheels,  flanges  and  tires,  main  and 
side  rods,  brasses,  knuckle  joint  pins, 
crosshead  pins,  crossheads  and  guides.  He 
looks  for  loose  pipes  and  clamps,  oil  cups 
and  lids,  cracks  or  breaks  in  frame,  work- 
ing of  cylinders,  missing  or  defective 
safety  pins  and  examines  the  valve  gear, 
springs  and  spring  rigging.  He  reports 
hot  bearings,  leaky  washout  plates  or 
plugs  or  any  other  defects  that  may  come 
under  his  notice.  He  has  charge  of  the 
other  inspectors  and  sees  that  each  in- 
spector makes  out  a  report  for  each  en- 
gine inspected. 

Another  engine  inspector  starts  in 
under  the  pilot  and  examines  the  truck, 
v/heels,  frame,  braces,  axles,  boxes,  king 
bolti  main  frames,  stiffening  pieces,  driv- 
ing boxes,  shoes,  wedges  pedestal  caps, 
valve  gear,  eccentrics  and  straps,  and  oil 
pipes,  cups,  lids,  draw  gear  between  en- 
gine and  tender,  spring  chambers,  buffer 
castings,  ash  pans,  dampers,  grates  and 
grate  rigging  and  underneath  the  tender 
he  examines  trucks,  center  castings, 
wheels,  frame  and  side  bearings. 

The  head  air  brake  inspector  examines 
the  brake  valve,  air  pump,  gauges  and 
governors,  noting  dates  on  tags.  He  re- 
ports them  for  attention  after  30  days 
from  the  date  on  the  tag.  He  examines 
air  pipes  and  reservoirs  above  the  running 
board  to  see  that  they  are  tight  and 
properly  secured,  the  sanding  devices, 
gauge  glass  and  gauge  cocks.  He  is  re- 
quired to  try  them  and  blow  them  out. 
He  notes  the  condition  of  the  fire  door, 
latcli  and  chain,  the  apron  and  hearth 
plate,  wash  out  plugs,  sprinkling  hose,  etc. 
He  examines  the  tlirottle  gland  to  see  if 
the  packing  will  last  until  the  engine  is 
due  for  boiler  washing.  When  an  engine 
is  due  for  boiler  to  be  washed  he  calls 
attention  to  the  need  of  throttle  packing, 
if  such  be  the  case  and  also  if  any  valves 
in  the  cab  need  packing.  His  most  im- 
portant duty  is  to  examine  the  crown  and 
side  sheets  for  leaks  and  to  note  the  con- 
dition of  the  flues.  This  examination  is 
made  in  the  presence  of  the  engineer  and 
before  he  goes  off  duty.  This_  practice  's 
of  great  advantage  in  protecting  the 
round  house  staff  in  the  event  of  subse- 
quent discovery  of  damage  due  to  low 
water.  This  inspector  also  examines  the 
staybolt  and  boiler  wash  out  tags,  notes 
when  the  engine  is  due  for  staybolt  test  or 
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boiler  washing,  and  keeps  a  book  record 
of  the  same.  When  an  engine  is  due  for 
slaybolt  test  or  boiler  washing,  he  chalks 
the  steam  chest  so  that  the  hostlers  kno.v 
that  the  fire  has  to  be  knocked  out. 

One  duty  of  the  head  air  brake  inspector 
on  roads  equipped  with  track  troughs,  is 
to  lower  the  w-ater  scoop  while  the  man 
underneath  gauges  it,  to  see  that  it  is 
neither  too  high  nor  too  low.  This  under- 
neath man  is  also  an  air  brake  inspector, 
and  he  examines  all  air  pipes,  hose  and 
connections  below  the  running  board, 
brake  rigging  of  engine  and  tender,  notes 
the  piston  travel  and  locates  leaks  of  every 
description.  For  this  purpose  what  we 
cz^ll  a  wickless  torch  has  been  found  of 
considerable  service,  and  the  men  who 
use  them  prefer  them  to  those  of  other 
patterns.  They  burn  less  oil  than  other 
torches,  require  no  wicks  and  almost  no 
repairs. 

The  steam  heat  inspector  examines  all 
valves  in  the  cab  and  at  the  rear  of  ten- 
der, all  joints  and  pipes  between  engine 
and  tender  and  on  front  and  rear.  He 
tests  the  governor  to  operate  at  loo  lbs. 
and  reports  any  leaks  or  defects  in  the 
portion  of  the  equipment  for  which  he  is 
responsible. 

When  these  examinations  have  been 
completed  from  four  to  five  minutes  being 
sufficient,  each  man  writes  his  report  on 
the  proper  form  and  sends  it  by  pneu- 
matic dispatch  tube  to  the  engine  house 
office.  By  this  means  the  reports  cover- 
ing the  condition  of  the  engine  reach  the 
work  distributor's  desk  almost  as  soon 
as  the  engine  reaches  the  ash  pit.  The 
pneumatic  dispatch  tube  can  easily  be  in- 
stalled by  any  competent  pipe  fitter  and  is 
usually  made  of  two-inch  pipe  laid  in  a 
box  underground  or  carried  on  the  ends 
of  the  ties.  The  usefulness  and  value  of 
this  simple  and  inexpensive  tube  system 
can  hardly  be  appreciated  by  those  who 
have  never  used  it.  The  condition  of  an 
engine  is  known  to  the  round  house  force 
within  a  few  minutes  after  it  reaches  the 
inspection  pit,  and  they  know  at  once 
whether  the  engine  can  be  marked  up  for 
a  run  and  a  crew  called  or  whether  it 
will  require  shop  attention  which  may 
take  several  hours. 

Speaking  of  the  method  of  keepins; 
track  of  the  dates  for  stay  bolt  inspection 
and  boiler  washing  for  each  engine,  Mr. 
Elmer  outlined  a  very  simple  and  most 
effective  system.  He  said :  The  division 
with  which  I  am  connected  has  about  700 
Ircomotives  and  a  dozen  or  more  engine 
houses.  A  locomotive  may  be  at  one  ter- 
minal on  Monday,  another  on  Tuesday,  a 
third  on  Wednesday,  and  so  on,  and  the 
method  of  keeping  a  book  record  in  the 
master  mechanic's  office  and  sending  out 
letters  to  all  points  giving  a  list  of  engin.^s 
due  to  have  stay  bolts  inspected  or  boilers 
washed  out,  was  found  to  be  cumbersome 
and  unsatisfactory  and  .was  giving  very 
poor    results    and    it    required    the    intc- 


change  of  so  many  messages  between  en- 
gine house  foremen  in  order  to  prevent 
giving  the  same  attention  to  an  engine  it 
different  points  on  the  same  day,  that  it 
was  decided  to  have  each  engine  carry  its 
own  record.  For  this  purpose  small  tin 
tags  i>^  by  2J/2  ins.  for  the  staybolt  test 
and  2  by  iJ/2  ins.  for  the  boiler  washing 
are  fastened  by  wire  to  the  water  bottle 
connection.  These  are  marked  with  stesl 
stamps  to  show  the  point  and  the  date 
when  the  engine  was  last  given  attention, 
and  as  soon  as  the  proper  time  comes, 
there  are  the  reminders  that  the  engine  is 
again  due.  An  engine  coming  to  any  ter- 
minal without  these  tags  is  taken  in  hand 
at  once  and  new  tags  applied.  A  booK 
record  is  kept,  simply  as  a  check,  but  the 
list  of  overdue  engines  is  surprisingly 
small. 


Superheaters. 


E.xperiments  are  being  continued  on  the 
Prussian  and  Belgian  State  railways,  and 
the  fullest  kind  of  reports  are  being  con- 
stantly issued  by  these  companies  in  re- 
gard to  the  comparative  merits  of  simple 
and  compound  engines  when  using  super- 
heated or  saturated  steam.  There  is  a 
close  similarity  in  the  reports,  both  point- 
ing to  the  superiority  of  the  simple  super- 
heated type  of  engine.  The  result  is  that 
superheaters  are  more  universally  fitted 
to  the  Belgian  locomotives,  while  the 
Prussian  new  locomotives  are  nearly  all 
being  equipped  with  similar  apparatus. 
On  the  British  railways  the  companies 
seem  to  make  haste  toward  adapting  the 
use  of  the  superheater  much  more  slowly 
than  on  the  Continent.  We  hear  of  a 
locomotive  here  and  there  being  tried  with 
a  superheating  device,  and  while  a  certain 
saving  of  fuel  and  water  is  claimed,  it  is 
evident  that  there  is  a  desire  to  ex- 
tend the  experimental  period  over  a  num- 
ber of  years  with  a  view  of  testing 
whether  the  extra  cost  of  maintenance 
does  not  counterbalance  the  saving. 

Doubtless  for  the  same  reason  the 
superheater  does  not  make  rapid  progress 
toward  universal  adoption  in  America. 
In  districts  where  coal  is  cheap  and 
skilled  labor  high-priced,  it  can  be  readily 
imagined  that  it  would  take  a  considerable 
quantity  of  coal  to  offset  an  extra  amount 
of  skilled  labor,  not  to  speak  of  the 
material  used  in  superheater  construction 
and  repair.  A  notable  feature  among  re- 
cent experiments  in  America  is  a  step  in 
the  direction  of  lower  steam  pressures 
with  an  increase  in  the  size  of  cylinders. 
The  lowering  of  steam  pressure  may  lead 
to  a  more  general  use  of  superheating.  It 
is  a  generally  admitted  fact  that  the 
superheater  temperature  of  the  steam,  if 
it  is  to  be  economical  at  all.  must  ex- 
ceed 600  deg.  F.,  and  in  order  to  reach 
(his  temperature  there  must  be  a  constant 
velocity  in  the  steam  passing  through  the 
pipes  in  the  drying  process.  The  Schmidt 
superheater  has  this  advantage,  that  the 


steam  having  to  travel  a  considerable  dis- 
tance passes  through  the  superheated  area 
at  a  high  speed  while  the  engine  is  in  mo- 
tion, thus  having  the  temperature  of  the 
steam    raised   to    the    economical    point. 

It  is  difficult  to  gather  much  satisfac- 
tion from  the  reports.  It  appears  as  if 
there  is  some  real  gain  in  the  use  of  su- 
perheated steam  under  certain  conditions, 
the  best  reports  showing  that  the  tests 
have  been  made  in  locomotives  engaged 
in  the  lightest,  steadiest  kind  of  service. 
Whether  its  universal  adoption  in  loco- 
motive service  is  practically  advisable  is 
still   an   unsolved   problem. 


Railroad    Mechanical   Associations. 

It  might  naturally  be  supposed  that  an 
organization  such  as  the  American  Rail- 
way Master  Mechanics'  Association,  which 
holds  its  forty-second  convention  this 
month,  would  display  a  disposition  to  rest 
and  be  thankful  for  past  achievements, 
but  instead  of  that,  age  seems  to  whet  the 
inclination  of  the  association  for  more 
labor.  In  its  sturdy  youth  the  organiza- 
tion used  to  be  contented  to  report  upon 
five  or  six  subjects  and  devote  much  time 
to  discussing  the  reports,  but  of  late 
years  the  number  of  subjects  reported 
upon  have  been  double  what  was  for  years 
considered  sufficient,  and  this  year  the 
number  is  greater  than  it  has  ever  been 
before.  We  do  not  consider  this  a  de- 
sirable manifestation  of  progress,  for  the 
most  valuable  information  concerning  a 
subject  has  generally  been  brought  out 
during  the  discussion,  which  must  be  cur- 
tailed when  the  reports  are  numerous. 
Two  reports  a  day  with  discussions  upon 
them  ought  to  be  sufficient  with  the  noon 
hour  topical  discussions.  The  latter  dis- 
cussions have  proved  wonderfully  inter- 
esting, bringing  out  most  valuable  infor- 
mation sometimes,  but  the  desire  to  de- 
vote time  to  the  regular  reports  have  of 
late  years  seriously  curtailed  the  discus- 
sions of  the  noon  hour,  a  thing  that  many 
of  the  members  regret. 

There  has  been  a  tendency  in  the  Rail- 
way Master  Mechanics'  Association  of 
late  years  to  reach  up  into  reporting  on 
and  discussion  of  more  scientific  engi- 
neering phases  connected  with  railroad 
motive  power,  but  this  year  the  purely 
practical  subjects  have  come  again  into 
hand,  as,  for  instance,  mechanical  stokers, 
castle  nuts,  safety  valves,  steel  tires  and 
tender  trucks.  Of  mechanical  engineer- 
ing subjects  are:  Motor  cars,  superheat- 
ers, widening  gauge  on  curves,  fuel  econo- 
mies, lubricating  material  economies. 
.-Xmong  the  general  subjects  to  be  dis- 
cussed are :  Revision  of  standards  and 
revision  of  constitution  and  by-laws.  This 
latter  movement  indicates  a  tendency  long 
apparent  in  the  association  to  draw  into 
closer  relations  with  the  American  Rail- 
way .Association,  which  is  composed  of 
railroad  managers  and  other  officials  of 
the  managing  class.     In  both  the  Railway 
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Master  iMechanics'  Association  and  in  the 
Master  Car  Builders'  Association  actions 
have  been  tal<en  and  decisions  arrived  at 
of  stupendous  legal  importance,  the  mem- 
bers acting  as  if  they  had  the  authority 
of  railroad  presidents.  Such  action  has 
caused  conflict  of  authority  at  times,  and 
now  the  Master  Mechanics'  Association 
are  going  to  take  the  higher  officials  into 
their  confidence.  A  proposed  change  in 
the  constitution  reads:  "Subjects  involv- 
ing legal,  transportation,  permanent  way 
or  traffic  questions,  or  for  any  other  rea- 
son requiring  such  action,  may  be  sub- 
mitted on  recommendations  to,  the  Amer- 
ican Railway  Association." 

Referring  in  another  part  to  the  powers 
of  the  Executive  Committee,  the  proposed 
change  reads :  "It  shall  also  determine 
which,  if  any,  of  the  subjects  presented 
at  the  convention  or  by  the  members  shall 
be  referred  to  the  American  Railway  As- 
sociation." 

This  tendency  of  the  American  Rail- 
way Master  Mechanics'  Association  to 
move  into  closer  relations  with  the 
American  Railway  Association  might 
profitably  be  imitated  by  other  mechanical 
associations.  We  have  noticed  that  mem- 
bers of  the  two  leading  mechanical  asso- 
ciations have  been  considerably  annoyed 
by  resolutions  passed  by  subordinate  as- 
sociations, which  assumed  that  such  asso- 
ciations were  authorized  to  speak  for  rail- 
road companies.  There  are  now  so  many 
associations  of  railroad  men  that  can 
speak  with  authority  concerning  the  con- 
struction merits  of  any  device  that  it  is 
highly  desirable  that  conflict  of  expressed 
opinion  should  be  avoided  because  the 
expressed  opinion  of  a  minor  association 
is  liable  to  be  used  to  the  prejudice  of 
railroad  interests.  It  is  not  practicable 
to  put,  for  instance,  the  Traveling  Engi- 
neers' Association,  the  Air  Brake  Asso- 
ciation, the  General  Foremen's  Asso- 
ciation, or  others  under  control  of 
the  American  Railway  Master  Me- 
chanics' Association,  but  there  ought  to 
be  co-ordination  between  the  various  as- 
sociations without  subordination  of  any 
one.  The  time  has  come  for  some  under- 
standing of  this  character  being  arrived 
at.  It  requires  no  great  stretch  of  imag- 
ination to  find  that  one  of  the  minor 
Associations  passes  a  resolution  putting 
itself  on  public  record  as  favoring  prac- 
tices which  may  have  been  publicly  con- 
demned by  the  Railway  Master  Mechan- 
ics' Association ;  or  it  is  not  beyond  the 
bounds  of  probability  for  another  minor 
association  to  endorse  a  practice  or  a  de- 
vice that  has  been  condemned  by  the 
Master  Car  Builders'  Association.  Con- 
tentions of  that  character  might  have 
very  serious  consequences,  when  the  con- 
flicting views  were  submitted  to  a  jury 
in  a  court  of  law.  It  is  a  good  thing  to 
reason  together,  and  it  is  a  joyful  sight 
to  witness  various  grades  of  railroad 
mechanical  men  forming  organizations  for 


helpful  exchange  of  information;  but  it 
i.s  time  that  some  sort  of  co-operation 
should  be  established.  Let  an  under- 
standing of  co-ordination  prevent  the  dif- 
ferent organizations  from  injuring  instead 
of  promoting  the  common  welfare,  and 
by  promoting  the  general  welfare  pro- 
mote their  own  individual  interests. 


Book  Notices 

Proceedings  of  the  International  Rail- 
way General  Foremen's  Association^ 
1908.  Distributed  by  the  Association. 
E.  C.  Cooke,  Secretary,  506  Royal  In- 
surance Building,  Chicago,  111.  no 
pages. 

The  educational  possibilities  in  organi- 
zations of  skilled  artisans  who  have  risen 
to  positions  of  responsibility  is  finely  ex- 
emplified in  the  work  of  this  young  or- 
ganization. Although  this  is  only  the 
fourth  meeting  of  the  association  that  is 
reported  in  the  pages  of  the  work  before 
us,  it  is  agreeably  surprising  to  note  the 
breadth  and  importance  of  the  field  of 
thought  and  action  in  railroad  work  which 
the  discussions  presented  cover.  If  an 
excuse  was  necessary  for  the  existence  of 
such  an  association,  it  can  be  found  in  a 
few  pages  of  this  report.  The  discussions 
have  the  particular  merit  of  being  entire- 
ly personal  experiences  of  trained  minds 
in  close  contact  with  subjects  of  real  im- 
portance in  railroad  work.  Among  these 
the  question  of  the  cause  of  pounding  on 
the  left  side  of  the  locomotive  is  ex- 
haustively treated,  as  is  also  the  general 
question  of  shop  construction,  embracing 
the  questions  of  cross  or  longitudinal  pits, 
care  of  material,  the  dispatching  of  en- 
gines at  terminals,  and  the  apprentice 
question.  Among  the  more  abstruse  ques- 
tions were  that  of  the  frequency  of  stay- 
bolt  fractures  on  the  left  side  of  the  en- 
gine, the  methods  of  determining  when 
an  engine  should  be  sent  to  the  repair 
shop,  the  comparative  cost  of  piston  and 
slide  valves,  and  the  prevention  of  the 
breaking  of  valve  rings.  These  and  other 
questions  are  fully  discussed,  and  much 
information  of  real  value  obtained.  A 
copy  of  the  Constitution  and  By-laws  are 
appended,  and  the  officers  and  members 
are  to  be  congratulated  on  the  interest- 
ing and  valuable  contribution  to  the  rail- 
road literature  of  our  time,  which  this 
printed  report  of  their  proceedings 
presents. 


Audel's  Gas  Engine  Manual.  Pub- 
lished by  Theo.  Audell  &  Co.,  Publish- 
ers, New  York.  470  pages,  profusely 
illustrated,  ornamental  cloth.  Price 
$2.00. 

This  handsome  book  treats  of  the  theory 
and  management  of  gas,  gasoline  and 
oil  engines,  including  chapters  on  producer 
gas  plants,  marine  motors  and  automobile 
engines,     and     extends     to     twenty-eight 


chapters,  covering  the  entire  subject  or 
subjects  from  the  historical  development 
and  laws  of  permanent  gases  through  the 
various  theoretical  principles  and  actual 
working  cycles  of  the  different  types  of 
gas  engines.  It  treats  fully  of  fuels  and 
explosive  mixtures,  and  the  different  de- 
signs and  constructions  are  fully  dis- 
cussed. The  important  subject  of  lubrica- 
tion is  clearly  set  forth  with  valuable 
hints  on  management  and  suggestions  for 
emergencies.  There  is  a  special  chapter 
on  automobiles  and  another  on  marine 
engines,  and  it  may  be  said  briefly  that 
there  is  no  part  of  the  gas  engine  in 
modern  use  but  what  is  fully  and  ably 
discussed  in  this  work.  The  illustrations 
are  of  the  best,  while  the  style  of  the  work 
is  simple  and  direct  and  peculiarly  valu- 
able to  the  student  in  being  free  from 
technical  jargon.  We  heartily  commend 
this  work  to  all  who  are  interested  in  the 
theory  and  practice  of  gas   engines. 


Railway  Working  and  Appliances.  By 
Edward  S.  Hadley.  Published  by  Long- 
mans, Green  &  Co.,  London  and  New 
York.  120  pages,  flexible  cloth.  Price 
50  cents. 

The  Great  Western  Railway  of  England 
has  established  a  number  of  "'Signalling 
Schools,"  with  miniature  models  and  ap- 
pointed lectures  in  connection  with  the 
schools.  Mr.  Edward  Hadley  has  been 
very  successful  in  this  department  of 
railroad  work,  and  the  volume  before  us 
consists  of  fifteen  chapters  presenting  his 
lectures  in  a  handy  form.  The  writer  has 
the  excellent  faculty  of  clear  description 
and  in  a  non-technical  way  which  is 
especially  agreeable  to  beginners  in  this 
important  department  of  railroad  work. 
The  book  has  met  with  much  favor  in 
Great  Britain  and  should  be  of  interest 
to  all  railway  men  throughout  the  world. 
The  numerous  photographs  and  drawings 
are  excellent  and  finely  illustrate  the  text. 


First  Aid  on  Indiana  Trains. 

A  recent  press  dispatch  says :  "Follow- 
ing a  conference  between  the  railway  sur- 
geons and  superintendents  of  the  State 
and  the  railroad  commission  of  Indiana 
concerning  the  enforcement  of  the  law 
requiring  railway  trains  to  be  equipped 
with  surgical  cases,  the  commission  gave 
the  order  that  all  passenger  and  freight 
trains  be  equipped  with  such  cases,  con- 
taining material  for  first  aid  to  the  in- 
jured, within  90  days  from  the  entry  of 
the  order.  The  commission  declared  that 
the  statute  provided  specifically  that 
every  such  case  shall  contain  a  pound  of 
absorbent  cotton. 


Flexible   Fireboxes. 

The  New  York  Central  have  had  a 
Consolidation  engine  equipped  with  the 
Wood  flexible  firebo.x,  and  it  is  reported 
to  be  giving  entire  satisfaction,  after  five 
months  Of  verv  severe  scr\'ice. 
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The  Lethbridge  Viaduct. 

The  Canadian  Pacific  Railway  is 
changing  the  route  of  the  Crows'  Nest 
Pass  branch  in  the  Rocky  Mountains 
between  Lethbridge  and  Macleod.  The 
cost  of  the  work  is  estimated  at  about 
two  million  dollars.  Wooden  trestles 
are  being  replaced  by  steel  structures 
and  the  line  is  being  straightened  and 
grades  reduced  on  account  of  the  in- 
crease of  traffic.  One  of  the  most  not- 
able steel  structures  is  that  being  built 
over  the  valley  of  the  Belly  river  at 
Lethbridge,  Alta.  The  Lethbridge  Her- 
ald gives  some  interesting  facts  con- 
cerning the  new  bridge,  and  two  of  our 
readers  in  Northwestern  Canada  have 
kindly  sent  us  photographs  of  this  in- 
teresting viaduct. 

Among  other  things  the  Herald  says : 
"The  height  of  the  bridge  will  be  307 
ft.  above  the  water,  the  length  is  5,327 
ft.,  or  some  12  yards  over  a  mile,  and 
the  cost  of  the  structure  will  amount  to 
$1,500,000.  The  bridge  spans  the  deep 
cutting  which  the  waters  of  the  river 
have  worn  in  the  prairie  by  their  age- 
long course.  The  banks  of  the  river 
are  dissimilar  in  that  in  one  case  there 
is  a  high  cliflf,  while  on  the  other 
side  the  bank  slopes  gradually  to  the 
usual  prairie  level.  It  is  this  irregu- 
larity in  the  banks  of  the  river  that  has 
forced  the  designer  to  build  so  lengthy 
a  bridge. 

"The  Lethbridge  structure  will  be, 
taking  both  height  and  length  into  con- 
sideration, the  largest  in  the  world.  This 
superiority  over  other  railway  bridges  it 
owes  to  its  enormous  height  above  the 
water.  It  is  not  so  long  as  the  famous 
Forth  Bridge,  which  is  8,296  ft.  in  length, 
or  as  the  Tay  Bridge,  which  has  a  span  of 
over  two  miles,  but  in  each  of  these  cases 


Dneipcr  at  Jekalerinoslaw,  which  is  4,557 
ft.  in  length;  the  Alexandrowski  bridge 
over  the  Volga  near  Syzran,  4,871  ft. ;  the 
Severn  bridge,  4,162  ft.,  and  the  Empress 
bridge  over  the  River  Sutlej,  on  the  Indus 
Valley  Railway,  four-fifths  of  a  mile.  Of 
the  bridges  which  approach  the  bridge  at 
Lethbridge  in  height  the  Kentucky  Rail- 
way bridge  is  important,  having  a  height 
of  275  ft.  6  ins.  above  low  water,  while 
the  C.  P.  R.  bridge  over  the  Eraser  River 
is  125  ft.  high.  The  structure  which 
spans  the  Victoria  Falls  of  the  Zambesi 
River  has  the  advantage  of  the  new  C. 
P.  R.  bridge  in  height,  but  fails  in  com- 
parison in  length. 

.\11  the  steel  used  in  the  bridge  is  run 
out  on  a  traveler,  which  lets  the  steel 
girders  down  into  place  by  means-  of  a 
cable.  The  concrete  foundation  goes 
down  to  24  ft.  below  low  water,  standing 
on  hard  shale.  The  land  towers  are 
built  on  concrete  piles,  the  three  main 
towers  in  the  centre  of  the  bridge  arc 
also  built  on  piles.  The  total  weight  of 
the  bridge  is  estimated  at  12,000  tons.  If 
there  had  been  no  allowance  made  for 
contraction  at  40  degs.  below  zero  the 
bridge  would  be  too  short  by  three  and  a 
half  feet,  but  a  system  of  sliding  plates 
allow  for  expansion  and  contraction.  At 
the  present  rate  of  progress  the  biidge 
will  probably  be  finished  by  October  of 
this   year." 


Discipline  Without  Suspension. 

The  system  which  was  introduced  upon 
the  Fall  Brook  Railroad  many  years  ago 
by  Superintendent  George  W.  Brown, 
known  as  the  system  of  "Discipline  with- 
out suspension,"  was  extended  in  a 
changed  form  to  many  railroads,  but  was 
gradually  abandoned  for  no  particular 
cause  except  that  its  operation  gave  some 
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the  headway  is  much  less,  that  of  the 
Forth  Bridge  being  150  ft.  for  a  distance 
of  1,000  ft.  above  high  water,  and  that 
of  the  Tay  only  50  ft.  Other  huge 
bridges  which  approach  the  Lethbridge 
giant   in  length   are   the  bridge   over   the 


extra  work  to  the  officials  in  charge  of 
trainmen.  Such  a  finish  to  a  system  that 
was  eminently  fair  was  very  much  to  be 
regretted,  for  there  will  always  be  men 
who  violate  rules  through  inadvertence 
or  through  momentary  lapses  of  vigilance, 
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and  inflicting  upon  them  punishment  of 
suspension  has  a  pernicious  effect.  Many 
railroad  men  who  have  conducted  them- 
selves for  years  without  giving  the  least 
cause  for  censure,  will  fall  into  a  blunder 
for  which  punishment  will  be  inflicted 
as  strenuously  as  if  the  person  was  a 
habitual  violator  of  rules. 

We  are  pleased  to  learn  that  Mr.  Daniel 
Willard,  second  vice-president  of  the 
Burlington  system,  in  charge  of  the  op- 
erating department,  has  introduced  upon 
the  road  a  .system  of  fair  discipline  which 
resembles  the  Brown  system,  if  it  is  not 
exactly  the  same  thing.  Mr.  Willard,  who 
has  always  been  noted  for  fairness  in 
dealing  with  men  under  his  charge,  talk- 
ing about  the  new  system  of  discipline, 
said : 

"The  practice  of  suspending  a  man  can- 
not make  him  better,  and  it  deprives  him 
of  the  opportunity  of  earning  money  with 
which,  perhaps,  to  support  his  family,  and 
not  infrequently  when  a  man  has  been  so 
deprived  of  the  opportunity  to  work,  the 
punishment  has  home  most  heavily  upon 
those  who  are  dependent  upon  him.  It 
does  not  ?cem  that  a  proper  system  of 
discipline  should  cause  such  results. 

"It  should  be  possible  to  keep  such  a 
fair  and,  at  the  same  time,  accurate  record 
of  men,  that  it  can  be  made  a  sufficient 
basis  for  a  system  of  discipline  which  will 
satisfy  the  requirements  of  existing  con- 
ditions. Such  a  system  will  call  for 
greater  care  and  personal  attention  on  the 
p.nrt  of  all  officers  than  has  been  given  in 
the  past,  hut  it  is  believed  that  its  im- 
portance justifies  the  additional  effort." 

This  record  system,  as  adopted  on  the 
"Q,"  is  fair  and  equitable,  and  good  results 
are  expected  of  it  by  the  management. 
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The  Walschaerts    Valve   Gear   as   Ap- 
plied to  Locomotives. 

I. — General    Principles. 

In  treating  of  valve  gearing  as  applied 
to  steam  engines  generally,  it  is  presumed 
that  it  is  scarcely  necessary  to  dwell  at 
any  great  length  on  the  fact  that  all  such 
gearing  is  designed  with  a  view  to  admit 
steam  readily  to  the  reciprocating  piston 
at  a  time  when  the  steam  pressure  will  be 
most  effectual  in  moving  the  p'ston  in  the 
cylinder,  which  movement  is  readily  con- 
veyed through  a  connecting  rod  attached 
to  the  piston  at  one  end,  and  to  a  crank 
at  the  other  end,  thereby  inducing  a  turn- 
ing or  revolving  motion  to  a  wheel  and 
axle.  In  the  economic  use  of  steam,  and 
incidentally  of  fuel,  it  is  advisable  to  shut 
off  the  supply  of  steam  as  early  as  possi- 
ble during  the  piston  stroke,  so  that  the 
steam  admitted  to  the  cylinder  at  a  high 
degree  of  pressure  may  have  an  oppor- 
tunity to  spend  its  force  before  being  per- 
mitted to  pass  into  the  outer  air.  It  will 
be  readily  understood  that  in  a  cylinder 
two  feet  in  length,  if  the  supply  of  steam 
is  cut  off  at  a  point  when  the  piston  has 
only  traveled  six  inches  on  its  course  to- 
ward the  other  end  of  the  cylinder,  the 
steam  pressure  will  only  amount  to  one- 
half  of  the  original  pressure  when  the  pis- 
ton has  traveled  twelve  inches,  because 
the  steam  will  then  occupy  twice  the  space, 
and  so  on  until  the  piston  has  reached  the 
end  of  the  stroke,  when  the  pressure  will 
be  four  times  less  than  when  admitted. 
Other  causes,  which  need  not  now  be 
dwelt  upon,  will  have  reduced  the  pres- 
sure even  more  than  this,  so  that  steam 
admitted  at  iSc  lbs.  of  pressure  per  square 
inch  at  the  beginning  of  the  piston  stroke 
will  be  less  than  40  lbs.  per  square  inch 
by  the  time  the  piston  stroke  is  completed. 

In  the  early  days  of  the  steam  engine 
the  necessity  for  this  economical  or  ex- 
pansive use  of  steam,  as  it  is  called,  was 
not  so  great  as  it  is  now,  for  the  reason 
that  steam  was  used  at  a  much  lower  pres- 
scure  at  that  time,  and  the  loss  of  steam 
at  the  end  of  the  piston  stroke  was  small 
in  comparison  with  what  it  is  now,  when 
steam  is  admitted  during  the  entire  length 
of  the  stroke.  Other  causes  soon  arose 
calling  for  a  variable  supply  of  steam. 
With  the  locomotive  the  difference  in 
grades  to  be  climbed  and  in  loads  to  be 
hauled  necessitated  an  increase  and  a 
diminution  of  the  steam  pressure,  and  the 
brightest  minds  among  steam  engineers 
were  early  at  work  on  this  important 
problem.  As  boiler  construction  improved 
and  higher  steam  pressures  became  pos- 
sible,  the   necessity   for   a  variable  valve 


motion  mcreased.  Egide  Walschaerts,  a 
young  Belgian  engineer,  was  among  the 
first,  and  perhaps  the  most  successful,  in 
solving  this  intricate  mechanical  problem. 
Eccentrics  were  already  in  use  for  the 
simple  purpose  of  reversing  the  move- 
ment of  the  engine.  This  was  accom- 
plished by  having  two  eccentrics  set  in 
such  positions  that  when  their  rods  were 
in  operation  on  a  rocker  that  moved  the 
valve  rod,  one  rod  was  adjusted  so  that 
it  would  act  in  advance  of  the  main  crank, 
while  the  other,  when  in  operation,  would 
follow  the  crank.  One  rod  could  be  lifted 
off  the  rocker  pin  and  the  other  one  at- 
tached by  a  simple  appliance  similar  to 
the  lifting  shaft  now  in  use  on  locomo- 
tives, the  rods  being  furnished  with  hooks 
adapted  to  catch  the  rocker  pin. 

This  reversing  contrivance  attached  to 
the  early  locomotives  is  alluded  to  in  or- 
der that  the  condition  of  the  valve  gearing 


lapped  the  steam  ports  and  it  would  be 
necessary  to  move  the  valve  a  distance 
equal  to  the  amount  of  lap  in  order  that 
the  steam  might  be  readily  admitted  to 
act  on  the  piston  in  the  early  part  of  its 
movement  towards  the  other  end  of  the 
cylinder.  The  mechanism  invented  by 
Walschaerts  in  moving  the  valve  the  re- 
quired distance  from  the  center  at  either 
end  of  the  piston  is  one  of  the  cleverest 
devices  in  use  in  steam  engineering,  and! 
is  generally  looked  upon  as  the  crowning 
feature  of  Walschaerts'  masterly  inven- 
tion. It  should  be  noted  that  the  overlap- 
ping of  the  valve  is  an  essential  requisite 
in  the  economic  use  of  steam.  If  the  valve 
exactly  covered  the  ports  any  movement 
of  the  valve  would  cause  an  immediate 
opening  of  one  port  at  the  instant  of  the 
closing  of  the  other  port.  The  amount  of 
lap  makes  a  period  of  closure  of  the  ports 
possible,    and    consequently    renders    the 
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at  the  time  that  Walschaerts  brought  his 
keen  intellect  and  engineering  skill  to 
bear  upon  the  problem  may  be  understood. 

The  valve  then  in  use,  known  as  the 
D-slide  valve,  the  steam  ports  leading  to 
the  cylinder  and  the  method  of  exhaust- 
ing the  steam  through  the  inner  cavity 
of  the  valve  were  not  in  any  way  affected 
by  the  work  of  the  young  Belgian  en- 
gineer. The  perfect  adjustment  of  an 
eccentric  or  crank  set  at  right  angles  to 
the  main  crank  is  the  primal  necessity  in 
the  construction  of  the  Walschaerts  gear- 
ing. It  can  readily  be  understood  that  a 
connecting  rod  attached  to  an  eccentric 
or  crank  so  fixed  and  so  adjusted  in  point 
of  length  that  it  would  reach  exactly  to 
the  movable  valve  while  the  valve  was  in 
the  central  position  would,  by  continuing 
the  movement  of  the  engine,  continue  to 
place  the  valve  in  the  middle  of  the  valve 
seat  when  the  piston  was  at  the  end  of 
the  stroke,  and  also  move  the  valve  to 
the  extreme  end  of  its  stroke  at  the  mo- 
ment that  the  piston  was  in  the  middle 
of  the  cylinder. 

With  the  piston  at  cither  of  the  extreme 
ends  of  the  cylinder  and  the  valve  in  the 
central  position,  it  w-ould  be  found  that  a 
certain   portion   of   the   valve   face   over- 


expansive  use  of  steam  already  alluded 
to  a  mechanical  possibility. 

This  moving  of  the  slide  valve  toward 
the  desired  point  is  effected  by  the  en- 
gaging of  the  valve  rod  by  an  intervening 
combination  lever  which  is  connected  to 
the  crosshead  by  a  union  link,  and  which 
will  be  fully  described  hereafter.  The  co- 
relation  between  the  combination  lever 
and  a  radius  bar  driven  by  an  oscillating 
radial  link,  which  is  driven  by  the  eccen- 
tric rod,  becomes  the  determining  factor 
in  moving  the  valve  from  the  central  posi- 
tion to  the  point  desired. 

The  shortening  of  the  valve  stroke, 
making  it  possible  to  close  the  supply  of 
steatn  at  any  desired  point  of  the  piston 
stroke  is  effected  by  the  oscillating  radial 
link  into  which  the  radial  bar  attached  to 
the  valve  rod  and  cross-head  is  movable 
by  the  lifting  shaft,  and  it  will  be  readily 
seen  that  as  the  radial  link  suspended 
centrally  oscillates  furthest  at  the  extreme 
ends  the  radial  bar  will  travel  further 
when  near  the  extreme  ends  of  the  link, 
and  as  it  is  made  to  approach  the  center 
the  motion  of  the  bar  will  be  shortened. 
At  the  center  of  the  link  it  will  cease 
moving  altogether,  and  after  passing  the 
center  it  will  move  in  the  opposite  direc- 
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tion,  thus  reversing  the  movement  of  the 
engine.  The  moving  of  the  valve  towards 
the  opening  point  by  the  use  of  the  cross- 
head  connection,  as  well  as  the  interven- 
tion of  the  oscillating  radial  link,  together 
with  the  use  of  the  single  eccentric  or 
crank,  are  three  distinct  and  separate  fea- 
tures of  this  valve  gearing,  and  these,  to- 
gether with  their  connections  and  rela- 
tion to  cacli  other,  will  be  treated  in  detail 
in  the  forthcoming  chapters  describing 
the  construction  and  adjustment  of  this 
steam-engine  attachment,  as  applied  to 
the  locomotive. 


Celebrated  Steam  Engineers. 

'  :         XIX. — Egide  Walschaerts. 

Eglde  Walschaerts,  the  inventor  of  the 
valve  gear  that  bears  his  name,  was  a 
native  of  Belgium  where  he  was  born  in 
1820.  .\t  the  age  of  eighteen  he  was  a 
student  of  the  Municipal  College  in  Brus- 
sels, and  at  an  exhibition  of  products 
there  he  furnished  several  remarkable 
models,  among  which  was  a  complete  lo- 
comotive made  of  copper  on  a  scale  of 
one-twentieth  of  the  railway  locomotives 
in  use  in  Belgium  at  that  time.  The  Min- 
ister of  Public  Works  was  so  interested 
in  the  young  man's  work  that  he  assisted 
him  in  entering  the  classes  in  the  Uni- 
versity of  Liege,  where  he  made  rapid 
progress.      During    this     period    he    con- 


draughtsman,  named  Williams,  who  was 
employed  by  the  Stephensons  in  their  loco- 
motive works  at  Newcastle,  and  which 
came  into  use  about  the  same  time,  had 
not  been  seen  by  Walschaerts.  It  will  be 
readily  understood,  however,  that  there  is 
little  resemblance  between  the  two  kinds 
of  mechanism.  Both  are  evidently  the 
work  of  clever  inventors  on  different  lines, 
and  while  the  results  are  necessarily 
largely  similar,  there  are  several  marked 
features  in  Walschaert's  masterly  inven- 
tion, especially  in  its  application  to  loco- 
motives, that  mark  its  superiority  almost 
beyond  controversy. 

It  is  to  be  regretted  that  little  or  noth- 
ing came  to  the  ingenious  mechanic  from 
his  fine  invention.  Under  the  absurd  laws 
iv  vogue  in  the  Belgian  Stale  Railways 
he  was  not  even  permitted  to  obtain  a 
patent  in  his  own  name.  Other  inventions 
of  less  note  came  from  his  hand  from  time 
to  time.  He  was  awarded  a  gold  medal 
and  diploma  for  his  valve  gear  at  the 
Paris  Exposition  in  187S,  and  another  at 
the  Exhibition  in  Antwerp  in  1883.  The 
first  locomotive  equipped  with  Wal- 
schaerts' valve  gear  was  No.  g8,  of  the 
Belgian  State  Railways,  and  ran  from  the 
shops  at  Malines  to  Brussels  on  Sept.  2, 
1848.  It  attracted  wide  attention,  but  as 
the  English  locomotives  had  almost  com- 
plete control  of  the  market  at  that  time, 
the   new   and   beautiful   valve   motion   did 
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structed  several  other  models,  and  in  1841 
he  was  awarded  a  silver  medal  by  the 
commissioners  of  the  Brussels  Exhibition. 
At  the  age  of  twenty-two  he  entered  the 
shops  of  the  Belgium  State  Railways  at 
Malines  as  a  machinist.  At  twenty-four 
he  was  shop  foreman,  and  in  the  same 
year  he  perfected  the  valve  mechanism 
that  bears  his  name.  It  may  be  remarked 
that  at  the  time  that  Walschaerts'  valve 
gear  appeared,  the  Sharp  valve  gear,  hav- 
ing two  eccentric  rods  with  forked  ends, 
was  the  only  kind  in  use.  The  shifting 
link,    the   invention   of   a   young    English 


rot  come  into  general  use  outside  of  Bel- 
gium for  many  years.  It  slowly  worked 
its  way  into  the  Continental  service  of 
Europe,  and  where  it  was  given  a  fair 
trial,  almost  always  superseded  the  shift- 
ing link  motion  used  by  the  Stephensons. 
One  of  the  first  American  engineers  to 
appreciate  its  superiority  in  locomotive 
service  was  William  Mason.  He  began 
building  locomotives  at  Taunton,  Mass., 
in  1852.  He  was  a  fine  artist  in  me- 
chanism and  his  locomotives  had  an  ele- 
gance of  design  and  a  beauty  in  finished 
workmanship  hitherto  unapproached.     He 


made  repeated  eflorts  to  introduce  the 
valve  motion  as  perfected  by  Walschaerts, 
but  without  success.  At  the  Centennial 
Exhibition  at  Philadelphia  in  1876  a  beau- 
tiful locomotive  ran  on  a  narrow  gauge 
track  around  the  exhibition  grounds.  It 
was  equipped  with  Walschaerts'  valve 
gear,  but  was  looked  upon  more  as  a  fan- 
tastic curiosity  than  as  an  enduring  and 
serviceable  piece  of  mechanism.  It  seems 
as  if  this  masterly  invention  appeared  be- 
fore its  time,  and  it  was  not  until  the  in- 
creased size  of  the  locomotive  had  ren- 
dered the  use  of  an  outside  valve  gear  an 
absolute  necessity  that  the  merits  of  this 
cleverly  designed  motion  became  fully  ap- 
parent. 

Meanwhile  Walschaerts  remained  at  his 
humble  post  as  shop  foreman.  He  de- 
signed the  locomotives  in  use  on  the  Bel- 
gian railways.  His  life  was  an  example 
of  patient  industry  and  unpretentious 
merit,  overshadowed  somewhat  by  State 
officials  who  came  and  went  with  the  po- 
litical weathercocks  of  the  little  principal- 
ity in  which  he  lived.  He  was  easily  the 
foremost  mechanic  of  Continental  Europe. 
He  could  not  but  have  known  that  those 
under  whom  he  worked  were  utterly  un- 
worthy of  being  called  his  superiors,  but 
he  never  complained.  It  was  not  his  good 
fortune  to  live  to  see  the  general  adoption 
of  his  beautiful  invention  to  the  twentieth 
century  locomotive.  He  died  in  1901  at 
Saint  Giles,  near  Brussels,  at  the  ripe  age 
of  eighty-one. 

The  merits  of  his  chief  work  seemed  to 
have  almost  lain  hidden  during  his  life 
time,  like  the  corner-stone  that  the  build- 
ers despised.  In  America  his  work  has 
risen  into  splendor,  like  the  fabled  foun- 
tain of  Arethusa  that  disappeared  in  the 
grosser  elements  of  the  earth  and  rose 
again  beyond  the  seas  with  fresher  bright- 
ness of  beauty  and  perennial  newness  of 
life. 


Questions  Answered 


ACTION    OF    THE    GRADUATING    SPRING. 

41.  P.  J.  K.,  Hornsly,  N.  S.  W.,  Austra- 
lia, writes:  What  is  the  highest  reduc- 
tion of  train  pipe  pressure  that  could 
be  made  on  8  cars  that  would  send  the 
brake  into  the  emergency?  What  I 
want  to  know  about  particularly  is  the 
tension  of  the  graduating  spring. — A. 
The  volume  of  air  and  the  number  of 
pounds  pressure  that  must  be  exhaust- 
ed at  the  brake  valve  to  throw  the 
triple  valves  on  a  train  of  cars  into 
quick  action  or  emergency  position, 
depends  upon  the  length  and  arrange- 
ment of  the  piping  between  the  brake 
valve  and  the  first  quick-action  triple 
valve.  Under  ordinary  conditions  a 
rapid  reduction  of  10  or  12  lbs.  is  re- 
quired and  it  depends  upon  the  rapidity 
of  the   reduction   rather  than  upon   the 
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amount,  as  instances  are  known  where 
crooked  brake  pipes  containing  numer- 
ous elbows  have  created  sufficient  re- 
sistance to  the  flow  of  air  to  prevent 
quick  action  even  if  the  brake  valve 
handle  was  placed  in  the  emergency 
position. 

The  number  of  pounds  difference  in 
brake  pipe  and  auxiliary  reservoir  pres- 
sures that  the  graduating  spring  is  able 
to  resist  depends  upon  whether  the 
triple-valve  piston  is  moved  against 
the  graduating  stem  gently  or  with 
considerable  force;  if  drawn  against  the 
stem  gently,  as  in  the  case  oi  a  broken 
graduating  pin,  the  spring  used  in  the 
Pi  or  P2  (F27  or  F  29)  triple  valves 
will  resist  a  dift'erence  of  approximately 
8  lbs.,  or  if  the  reduction  is  more  than 
8  or  9  lbs.  the  spring  will  be  com- 
pressed enough  to  allow  the  triple 
valve  to  assume  quick  action  position. 
In  the  case  of  a  "sticky"  equalizing 
piston  in  the  brake  valve  where  the 
triple  valves  are  "jerked"  into  applica- 
tion position  quick  action  will  occur 
with  4  or  5  lbs.  reduction  or  almost 
the  same  instant  that  the  equalizing 
piston   is   unseated. 


temporary  repairs  be  made  by  connecting 
the  application  chamber  pipe,  which  is 
copper,  into  the  strainer  where  the  dis- 
tributing valve  pipe  connects,  close  the 
double  cut-out  cock  and  increase  the  pres- 
sure to  the  independent  brake  valve  by 
adjusting  the  reducing  valve  and  apply 
atid  release  the  brakes  with  the  inde- 
pendent brake  valve,  the  distributing 
valve  being  cut  out? — A.  The  form  of 
ycur  question  explains  the  method,  and  it 
is  only  necessary  to  state  that  you  refer 
to  the  JI-5  equipment,  and  assuming  that 
the  application  chamber  pipe  is  of  suffi- 
cient length  and  standard  or  that  inter- 
changeable fittings  are  used.  Mostly  any 
length  of  train  can  be  charged  and  the 
brake  applied  in  this  manner,  and  in  a 
case  of  emergency,  quick  action  could  be 
obtained  by  opening  the  double  cut-out 
cock  and  allowing  the  brake  pipe  air  to 
escape  through  the  broken  off  pipe.  You 
will  remember,  of  course  that  the  H-6 
equipment  uses  i  in.  iron  pipe  to  convey 
brake  pipe  pressure  to  the  distributing 
valve. 


surcs,  will  be  referred  to  in  a  more  ex- 
tended manner. 


DVN.\MOMEIER  CARS. 

42.  A.  B.,  St.  Dominique.  Que.,  asks : 
Where  was  the  first  dynamometer  car 
built?  I  mean  by  that  what  road  first 
used  this  kind  of  car?  A. — The  Pennsyl- 
vania Railroad  was  the  pioneer  railroad 
in  the  use  of  dynamometer  cars.  The 
Chicago,  Burlington  &  Quincy  followed ; 
but  their  car  was  more  or  less  copied  from 
the  original  Pennsylvania  car. 


STARTING    INJECTOR    WHEN    WATER    IS    LOW. 

43.  A.  V.  W.,  Gallitzen,  Pa.,  writes:  An 
engine  was  pushing  a  freight  train  on  a 
2  per  cent,  grade,  and  was  stopped  at  a 
home  signal.  Injector  was  shut  off  and 
fireman  discovered  there  was  no  water  in 
the  gauge  and  none  in  the  water  bottle. 
The  fireman  did  not  draw  the  fire,  but 
started  the  injector,  then  went  to  the 
cabin  and  reported  the  fact  to  the  engi- 
neer. There  has  been  discussion  among 
the  boys  of  the  wisdom  of  the  fireman's 
act,  and  we  wish  to  have  your  opinion. 
— A.  The  fireman  did  perfectly  right.  The 
difference  of  opinion  would  arise  through 
some  people  holding  the  erroneous  belief 
that  it  is  dangerous  to  inject  water  upon 
hot  sheets.  The  fallacy  of  this  opinion  is 
forcibly  explained  by  Angus  Sinclair  on 
page  168  of  "Twentieth  Century  Locomo- 
tives" in  an  article  that  ought.  to_  be  fur- 
nished to  every  person  connected  with  the 
operating  of  locomotives. 


BRAKE  PIPE  REDUCTION. 

47.  F.  E.  A.,  Spencer,  N.  C,  asks  :  How 
much  brake  cylinder  pressure  should  a  10- 
Ib.  brake  pipe  reduction  put  in  the  driver 
brake  cylinders  if  the  engine  is  equipped 
with  the  E.  T.  Brake?— A.  25  lbs. 
Every  brake  pipe  reduction  of  I  lb.  should 
result  in  a  brake  cylinder  pressure  of  2j4 
lbs.  As  the  application  chamber  is  filled 
with  atmospheric  pressure  before  the  re- 
duction is  made,  there  is  very  little  addi- 
tional space  created  by  the  movement  of 
the  application  piston,  while  with  a  triple 
valve  and  a  brake  cylinder  the  first  10- 
Ib.  reduction  is  not  so  effective  on  account 
of  the  volume  of  air  required  to  fill  the 
space  vacated  by  the  movement  of  the 
brake  cylinder  piston. 


WHO   OR    WHICH  r 

45.  Car  Man.  Minneapolis,  writes : 
In  several  reports  and  circulars  con- 
cerning car  matters  that  have  reached  me 
a  common  expression  used  is,  "the  rail- 
road who  did  the  repairs."  In  the  little 
grammar  I  studied  the  pronoun  who  was 
applied  exclusively  to  persons.  Inferior 
animals  or  things  without  life  take  that 
or  which.  We  have  been  having  a  little 
dispute  about  the  expression  and  decided 
to  leave  it  to  you.  Which  is  correct,  who 
or  which? — A.  The  correct  form  of  such 
a  sentence  as  you  give  should  use  the  pro- 
noun "which." 


TYPE   K   TRIPLE   VALVE. 

48.  F.  M.,  Chicago,  III.,  writes :  It  is  gen- 
erally understood  that  brake  pipe  leaks 
have  a  tendency  to  cause  undesired  quick 


BROKEN    E.    T.    BRAKE   PIPE. 

44.  Subscriber,  Covington,  Ky.,  writes: 
When  the  brake  pipe  breaks  off  at  the 
brake  valve,  out  on  the   road,  could  not 


CROSS    CO.MPOUND    PU.MP    CAPACITY. 

46.  Subscriber,  Covington,  Ky.,  writes : 
How  would  you  figure  the  capacity  of  a 
cross  compound  air  compressor? — A.  By 
ascertaining  the  amount  of  free  air  drawn 
in  on  each  stroke  of  the  low  pressure  air 
piston.  The  low  pressure  air  cylinder  is 
141/2  ins.  in  diameter,  the  stroke  is  12  ins. 
14^  X  14^  =  210.25,  then  210.25  X  .7854 
=  165.13,  and  165.13  X  12  =  1981.5.  and 
1981.S  X  2  =  3963,  and  lastly,  3963  -^ 
1728  =  2.3  cu.  ft.  In  this,  the  diameter  of  the 
cylinder  is  squared,  multiplying  it  by  the 
.decimal  fraction  .7854,  which  then  multi- 
plied by  the  length  of  stroke  in  inches 
gives  the  cubic  inch  capacity  of  the  cylin- 
der, or  the  amount  of  air  in  cubic  inches 
drawn  in  on  each  stroke.  The  result  of 
two  strokes  or  one  cycle,  as  it  is  called, 
divided  by  1728,  the  cubic  inches  contained 
ii;  one  cubic  foot,  we  find  the  pump  should 
compres  2.3  cu.  ft.  of  free  air  per  cycle. 
The  pump  will  actually  compress  2  cu.  ft. 
per  cycle  in  service,  which  is  13  per  cent, 
less  than  the  theoretical  value.  In  a  future 
number  this  matter,  together  with  some 
simple  calculations  to  determine  air  pres- 


FR.\ME    WELDING    ON    THE    ERIE. 

action,  does  not  the  type  K  triple  valve  in 
taking  air  from  the  brake  pipe  during 
service  applications  have  a  tendency  to 
assist  brake  pipe  leaks  to  throw  other 
triples  in  the  train  into  quick  action? — A. 
No.  The  type  K  triple  valve  has  a  ten- 
dency to  prevent  undesired  quick  action 
by  running  the  service  application  prompt- 
ly through  the  entire  train  and  moving  all 
the  triple  valves  to  application  position 
at  the  first  reduction  of  brake  pipe  pres- 
sure. If  there  are  enough  K  triple  valves 
in  the  train  all  brakes  will  be  applied  per- 
fectly and  if  brake  pipe  leakage  reduces 
brake  pipe  pressure  much  faster  than 
auxiliary  reservoir  pressure  can  expand 
into  the  brake  cylinder  the  increasing 
auxiliary  reservoir  pressure  will  force  the 
triple  valve  to  full  service  position,  in 
which  the  brake  pipe  flow  to  the  brake 
cylinder  is  cut  off  and  the  service  ports 
left  open.  This  action  insures  the  triple 
valves  being  forced  to  lap  position  when 
the  reduction  at  the  brake  valve  ceases, 
unless  excessive  brake  pipe  leakage  will  not 
allow  them  to  be  returned  to  lap  position. 
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Air  Brake  Department 


Conducted  by  G.    W.  Kiehm 


i6th  annual  convention. 
The  sixteenth  annual  convention  of 
the  Air  Brake  Association  vi^as  called 
to  order  at  the  Hotel  Jefferson,  Rich- 
mond, Va.,  Tuesday,  May  11,  at  9.30 
a.  m.,  by  the  President,  P.  J.  Langan. 

Addresses  of  welcome  were  delivered 
by  Mr.  D.  C.  Ricliardson,  mayor  of  the 
city  of  Richmond,  and  by  Mr.  Duke, 
assistant  general  manager  of  the  R.  F. 
&  P.  Railroad,  which  were  responded 
to  by  the  president  of  the  association. 
After  the  customary  routine  of  busi- 
ness a  letter  from  j\Ir.  F.  A.  Moseley, 
secretary  of  the  Interstate  Commerce 
Commission,  was  read.  Mr.  Moseley 
expressed  his  regret  at  not  being  able 
to  be  present  and  designated  Mr.  W.  P. 
Borland  of  that  commission  to  repre- 
sent him.  Mr.  Borland  made  some 
significant  statements  in  his  brief  ad- 
dress. 

Mr.  Borland  said  in  part  that  the 
laws  of  the  Interstate  Commerce  Com- 
mission, concerning  safety  appliances, 
were  based  to  a  great  extent  upon  the 
recommendations  of  the  Air  Brake  As- 
sociation. He  reminded  the  associa- 
tion of  the  decision  of  the  Supreme 
Court,  which  holds  the  law  of  the  In- 
terstate Commerce  Commission  as  ab- 
solute and  stated  that  the  control  of 
trains  on  mountains  had  resolved  itself 
into  a  matter  of  brake  efficiency. 

The  usual  number  of  questions  and 
explanations  followed,  during  which 
the  meaning  of  the  words  "equipped," 
"operative"  and  "efficiency,"  although 
somewhat  misunderstood,  were  ex- 
plained. It  was  brought  out  that  the 
law  required  that  75  per  cent,  of  a  train 
be  equipped  with  air  brakes  before  the 
train  could  leave  the  terminal,  how- 
ever, with  100  per  cent,  of  the  train 
equipped  with  air  brakes,  the  law 
could  be  construed  to  mean  that  100 
per  cent,  of  the  brakes  must  be  opera- 
tive and  that  at  a  meeting  of  the  com- 
mission, to  be  held  soon,  the  advis- 
ability of  increasing  the  percentage  of 
cars  that  must  be  equipped  with  brakes 
that  are  operative  will  be  considered. 
Mr.  Borland  intimated  that  the  com- 
mission was  inclined  toward  100  per 
cent,  equipment,  100  per  cent,  operative 
and  100  per  cent,  efficiency,  and  from 
the  figures  he  presented  it  was  indi- 
cated that  the  number  of  efficient 
brakes  in  the  average  train  was  now 
about  S5  per  cent.,  and  he  thought  that 
no  valid  reason  existed  for' not  increas- 
ing to  100  per  cent. 

It  also   developed   that   the   commis- 


sion could  and  would  permit  a  train 
to  proceed  a  reasonable  distance  to  a 
terminal  point  controlled  by  hand 
brakes  in  cases  of  emergency,  such  as 
a  failure  in  the  air  supply  or  an  acci- 
dent, which  can  be  taken  to  mean  that 
the  commission  will  use  discretion  in 
cases  that  could  be  dealt  with  by  law. 

Altogether,  the  construction  of  the 
law  as  cited  by  Mr.  Borland  does  not 
appear  unreasonable,  and  he  gives  the 
assurance  that  more  attention  will  be 
given  to  the  matter  of  air  brakes  in 
the  future,  the  protection  of  the  in- 
dividual being  one  of  the  chief  con- 
siderations. 

The  reading  and  discussion  of  the 
technical  papers  was  then  taken  up. 
The  first  paper  was  "Pipe  and  Pipe 
Fittings  for  Locomotives  and  Cars," 
by  Mr.  J.  R.  Alexander  of  the  P.  R.  R. 
This  was  quite  a  lengthy  paper  deal- 
ing with  pipe,  pipe-fittings,  dies,  thread- 
ing, bending  machines,  pipe  friction, 
material,  specifications  and  tests,  in- 
cluding illustrations  and  tables,  and 
deals  with  cast  iron,  wrought  iron, 
steel  pipes  and  pipe  fittings,  from  the 
selection  of  the  material,  through  the 
welding,  threading  and  bending  to  the 
finished  work  on  the  locomotive. 

This  paper  is  one  of  value,  and  the 
author  received  a  vote  of  thanks  from 
the  convention.  This  paper  alone  is 
well  worth  the  price  of  the  proceed- 
ings of  the  igoQ  convention. 

In  the  discussion  which  followed  the 
relative  merits  of  the  metal  joint  and 
the  ordinary  gasket  joint  union  pipe 
connection  were  considered,  some 
members  being  skeptical  as  to  whether 
the  increased  cost  of  metal  of  ball 
joint  union  was  a  sufficient  improve- 
ment upon  the  ordinary  gasket  union 
to  justify  the  expenditure,  while  others 
viewing  the  matter  from  an  "on-the- 
road"  point  of  view,  would  not  con- 
sider expense  in  the  matter  of  provid- 
ing a  union  connection  that  could  be 
ti.ghtcned  anywhere  and  on  short  no-* 
tioc  without  renewing  the  gasket,  in 
the  event  of  vibration  loosening  the 
connection. 

"Ordinary,"  "extra  heavy"  and 
"double  extra  heavy"  pipe  was  also 
referred  to,  Mr.  Best  of  the  N.  C.  & 
St.  L.  R.  R  stating  that  the  use  of 
"extra  heavy"  pipe  had  entirely  over- 
come air  pipe  failures  on  that  road. 

"Lap"  and  "butt"  welds  were  dis- 
cussed at  length,  and  Mr.  W.  V. 
Turner,  mechanical  engineer  of  the 
W.   A.   B.   Co.,  made   some   statements 


and  furnished  figures  that  showed  the 
effect  of  using  union  connections  with 
restricted  openings. 

There  were  no  objections  raised  to 
the  eleven  conclusions  set  forth  in  the 
paper,  the  final  one  of  which  was, 
"Last,  but  by  no  means  the  least  im- 
portant is  the  necessity  for  the  rail- 
road companies  which  we  represent 
adopting  a  proper  and  rigid  specifica- 
tion for  pipe  and  pipe  fittings." 

The  second  paper  presented  was 
"Yard  Air  Brake  Test  Plants  and  Air 
Brake  Repairs,"  by  Mr.  F.  Von  Bergen 
of  the  N.  C.  &  St.  L.  R.  R.  This  pa- 
per dealt  with  test  plants  and  repairs, 
it  illustrated  tools,  apparatus,  and 
showed  a  number  of  photographs.  The 
hour  of  adjournment  having  arrived, 
the  discussion  was  postponed. 

At  3:30  p.  m.  the  members  assembled 
to  discuss  any  matters  suggested  and 
to  have  a  general  talk  on  air  brake 
subjects,  and  it  is  indeed  to  be  re- 
gretted that  no  record  of  the  meeting 
was  obtained.  This  feature,  which  was 
suggested  and  adopted  at  the  St.  Paul 
convention  in  1908,  is  one  of  the  most 
valuable  features   of  the  convention. 

After  a  discussion  upon  M.  C.  B. 
rules  and  "wrong  repairs"  the  time- 
honored  subject  of  "Undesired  Quick 
Action"  was  brought  up,  and  after  a 
number  of  causes  and  remedies  were 
spoken  of  in  an  intelligent  manner,  Mr. 
W.  V.  Turner  was  called  upon  and 
gave  a  short  talk  in  which  he  handled 
the  subject  in  a  really  wonderful  man- 
ner. Some  of  his  statements  were  al- 
most beyond  belief  at  the  first  sug- 
gestion. 

He  said  in  part  that  among  the  42 
causes  of  undesired  quick  action  the 
dirty  triple  valve  was  the  least  likely 
and  the  recently  cleaned  and  well 
lubricated  one  the  most  likely  to  cause 
the  disorder,  and  that  it  was  abso- 
lutely impossible  to  lay  down  any 
fixed  rule  to  locate  the  disorder  under 
all  circumstances. 

In  explaining  his  statement  he  called 
attention  to  the  fact  that  the  dirty 
triple  valve  usually  permitted  air  to 
get  under  the  slide  valve  and  have  a 
tendency  to  reduce  frictional  resist- 
ance due  to  pressure  on  top  of  the 
slide  valve,  while  the  lubrication  on 
the  recently  cleaned  slide  valve  acted 
as  a  packing,  excluding  slide  valve 
leakage  and  permitting  the  slide  valve 
and  piston  to  travel  faster  toward  the 
graduating  spring.  Another  statement 
was  that  too  slow  a  reduction  was  as 
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sure  to  cause  quick  action  as  one  that 
is  too  rapid  for  a  service  reduction,  and 
he  cited  instances  where,  due  to  a  de- 
fective feed  valve,  quick  action  oc- 
curred on  a  standing  train  with  no  one 
near  the   locomotive   or  cars. 

He  recommended  that  in  attempting 
to  locate  the  defective  triple  valve  on 
a  short  train,  time  permitting,  instead 
of  closing  one  stop  cock  as  is  the  usual 
practice,  close  all  but  one,  and  he  ex- 
plained that  by  this  method  one  de- 
fective valve  could  not  cause  another 
to  "dynamite." 

On  long  trains  he  suggested  that 
train  crews  note  the  direction  the 
quick  action  is  running  and  be  guided 
to  a  certain  extent  thereby,  and  that 
in  the  event  of  the  disorder  being 
finally  traced  to  a  few  cars,  when  it  is 
almost  impossible  to  determine  which 
one  starts  first,  in  quick  action,  to  ap- 
ply all  brakes  lightly  and  close  the 
stop  cocks  in  the  branch  pipe  leading 
to  the  suspected  triple  valves,  then 
after  recharging  open  the  stop  cocks 
merely  enough  to  release  the  brakes, 
recharge  and  follow  this  with  another 
application  to  locate  the  defective 
valve. 

When  the  quick  action  then  occurs 
but  one  triple  valve,  the  defective  one, 
can  apply  in  quick  action  owing  to  the 
partially  closed  cocks  preventing  the 
heavy  reduction  in  brake  pipe  pressure 
on  the  rest  of  the  cars  in  the  train. 

He  then  stated  that  the  42  causes 
of  undesired  quick  action  resolved 
themselves  into  one  condition,  or  prac- 
tically into  one  cause,  namely,  too 
much  differential  between  brake  pipe 
and  auxiliary  reservoir  pressure,  even 
if  too  short  a  piston  travel  was  re- 
sponsible for  the  unequal  pressure  re- 
sulting suddenly. 

Mr.  Turner  attempted  to  close  his 
remarks  upon  several  different  occa- 
sions, but  the  members  insisted  that  he 
continue,  but  finally  darkness  and  the 
noise  made  by  the  removal  of  chairs 
and  tables  preparatory  to  the  ball 
broke  up  the  meeting.  In  concluding 
his  remarks  he  took  occasion  to  com- 
pliment those  who  spoke  before  him 
and  congratulated  them  upon  the 
views  expressed,  namely,  that  the  dis- 
order is  seldom  caused  by  defective 
triple  valves  and  often  by  other  con- 
ditions that  a  reasonable  amount  of 
care  would  avoid. 

SECOND  day's   proceedings. 

In  opening  the  discussion  upon  yard 
testing  plants  the  president  called  atten- 
tion to  the  remarks  of  Mr.  Borland  on  the 
previous  day  and  stated  that  all  railroad 
men  present  knew  what  was  expected  of 
them  by  the  Interstate  Commerce  Commis- 
sion and  that  in  order  to  obtain  the  ef- 
ficiency that  would  be  expected,  a  great 
deal  of  attention  must  be  given  to  yard 


testing  plants,  they  being  second  to  none 
in  importance.  The  discussion  which  fol- 
lowed brought  out  very  plainly  the  con- 
ditions existing  on  most  railroads  of  to- 
day. 

Mr.  Coutts,  of  the  Interstate  Commerce 
Commission,  spoke  very  briefly  on  the  sub- 
ject and  was  asked  a  number  of  questions 
during  which  he  made  it  clear  that  in  de- 
cisions by  the  courts  that  the  engine  was 
considered  one  brake  and  one  unit,  and 
the  tender  as  another,  or  that  engine  and 
tender  were  two  brakes  when  considered 
among  the  percentage  of  operative  brakes 
in  a  train;  also  that  inoperative  brakes 
must  not  be  associated  with  the  brakes  in 
the  train,  or  rather  that  such  brakes  must 
be  shifted  to  the  rear  of  the  train  in 
order  to  comply  with  the  law.  It  is,  of 
course,  understood  that  this  matter  of 
Interstate  Commerce  law  is  in  all  cases 
decided  as  in  any  other  civil  suits  by  a 
judge  or  jury  and  that  it  is  not  impos- 
sible for  decisions  to  be  reversed. 

Near  the  close  of  the  discussion  Mr. 
Alexander,  from  an  economical  point  of 
view,  called  attention  to  the  many  recom- 
mendations concerning  air  brakes,  and 
asked  that  some  attention  be  given  hand 
brakes,  and  stated  that  more  cars  were 
broken  up  because  of  inoperative  and  de- 
fective hand  brakes  than  from  any  other 
cause,  the  gravity  or  "hump"  yards,  of 
course,  making  this  possible. 

The  paper  on  "Slid  Flat  Wheels,"  by 
Mr.  J.  P.  Kelly,  was  then  read ;  the  paper 
contained  many  valuable  references  to  the 
forces  acting  upon  a  revolving  car  wheel 
in  a  train  of  cars,  and  the  speaker  used  a 
blackboard  to  more  clearly  bring  out  and 
illustrate  by  drawings  the  information 
which  he  had  collected.  Slid  flat  wheels 
is  at  present  a  very  live  topic,  and  the 
subject  was  so  ably  and  thoroughly 
handled  that  it  left  very  little  room  for 
discussion ;  however,  Mr.  Burton  was 
called  upon,  and  stated  that  the  paper 
alone  repaid  him  in  full  for  the  time  spent 
at  this  convention.  His  remarks  agreed 
with  those  of  Mr.  Kelly,  and  he  said 
that  in  order  to  get  to  the  bottom  of  the 
slid  flat  wheel  trouble  it  was  his  prac- 
tice to  shop  the  car  upon  the  discovery 
of  flat  spots  and  to  test  the  triple  valve 
on  the  standard  test  rack,  to  test  the  retain- 
ing valve  and  piping,  to  examine  the  founda- 
tion brake  gear,  to  calculate  the  leverage, 
and,  in  fact,  to  leave  no  stone  unturned 
in  the  effort  to  locate  the  cause  of  the 
trouble;  and  in  not  one  case  in  ten  was 
there  any  disorder  found  on  the  car  with 
slid  flat  wheels  which  could  be  directly 
shown  as  the  cause  of  the  trouble.  This 
statement  coming  from  a  practical  railroad 
man  is  significant  and  will,  no  doubt,  be 
given  more  serious  consideration  than  it 
would  be  if  made  by  a  representative  of 
an  air  brake  company. 

Mr.  Turner  was  then  called  upon,  and 
in  his  usual  optimistic  manner  professed 
to  find  consolation  in  the  fact  tint  when  a 


slid  flat  wheel  was  found  it  indicated  that 
there  was  at  least  one  good  brake  in  the 
train  and  that  if  all  the  brakes  leaked 
off  in  a  few  seconds  after  being  applied 
the  annoyance  of  slid  flat  wheels  would 
cease.  He,  however,  suggested  another 
method  of  overcoming  the  flat  wheel  prob- 
lem, which  consisted  principally  of  com- 
pelling all  cars  in  a  train  to  contribute 
to  some  extent  to  the  retarding  force.  A 
few  facts  that  were  brought  out  during 
the  discussion  showed  that  the  principal 
causes  of  wheel  sliding  were  due  to  un- 
equal braking  power,  starting  a  train  with 
brakes  applied,  re-application  after  release 
has  been  accomplished,  and  at  times  too 
large  main  reservoir  capacity,  together 
with  incorrect  manipulation  of  the  brake 
valve. 

It  was,  of  course,  admitted  that  defec- 
tive triple  valves  would  also  cause  this, 
and  it  is  interesting  to  note  that  during 
this  time  it  was  agreed  the  70-lb.  brake 
pipe  pressure  for  freight  trains  was  a 
thing  of  the  past,  or  should  be. 

The  term  unequal  braking  power  does 
not  necessarily  mean  defective  or  cut-out 
brakes,  but  the  calculated  braking  power 
on  freight  equipment  now  ranges  from 
70  to  90  per  cent  of  the  light  weight  of 
the  car.  Condition  of  rail,  relative  brak- 
ing power  of  light  and  loaded  cars,  and 
defective  driver  brakes,  were  not  neglected 
during  slid  flat  wheel  troubles. 

It  might  be  of  interest  to  state  that 
Mr.  Turner  was  later  on  called  upon  to 
read  a  portion  of  his  paper  presented 
before  the  meeting  of  the  New  York  Rail- 
road Club,  the  portion  relating  to  the 
subject  discussed,  and  his  technical  points 
of  view  will  be  incorporated  in  the  printed 
proceedings  of  the  convention. 

After  the  concluding  remarks  by  Mr. 
Kelly  it  was  voted  to  hold  an  afternoon 
session,  and  at  3  p.  m.  the  New  York  Air 
Brake  Co.'s  B3  equipment  was  taken  up  in 
a  general  way  and  proved  interesting;  the 
good  features  were  pointed  out  and  num- 
erous question  were  asked,  and  they  were 
answered  in  an  able  and  satisfactory  man- 
ner by  Mr.  Lovell  of  the  N.  Y.  A.  B.  C. 
Co.,  and  Mr.  Lvons  of  the  L.  S.  &  M.  S. 
Ry. 

While  space  will  not  permit  a  very  com- 
prehensive account  of  the  discussion,  there 
is  one  feature  of  the  B3  and  B2  equip- 
ments, viz.,  the  duplex  pressure  control- 
ler, that  is  a  cause  of  difference  of  opin- 
ion. It  led  to  a  discussion  of  pipe  friction, 
volume  of  air  and  head  or  excess  pres- 
sure required  to  maintain  the  flow  of 
air  to  the  brake  pipe  with  which  to 
release  and  recharge  the  brakes  on  a  train. 

Remarks  on  the  floor  of  the  convention 
are  guided  by  a  desire  to  avoid  any  com- 
parison or  controversy  concerning  appara- 
tus manufactured  by  different  companies, 
but  a  personal  view  from  a  disinterested 
standpoint  may  be  of  interest. 

The  pressure  controller  is  in  botb  equip- 
ments located  in  the  reservoir  pipe  near 
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the  brake  valve,  and  as  the  controller  sep- 
arates main  reservoir  and  brake  pipe  pres- 
sures, and  main  reservoir  pressure  cannot 
enter  the  brake  pipe  in  any  position  of  the 
brake  valve  handle,  however,  it  can  be 
admitted  by  a  hand  wheel  on  the  controller 
body  provided  for  that  purpose,  the  brake 
valve  being  in  release  or  running  position. 
The  question  which  arises  is,  can  the  re- 
lease and  prompt  recharge  of  brakes  be 
effected  without  admitting  main  reservoir 
pressure  into  a  long  brake  pipe.  The 
importance  of  recharging  the  auxiliary 
reservior  on  heavy  grade  service 
cannot  be  disputed,  and  the  higher 
the  pressure  in  the  brake  pipe,  the 
quicker  it  can  be  accomplished.  On 
the  other  hand,  under  ordinary  condi- 
tions, a  few  seconds  difiference  in  the 
time  of  recharge  is  unimportant  so  long 
as  the  release  is  accomplished,  while  on 
heavy  grades,  where  the  most  rapid  re- 
charge possible  is  necessary,  the  hand 
wheel  on  the  controller  can  be  used  with 
no  more  inconvenience  than  opening  a 
lubricator  feed  valve. 

Air  brake  demonstrations  on  the 
Southern  Pacific  Railroad  by  Mr.  C.  C. 
Farmer  was  the  next  paper  presented, 
and  after  the  reading  Mr.  Farmer  was 
called  upon  to  answer  numerous  questions, 
and  at  the  close  of  the  session  was  gener- 
ously applauded. 

A  description  of  those  tests  has  been 
prepared  and  the  most  important  resuhs 
will  be  published  in  a  future  number  for 
the  benefit  of  those  interested  and  that 
have  been  unable  to  procure  a  copy  of  the 
limited  edition  of  "Air  Brake  Demonstra- 
tions" of  July  and  August,  1908. 

THIRD   D.W'S    PROCEEDINGS. 

The  Air  Brake  Association's  recom- 
mended practice  was  reviewed  and  sug- 
gestions as  to  changes  and  additions  were 
considered.  As  the  association  numbers 
over  1,000  members  from  points  all  over 
the  United  States,  who  are  connected  with 
almost  every  branch  of  railway  service, 
and  as  the  recommended  practice  is  prac- 
tically the  opinion  of  the  entire  body,  and 
not  fitted  particularly  to  any  local  condi- 
tions atone,  it  has  been  suggested  and 
approved  that  the  recommendations  be 
printed  in  separate  form.  The  association 
is  no  longer  regarded  as  a  body  of  men 
who  assemble  to  exchange  ideas  for  their 
own  benefit  alone,  but  as  men  who  are 
interested  in  the  operation  and  mainte- 
nance of  air  brakes  on  every  railroad,  con- 
sequently other  associations,  manufactur- 
ers and  locomotive  builders  look  to  them 
for  information  and  practical  recommenda- 
tions such  as  only  air  brake  men  are  able 
to  obtain. 

As  an  illustration  there  is  a  recommen- 
dation "that  the  discharge  pipe  between 
the  air  pump  and  first  main  reservoir 
be  not  less  than  45  ft.  in  length,  and  that 
the  equalizing  pipe  be  not  less  than  i^ 
ins.  in  diameter  and  not  less  than  45  ft.  in 
length."  which  is  the  result  of  experiments 


of  wliich  the  practical  and  technical  in- 
formation, diagrams  and  tables  would 
alone  fill  a  volume  larger  than  the  printed 
proceedings. 

The  discussion  of  the  "recommended 
practice"  was  followed  by  Mr.  Talty's 
paper,  "How  can  the  road  foreman  of 
engines  be  of  most  assistance  to  the  air 
brake  service."  Those  who  know  Mr. 
Talty,  of  the  D.  L.  &  W.  R.  R.,  can  sur- 
mise the  character  and  quality  of  the 
paper,  and  the  discussion  following  in 
which  Messrs.  Turner,  Lyons,  Alexander, 
Garabrant,  Langan  and  others  participated, 
brought  out  so  many  valuable  points  that 
space  will  not  permit  us  to  mention  them 
here. 

A  paper  by  Mr.  W.  D.  Seeley,  N.  Y.  C. 
R.  R.,  on  "Engine  House  Inspectiorr,  Re- 
pairs and  Maintenance  of  Air  Brakes,"  fol- 
lowed. This  paper  dealt  with  systematic 
inspection,  the  character  of  repairs  that 
should  be  made  in  an  engine  house,  and 
the  force  of  men  required  to  properly 
maintain  air  brakes  in  a  high  state  of  ef- 
ficiency. The  paper  was  a  timely  and  in- 
structive one,  especially  as  the  heavier 
service  and  increased  requirements  of 
modern  times  has  changed  roundhouse 
conditions  very  materially  in  the  past  few 
years.  During  the  discussion  the  matter 
of  testing  the  train  signal  apparatus  and 
the  best  method  was  spoken  of ;  some  mem- 
bers were  of  the  opinion  that  a  line  of  pipe 
in  the  engine  house,  its  length  correspond- 
ing with  that  of  a  long  passenger  .train, 
should  be  used,  some  thinking  that  the 
convenient  way  of  attaching  a  test  gauge 
was  proper. 

Mr.  Turner  was  finally  called  upon,  and 
he  stated  that  the  gauge  test  with  a 
3/32  opening  was  a  practical  and  conve- 
nient way,  but  to  get  an  absolutely  reliable 
test,  various  main  reservoir  pressures 
taken  into  consideration,  was  to  attach 
the  apparatus  to  sufficient  piping  to  repre- 
sent train  conditions,  as  practiced  by  the 
W.  A.  B.  Company. 

The  final  paper  and  the  one  bringing 
out  the  longest  discussion  was  "Handling 
Passenger  and  Freight  Trains  With  E.  T. 
Equipment,"  by  H.  A.  Flynn.  The  val- 
uable points  brought  out  cannot  be  enu- 
merated here  as  the  paper  was  an  excellent 
and  lengthy  one  covering  a  wide  range  of 
experience. 

The  discussion  was  participated  in  by  al- 
most every  member  whose  duties  associate 
him  with  train  handling,  and  many  time- 
honored  theories  and  traditions  were  up- 
set and  shown  to  be  worthless.  In  fact, 
to  anyone  who  is  familiar  only  with  the 
brake  equipments  of  four  years  ago,  it 
must  appear  that  whatever  was  right  is 
wrong,  when  the  later  equipments  are 
being  used.  Large  capacity  air  pumps, 
large  main  reservoirs,  new  engine  equip- 
ments, type  K  and  L  triple  valves,  and 
lOO-car  trains  have  made  the  subject  of 
train  handling  a  matter  that  requires  skill. 
intelligence  and  an  air  brake  knowledge, 


even  if  anyone  can  step  into  the  cab  of 
an  engine  and  "put  thcni  on"  and  "let 
them  off." 

The  subject  was  gone  over  thoroughly, 
and  the  most  valuable  air  brake  mforma- 
tion  that  can  be  inserted  in  these  columns 
is,  that  no  one  interested  in  air  brake 
matters  or  no  one  whose  duties  bring  him 
in  contact  with  the  air  brake,  can  afford 
to  be  without  a  copy  of  the  1909  Proceed- 
ings of  the  Air  Brake  Association. 

It  will  include  the  address,  "Recent  De- 
velopments in  Air  Brake  Apparatus,"  by 
W.  V.  Turner,  M.  E.,  Westinghouse  Air 
Brake  Co. 

.  Mr.  Turner  is  the  inventor  of  the  new 
E.  T.  Equipments,  and  he  is  considered  by 
air  brake  experts  lo  be  the  foremost  and 
undoubtedly  the  most  thoroughly  well  in- 
formed air  brake  man  to-day. 

This  is  shown  by  the  fact  that  he  is  in- 
variably called  upon  in  the  event  of  dif- 
ferences of  opinion  and  his  statements  are 
accepted  as  authority.  He  is  endowed 
with  that  rare  ability  to  make  clear,  com- 
plicated and  technical  air  brake  problems, 
and  he  does  it  in  a  gentlemanly  and  un- 
assuming manner.  He  is  always  willing 
to  enlighten  the  humblest  learner  in  air 
brake  service. 

At  the  beginning  the  lecture  is  somewhat 
technical  and  deals  with  retarding  effect 
and  work  of  the  brake  shoe  rather  than  the 
operation  of  valve  mechanism.  It  would 
be  unfair  to  Mr.  Turner  and  the  Westing- 
house  Air  Brake  Co.  to  quote  the  majority 
of  his  statements  here,  as  they  might  not 
be  understood  as  they  were  intended.  By 
means  of  diagrams  shown  on  a  screen,  Mr. 
Turner  was  able  to  demonstrate  beyond 
doubt  the  soundness  and  accuracy  of  his 
statements.  It  may  be  of  more  than 
ordinary  interest  to  give  two  expressions 
as  examples  only. 

Having  had  occasion  to  use  the  expres- 
sion "percentage  of  braking  power,"  he 
immediately  stated  that  the  expression 
meant  nothing,  represented  nothing  and 
was  but  a  convenient  term;  also  that  "a 
determined  effort  was  being  made  to 
create  a  brake  as  efficient  as  that  of  the 
year  of  1872,  but  that  it  might  not  be  ac- 
complished for  years,"  he  succeeded  in 
proving  both  statements  to  the  entire  satis- 
faction of  every  air  brake  man  present. 

One  that  needs  no  explanation  is,  "The 
time  has  come  when  we  cannot  longer  con- 
fine ourselves  to  tracing  the  flow  of  air 
through  ports  and  passages,  and  call  our- 
selves air  brake  men ;  we  must  study  and 
teach  each  other  the  underlying  principles 
of  the  air  brake." 

"Theory  has  made  possible  the  practical 
development  of  air  brake   equipment." 

Mr.  Turner  created  the  impression  that 
the  developments  of  improved  air  brake 
apparatus  was  not  exactly  the  result  of 
great  inventions,  but  rather  of  conditions 
that  high  speeds,  powerful  locomotives  and 
lOO-car  freight  trains  imposed  upon  air 
brake  manufacturers. 
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The  Wireless  Telegraph. 

By   W.   B.   KOUWENHOVEN. 

In  1865  Clerk  Maxwell  published  a 
mathematical  paper  on  wave  motion.  He 
was  ahead  of  hi5  time  and  his  paper  was 
not  understood,  although  it  actually  gave 
the  theory  of  wireless  telegraphy  as  it  is 
known  to-day.  It  was  not  until  twenty- 
three  years  later  that  Hertz  put  to  use 
Maxwell's  theory  and  discovered  that  elec- 
tric signals  could  be  transmitted  through 
the  air  without  the  use  of  wires.  He 
transmitted  signals  across  a  room  and  for 
very  short  distances  only.  No  one  under- 
stood how  these  signals  were  carried 
through  the  air,  and  they  were  called 
Hertzian  waves,  after  their  discoverer. 
They  are  now  generally  spoken  of  as 
electro-magnetic  waves.  In  London  in 
1894  Sir  Oliver  Lodge  delivered  a  memor- 
ial lecture  on  "The  Work  of  Hertz."  At 
this  lecture  he  showed  a  number  of  in- 
teresting experiments  with  Hertzian 
waves  and  proved  that  they  would  pass 
through  the  brick  walls  of  the  building. 
His  lecture  did  not  give  even  the  slightest 
hint  of  the  possibilities  of  the  future. 
Meanwhile  Marconi,  a  young  Italian  who 
had  become  a  British  subject,  was  busy 
with  their  adaptation  to  commercial  pur- 
poses, and  in  1896  he  took  out  a  British 
patent  on  his  apparatus. 

Before  taking  up  a  description  of  the  ap- 
paratus itself,  let  us  consider  for  a  few 
moments  what  these  so-called  Hertzian 
waves  are,  and  through  what  media 
they  are  transmitted.  If  a  stone  is 
dropped  into  a  pool  of  water,  a  series  of 
crests  and  troughs  called  waves  radiate 
out  in  all  directions  from  the  stone  as  a 
centre.  The  water  itself  does  not  progress 
but  moves  but  up  and  down.  Pieces  of 
paper  on  the  surface  move  or  vibrate  up 
and  down  but  not  ahead,  nevertheless  the 
crests  and  troughs  move  ahead.  It  is  really 
a  propagation  of  form  and  not  of  matter. 
An  invisible  something  which  perme- 
ates everything  and  fills  all  empty  space 
not  only  carries  the  light  waves,  but  also 
transmits  the  Hertzian  electric  radiation. 
These  electric  waves  consist  of  a  series 
of  crests  and  troughs  that  pass  out  in  all 
directions  through  the  ether. 

Sound  travels  through  the  air  at  the 
slow  rate  of  about  i.ogo  ft.  a  second,  or 
about  750  miles  an  hour.  Light  and  elec- 
tricity travel  through  the  ether  at  the  enor- 
mous rate  of  186,000  miles  a  second.  The 
fact  that  both  light  and  electricity  have  the 
same  velocit>'  indicates  the  existence  of 
seme  relation  between  them  which  has  not 
as  yet  been  discovered. 

The  transmission  of  messages  by  wire- 
less   telegraphy    consists    of    sending    out 


these  electro-magnetic  or  Hertzian  waves 
into  the  ether  trom  one  station  and  re- 
ceiving them  at  another.  These  waves 
are  sent  out  by  electric  currents  that  os- 
cillate or  vibrate  back  and  forth  at  a 
frequency  of  from  five  hundred  thousand 
t )  a  million  times  a  second.  The  neces- 
sary elements  for  producing  these  currents 
and  sending  out  the  waves  are  an  aerial 
wire  or  the  atennae  of  the  apparatus, 
strung  high  in  air  and  connected  to  a  plate 
sunk  in  the  ground  called  a  ground  con- 
nection, an  apparatus  for  producing  the 
oscillatory  currents,  including  a  spark-gap, 
a  condenser  and  a  high  frequency  auto- 
transformer,  a  battery  or  source  of 
power,  and  a  key  for  starting  and 
stopping  the  flow  of  the  waves.  At 
the  receiving  station  is  found  the 
atennaee  with  its  ground  connection  sim- 
ilar to  the  one  at  the  sending  end,  a  wave 
detecting  device  called'  a  coherer,  and  a 
recording  or  signal-producing  instrument. 
Each    wireless    station    is    equipped    with 
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both   sending   and   receiving   apparatus,   a 
single  aerial  being  common  to  both. 

The  atennae,  so  named  because  of  its 
resemblance  to  the  feelers  or  atenns  of  an 
insect,  consists  in  its  simplest  form  of  a 
single  wire  suspended  vertically  from  an 
insulator  held  high  in  air.  It  may  consist 
of  several  wires,  running  either  vertically 
or  on  a  slant,  or  even  in  a  horizontal  posi- 
tion, at  a  considerable  height  above  the 
ground  and  conected  by  wires  to  the 
ground.  On  shore  these  aerial  lines  are 
usually  supported  by  masts  rising  several 
hundred  feet  in  the  air.  On  ship-board 
they  are  strung  horizontally  on  yards  be- 
tween two  masts.  It  is  of  prime  impor- 
tance that  the  insulators  used  to  support 
the  aerial  wires  be  of  good  quality  and  of 
sufficient  size  to  prevent  the  current  leak- 
ing away.  The  aerial  line  is  made  of 
either  copper  or  aluminum,  iron  being  out 
of  the  question  because  of  its  magnetic 
properties.  Copper  wire  is  most  always 
used,  and  it  may  be  either  bare  or  insu- 
lated. One  end  of  the  aerial  wire  is,  as 
we  have  said,  high  in  the  air  and  the  other 


is  connected  tu  a  metal  plate  buried  in 
the  ground  sufficiently  deep  to  secure  con- 
tiict  with  moist  earth. 

The  apparatus  for  producing  the  oscil- 
lating currents  exists  in  several  forms,  the 
most  common  one  being  the  induction  coil. 
An  induction  coil  may  be  compared  to  a 
transformer.  It  receives  current  in  its 
primary  coil  at  a  low  voltage  or  pressure 
and  delivers  it  from  its  secondary  coil  at  a 
very  high  voltage.  The  coil  itself  consists 
of  a  primary  having  a  small  number  of 
turns,  wound  on  a  bundle  of  soft  iron 
wires,  and  a  secondary,  with  a  large  num- 
ber of  turns  wound  on  top  of  the  primary. 
The  current  that  is  fed  to  the  primary  is 
governed  by  an  interrupter  which  makes 
and  breaks  the  circuit.  This  alternate 
making  and  breaking  of  the  primary  cur- 
rent sets  up  or  induces  in  the  secondary  a 
high  voltage  or  pressure  that  will  cause  a 
spark  to  jump  between  the  terminals  of 
the  secondary  coil. 

For  wireless  work  on  ship^board  an  in- 
duction coil  is  employed  that  is  capable  of 
giving  a  lo-in.  spark.  The  primary  of 
I  ne  of  these  lo-in.  coils  consists  of  360 
turns  of  No.  12  cotton-covered  copper  wire 
wound  on  a  bundle  of  soft  iron  wires  2 
ins.  in  diameter.  The  whole  is  incased  in 
a  stout  tube  of  ebonite.  The  secondary 
consists  of  17  miles  of  No.  34  double  silk- 
covered  copper  wire,  making  about  50,000 
turns.  The  secondary  is  not  wound  direct- 
ly on  top  of  the  primary,  but  is  made  up 
of  700  separate  sections.  These  sections 
are  each  flat  like  a  disc,  and  are  connected 
together  and  slipped  over  the  ebonite  tube 
of  the  primary,  and  the  whole  is  cemented 
together   with  parafine   wax. 

The  spark  gap  is  the  space  between  two 
brass  balls  that  are  mounted  on  brass  rods 
on  which  a  screw  thread  is  usually  cut ;  so 
that  the  air  gap  or  distance  between  the 
balls  may  be  easily  changed.  The  term- 
inals of  the  spark  gap  are  connected  to 
the  ends  of  the  secondary  of  the  induction 
coil,  which  sends  a  stream  of  sparks  across 
the  gap  when  the  current  is  on. 

The  third  and  fourth  elements  of  the  ap- 
paratus for  producing  the  oscillatory  cur- 
rents are  a  condenser  and  a  high  fre- 
quency or  auto-transformer.  The  trans- 
former is  employed  to  raise  the  high-fre- 
quency oscillatory  currents  to  a  still  higher 
voltage  and  deliver  them  to  the  atennae. 
llie  secondary  of  this  transformer  is  con- 
nected in  scries  between  the  aerial  wire 
and  the  earth-plate.  The  number  of  turns 
of  the  secondary  that  are  in  use  can  be 
varied,  from  which  fact  it  takes  its  name 
of  auto-transformer.  A  condenser  con- 
sists of  sheets  of  tin  foil  that  are  separated 
by     a     non-conductor     of     electicity.     like 
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glass  or  mica.  Alternate  sheets  of  tin- 
foil are  connected  together  and  form  one 
terninial  ol  the  condenser;  the  remainnij; 
sheets  are  connected  and  form  the  other 
terminal.  One  termmai  of  the  condensers 
is  connected  to  one  side  of  the  spark-gap, 
the  other  terninial  01  the  condenser  to  one 
end  of  the  primary  of  the  high-trequency 
auto-transformer,  and  the  far  end  of  pri- 
mary terminal  of  the  transformer  is  con- 
nected to  the  opposite  side  of  the  spark- 
gap. 

The  action  of  these  four  pieces  of  appa- 
ratus, the  induction  coil,  the  spark-gap, 
the  condenser,  and  the  high-frequency 
transformer,  in  setting  up  oscillatory  cur- 
rents will  be  better  understood  if  we  con- 
sider the  action  of  the  condenser  hrst. 
When  the  current  is  turned  on,  one  set 
of  tin  foil  sheets  is  charged  with  a  cur- 
rent at  a  high  pressure,  and  the  other  sheets 
that  lie  in  between  have  a  very  low  nega- 
tive pressure.  The  state  of  affairs  can  best 
be  compared  to  two  air  receivers  that  are 
connected  by  a  valve,  one  receiver  at  a 
high  pressure,  and  in  the  other  a  vacuum. 
Suppose  the  valve  to  be  suddenly  opened, 
air  rushes  into  the  vacuum  receiver,  but 
due  to  its  inertia,  it  overshoots  the  mark 
and  rebounds,  and  the  pressure  is  only 
equalized  after  several  to  and  fro  move- 
ments of  the  air.  The  spark  gap  in  the 
condenser  circuit  is  the  valve  that  connects 
the  high  and  low  pressure  sides  of  the 
condenser  together.  The  current  flows 
into  the  condenser  until  it  can  hold  no 
more,  and  then  the  spark  jumps  between 
the  terminals  of  the  spark-gap.  The  valve 
is  open,  and  the  current  that  is  stored  at 
high  pressure  in  the  condenser  rushes 
across  to  the  low-pressure  side  as  in 
the  air  receivers  just  described.  It 
overshoots  its  mark  and  rebounds. 
Thus  the  current  that  was  in  the  con- 
denser oscillates  to  and  fro  across  the 
spark-gap  until  the  pressure  on  the  two 
sides  is  equalized.  This  current  oscillates 
back  and  forth  across  the  gap  at  a  fre- 
quency of  from  500,000  to  1,000,000  times 
a  second,  or  even  higher. 

The  other  two  elements  necessary  to 
complete  the  sending  station  are  the  bat- 
tery or  dynamo  for  supplying  current  to 
the  coil  and  the  key  for  starting  or  stop- 
ping the  waves.  This  key  is  similar  to  the 
ordinary  telegraph  key  in  operation,  and 
construction,  but  is  made  very  much  heav- 
ier and  more  substantial. 

In  sending  a  wireless  message,  the  op- 
erator presses  his  key  and  feeds  current 
from  the  battery  through  the  interrupter 
to  the  primary  of  the  induction  coil.  This 
sets  up  high  voltage  in  the  secondary  of 
the  coil,  which  serves  to  charge  the  con- 
denser with  current  at  a  high  pressure. 
When  the  condenser  can  hold  no  more,  a 
spark  jumps  across  the  gap  and  imme- 
diately an  oscillatory  current  of  an  enor- 
mous frequency  is  set  up.  ■  This  oscilla- 
tory current  rushing  back  and  forth  across 
the  spark-gap  and  through  the  primary  of 


tUe  high-frequency  auto  transformer,  sets 
up  ill  the  secondary  coil  of  the  trans- 
former which  is  connected  to  the  atenna: 
oscillatory  currents  that  are  at  a  still 
higher  voltage.  These  currents  vibrating 
up  and  down  the  atennse  send  out  in  all 
directions  electro-magnetic  waves  that 
travel  through  the  ether  to  the  receiving 
station.  'I  he  reader  must  not  for  one 
moment  consider  that  only  a  single  dis- 
charge of  the  condenser  takes  place  when 
the  key  is  closed,  because  such  is  not  the 
case.  The  condenser  is  charged  and  dis- 
charged thousands  of  times  in  one-  second, 
if  the  key  were  to  remain  closed  for  only 
that  brief  space  of  time. 

At  the  receiving  station  we  have  aten- 
nje  with  its  ground  plate,  being  an  ex- 
act counterpart  of  the  one  at  the  sending 
station.  An  auto-transformer  and  a  con- 
denser are  also  there,  but  in  the  place  of 
the  spark-gap  we  find  the  electric  eye,  if 
we  may  call  it  so,  for  seeing  or  detecting 
the  wireless  signals.  The  connections  are 
similar  to  those  at  the  sending  station, 
the  only  difference  being  that  the  spark- 
gap  is  replaced  by  the  electric  eye,  which 
is  usually  called  a  coherer. 

In  1856,  Varley,  who  had  previously  no- 
ticed that  a  mass  of  loose  metal  filings  pos- 
sessed a  very  high  resistance,  discovered 
that  during  a  thunderstorm  there  was  a 
remarkable  fall  in  resistance,  and  that  the 
powdered  metal  became  an  e.xcellent  con- 
ductor of  electricity.  This  is  the  element- 
ary principle  of  the  coherer.  In  its  sim- 
plest form  it  consists  of  a  tube  with  metal 
caps  at  both  ends,  containing  a  quantity 
of  metal  filings.  These  metal  filings  offer 
a  very  high  resistance  to  the  passage  of 
the  electric  current,  but  when  electro  mag- 
netic waves  strike  the  coherer,  the  filings 
cohere  or  stick  together  and  become  a  very 
good  conductor  of  electricity,  and  if  a 
telegraph  sounder  and  a  battery  are  con- 
nected across  the  coherer  a  click  will  be 
produced  when  current  passes.  It  was 
found  that  when  the  wave  has  passed  the 
filings  still  cohered,  and  it  became  neces- 
sary to  tap  the  tube  to  restore  then;  to 
their  former  state.  An  ordinary  electric 
bell  with  the  gong  removed,  if  placed  so 
that  the  hammer  will  gently  tap  the  tube, 
forms  a  very  convenient  and  simple 
method  of  doing  this.  Years  before  Mar- 
coni brought  out  his  wireless  apparatus  a 
Russian  professor  used  a  simple  coherer 
to  detect  the  approach  of  thunder  storms, 
but  never  thought  of  its  application  for 
practical  purposes.  The  Marconi  coherer 
consists  of  a  glass  tube  one  or  two  inches 
in  length  and  about  a  quarter  of  an  inch 
in  diameter.  In  the  tube  are  placed  two 
silver  plugs  that  fit  quite  tightly.  They 
are  separated  by  about  %  in-,  and  their 
faces  are  slightly  beveled,  so  that  the  in- 
tervening space  between  them  is  wedge 
shaped.  This  intervening  space  is  par- 
tially filled  with  a  mixture  of  very  fine 
nickel  and  silver  filings.  Platinum  wires 
are  attached  to  the  silver  plugs  and  lead 


out  at  either  end  of  the  tube.  The  air  is 
pumped  out  and  the  tube  sealed.  Mar- 
coni employed  an  ordinary  electric  bell 
for  tapping  the  tube  and  returning  the 
filings  to  their  original  condition.  He 
thus  made  the  filings  de-cohere. 

The  greatest  difficulty  with  all  coherers 
using  metal  filings  is  due  to  the  fact  that 
it  becomes  necessary  to  tap  the  tube  in 
order  that  the  filings  may  de-cohere  or 
separate  and  be  ready  to  receive  the  next 
signal.  The  coherer  invented  by  Fessen- 
den  is  free  from  this  criticism.  It  is 
called  the  "liquid  barretter,"  and  is  very 
sensitive,  and  not  at  all  affected  'by  vibra- 
tions or  shocks.  The  instrument  consists 
of  a  platinum  wire  one  one-thousandth 
of  an  inch  in  diameter,  which  dips  into  a 
solution  of  nitre  and  sulphuric  acids.  The 
platinum  wire  forms  one  terminal  of  the 
coherer.  The  acid  is  contained  in  a  pla- 
tinum or  gold  cup,  which  forms  the  other 
terminal.  The  acids  only  become  con- 
ducting when  the  electro-magnetic  waves 
strike  the  apparatus.  This  coherer,  as 
was  stated,  is  self-restoring,  and  needs  no 
tapping  device. 

The  remaining  element  of  the  receiv- 
ing station  is  the  recording  or  receiving 
instruments.  Across  the  terminals  of  the 
coherer  is  connected  a  battery  and  a  sen- 
sitive telegraph  relay  which  operates  a 
Morse  sounder.  The  changing  of  the  re- 
sistance of  the  coherer  as  the  waves  strike 
it  permits  the  battery  to  send  a  current 
through  the  relay  which  operates  the 
sounder.  Another  type  of  receiving  appa- 
ratus that  is  very  common  does  away 
with  the  sounder  and  the  relay.  It  con- 
sists simply  of  a  telephone  receiver  which 
is  substituted  for  the  relay. 

When  the  sending  operator  presses  his 
key  a  series  of  sparks  pass  across  the 
spark-gap  and  oscillatory  currents  are  set 
up  in  the  atennse  or  aerial  wire.  These 
oscillating  currents  send  out  the  electro- 
magnetic waves.  A  short  series  of 
sparks  represent  a  dot  and  a  longer 
series  a  .dash  on  the  Morse  system. 
The  short  series  of  sparks  produces 
a  short  set  of  electro-magnetic  waves 
and  the  larger  series  a  longer  set 
of  waves.  The  alphabet  employed  is 
similar  to  the  familiar  Morse  code. 
The  waves  that  are  sent  out  travel  through 
the  ether  at  the  rate  of  186,000  miles  a 
second.  Whenever  they  encounter  a  verti- 
cal wire  or  the  receiving  atennae,  they  in- 
duce in  that  wire  an  oscillatory  current 
that  is  similar  to  the  one  that  sends  them 
out.  These  oscillating  currents  travel  up 
and  down  the  atennse,  pass  through  the 
transformer,  and  strike  the  coherer,  which 
immediately  becomes  conducting,  and  the 
telephone  or  sounder  makes  the  signal 
heard  by  the  listening  operator.  The  dot 
of  the  Morse  code,  either  made  by  the 
sounder  or  heard  by  the  operator  with  his 
telephone  attachment,  is  produced  by  a 
comparatively  short  duration  of  the  flow 
of  current  across  the  spark  gap  and  con- 
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sequent  oscillatory  current  in  the  aerial 
wire.  The  dash  of  the  Morse  alphabet 
is  produced  by  a  longer  duration  of  cur- 
rent flow. 

One  of  the  greatest  difficulties  encoun- 
tered by  wireless  telegraphy  in  its  opera- 
tion is  where  a  single  receiving  station  is 
within  the  range  of  two  other  stations 
both  of  which  are  sending  at  the  same  time. 
As  the  electro-magnetic  waves  set  up  cor- 
responding waves  in  any  wire  they  en- 
counter oscillatory  currents,  the  receiving 
op'erator  receives  both  messages  simul- 
taneously, and  has  great  difficulty  in  dis- 
tinguishing them.  This  difficulty  can  be 
almost  entirely  overcome  by  what  is 
called  tuning.  The  rate  at  which  the 
oscillatory  currents  vibrate  back  and  forth 
in  the  atennae  depends  upon  three  things — 
the  resistance  of  the  circuit,  the  number 
and  size  of  the  condensers,  and  the  in- 
ductance. If  the  relations  between  these 
three  factors  be  changed,  the  frequency 
at  which  the  oscillatory  currents  are  set 
up  will  also  be  changed,  and  because  of 
this  fact  the  sending  and  receiving  sta- 
tions may  both  be  tuned,  as  it  is  called, 
up  to  exactly  the  same  frequency,  just  as 
two  musical  instruments  may  be  brought 
to  exactly  the  same  pitch. 

Usually  only  two  of  these  factors, 
the  condensers,  or  capacity,  as  it  is 
called,  and  the  inductance,  are  changed 
when  it  is  desired  to  alter  the  frequency. 
The  operator  at  the  sending  station  ad- 
justs the  number  of  condenser  plates  to 
the  amount  of  capacity  which  he  wishes  to 
use,  and  he  shifts  the  contact  on  its  auto- 
transformer,  cutting  in  or  out  of  circuit 
more  or  less  turns,  as  the  case  may  be, 
thus  changing  the  inductance.  He  then  be- 
gins to  call  the  receiving  station.  The  re- 
ceiving operator  catches  his  call  rather 
faintly  and  immediately  begins  to  adjust 
the  inductance  or  number  of  effective 
turns  in  the  transformer,  and  to  regulate 
the  condenser  in  his  circuit.  He  continues 
adjusting  until  he  obtains  a  maximum  of 
sound  in  the  telephone  receiver  at  his  ear. 
When  he  reaches  this  correct  relation  his 
instruments  respond  to  the  wireless  mes- 
sage, just  as  when  notes  struck  on  one 
piano  call  forth  in  another  instrument 
similar  notes.  Thus  the  receiving  opera- 
tor can  catch  the  message  intended  for 
him,  and  need  not  be  seriously  afifected  by 
any  foreign  message.  The  ether  is  like 
an  open  book,  and  any  wireless  station 
can  intercept  a  message  and  read  it.  and 
neither  the  sending  nor  the  receiving  op- 
erators be  cognizant  of  the  fact. 


of  the  victim  and  it  is  often  only  a  case 
of  suspended  animation.  The  following 
rules  are  printed  in  the  Maintenance  of 
Way  book  of  rules  of  the  New  York  Cen- 
tral and  are  from  the  pen  of  Dr.  A.  H. 
Goelet.  They  originally  appeared  in  the 
Electrical  World  and  Engineer.  The 
treatment  resembles  that  for  apparent 
drowning  and  efforts  to  restore  should  be 
made  promptly  and  the  treatment  per- 
severed in  with  resolution  until  medical 
aid  can  be  had. 

When  an  accident  occurs,  the  follow- 
ing rules  should  be  promptly  executed 
with  care  and  deliberation : 

I.  Remove  the  body  at  once  from  the  cir- 
cuit by  breaking  the  contact  with  the  con- 
ductors. This  may  be  accomplished  by 
using  a  dry  stick  of  wood,  which  is  a 
non-conductor,  to  roll  the  body  over  to 
one  side  or  to  brush  aside  a  wire,  if  that 
is  conveying  the  current.  When  a  stick 
is  not  at  hand,  any  dry  piece  of  clothing 
may  be  utilized  to  protect  the  hand  in 
seizing  the  body  of  the  victim,  unless  rub- 
ber gloves  are  convenient.  If  the  body 
is  in  contact  with  the  earth,  the  coat- 
tails   of   the   victim,  or  any   loose   or   de- 


Electric   Shock  Accidents. 

Accidents  due  to  touching  a  live  wire 
or  coming  in  contact  with  the  third  rail 
or  other  electric  conductors,  are  not  neces- 
sarily fatal.  Many  such  accidents  result 
in  death  because  the  victim  is  not  proper- 
ly attended  to.  In  the  majority  of  cases 
the  shock  does  not  kill,  as  only  a  portion 
of  the  current  passes   through   the   body 


BRIDGE   GIRDER    DOWN. 

tached  piece  of  clothing,  may  be  seized 
with  impunity  to  draw  it  away  from  the 
conductor.  When  this  has  been  accom- 
plished observe  Rule  2.  The  object  to  be 
attained  is  to  make  the  subject  breathe,  and 
if  this  can  be  accomplished  and  continued 
he  can  be  saved. 

2.  Turn  the  body  upon  the  back,  loosen 
the  collar  and  clothing  about  the  neck,  roll 
up  a  coat  and  place  it  under  the  shoulders, 
so  as  to  throw  the  head  back,  and  then 
make  efforts  to  establish  respiration  (in 
other  words,  make  him  breathe),  just  as 
would  be  done  in  case  of  drowning.  To 
accomplish  this,  kneel  at  the  subject's  head, 
facing  him  lean  forward,  and  seizing 
both  arms  draw  them  forcibly  to  their  full 
length  over  the  head,  so  as  to  bring  them 
almost  together  above  it,  and  hold  them 
there  for  two  or  three  seconds  only. 
(This  is  to  expand  the  chest  and  favor  the 
entrance  of  air  into  the  lungs.)  Then 
carry  the  arms  down  to  the  sides  and 
front  of  the  chest,  firmly  compressing  the 
chest  walls,  and  expel  the  air  from  the 
lungs  as  far  as  possible.  Repeat  this 
manoeuvre  at  least  sixteen  times  per  min- 
ute. These  efforts  should  be  continued 
unremittingly    for    at    least    an    hour,    or 


until    natural    respiration    is    established. 

3.  At  the  same  time  that  this  is  being 
done,  someone  should  grasp  the  tongue  of 
the  subject  with  a  handkerchief  or  piece 
of  cloth  to  prevent  it  slipping,  and  draw  it 
forcibly  out  when  the  arms  are  extended 
above  the  head,  and  allow  it  to  recede 
when  the  chest  is  compressed.  This 
manoeuvre  should  likewise  be  repeated  at 
least  sixteen  times  per  minute.  This 
serves  the  double  purpose  of  freeing  the 
throat  so  as  to  permit  air  to  enter  the 
lungs,  and  also,  by  exciting  a  reflex  ir- 
ritation from  forcible  contact  of  the  under 
part  of  the  tongue  against  the  lower  teeth, 
frequently  stimulates  an  involuntary  effort 
at  respiration.  To  secure  the  tongue  if 
the  teeth  are  clenched,  force  the  jaws 
apart  with  a  stick,  a  piece  of  wood,  or 
the  handle  of  a  pocket  knife. 

4.  The  dashing  of  cold  water  into  the 
face  will  soemtimes  produce  a  gasp  and 
start  breathing,  which  should  then  be  con- 
tinued as  directed  above.  If  this  is  not 
successful  the  spine  may  be  rubbed  vigor- 
ously with  a  piece  of  ice.  Alternate  appli- 
cations of  heat  and  cold  over  the  region  of 
the  heart  will  accomplish  the  same  object 
in  some  instances.  It  is  both  useless  and 
unwise  to  attempt  to  administer  stimu- 
lants to  the  victim  in  the  usual  manner 
by  pouring  it  down  his  throat. 

While  the  above  directions  are  being 
carried  out,  a  physician  should  be  sum- 
moned, who,  upon  his  arrival,  can  best 
put  into  practice  Rules  5.  6  and  7.  in  ad- 
dition to  the  foregoing,  should  it  be  neces- 
sary. 

RULES    FOR    THE    PHYSICIAN. 

5.  Forcible  stretching  of  the  sphincter 
muscle  controlling  the  lower  bowel  ex- 
cites powerful  reflex  irritation  and  stimu- 
lates a  gasp  (inspiration)  frequently  when 
other  measures  have  failed.  For  this  pur- 
pose, the  subject  should  be  turned  on 
the  side,  the  middle  and  index  fingers  in- 
serted into  the  rectum,  and  the  muscle 
suddenly  and  forcibly  drawn  backwards 
toward  the  spine.  Or,  if  it  is  desirable 
to  continue  efforts  at  artificial  respiration 
at  the  same  time,  the  knees  should  be 
drawn  up  and  the  thumb  inserted  for  the 
same  purpose,  the  subject  retaining  the 
position  on  the  back. 

6.  Rhythmical  traction  of  the  tongue 
is  sometimes  effectual  in  establishing 
respiration  when  other  measures  have 
failed.  The  tongue  is  seized  and  drawn 
out  quickly  and  forcibly  to  the  limit,  then 
it  is  permitted  to  recede.  This  is  to  be 
repeated   16  times  per  minute. 

7.  Oxygen  gas,  which  may  be  readily 
obtained  at  a  drug  store  in  cities  or  large 
towns,  is  a  powerful  stimulant  to  the  heart 
if  it  can  be  made  to  enter  the  lungs. 
A  cone  may  be  improvised  from  a  piece 
of  stiff  paper  and  attached  to  the  tube 
leading  from  the  tank,  and  placed  over 
the  mouth  and  nose  while  the  gas  is 
turned  on  during  the  efforts  at  artificial 
respiration. 
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AMONG  The  RAILROAD  MEN  And  In  The  SHOPS 


KEADVILLE.   MASS.,  ON  THE  N.   V..   N.    H.   &   H. 

Since  the  consolidation  of  the  New 
York,  New  Haven  &  Hartford  Railroad 
with  various  other  smaller  roads  in  the 
New  England  States,  it  was  to  be  ex- 
pected that  suitable  central  repair  shops 
would  be  erected  to  meet  the  great  and 
growing  demand  for  thorough  equipment 
repair  incidental  to  the  increasing 
traffic  of  the  system.  As  all  branchc< 
of  the  road  lead  to  Boston,  it 
was  natural  and  proper  that  the 
location  of  the  shops  should  lie 
as  near  the  Hub  as  possible.  Hencf 
Readville,  a  pleasant  suburb  oi 
the  capital  of  New  England,  wa- 
■selected.  The  great  shops,  now 
in  perfect  equipment  and  full  op- 
eration, are  a  city  in  themselves, 
occupying,  as  they  do,  nearly  a  dozen 
separate  squares  of  buildings,  of  which 
the  machine  shop,  950  ft.  in  length  by 
250  ft.  in  breadth,  is  the  largest.  In  this 
hive  of  industry  there  are  nearly  one  thou- 
sand skilled  mechanics-  at  work.  The 
equipment  is  entirely  modern,  embracing 
the  latest  improvements  in  electrically 
driven  machinery,  to  which  is  added  a 
number  of  devices,  chiefly  of  the  jig  va- 
riety, that  are  not  only  labor-saving,  but 
labor-perfecting  in  the  rapidity  and  ex- 
cellence with  which  the  work  is  per- 
formed. 

The  utilization  of  electricity  as  a  mo- 
tive power  is  a  marked  feature  of  the  es- 
tablishment. Flat  motor  cars  are  run- 
ning    in     every     direction     carrying     the 


By  James  Kennedy 

A  noticeable  feature  in  the  later  stages 
in  the  repairing  of  locomotives  was  the 
fact  that  as  soon  as  they  were  placed  on 
their  wheels,  which  operation  was  per- 
formed in  about  ten  minutes,  they  found 
themselves  transferred  to  the  outer  of 
the  several  tracks  that  ran  along  the  en- 
tire  length    of   the   machine    shop.      They 


VALVE-SETTING  MACHINE  RUN  BY  MOTOR. 

were  moved  by  easy  stages  from  section 
to  section,  receiving  a  portion  of  their 
finished  attachments  here  and  a  portion 
there,  until  with  their  coupled  rods,  valve 
gearing  and  burnished  brass  work  ap- 
plied, they  found  themselves  emerging  one 
after  the  other  into  the  outer  world  at  the 
appointed  hour  with  a  regularity  only 
equalled  by  their  varying  careers  in  road 
service,  when  trains  of  cars  were  attached 
and  they  moved  on  their  foreordained 
courses  with  all  the  punctuality  of  well- 
wound  Waterbury  clocks. 

We  noticed  a  few  finished  Moguls  lin- 
gering in  their  varnished  splendor  near 
the  door.  They  waited  for  ash-pans.  The 
double    gang   nn    the    new    ash-pan?    could 


two  sliding  pieces  suspended  in  grooves 
on  the  casting.  These  slides  are  easily 
drawn  outwards  and  upwards  by  a  hook 
in  the  hands  of  the  fireman,  the  ashes 
quickly  fall  out,  the  slides  readily  closing 
as  soon  as  the  hook  is  withdrawn  from 
the  projecting  orifice  in  the  outer  edge  of 
the  slide.  It  will  require  some  period  of 
service  with  its  attendant  climatic 
changes  to  test  fully  the  perfect 
adaptability  of  this  device  to  meet 
not  only  the  requirements  of  the 
new  federal  law  in  regard  to  ash- 
pans,  but  what  is  of  equal  impor- 
tance, the  severe  strain  on  ash- 
pans  in  locomotive  service  gen- 
erally. 

The  reboring  and  rebushing  of 
cylinders  take  place  while  you 
wait,  and  it  is  time  well  spent 
to  observe  the  high  speed  with  which 
the  electrically-driven  boring  bar  works 
its  way  through  the  cylinder.  Mean- 
while, the  bushing  is  being  got  ready. 
It  is  s^  in.  thick,  and  there  is  no 
time  wasted  in  drilling  a  series  of  holes 
and  chipping  and  filing  the  spaces  for  the 
steam  ports.  The  turned  bushing  is  set 
on  a  machine  resembling  a  small  drill- 
press,  on  which  a  horizontally  attached 
revolving  cutter  gets  its  fine  work  in  for 
a  few  minutes  and  the  steam  ports  open 
before  us.  It  rivals  a  machine  that  we 
lately  saw  boring  a  square  hole.  It  cuts 
an  oblong  hole  with  great  swiftness  and 
precision.  Meanwhile,  a  flaring  torch 
formed   of   a   metallic   cylinder   along   the 
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I-  THE   NEW    VI  IKK.   NEW   Il.WEN   &  HARTFORD   RAILROAD. 


lighter  material  from  place  to  place.  The 
heavier  service  is  performed  by  traveling 
cranes  capable  of  lifting  locomotives  from 
pit  to  pit.  There  is  also  an  extensive 
arrangement  of  jib  cranes  run  by  com- 
pressed air  that  serve  a  series  of  machines 
arranged  in  groups.  The  construction  of 
these  cranes  is  such  that  the  floor  space 
is  not  interfered  with,  the  supporting 
column  having  its  base  in  the  centre  of  a 
worn-out  car  wheel  embedded  under  the 
cement  floor. 


hardly  keep  pace  with  the  high  speed  of 
general  repairs,  which  usually  occupied  a 
space  of  eleven  or  twelve  days.  The 
larger  number  of  locomotives,  with  their 
back  drivers  located  about  the  middle  of 
the  firebox,  lend  themselves  readily  to 
the  form  of  ash-pan  now  being  placed 
on  all  ihc  engines.  The  bottoms  of  the 
two  sections  of  the  ash-pans  are  being 
fitted  with  a  strong  hopper-shaped  cast- 
ing, which,  sloping  at  an  angle  of  about 
30  degs.  towards  the  center,  is  fitted  with 


center  of  which  is  a  perforated  pipe  fed 
with  crude  oil  and  blown  by  compressed 
air,  is  placed  in  the  cylinder,  and  the 
heating  and  consequent  expanding  of  the 
cylinder  proceeds  rapidly.  A  few  min- 
utes of  white  flame  and  the  bushing  slides 
easily  into  place.  The  ports  in  the  bush- 
ing are  adjusted  exactly  to  the  steam 
ports  in  the  cylinder,  and  the  cooling  con- 
traction sets  in  and  the  job  is  done. 
There  is  no  useless  grinding  of  cylinder 
heads.     The  ends  of  the  bushing  become 
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the  cylinder  head  joints.  They  never 
move,  and  they  could  not  if  they  would, 
because  both  cylinder  heads  would  keep 
them  in  place. 

The   moving   of   the   locomotive   wheels 
during  the  adjustment  of  the  valve  gear 


sions  was  being  put  to  a  variety  of  uses, 
especially  in  ash-pan  work,  that  was  a 
revelation  in  itself.  By  its  use  angle  iron 
could  be  cut  at  any  angle,  and  the  per- 
fect formation  of  angle  iron  joints  could 
be  effected  without  any  heating  or  chip- 
ping or  filing. 

We  can  hardly  enumerate  the  variety 
of  new  methods  and  new  machines  at 
work  all  over  this  establishment.  Espe- 
cially interesting  was  the  clever  process 
of  boring,  drilling,  tapping  and  literally 
completing  the  fitting  up  of  eccentric 
straps  without  removal  from  an  adjusta- 
ble jig  plate  to  which  they  were  attached. 
By  the  simple  movement  of  a  lever  they 


CUTTING    STEAM    PORTS    IN    CYLINDER 
BUSHING. 

is  performed  by  a  3-h.p.  electric  motor. 
The  apparatus  necessary  in  conveying  the 
moving  force  to  the  main  axle  can  be 
adjusted  in  less  than  twenty  minutes,  and 
by  the  time  the  valve-setter  has  his  open- 
ings marked  on  the  valve  rod,  the  wheels 
are  ready  for  moving.  The  wheels  are 
slightly  raised  on  rollers  in  the  usual  way 
from  the  track,  and  a  touch  of  the  elec- 
tric switch  lever,  and  the  wheels  make 
four  revolutions  a  minute.  The  moving 
wheel  was  stopped  at  the  tram  mark  with 
perfect  precision,  and  one  had  barely 
time  to  cross  the  pit  and  get  the  tram 
ready  when  the  chalk  mark  was  around 
again.  Except  in  cases  where  there  are 
new  link  saddles  to  adjust,  the  setting  of 
the  valves  is  accomplished  in  about  the 
same  time  as  it  formerly  took  to  get 
ready,  that  is  between  one  and  two  hours. 

The  chipping  of  saddles  is  a  matter  of 
ancient  history  at  Readville.  When  a 
saddle  is  marked  off  it  is  lifted  by  the 
traveling  crane  to  an  adjacent  planing  ma- 
chine, where  a  special  attachment  cuts  off 
the  superfluous  metal.  A  slight  raising  of 
the  casting  at  the  end  not  being  operated 
upon  produces  a  finished  fit  slightly  hol- 
low towards  the  center  of  the  saddle.  So 
careful  is  the  marking  and  so  correct 
the  planing  that  the  saddle  is  never 
touched  the  second  time.  It  is  usually 
bolted  into  place  the  day  after  it  has 
been  marked  off. 

The  planing  machines  seem  to  have  in- 
vaded the  boiler  shop,  and  the  edges  of 
all  sheets  arc  planed  with  that  bevel  usual 
to  overlapping  sheets,  and  with  a  straight- 
ness  that  the  chisel  could  not  give.  A 
square  punching  machine  of  ample  dimen- 


hemispheres  upon  which  concave  packing 
rings  could  be  ground  to  a  perfect  joint 
by  simply  holding  the  ring  in  the  hand 
over  the  polar  extremity  and  resting  upon 
the  circular  face  of  the  sph-ere.  The  tool 
room  had  many  novelties,  some  perfected 
and  some  in  progress.  Among  the  latter 
was  a  drill  arbor  so  constructed  that  a 
series  of  spiral  grooves  on  its  lower  rim 
were  adapted  to  slide  readily  into  the 
grooves  of  the  spiral  drills.  The  combi- 
nation of  socket  and  drill  became  such 
that  the  drill  shank  was  a  factor  of  little 
or  no  importance  in  the  running  of  the 
drill.  The  anticipated  result  is  that  the 
drill  shanks  will  last  till  doomsday.  This 
IS  a  consummation  devoutly  to  be  wished. 
Among  the  smaller  drill  presses  we  ob- 
served one  compact  little  machine  noise- 
lessly piercing  holes  longitudinally 
through  six  staybolts  at  once.  The  tool 
room  is  great  on  cutters.  Some  had  al- 
most the  magnitude  of  boring  bars.  We 
saw  a  five-toothed  specimen  working  its  . 
way  quietly  into  the  heart  of  a  locomotive 
exhaust  pipe,  leaving  a  finished  surface  on 
the  inner  face  of  the  pipe  5  ins.  wide,  the 
casting  being  held  meanwhile  in  one  of 
the  jig  contrivances  that  insured  a  per- 
fect similarity  of  finish  in  that  class  of 
exhaust  pipes.  The  interchangeability  of 
cutters  in  a  variety  of  stocks  or  holders 
gave  a  range  of  sizes  at  once  complete 
and  easy  of  adjustment. 

The  spray  painting  apparatus  that  came 
into  vogue  at  the  building  of  the  white 
palaces  at  the  Chicago  Exposition  is  be- 
ing utilized  in  the  painting  of  trucks  and 
other  of  the  less  elegantly  finished  work, 
and  the  spray  is  so  finely  handled  that 
there  is  scarcely  any  indication  of  loss  of 
paint  on  the  floor. 


EXHAUST   PIPE   EORER. 


were  placed  in  any  position  necessary  for 
the  twenty  or  more  operations  to  which 
they  were  subjected.  Piston-heads  and 
cylinder  heads  were  turned  and  bored 
and  made  ready  for  service  without 
change  or  removal  from  the  apparatus 
holding  them.  The  methods  and  tools 
used  insure  a  standardization  and  inter- 
changeability of  parts  not  common  in 
heavy  machine  work. 

Proceeding  to  the  galleries  where  the 
lighter  work  is  done,  one  is  struck  by 
the  space  at  the  disposal  of  the  various 
sections.  These  galleries  extend  the  en- 
tire length  of  the  machine  shop,  and  are 
over  so  ft.  in  width.  They  embrace  the 
brass   finishing  as   well   as  others   of  the 

lighter  machine  work.  Several  devices  corresponding  with  cliarts  and  descriptive 
were  in  operation  in  valve  grinding,  the  matter  is  within  reach  of  all.  A  num- 
most    notable     being    revolving    metallic     ber   of    excellent    devices    are    in    use   in 
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In  the  air-brake  department  a  complete 
instruction    apparatus    painted    in    colors 
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this  section  of  the  works.  The  portable 
tables,  adapted  for  the  holding  of  pumps, 
allowing  one  to  turn  the  pump  in  any  re- 
quired position,  admirably  suit  the  ne- 
cessities of  the  work.  A  test  gauge  ap- 
paratus presented  a  new  feature,  consist- 
ing of  a  double-feed  screw,  the  larger 
screw  giving  one  inch  each  revolution, 
while  the  smaller  screw  required  twelve 
turns  per  inch,  the  result  being  that  one 
or  two  turns  of  the  larger  screw  would 
furnish  almost  the  required  pressure,  the 
finishing  turns  being  accomplished  by  the 
smaller  screw.  The  releasing  of  the  en- 
tire pressure  is  almost  instantaneous,  the 
result  being  that  gauges  can  be  tested  by 
the  gross  instead  of  by  the  dozen,  as  for- 
merly. 

CAR    SHOPS. 

The  spirit  of  ingenuity  in  labor-saving 
devices  used  in  the  car  shops  keep  pace 
with  the  work  of  the  clever  inventions  in 
the  machine  shops.    The  largest  kinds  of 
timber  can  be  seen  moving  on  adjustable 
rollers  through  the  various  machines,  and 
after    being    projected    through    openings 
in    the   walls,    were   returned   on    another 
system  of  rollers  and  reduced  and  shaped 
to  the  requirements  of  the  work  in  view. 
All  this  was  accomplished   with  a   mini- 
mum of  handling  that  seemed  incredible 
and    in    strong    contrast    to    methods    in 
vogue    in    many    of    the    older    establish- 
ments.    The  stock  room,  containing  trim- 
ming  and  other   material,   was    arranged 
with  a  perfect  system  of  recording  quanti- 
ties and  sizes  in  large  lettering,   so  that 
the  required  material  can  be  had  and  ac- 
counted for  easily  and  correctly.    We  ob- 
served a  novel  system  of  adjustable  scaf- 
folding used  in  connection  with  the  clean- 
ing and  painting  of  cars.    In  place  of  the 
usual  cumbrous  afifair,  an  adjustable  plat- 
form is  arranged  at  the  sides  of  each  car 
whereby  the  workmen  can  raise  or  lower 
themselves   at  will.     A   portable   machine 
of  the  staybolt  cutting  kind  was  at  work 
on  the  rivets  of  car  framing.     It  resem- 
bled a  swivel  gun,  and  can  be  readily  ad- 
justed to  any  angle.     In  a  6-in.  pipe  with 
100  lbs.  air  pressure  single  blows  of  2,700 
lbs.  were  being  delivered  with  a  rapidity 
resembling  a  Gatling  gun  in  action,  but 
with  this  difference,  that  each  forceful  re- 
percussion effected  the  desired  purpose  in 
removing   a   rivet   head.     This   operation 
is  usually  the  work  of  ten  or  twelve  min- 
utes by  hand  labor.   In  this  shop  the  inner 
decoration  of  the  passenger  cars  are  un- 
dergoing  a    standardizing   process   which 
in  point  of  elegance  in  finish  is  a  dream 
of  oriental   splendor   that  would  make  a 
Young  Turk  feel  that  he  was  in  the  Sul- 
tan's palace. 

.    THE  STORE   ROOM. 

The  store  room  almost  rivalled  the  ma- 
chine shop  in  extent.  It  is  completely 
traversed  by  the  electric  traveling  cars 
already  alluded  to,  with  turning  tables  at 
the  crossings.  The  system  of  labeling  the 
various   compartments   is   worthy  of   imi- 


tation. Held  in  an  attached  tin  sheath, 
the  labels  can  be  readily  withdrawn  when 
required  with  the  full  description  and  the 
numbers  of  parts  readily  changeable  to 
suit  the  varying  supply  or  demand  on  the 
articles. 

OTHER    DEPARTMENTS. 

The  lack  of  space  prevents  us  from  de- 
scribing even  briefly  the  blacksmith  shop 
with  its  double  row  of  power  hammers, 
ranging  from  light  compressed  air  ham- 
mers and  forging  machines  to  great  steam 
hammers  whose  strength  and  capacity 
seemed  unlimited.  A  brief  glimpse  at  the 
upholstery  department  revealed  a  large 
number  of  young  women  at  work  in  an 
atmosphere  of  elegant  comfort  that 
seemed  to  be  appreciated  by  them.  The 
gilding  and  bronzing  of  the  finer  castings 
is  also   a  particularly  interesting  section. 

THE  LEADING  MEN. 

As  may  be  readily  imagined,  the  men 
in  charge  of  this  mechanical  center  are 
all  men  of  wide  experience  and  thorough 
training.  Mr.  George  Donahue,  superin- 
tendent of  shops,  had  a  long  experience 
as  a  master  mechanic  on  the  Erie  Rail- 
road. He  is  a  fine  specimen  of  the  stal- 
wart, masterful  mechanic  who  is  ready 
to  put  his  hand  and  heart  into  any  rail- 
road problem  that  arises.  He  is  manly 
and  outspoken.  Keenly  alive  to  the  ad- 
vantages of  new  means  and  new  methods, 
he  has  no  regard  for  things  that  have 
been  weighed  in  the  balance  and  found 
wanting.  His  comments  on  compound 
locomotives  and  piston  valves  and  other 
recent  changes,  that  are  still  the  subject 
of  controversy,  would  make  interesting 
reading,  but  need  not  be  reproduced  at 
this  time.  He  is  loud  in  praise  of  the 
Walshaerts  valve  gear. 

Mr.  John  Reid,  the  general  foreman,  is 
a  mechanic  of  the  all-round  type,  now 
becoming  a  rarity.  He  was  among  the 
most  skilled  of  the  mechanics  employed 
on  the  elevated  railroad  in  New  York 
for  many  years.  Later  he  was  foreman 
at  New  Haven,  and  was  selected  from 
among  many  able  mechanics  to  take 
charge  of  the  new  shops  at  Readville. 
His  head  is  clear  and  his  heart  is  warm. 
He  is  particularly  encouraging  to  the 
younger  mechanics  who  exhibit  any  in- 
ventive faculty.  Hence,  many  of  the 
clever  devices  in  operation  in  the  shops. 

The  brothers,  Mr.  A.  L.  Roberts  and 
Mr.  G.  H.  Roberts,  are  a  pair  of  scholar- 
ly, cultured  mechanics,  versed  in  theory 
and  ripe  in  practice.  The  former  con- 
structed the  valve-setting  machine  that 
we  have  alluded  to,  while  the  latter  has 
made,  or,  rather,  invented,  a  variety  of 
jigs  of  much  practical  value,  among 
which  is  the  apparatus  used  in  machining 
the  eccentric  straps. 

Mr.  Eustace  Stock,  of  the  air-brake 
department,  has  a  stock  of  knowledge 
that  would  be  difficult  to  add  to.  The 
intricacies  of  the  air  brake   are  like   the 


alphabet  to  him,  and  he  has  the  rare 
faculty  of  imparting  his  varied  informa- 
tion to  others  in  a  way  that  is  at  once 
interesting  and  engaging. 

Mr.  Frank  Casperson,  the  foreman 
toolmaker,  has  the  fine  eye  of  a  jeweler. 
His  manipulation  of  the  drill  press  socket 
to  fit  the  grooves  of  the  twist  drill  is 
the  work  of  a  master.  We  will  keep  our 
eye  on  him. 

Of  the  foreman  painter,  Mr.  G.  W. 
Gahman,  it  may  be  briefly  said  that  he  is 
putting  the  finishing  touches  on  a  class 
of  work  that  we  have  not  seen  surpassed. 
He  is  an  artist,  and  if  the  old  days  were 
here  when  they  painted  buffalos  on  en- 
gine tanks,  the  Readville  painter  would 
show  us  something  at  which  we  might 
open  our  mouths  in  dumb  wonderment. 
As  it  is,  his  car  interiors  would  place  in 
the  shade  the  garnished  glories  of  an 
Asiatic  kiosk. 


Safety    Record  of   the   Pennsylvania. 

Reports  just  compiled  of  all  accidents 
on  the  Pennsylvania  Railroad  for  the  past 
year,  show  that  during  1908  the  various 
lines  carried  141,659,543  passengers,  and 
that  not  one  passenger  was  killed  as  the 
result  of  an  accident  to  a  train.  During 
the  year  this  road  carried  fewer  passen- 
gers than  in  1907  by  about  7.4  per  cent., 
but  the  total  number  of  passengers  in- 
jured in  train  accidents  was  only  102. 
This  is  a  reduction  of  452,  or  81.6  per 
cent,  from  1907.  These  figures  include 
every  case  requiring  surgical  or  medical 
attention.  It  will  thus  appear  that,  count- 
ing every  personal  injury  due  to  train 
wrecks,  only  one  person  out  of  every 
1,388,819  passengers  carried  was  injured. 
The  passenger  trains  of  the  Pennsylvania 
traveled  58,440,449  miles  during  1908.  The 
fact  that  the  millions  of  passengers  carried 
were  handled  with  such  safety  is  made 
more  significant  by  the  fact  that  along- 
side the  passenger  trains,  freight  trains 
were  operated  for  a  total  of  60,293,996 
miles.  Statistics  for  the  Pennsylvania 
lines  east  of  Pittsburgh,  directly  operated, 
show  a  total  of  88.328,604  passengers  car- 
ried in  1908,  and  but  51  injured  in  train 
accidents. 

On  the  lines  west  of  Pittsburgh,  di- 
rectly operated,  22,314,239  passengers  were 
carried  during  the  year,  and  there  were 
17  injured  as  the  result  of  train  accidents. 
Thus  the  chances  were  1,312,600  to  one 
that  every  passenger  who  started  upon  a 
journey  during  the  year  would  reach  his 
destination  in  safety.  Of  the  subsidiary 
lines,  independently  operated,  the  record 
of  the  Long  Island  Railroad  shows  that 
line  to  have  carried  during  the  year,  23,- 
242,838  passengers  and  only  17  were  in- 
jured in  train  accidents.  Passengers 
carried  one  mile  numbered  352,228,060. 
This  line  has  now  been  operated  for  some 
15  years  without  a  fatality  to  a  passenger, 
due  to  a  train  wreck. 
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Items  of  Personal  Interest 


Mr.  F.  E.  Fox.  master  mechanic  on  the 
Denver  &  Rio  Grande  at  Denver,  Colo., 
has  resigned. 

Mr.  L.  L.  Davv'son  has  been  appointed 
the    superintendent    of    motive    power    of 


C.  E.  FULLER, 
Vice-President    M.    M.    Association. 

the  Ft.  Worth  &  Denver  City  with  ofiicc 
at  Childress,  Texas. 

Mr.  J.  Lowell  White  has  been  appointed 
the  purchasing  and  supply  agent  of  the  St. 
Louis,  Brownsville  &  Mexico,  with  offices 
at  Kingsville,  Te.xas. 


Treasurer   M. 


.-il.Ni.  l.AIR, 
M.   Association. 


Mr.  Frank  Hamilton  has  been  appointed 
roundhouse  foreman  of  the  .Atchison,  To- 
peka  &  Santa  Fe,  at  Newton,  Kans.,  vice 
Mr.  J.  B.  Hasty,  resigned. 

Mr.  A.  Shields,  master  mechanic  of  the 


Canadian  Northern,  lias  been  appointed 
also  master  mechanic  of  the  Duluth, 
Rainy  Lake  &  Winnipeg. 

Mr.  J.  O.  Harrison  has  been  appointed 
master  mechanic  of  the  Ft.  Dodge,  Des 
Moines  &  Southern  Railway  at  Boone,  la., 
vice  Mr.  H.  B.  Sutton,  resigned. 

Mr.  John  Kent  has  been  appointed  in- 
spector of  the  newly  installed  automatic 
electric  signal  system  of  the  New  York 
Central  on  the  Buffalo  division. 

The  office  of  Mr.  W.  H.  Elliott,  signal 
engineer  of  the  New  Y'ork  Central  & 
Hudson  River  Railroad,  has  been  moved 
from  New  York  to  Albany,  N.  Y. 

Mr.  Willard  R.  Collins  has  been  ap- 
pointed the  purchasing  agent  of  the  Erie, 
with  offices  at  New  York,  vice  Mr.  E.  T. 
Campbell,  assigned  to  other  duties. 


II.    11.    VAUljllAX, 
President    M.    M.    Association. 

Mr.  John  Kirby,  Jr.,  of  Dayton,  Ohio, 
son  of  Mr.  John  Kirby,  the  veteran  master 
car  builder,  has  been  elected  president  of 
the  National  Manufacturers'  Association. 

Mr.  N.  W.  Pringle  has  been  appointed 
New  England  Passenger  Agent  on  the 
Lehigh  Valley  Railroad  wi.th  headquarters 
at  No.  39  Church  street,  New  Haven, 
Conn. 

Mr.  Robert  A.  Primrose  has  been  ap- 
pointed road  foreman  of  engines  on  the 
Iowa  division  of  the  Chicago  &  North- 
western Railroad,  \vitli  headquarters  at 
Clinton,  la. 

Mr.  C.  A.  Wight,  foreman  painter  of  the 
Chicago  &  Northwestern  Railway  in  the 
motive  power  and  car  department  at 
Boone,  la.,  has  resigned  to  engage  in  busi- 
ness for  himself. 

Mr.  H.  Carrick,  formerly  assistant  di- 
vision   master    mechanic    on    the    Oregon 


Shcirt  Line,  has  been  appointed  master 
mechanic  of  the  Montana  division  with 
office  at  Pocatello,  la. 

Mr.  A.   H.  Gairns,  division  master  me- 
chanic of  the   Oregon   Short  Line,   at   Po- 


GEORGI-:    W.    WILIHX, 
Vice-President    M.    M.    .Association. 

catello.  la.,  has  been  appointed  master  me- 
chanic of  the  Idaho  division  only,  with 
office  at  Pocatello,  la. 

Mr.  Geo.  Ross,  formerl_\-  district  fore- 
man on  the  Oregon  Short  Line  at  Salt 
Lake     City,     I'tnli.     has     been     appointed 


J.    E.    MUHIJ-'ELD, 
Vice-President   M.    M.    Association. 

master    mccliaiiic    of    the    Utah    division, 
with  office  at  Salt  Lake  City, 

Mr.  P.  II.  Wilhelm  has  been  appointed 
special  railroad  representative  for  the 
Asbestos    Protected    Metal    Company    of 
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Canton,  Mass.  He  has  been  witJ'  the 
American  Steel  &  Wire  Co.  since  1904. 

Mr.  Harry  Giegoldt,  formerly  division 
foreman  of  the  Atchison,  Topeka  &  Santa 
Fe  at  Woodward,  has  been  appointed  di- 
vision foreman  on  the  same  road  at  tlic 
new  division  terminal  at  Waynowa,  Okla. 

Mr.  S.  U.  Wager,  formerly  master  me- 
chanic of  the  Toledo,  Port  Clinton  & 
Lakeside  Railway,  has  been  appointed 
general  shop  foreman  of  the  Northern 
Ohio   Traction    &   Light    Co.,   of    Canton, 

Ohio. 

Mr.  T.  J.  Raycroft,  general  foreman  of 
the  Chicago,  Burlington  &  Quincy,  has 
been  appointed  master  mechanic  of  the 
Sterling  division,  with  offices  at  Sterling, 
Colo.,  vice  Mr.  E.  D.  Andrews,  trans- 
ferred. 

Mr.  J.  H.  Davis,  formerly  assistant  elec- 
trical engineer  on  the  Baltimore  &  Ohio 
Railroad,  has  been  appointed  electrical  en- 
gineer on  that  road    with  headquarters  at 


Mr.  J.  J.  Barry,  who  was  appointed  gen- 
eral foreman  at  the  West  End  Shops  on 


Company,  have  been  appointed  Eastern 
sales  agents  of  the  Ohio  Seamless  Tube 
Company  of  Shelby,  Ohio,  with  offices  at 
No.  2  Rector  street,  New  York. 

Mr.  A.  Stewart,  general  superintendent 
of  motive  power  and  equipment  of  the 
Southern  Railway,  with  offices  at  Wash- 
ington, D.  C,  has  been  appointed  also  the 
general  superintendent  of  motive  power 
and  equipment  of  the  St.  Louis-Louisville 
lines  of  the  Southern  Railway,  with  of- 
fice at  Washington,  D.  C. 

Mr.  E.  A.  James  has  been  appointed 
general  manager  of  the  Alberta  &  Great 
Waterways  Railway,  the  building  of 
which  begins  this  summer.  The  road  will 
connect  Edmonton  with  immense  terri- 
tory tapped  by  natural  waterways  of  the 
Arctic  Ocean  and  will  be  the  most  north- 
erly railroad  in  Canada. 


K.    V.    McKi:n.\'-\. 
1'res.ident   M.    C.    B.    .-\ssociation. 

the  Norfolk  &  Western,  at  Roanoke,  Va., 
has  again  received  promotion  as  master 
mechanic  of  the  Pocahontas  division  on 
the  same  road,  vice  Mr.  L.  D.  Gillett,  re- 
signed. , 

Mr.  G.  Robinson,  formerly  actmg  loco- 
motive foreman  on  the  Grand  Trunk  Pa- 
cific Railway  at  Portage  la  Prairie,  Man., 
has  been  appointed  locomotive  foreman 
on  the  same  road  at  Watrous,  Sask.,  vice 
Mr.  C.  E.  Brooks,  assigned  to  other 
duties. 


i.i.   (,K.\Niii-;   r.\Klsn. 

\  ktPresident   M.   C.    B.   Association. 

Baltimore,    Md.,    vice    Mr.    L.    T.    Gibbs, 
deceased. 

Mr.  W.  J.  Hill,  general  foreman  of  the 
.Atchison.  Topeka  &  Santa  Fe,  has  been 
appointed  the  master  mechanic  of  the 
Oklahoma  division  of  that  road  with  of- 
fices at  Arkansas  City,  Kans.,  vice  Mr. 
J.  T.  Lcndrum,  transferred. 

Mr.   J.    Snowden    Bell,   the    well-known 
mechanical   engineer  and   patent  attorney, 
announces  the  removal  of  his  offices  from 
31   Nassau  street  to   165   Broadway,   New 
York.    Mr.  Bell  has  had  great  experience 
in  securing  patents  on  railway  appliances. 
Mr.  Edward   C.   Sawyer,  who  was  for- 
merly   the    representative    of    the    H.    W. 
Johns-Manville    Co.,    is    now    associated 
with    Mr.    II.   G.    Hammett,  Troy,   N.   Y.. 
manufacturer    of    Trojan    Metallic    Pack- 
ing, locomotive  specialties  and  machinery. 
Mr.  Willis  C.  Squire  has  been  appointed 
general  sales  agent  for  "Rogers'  Improved 
Journal  Packing  and  Receptacles"  for  the 
Rogers  Journal  Packing  Company,  of  Chi- 
cago, 111. 


JOHN    KIRBY, 
Treasurer    M.    C.    U.    .Association. 

Mr.  John  J.  Brady  has  been  appointed 
general  foreman  of  the  Harlem  Division 
of  the  N.  Y.  C.  &  H.  R.  R.  R.  at  North 
White  Plains.  Mr.  Brady  has  had  charge 
of  large  engine  houses  on  that  road  at 
Corning,  West  Albany  and  Minoa  and  is 
well  equipped  for  the  work. 

Mr.  E.  D.  Giberson  and  Mr.  Frank  E. 
Olin,  formerly  connected  with  the  New 
York  Sales  .\gency  of  the  National  Tube 


F.   H.    CI^RK, 
Vice-President   M.   C.    B.   Association. 

Mr.  F.  W.  Fultz  has  been  appointed 
locomotive  fuel  expert  on  the  Missouri 
Pacific  Railway,  with  headquarters  at  St. 
Louis,  Mo.  His  duties  are  to  ride  on 
locomotives  and  instruct  firemen  and  en- 
ginemen  on  proper  methods  of  firing  and 
the  handhng  of  draft  appHances ;  also  in 
all  matters  pertaining  to  the  efficient  and 
economical  use  of  fuel. 

Mr.  Jas.   R.   Paterson,   manager  of  the 
advertising  department   of   R.mi.way   and 
Locomotive  Engineering,  has  been  com- 
pelled to  give  up  work   for  a  month  or 
two,   owing  to   a   severe   cold,   contracted 
last   winter,   having  settled   on  his   lungs. 
Mr.   Paterson  is  recuperating  among  the 
pines  on  the  higher  levels  of  the  Catskills, 
and  is  making  progress  toward  recovery. 
He  will,   however,   not  be  able  to  attend 
the  railroad  conventions  at  Atlantic  City 
this  year.     His  many  friends  from  whom 
we    have    received    inquiries     will    under- 
stand the  cause  of  his  temporary  absence 
from   his   accustomed    place   in   the  office 
and   on   the   board   walk   and   among   the 
exhibitors   at   the   convention   city   by   the 
sea. 
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AMONG  THE  ERIE  RAILROAD  APPRENTICES. 


The  development  of  complex  mechanism 
in  railroad  operating  has  raised  a  demand 
for  mechanics  familiar  with  the  scientific 
principles  of  mechanical  engineering.  It 
is  not  now  sufficient  that  a  first-class 
mechanic  should  know  how  to  push  a  file 
straight  and  possess  the  skill  necessary  to 
fit  up  a  set  of  links  in  a  workmanlike 
manner ;  he  must  know  why  certain  di- 
mensions are  used,  how  to  regulate  the 
speed  of  machines,  what  size  of  pulleys 
will  produce  certain  speeds,  the  strains 
that  any  article  can  safely  endure,  the 
weight  of  parts  used  in  construction  and 
repairs  of  machinery,  besides  many  other 
things  that  in  the  good  old  times  were 
known  only  to  the  mechanical  engineer 
and  master  mechanic. 

It  has  not  yet  become  the  custom,  ex- 
cept in  rare  cases,  for  graduates  of  scien- 
tific schools  to  enter  machine  shops  as 
apprentices.  The  practice  is,  as  of  old,  to 
select  boys  of  good  character  who  have 
received  a  fair  grammar  school  education 
and  permit  them  to  acquire  whatever  skill 


By  Angus  Sinclair. 

has  moved  many  of  them  to  in^itute 
schools  for  the  education  of  their  appren- 
tices. One  of  the  latest  railroad  compa- 
nies to  make  this  benevolent  educational 
move  is  the  Erie  Railroad  Company. 

The  principal  mechanical  repair  estab- 
lishment of  the  Erie  is  at  Meadville,  Pa., 
and  naturally  the  first  apprentice  school 
was  opened  there.  About  a  year  ago  a 
school  was  started  in  a  passenger  car  at 
Meadville,  which  was  soon  abandoned  for 
a  most  commodious  room  in  the  office 
building  of  the  works.  Since  that  time 
schools  have  been  instituted  in  connection 
with  the  repair  shops  at  Hornell,  Susque- 
hanna and  Dunmore.  The  scheme  of  the 
schools,  which  are  taught  during  the  com- 
pany's time,  is  to  have  every  apprentice 
in  the  works  share  the  benefits  of  this 
practical  education,  and  to  employ  no  ap- 
prentices who  fail  to  attend  the  schools 
and  to  keep  up  to  a  certain  standard  of 
educational  excellence.  It  speaks  well  for 
the  material  employed  as  apprentices  by 
the   Erie,   to   find   that   out   of   a   total   of 


The  writer,  who  holds  the  position  of 
Inspector  of  Technical  Education  on  the 
Erie  Railroad,  recently  received  from  Gen- 
eral Manager  J.  C.  Stuart,  a  request  to 
visit  the  apprentice  schools  at  Meadville, 
Hornell  and  Susquehanna  and  report. 
This  duty  was  duly  performed,  and  it  gave 
me  an  excellent  opportunity  to  observe 
the  working  of  the  classes  and  the  treat- 
ment given  to  the  apprentices  in  the  vari- 
ous shops.  There  are  educational  classes 
connected  only  with  the  four  shops  named, 
but  there  are  apprentices  in  the  shops  at 
Huntington,  Ind. ;  Gallon,  O. ;  Cleve- 
land, O;  Buffalo,  N.  Y.;  Port  Jer- 
vis,  N.  Y. ;  Stroudsburg,  Pa.,  and 
Jersey  City,  N.  J.,  who  will  re- 
ceive direct  benefit  from  the  new  policy 
of  supervising  the  shop  work  done  by  the 
various  apprentices,  even  if  they  receive 
no   school   instruction. 

An  elaborate  organization  has  been 
formed  to  deal  with  the  education  and 
training  of  apprentices,  which  may  thus 
be  summarized : 


GKDUP    OF    .\1>PRI-:NT1CKS    ON'     1111 


\i  i  Kd.M)     UOK.XELL  SlIOI'.^. 


and  knowledge  they  are  capable  of  grasp- 
ing while  passing  three  or  four  years  in  a 
machine  shop,  boiler  shop,  blacksmith 
shop,  or  any  other  shops  where  appren- 
tices are  admitted.  Of  late  years  railroad 
companies  have  been  experiencing  difficulty 
in  securing  scientifically  trained  mechanics 
fit  to  take  charge  of  work,  a  condition  that 


nearly    300    pupils,    only    ten    have    been 
dropped  for  inefficiency. 

.\ttending  the  technical  instruction 
classes  is  a  high  privilege  to  the  appren- 
tices, but  of  even  greater  potential  benefit 
ii  the  attention  bestowed  upon  the  young 
men  in  according  them  variety  of  work  to 
do  in  the  shops. 


First.     .\  supervisor  of  apprentices. 

Second.  .\r\  assistant  supervisor  of  ap- 
prentices. 

Third.  A  technical  instructor  in  shops 
having  fifty  or  more  apprentices. 

Fourth.  A  practical  instructor  in  shops 
having  fifty  or  more  apprentices. 
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Fifth.  A  man  having  the  necessary 
ability  to  teach  both  technical  and  practi- 
cal mechanics  to  have  charge  of  the  work 
in  shops  having  less  than  fifty  apprentices. 

My  intercourse  during  the  visit  was 
principally  with  Mr.  W.  S.  Cozad,  super- 
visor, and  his  assistant,  Mr.  E.  V.  Lea, 
who  accompanied  me  to  the  different 
shops.    Both  of  these  gentlemen  displayed 


of  exercise  is  instruction  concerning  the 
standards  of  the  company.  I  have  seen 
so  many  blunders  made  by  foremen  in  ap- 
plying parts  that  were  not  the  standard 
size  or  form  that  the  utility  of  this- line  of 
study  struck  me  as  likely  to  prove  highly 
profitable  to  the  railroad  company. 

At    Meadville    the    practical    instructor, 
Mr.  C.  K.  Lockie,  went  around  the  shnps 


when  I  heard  that  some  company  or  firm 
had  provided  facilities  for  the  scientific  in- 
struction of  apprentices  and  ambitious 
workmen.  I  was  interested  enough  to 
visit  such  places  and  to  envy  the  easy 
road  to  knowledge  that  some  fortunate 
youths  enjoyed.  The  unexpected  was  also 
frequently  met  at  such  places,  in  the  shape 
of   covert   opposition    from    foremen    and 
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keen  interest  in  the  work  they  are  doing, 
and  certainly  have  the  confidence  of  the 
young  men  whose  ideas  they  are  cultivat- 
ing to  shoot  into  the  realms  of  scientific 
knowledge. 

The  classes  work  two  hours  a  day  twice 
a  week,  which  is  rather  short  time  for 
drawing  and  technical  studies,  but  the 
pupils  are  making  remarkably  rapid  prog- 
ress. The  company  supplies  all  instru- 
ments, drawing  boards  and  other  require- 
ments. While  I  was  visiting  the  classes 
Mr.  J.  C.  Hassett,  the  technical  instructor 
at  Meadville,  gave  various  arithmetical 
problems  to  be  worked  out  on  the  black- 
board, which  was  done  very  readily  by 
different  scholars.  Some  of  the  problems 
involved  knowledge  of  the  weight  per 
cubic  inch  of  metals,  a  subject  on  which 
most  of  the  young  men  displayed  a  com- 
mendable degree  of  knowledge. 

The  drawing  was  begun  with  simple 
projection  and  worked  along  by  degrees 
to  prospective  work.  In  the  latter  exer- 
cise the  scholar  is  given  a  part  such  as  a 
gland  or  bushing,  of  which  he  is  instructed 
to  make  two  views  and  then  find  a  third 
for   himself.     A   remarkably   useful   form 


with  me  and  pointed  out  the  work  the 
apprentices  were  engaged  upon.  The  plan 
is  to  begin  the  youth  upon  an  easily 
learned  tool  or  simple  operation  and  ad- 
vance him  by  degrees  to  the  most  intri- 
cate work  to  be  learned  in  the  trade.  This 
is  a  very  different  condition  of  things 
from  what  they  were  in  my  youth.  Then 
a  shop  boy  was  regarded  as  a  necessary 
nuisance,  and  giving  him  instruction  was 
the  last  thing  thought  of.  If  he  learned 
the  trade  it  was  by  his  own  persistence 
in  getting  work  to  do  that  involved  skill. 
The  lazy  or  indifferent  boy  passed  four 
or  five  years  in  the  shop  without  credit 
to  himself  or  to  his  employer. 

When  the  knowledge  pervades  a  shop 
that  the  apprentices  are  there  to  be  in- 
structed, it  is  wonderful  how  readily  all 
concerned  are  ready  to  lend  a  helping 
hand.  I  have  known  cases,  however, 
where  an  educational  system  was  intro- 
duced by  the  company  or  management 
and  was  brought  to  nought  by  subordi- 
nates. 

Having  been  a  mechanic  who  acquired 
some  scientific  knowledge  through  the  or- 
deal of  self  help,  I  was  always  interested 


others  in  minor  authority.  This  secret 
opposition  was  frequently  potent  enough 
to  render  the  educational  scheme  a  failure. 
Prejudiced  opposition  to  education  is  the 
weak  resort  of  ignorance  and  envy  that 
are  gradually  losing  their  sting.  For  a 
mechanic  to  obtain  the  reputation  of  be- 
ing a  student  was  in  old  times  likely  to 
subject  him  to  constant  derision  from 
the  o.xmen  who  filled  many  shops. 

During  this  trip  I  employed  the  news- 
paper man's  privilege  of  finding  out  how 
sentiment  stood  on  the  apprentice-school 
system,  and  was  pleased  to  find  it  general- 
ly sound.  The  beneficent  purpose  of  the 
F.rie  management  is  cordially  supported 
on  every  hand.  The  master  mechanics  in 
charge  of  the  shops  I  visited,  Mr.  T.  J. 
Cole,  Meadville ;  Mr.  E.  S.  Fitzsimmons, 
Cornell,  and  Mr.  H.  H.  Harrington,  of 
Susquehanna,  are  enthusiastic  supporters 
of  the  apprentice  schools,  and  all  their 
foremen  that  I  was  able  to  reach  quietly 
were  also  friendly.  They  all  will  enjoy 
the  satisfaction  in  the  future  of  having 
helped  an  excellent  cause,  that  opens  fine 
opportunities  for  advancement  to  young 
mechanics. 
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BALDWIN  MALLET  ARTICULATED  COMPOUND 


The  Baldwin  Locomotive  Works  have 
recently  completed  for  the  Southern 
Pacific  Company,  two  Mallet  articulated 
compound  locomotives,  which  are  proO- 
ably  the  heaviest  engines  thus  far  built 
for  any  railway.  The  weight  of  the  en- 
gine itself  being  425,900  lbs.  These  loco- 
motives have  eight  coupled  wheels  in  each 
group,      and     in     accordance     with     the 


placed  right  and  left  immediately  back  of 
the  front  tube  sheet.  A  superheater, 
placed  in  the  piping  system  between  the 
high  and  low  pressure  cylinders,  is  located 
in  the  smokebox.  The  combustion  cham- 
ber is  provided  with  a  manhole,  so  that 
the  tube  ends  are  readily  accessible. 

In  order  to  facilitate  repairs,  the  boiler 
is  provided  with  a  separable  joint,  which 


ber   and   the   low-pressure   cylinders   with 
the  front  group  of  wheels. 

The  waist-bearer  under  the  combustion 
chamber  is  bolted  into  place,  while  the 
front  waist-bearer  and  the  high-pressure 
cylinder  saddle,  are  riveted  to  the  shell. 
The  longitudinal  seams  in  the  barrel  are 
placed  on  the  top  center  line,  and  have 
"diamond"     welt-strips     inside.       Flexible 


HEAVY    ARTICULATED    MALLET    COMPOUND    FOR    THE    SOUTH  ERX    PACIFIC    COMPANY. 
H.   J.    Small,   General   Superintendent  of  Motive   Power.  Baldwin    Locomotive   Works,   Builders. 


previous  practice  of  the  builders,  are 
equipped  with  two-wheeled  leading  and 
trailing  trucks.  The  constructive  details 
embody  various  features  of  special  inter- 
est. These  engines  will  be  used  on  the 
Sacramento  division  of  the  Southern  Pa- 
cific, between  Roseville  and  Truckee, 
where  the  maximum  grade  is  116  ft.  to  the 
mile.  The  rating  of  the  engine,  exclusive 
of  the  tender  is  1,212  tons.  The  calculated 
tractive  effort  of  this  machine  is  94,640 
lbs.  The  design  is  that  of  a  boiler  which 
extends  beyond  the  dome  and  terminates 
where  the  band  is  shown  in  our  illustra- 
tion, about  over  the  center  of  the  rear 
driver  of  the  front  group.  From  that 
point  forward  there  is  a  combustion 
chamber  and  beyond  that  is  a  compart- 
ment for  feed  water  heating,  and  the 
smokebox  proper,  containing  a  super- 
heater. 

The  boiler  is  straight  topped,  84  ins.  in 
diameter,  and  is  equipped  for  oil  burn- 
ing. The  fire  tubes  are  21  ft.  long  and 
there  are  401  of  them,  each  2%  ins.  in 
diameter.  They  terminate  in  a  combus- 
tion chamber,  54  ins.  long,  in  front  of 
which  is  a  feed  water  heater  63  ins.  in 
length.  The  tubes  in  the  feed  water 
heater  are  set  in  alignment  with  the  fire 
tubes,  and  are  equal  to  them  in  number 
and  diameter.  Two  non-lifting  injectors 
are  provided,  and  they  discharge,  right 
and  left,  into  the  feed  water  heater  cham- 
ber, which  is  kept  constantly  filled  with 
water.  The  feed  passes  out  through  the 
top  of  the  chamber,  and  is  then  delivered 
into  the  main  barrel  through  two  check.^. 


is  placed  at  the  rear  end  of  the  combus- 
tion chamber.  The  joint  is  effected  by 
riveting  a  ring  to  each  boiler  section,  and 
uniting  the  rings  by  42  bolts,  lV4  ins.  in 
diameter.  The  rings  are  butted  with  a 
V-shaped  fit.  It  is  thus  possible  to  take 
the  front  section  of  the  engine  away  from 


SOtTTHERN     PACIFIC     ENGINE     STACK, 
WITH    SMOKE    DEFLECTOR. 

the  back,  by  removing  the  pivot  pin  in 
the  frame  casting  between  the  high  pres- 
sure cylinders.  The  back  section  there- 
fore consists  of  the  cab,  firebox,  boiler, 
high  pressure  cylinders  and  rear  group  of 
wheels.  The  front  section  consists  of  the 
smokebox  containing  superheater,  (he 
feed  water  heater,  the  combustion  cham- 


staybolts  are  liberally  used  in  the  sides, 
back  and  throat  sheets  of  the  fire  box, 
while  the  crown  sheet  is  stayed  with  T- 
irons  hung  on  expansion  links,  in  accord- 
ance with  the  practice  of  the  Associated 
Lines. 

The  dome,  which  is  of  cast  steel,  is 
placed  immediately  above  the  high-pres- 
sure cylinders,  and  the  arrangement  of  the 
throttle  and  live  steam  pipes  is  similar 
to  that  used  on  heavy  articulated  locomo- 
tives previously  built  at  the  Baldwin  works. 
The  form  of  throttle  valve  was  illustrated 
in  our  1906  volume,  page  472.  The  exhaust 
from  the  high-pressure  cylinders  passes 
into  two  pipes  which  lead  to  the  super- 
heater. These  pipes  are  of  steel,  and  each 
is  fitted,  at  the  back  end,  with  a  slip  joint 
made  tight  with  a  packed  gland.  The 
steam  enters  the  superheater  at  the  front 
end  of  the  device,  and  passes  successively 
through  six  groups  of  tubes.  It  then 
enters  a  T-connection,  from  which  it  is 
conveyed  to  the  low-pressure  cylinders 
through  a  single  pipe  having  a  ball  joint 
at  each  end  and  a  slip  joint  in  the  middle. 
Each  low-pressure  cylinder  is  cast  sepa- 
rately, and  is  bolted  to  a  large  steel  box 
casting,  which  is  suitably  cored  out  to 
convey  the  steam  from  the  receiver  pipe 
to  a  pair  of  short  elbow  pipes,  making 
final  connection  with  the  low-pressure 
steam  chests.  The  steam  distribution  is 
here  controlled  by  is-inch  piston  valves 
which  are  duplicates  of  those  used  on  the 
high-pressure  cylinders.  The  final  ex- 
haust passes  out  through  the  front  of 
each  casting,  into  a  T-connection,  which 
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communicates  with  a  flexible  pipe  leading 
to  the  smokebox.  The  slip  joint  in  this 
pipe  is  made  tight  by  means  of  snap  rings 
and  leakage  grooves.  At  the  smokebox 
end,  the  ball  joint  is  fitted  with  a  coiled 
spring,  which  holds  the  pipe  against  its 
seat. 

The  valves  for  both  the  high  and  low- 
pressure  engines  are  set  with  a  travel  of 
5V4  ins.  and  a  lead  of  5-16  ins.  The  steam 
lap  is  I  inch,  and  the  exhaust  clearance 
1-16  inch.  Reversing  is  effected  by  the 
Raggonet  power  gear,  which  is  operated 
by  compressed  air  and  is  self-locking.  The 
gear  is  directly  connected  to  the  high- 
pressure  reverse  shaft.  The  reach  rod  con- 
nection to  the  low-pressure  reversing 
shaft,  is  placed  on  the  center  line  of  the 
engine,  and  is  fitted  with  a  universal 
joint,  placed  immediately  above  the  artic- 
ulated frame  connection.  The  joint  is 
guided  between  the  inner  walls  of  the 
high-pressure  cylinder  saddle.  In  this 
way  the  reversing  connections  are  simpli- 
fied, and  when  the  engine  is  on  a  curve 
the  angular  position  of  the  reach  rod  has 
practically  no  effect  on  the  forward  valve 
motion.  This  arrangement  had  been  made 
the  subject  of  a  patent. 

One  of  the  locomotives  is  equipped  witn 
Vanadium  steel  frames,  and  the  other 
with  frames  of  carbon  steel.  The  con- 
nection between  the  frames  is  single,  and 
is  effected  by  a  cast  steel  radius-bar  which 
also  constitutes  a  most  substantial  tie  for 
the  rear  end  of  the  front  frames.  The 
fulcrum  pin  is  7  ins.  in  diameter;  it  is  in- 
serted from  below,  and  held  in  place  by 
a  plate  supported  on  a  cast  steel  crosstie, 
which  spans  the  bottom  rails  of  the  rear 


tioned,  which  supports  the  low-pressure 
cylinders.  The  cylinders  are  keyed  at 
the  front  only.  The  bumper  beam  is  cf 
cast  steel,  10  ft.  long,  while  the  maximum 
width   over   the  low-pressure  cylinders   's 


SECTION'   THROUGH    H.    P.    CYLINDERS. 

approximately  n  ft.  The  boiler  is  sup- 
ported on  the  front  frames  by  two  bear- 
ings, both  of  which  have  their  sliding  sur- 
faces normally  in  contact.  The  front 
bearing  carries  the  centering  springs,  and 
the  wear  is  taken,  in  each  case,  by  a.  cast 
iron  shoe  2  ins.  thick.  Both  bearings  arc 
fitted  with  clamps  to  keep  the  frames  from 
falling  away  when  the  boiler  is  lifted. 
This  locomotive  naturally   embodies   in 


valve  gear  are  placed  outside  the  second 
pair  of  driving  wheels,  and  are  supported 
by  cast  steel  bearers  which  span  the  dis- 
tance between  the  guide  yoke  and  the 
front  waist  bearer.  The  low-pressure 
valve  stems  are  connected  to  long  cross- 
heads,  which  slide  in  brackets  bolted  to 
the  top  guide  bars.  The  locomotive  is 
readily  separable,  as  the  joint  in  the  boiler 
is  but  a  short  distance  ahead  of  the  artic- 
ulated frame  connection  and  all  pipes 
which  pass  the  joint  are  provided  with 
unions.  The  separable  feature  was 
tested  by  the  builders,  and  proved  entirety 
feasible.  Sand  is  delivered  to  the  rear 
group  of  driving  wheels  from  a  box  placed 
on  top  of  the  boiler,  and  to  the  front 
group  from  two  boxes  placed  right  and 
left   ahead   of  the  leading  drivers. 

The  tender  is  designed  in  accordance 
with  Associated  Lines  standards,  and  is 
fitted  'with  a  9,000-gallon  water-bottom 
tank.  The  capacity  for  oil  is  2,850  gal- 
lons. The  detail  parts  of  this  locomotive 
have,  where  possible,  been  designed  in  ac- 
cordance with  existing  standards  of  the 
Associated  Lines.  The  engine  is  practi- 
cally equivalent,  in  weight  and  capacity, 
to  two  large  consolidation  type  locomo- 
tives, and  in  spite  of  its  great  size,  pre- 
sents a  pleasing  and  symmetrical  appear- 
ance. In  this  connection  we  would  call 
attention  to  the  fact  that  the  engine  and 
tender  trucks  of  these  locomotives  are 
equipped  with  "Standard"  solid  forged 
and  rolled  steel  wheels.  The  high-pres- 
sure cylinders  are  lubricated  from  the  cab 
in  the  usual  manner,  while  the  low-pres- 
sure cylinders  are  lubricated  by  means  of 
a   force  feed-pump  driven   from  the   for- 


SMOKEBOX,  FEED-WATER  HEATER   AND   COMBUSTION   CHAMBER    OF   MALLET   COMPOUND. 


frames  between  the  high-pressure  cylin- 
ders. The  weights  on  the  two  groups  of 
wheels  are  equalized  by  contact  between 
the  front  and  rear  frames,  no  equalizing 
bolts  being  used  in  this  design. 

The  front  frames  are  stopped  imme- 
diately ahead  of  the  leading  driving  pe- 
destals, where  they  are  securely  bolted  to 
a  large  steel  box  casting,  previously  men- 


its  design,  many  smaller  details  of  in- 
terest. The  cylinder  and  steam  chest 
heads  are  of  cast  steel,  the  low-pressure 
heads  being  dished  and  strongly  ribbed. 
The  low-pressure  pistons  are  also  dished ; 
they  have  cast  steel  bodies,  and  the  snap 
rings  are  carried  by  a  cast  iron  ring  which 
is  bolted  to  the  body,  and  widened  on  the 
bottom.     The   links   for  the  low-pressure 


ward    valve    motion.      This    arrangement 
avoids  the  use  of  flexible  oil  piping. 

The  smoke  stack  is  provided  with  a  de- 
flecting plate.  This  device  is  used  when 
the  engine  is  passing  through  snow  sheds 
with  the  intention  of  preventing  the  smoke 
from  striking  the  roof  and  also  to  dis- 
charge it  through  ventilating  openings 
placed  on  either  side.     The  deflirctor  can 
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WHEN  THE 
CRANK  PIN 
GETS  CRANKY 

C  That's  the  time  some- 
thing has  to  be  done,  and 
quickly.  And  that's  the 
time  Dixon's  Flake  Graph- 
ite shows  up  strong. 

^It  cools  down  the  hot 
pin  promptly  and  surely. 

C  If  the  heating  up  has 
been  due  to  wear,  or  if  the 
the  surfaces  have  been 
roughed,  Dixon's  Flake 
Graphite  will  smooth  out 
the  irregularities  and  prac- 
tically resurface  the  parts 
to  fit. 

^This  action  of  Dixon's 
Flake  Graphite  proves  its 
exceptional  lubricating 
powers. 

^It  demonstrates  how 
friction  is  reduced  even 
under  normal  conditions 
of  service  when  Dixon's 
Flake  Graphite  is  applied 
regularly. 

C  And  the  important  fact  is 
that  Dixon's  Flake  Graph- 
ite is  the  only  lubricant 
that  can  render  such  a  lu- 
bricating service. 

Joseph  Dixon  Crucible  Company 

JERSEY  CITY,  N.  J. 


be  so  placed  that  the  exhaust  will  drive 
the  smoke  and  gases  directly  to  these 
openings  as  the  engine  proceeds. 

Some  of  the  principal  dimensions  and 
measurements  of  these  interesting  engines 
are  here  appended  for  reference : 

Cylinders — 26  ins.   and   40   x  30   ins. 

\'alves — Balanced    piston. 

Boiler — Type,  straight;   material,   steel;   diameter. 


SECTION    OF    SMOKEBOX    SHOWING 
SUPERHEATER    PIPES. 

84   ins.;   thickness  of   sheets,    13/16   ins.   and 
27/32  ins.;   working  pressure,  200  lbs.;   fuel, 

oil- 
Firebox — Material,  steel;  length,  126  ins.;  width, 
78J4  ins.;  depth,  front,  75^  ins.;  depth, 
back,  70 J^  ins.;  thickness  of  sheets,  sides, 
^  in.;  back,  ^  in.;  crown,  ^  in.;  tube, 
Yi  in. 
Water  Space — Front,  5   ins.;  sides,  5   ins.;  back, 

5  ins. 

Fire    Tubes — Material,    steel;    thickness.    .125    in. 

Heating  Surface — Firebox,  232  sq.  ft.;  tire  tubes, 
4,941  sq.  ft.;  feed  water  heater  tubes,  1,220 
sq.  ft.;  total,  6,393  sq.  ft.;  grate  area,  68.4 
sq.    ft. 

Driving  Wheels — Outside  diameter,  57  ins.;  jour- 
nals, main,  11  x  12  ins.;  others,  10  x  12 
ins. 

Engine  Truck  Wheels — Front,  diameter,  30^ 
ins.;  journals,  6  x  10  ins.;  back,  diameter, 
3oJ^    ins.;   journals,   6   x    10   ins. 

Wheel  Base — Driving,  39  ft  4  ins.;  rigid,  15 
ft.  o  in.;  total  engine,  56  ft.  7  ins.;  total 
engine    and    tender,    83    ft.    6    ins. 

Weight — On  driving  wheels,  394,150  lbs.;  on 
truck,  front,  14,500  lbs.;  back,  17,250  lbs.; 
total  engine,  425,900  lbs.;  total  engine  and 
tender,   about  596,000   lbs. 

Tender — Wheels,    diameter.    33!/^     ins.;    journals, 

6  X  II  ins.;  tank  capacity,  water,  9,000  gals.; 
oil,    2,850    gals.;    service,    freight. 

Feed-Water  Heater  Tubes — Number,  401;  diame- 
ter,  2'/i    ins.;   length,   5   ft.   3   ins. 

Smokebox  Superheater — Heating  surface,  655 
sq.    ft. 


Organization   on   the    Harriman   Lines. 

One  of  the  most  valuable  papers  ever 
read  at  a  railroad  club  meeting  was  pre- 
sented to  the  New  York  Railroad  Club 
by  Mr.  J.  Kruttschnitt,  director  of  main- 
tenance and  operation  of  the  Harriman 
Lines.  The  title  of  this  interesting  pa- 
per was  "The  Operating  and  Organiza- 
tion of  the  Union  Pacific  and  Southern 
Pacific  Systems."  Upon  assuming  the 
presidency  of  all  the  corporations  compris- 
ing the  Union  Pacific  and  Southern  Pacific 
systems,  Mr.  E.  H.  Harriman  was  con- 
fronted with  the  problem  of  designing  an 


organization  that  would  ccononiically  and 
efiiciently  supervise  lines  comprising  22,880 
miles  of  track,  employing  about  80,000 
persons.  Mr.  Kruttschnitt's  paper  gave 
comprehensive  outlines  of  the  splendid  or- 
ganization devised  by  Mr.  Harriman. 

The  theory  of  the  organization  is  that 
the  different  properties  must  be  brought 
into  close  relationship  with  each  other, 
yet  preserve  a  full  measure  of  autonomy. 
The  director  of  maintenance  and  operation 
really  represents  the  president,  and  exer- 
cises similar  power,  but  all  the  officials 
have  duties  that  are  not  interfered  with 
by  others.  Each  superintendent  is  gen- 
eral manager  of  his  division,  and  the  gen- 
eral manager  is  responsible  operating  head 
of  the  property,  and  has  under  his  direc- 
tion an  army  of  other  officials,  such  as  the 
chief  engineer,  the  superintendent  of  mo- 
tive power,  the  signal  engineer,  the  pur- 
chasing agent,  and  others,  who  in  turn 
have  subordinate  ofiicials  subject  to  their 
supervision. 

An  Arab  proverb  says :  "He  that  knows 
and  knows  that  he  knows  is  a  wise  man — 
follow  him."  The  philosophy  embraced 
in  that  wise  saying  dominates  the  policy 
Df  the  Harriman  organization,  which 
searches  for  men  of  ability  and  advances 
them  to  responsible  positions,  where  merit 
will  assert  itself  for  the  general  good. 

A  conspicuous  feature  of  the  organiza- 
tion is.  the  careful  compilation  of  statis- 
^'cs  showing  the  cost  of  all  details  of  op- 
eration, and  having  the  information 
promptly  placed  before  the  responsible  of- 
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ficials,  so  that  the  lessons  conveyed  may 
influence  the  current  operations.  Their 
statistics  are  live  stimulants  to  producing 
better  results,  promptly  administered. 

Much  attention  is  bestowed  upon  estab- 
lishing and  maintaining  standards  that  are 
applicable  to  the  entire  system ;  but  care 
is  taken  to  guard  against  permitting  de- 
votion to  standards  to  paralyze  progress. 
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The  heads  of  various  operating  depart- 
ments meet  twice  a  year  and  discuss  de- 
tails and  standards,  among  many  other 
important  questions.  Tlic  minutes  of 
these  meetings  go  to  the  director  of  main- 
tenance and  operation,  who  conlirms  the 
Decisions  arrived  at,  modifies  them,  or  re- 
fers them  back  for  further  consideration. 

Nothing  in  the  policy  of  the  system  for- 
bids experimenting  with  new  devices,  but 
it  forbids  their  adoption  and  use  on  a  large 
scale  until  their  merit  has  been  demon- 
strated to  the  satisfaction  of  the  general 
officers  interested.  The  ability  to  order 
in  large  quantities  standard  articles,  free 
from  a  capricious  variety  of  details,  makes 
possible  a  reduction  ranging  from  10  to 
30  per  cent,  in  the  price  for  staple  articles. 

Want  of  space  prevents  us  from  giving 
full  particulars  of  this  new  form  of  rail- 
road organization.  When  generally 
adopted  by  the  leading  railroad  compa- 
nies of  tbi-:  continent,  it  will  mark  a  revo- 
lution that  abandons  antiquated,  expensive 
methods  for  practices  adapted  to  modern 
requirements.  Devising  this  organization 
will  hold  an  important  place  among  the 
great  achievements  of  Mr.  E.  H.  Har- 
riman. 


Electric  Weighing   Crane. 

Our    half-tone    illustration    shows    a 

new  type  of  scale  crane,  designed  and 

manufactured  by  the  Whiting  Foundry 

Equipment    Company,    of    Harvey,    111. 


which  are  supported  on  the  trolley 
truck  frame  and  carry  the  hoisting 
mechanism  mounted  on  an  independent 
steel  frame  work.  The  scale  beams  are 
in  the  cage  suspended  from  the  trolley 
and  readings  can  be  quickly  taken  and 
recorded  by  operator.  There  are  three 
beams:  two  scale  beams  with  self-re- 
cording poises  and  one  tare  beam,  en- 
abling scale  weights  to  be  determined 
of  several  different  items  of  material 
with  ease  and  accuracy.  A  simple 
movement  of  hand  lever  transfers,  when 
desired,  all  load  from  the  knife  edges 
of  the  scale  to  the  trolley  truck  frame, 
and  then  the  operation  of  the  crane  is 
the  same  as  with  an  ordinary  trolley. 

The  former  method  of  crane  weigh- 
ing consisted  of  hanging  a  scale  device 
on  the  hook.  This  required  an  extra 
man  to  read,  enter  and  calculate  the 
weights  and  deduct  the  tare,  a  process 
much  more  laborious  than  with  the 
new  arrangement,  which  also  eliminates 
the  liability  of  personal  error.  A  scale 
device  on  a  hook  occupies  considerable 
head  room.  This  scale  is  economical  of 
head  room. 

An  open  side  platform  is  furnished, 
as  shown,  for  carrying  long  pieces 
such  as  rods,  bars,  etc.  The  design  of 
this  platform  is  made  to  suit  the  ma- 
terial to  be  handled.  A  crane  of  this 
type  is  useful  in  loading  material, 
checking  invoiced  weights,  and  in  load- 


r.LKCrKIC  WIUGHING  CRANE  TOR  SHOP  USK. 
All  the  movements  made  with  the  crane      ing   for    shipment,    for    inventory,    etc. 
are  by  electric  power.     The  novel  fea-      An  application  has  been  made  for  pat- 
ture  of  the  crane  consists  in  the  appli-      ent  covering  essential  features  of  this 
cation  of  scales  for  weighing  material,      design. 
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Remember  This  Mark 

and 

What  It  Stands  For 

It  stands  for  the  simplicity  of 
the  Thermit  Welding  Process. 
The  conical-shaped  vessel  is  the 
crucible  in  which  the  Thermit  re- 
action takes  place.  The  lower 
vessel  is  the  mold  surrounding 
the  parts  to  be  welded  together. 
These  are  the  essential  features 
required  in  a  Thermit  welding 
operation.  The  Thermit  is  sim- 
ply aluminum  and  iron  oxide 
which,  when  ignited,  produce 
superheated  liquid  steel  and  slag 
at  a  temperature  of  5400°  F.  The 
steel,  so  formed,  when  poured 
into  a  mold  surrounding  the  sec- 
tions to  be  welded,  dissolves  the 
metal  with  which  it  comes  in  con- 
tact and  amalgamates  with  it  to 
form  a  homogcnious  mass  when 
cooled.  Owing  to  the  simplicity 
of  the  apparatus  it  is  possible 
to  make  the  welds  anywhere  and 
without  removing  the  broken 
parts  from  their  position.  That  is 
why  the  process  is  so  valuable 
for  welding  locomotive  frames 
and  making  other  repairs.  The 
engine  stays  in  the  shop  only  a 
few  days  instead  of  a  few  weeks. 

Write  for  our  new  pamphlet 
No.  2S-B,  which  tells  all  about 
the  process. 
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Vanadium   Steel. 

It  is  almost  a  universal  custom  to  esti- 
mate the  value  of  iron  and  steel  by  what 
may  be  called  the  static  test.  That  is,  giv- 
ing the  tensile  strength  of  the  metal,  its 
percentage  of  elongation  and  the  reduc- 
tion of  area  of  the  test  sample  when  it  is 
finally  pulled  apart.  The  data  secured  by 
such  a  test  is  valuable,  but  it  is  by  no 
means  the  final  or  most  cogent  piece  of 
evidence  which  can  be  placed  before  the 
court  on  which  to  rest  the  verdict. 

The  reason  why  the  static  test,  al- 
though in  many  ways  most  valuable,  can- 
not be  considered  as  the  "last  word"  in 
the  argument  is  that  it  gives  little  or  no 
hint  of  the  performance  of  a  piece  of 
steel  in  actual  railway  service,  such  as  an 
axle  under  a  heavily  loaded  car,  making 
thousands  of  miles  per  month  and  always 
subjected  to  the  irregular  vibration  and 
to  the  alternating  stresses  of  service, 
while  carrying  a  load.  Such  an  axle  may 
even  be  subjected  to  a  series  of  repeated 
shocks,  such  as  those  produced  by  a  flat 
spot  on  the  wheel  pounding  along  on  the 
track.  In  other  words,  high  static 
strength  does  not  measure  the  endurance 
of  steel. 

What  is  sometimes  called  the  fatigue 
of  steel,  or  what  some  people  refer  to  as 
the  fibrous  structure  of  steel  crystallizing, 
is  a  more  or  less  accurate  attempt  to  de- 
scribe what  takes  place  in  an  axle  which 
is  subjected  to  the  shocks,  alternating 
stresses  or  vibrations  of  service.  Metal- 
lurgical chemists  prefer-  to  describe  the 
condition  produced  in  the  structure  of  the 
steel,  not  as  crystallization,  but  as  "mo- 
lecular disintegration,"  because  the  ef- 
fect produced  more  nearly  resembles  the 
cracking  of  a  stone  wall,  where  the 
foundation  has  settled  unevenly,  and 
where  the  fracture  runs  along  an  irregu- 
lar line.  The  failure  of  steel  in  such 
cases  generally  begins  with  a  minute 
surface  crack,  which  gradually  extends 
deeper  and  deeper  until  the  break  is 
complete.  The  slow,  minute  extension 
of  the  initial  crack  is  known  by  the 
term  fracture  in  detail,  or  progressive 
fracture. 

The  chemical  compound  formed  by  the 
union  of  iron  and  carbon  is  carbide  of 
iron,  a  molecule  of  which  contains  3 
atoms  of  iron  and  i  of  carbon.  This 
chemical  compound  alloys  itself  with  the 
carbonless  iron  or  ferrite,  each  molecule 
taking  up  21  atoms  of  ferrite  to  form 
what  is  known  as  pearlite. 

It  is  difficult  to  accurately  picture  in 
the  mind  the  actual  structure  of  steel. 
A  section  exposed  for  examination  re- 
veals the  structure  of  a  surface  only 
and  it  must  be  remembered  that  the 
close  grained  appearance  of  good  steel 
not  only  exists  along  this  surface,  but 
the  steel  being  a  solid  mass  the  struc- 
ture is  the  same  in  every  direction.  In 
the  mass  of  steel,  the  crystals  of  fer- 
rite are  joined  together  and  form  wliat 


may  be  called  a  ductile  mesh,  in  which 
and  through  which  the  granules  of  pearl- 
ite are  closely  interwoven.  There  is  thus 
an  intimate  association  of  minute  particles 
all  the  way  through  the  steel,  and  the 
ability  to  resist  initial  fracture  is  due 
partly  to  the  way  the  crystals  of  ferrite 
are  interlocked  with  each  other,  partly  to 
the  indestructibility  of  these  ferrite  crys- 
tals, in  themselves,  and  partly  to  their 
firm  adhesion  to  the  pearlite  granules. 
Furthermore,  the  pearlite  granules,  owing 
to  their  large  component  of  "carbonlen 
iron,"  are  in  themselves  more  or  less 
tough.  The  rare  metal  vanadium  now  plays 
an  important  part  in  the  production  of 
steel  of  high  quality.  Vanadium  is  named 
after  the  fabled  Scandinavian  goddess  Va- 
nadis,  and  stands  for  what  we  would  call 
"mother  earth."  Its  introduction  into 
steel  produces  several  very  important  re- 
sults. In  the  first  place  it  gets  rid  of  im- 
purities, notably  nitrogen,  which  has  been 
described  as  a  most  virulent  poison  in 
steel.  It  also  has  the  power  of  increasing 
the  static  value  of  steel,  that  is,  it  gives 
the  steel  in  which  it  finds  a  place  a  much 
higher  tensile  strength  and  greater  ductil- 
ity. Its  most  remarkable  property,  how- 
ever, is  its  ability  to  strengthen  steel 
against  the  action  of  repeated  stresses. 
It  enables  steel  to  resist  fatigue  in  a  re- 
markable degree,  for  in  it  we  have  the 
intimate  association  of  particles  which 
tends  to  resist  fracture  and  also  the  im- 
portant quality  of  inherent  toughness, 
coupled  with  close  interlocking  of  those 
particles  upon  which  the  ability  to  resist 
fatigue  so  largely  depends.  Their  "poten- 
tial" brittleness  is  thus  to  a  very  large 
extent  reduced. 

Many  steel  castings  fail  in  service,  not 
because  they  are  not  remarkably  strong  as 
far  as  tensile  strength  is  concerned,  but 
because  they  are  not  able  to  endure  the 
effect  of  rapidly  changing  stresses.  The 
ordinary  stone  wall  may  fall  because  it  is 
possible  to  break  it  up  piecemeal  along  the 
cement  lines.  The  vanadium  wall  resists 
such  breakage,  and  must  be  thrown  down 
as  a  whole  or  not  at  alL  Steel  castings 
have  before  now  failed  from  what  seems 
to  be  no  reason  at  all,  when  judgment  of 
quality  has  been  based  on  chemical  analy- 
sis and  the  static  test.  Mr.  J.  K  Smith, 
a  noted  metallurgist,  is  authority  for  the 
statement  that  the  addition  of  vanadium 
increases  the  elastic  limit  of  steel  castings 
25  per  cent.,  and  the  ultimate  tensile 
strength  ID  to  IS  per  cent.,  the  same  static 
ductility  being  retained.  In  a  table  em- 
bodying the  results  of  some  tests  made  to 
determine  the  fatigue-resisting  properties 
of  various  grades  of  iron  and  steel,  the 
figures  show  that  the  presence  of  vanadium 
reveals  itself  most  markedly  in  the  "dy- 
namic" column. 

A  piece  of  old  steel  boiler  plate  with 
even  a  higher  elastic  limit  than  mild 
vanadium  steel  stood  612  alternations 
of    stress,     while     the    mild    vanadium 
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steel  stood  1,111  alternations.  A  carbon 
steel  casting  and  a  vanadium  steel 
casting  endured  respectively  269  and 
850  alternations.  The  vanadium  steel 
here  had  a  somewhat  higher  elastic 
limit.  Nickel  forging  steel  remained  in- 
tact up  to  664  on  the  test  machine,  while 
a  specimen  annealed  of  chrome-vanadium 
steel  stood  1,608  alternations. 

In   the   table   of   tests   there   is   what 
has    been    called    the    "quality    figure." 
This    represents   an    idea   of   comparative 
usefulness  gained  from  the  combined  static 
and    dynamic    tests     of    each     specimen. 
The  quality  figure  is  got  at  by  multiply- 
ing  together   the   elastic    limit,    which 
represents     useful    strength;     the    per 
cent,   of    reduction   of   area,    representing 
static  ductility ;  and  the  alternating  impact 
figure,   representing  the   resistance  to   fa- 
tigue; and  dividing  the  product  by  1,000,000 
in    order    to    bring    the    figure    within 
limits  which  facilitate  easy  comparison. 
The    relative   value    of    the    steels   as 
far  as   real  usefulness  is  concerned,  is 
strikingly   brought   out   in   the   case   of 
two    specimens    compared    above,    the 
carbon  and  the  vanadium  steel  castings. 
The  carbon  steel  endured  as  stated  269 
alternations  and  the  vanadium  850,  but 
when    the    quality    figure    of    each    was 
calculated    the    carbon    steel     showed    a 
value  of  419  as  against  1,671  for  vana- 
dium.    Both  of  these  were  acid  open- 
hearth  steels  with  the  same  area  reduc- 
tion,   but    the    vanadium    exceeded    the 
carbon    steel    not    only    in    useful    static 
strength  as  well  as  in  fatigue  resistance. 
These  and  other  examples  demonstrate 
the  large  dynamic  improvement  which  the 
presence  of  vanadium  in  steel  brings  about. 
In   fact,   as   Mr.   J.   Kent   Smith   puts   it, 
vanadium  can  be  used  for  either  strength- 
ening the   steel  statically  or  dynamically. 
"If  we  want  the  preponderating  influence 
to  be  static,  with  some  dynamic  improve- 
ment, we  can  get  it;  if  we  want  the  pre- 
ponderating influence  to  be  dynamic  with 
some  static  improvement,  we  can  get  it." 
The  whole  question  of  the  fatigue-resisting 
quality  of  steel  is  most  important,  and  no- 
where more  so  than  on  railways.     Vana- 
dium steel  can  be  used  for  wheels,  springs, 
rails,    rods,   pistons,   piston-rods,   axles, 
crank-pins,   drawbars,   locomotive   frames, 
piston   valves,   and   all   sorts   of   working 
parts.     It    can   be   easily    machined,    and 
flows  readily  under  the  drop-forging  ham- 
mer.    There   is    certainly    increased   first 
cost  in  the  use  of  vanadium  steel,  but  it 
possesses  a  quality  that  is  beyond  price. 
It  pushes  back  the  chances  of  failure  and 
enhances  the  endurance  of  the  metal,  and 
increases  safety  of  all  that  are  dependent 
upon  it. 


Galena-Signal  Oil. 

The    standard    oil    case    in    the    courts 
brought  out  a  good  deal  of  evidence  on 
both  sides,  and  while  we  have  no  wish  to 
remark  upon  the  legal  aspect  of  the  trial, 
we  may  be  permitted  to  quote  a  few  words 
spoken  of  our  friend,   General   Miller,  of 
the  Galena-Signal  Oil  Company  of  Frank- 
lin, Pa.    Mr.  J.  G.  Milburn,  counsel  for  the 
defendants,  said :    "I  now  have  a  word  to 
say  about  the  Galena-Signal.     It  was  one  of 
the  subject  of  the  attack  upon  us  in  this 
bill.     The  Galena-Signal  runs  itself— that 
is.  General  Charles  Miller  is  its  president, 
and  has  been  since  in  the  '70s.     He  runs 
that  business.     It  is  his  business.    It  is  his 
achievement.  The  record  in  this  case  bear- 
ing upon  Galena-Signal  is  one  of  the  most 
beautiful    demonstrations    we    have    ever 
seen  accomplished  by  evidence.     General 
Miller  has  built  up  the  business  until  he 
lubricates   almost   all   of   the   railroads   in 
the  United  States,  including  (I  don't  know 
whether  it  is  in  the  United  States  or  not; 
if  it  is  not,  it  will  be)   the  Panama  Rail- 
road.    And  we  have  here — they  got  in  on 
some  Government  vouchers — the  certificate 
of  military  engineers  that  only  Galena  oil 
will  serve  their  purpose.     Seventy-five  per 
cent,  of  the  railroads  of  South  America, 
29  per  cent,  of  the  street  railways  of  the 
United  States,  and  substantial  por-tions  of 
the    railroads    in    England,    France,    Ger- 
m.any,  Italy  and  other  countries  of  Europe 
use  the  oil.     That  is  what  General  Miller 
has  accomplished.    And  he  has  done  it  by 
having  the  best  article — by  an  invention — 
by  a  discovery — by  a  secret  process  with 
the  use  of  oxide  of  lead  which  produces 
that  article — something  which  nobody  else 
can  do — by  having  a  corps  of  experts  who 
go  to  trains  and  instruct   the  men  in  its 
use  and  who  watch  its   application.     He 
sells  lubrication— not  oil  by  the  gallon.    By 
merit,  by  industry,  by  persistence,  he  has 
built  up  a  magnificent  business  which  is  an 
honor  to  American  integrity,  American  re- 
sources and  American  capacity.     He  car- 
ries that  wherever  his  company  goes.     No 
basis  exists  for  any  charge  against  Stand- 
ard  Oil   in   the  achievements   of   General 
Miller   with   his   Galena-Signal   Company. 
He  is  entitled  to  the  credit.     The  Stand- 
ard is  not  entitled  to  that  credit,  because 
he  has  worked  out  and  accomplished  that 

result. 


People  who  have  enough  to  do  to 
hold  their  own  way  had  better  be  con- 
tent with  their  own  obligations  and 
difficulties,  and  not  increase  them  by 
engaging  for  other  men. — Dombcy  &  Son. 


CARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


Trade  | 
Mark 


RUBEROID 
ROOFING 


RegUt'd 
U.  S.  Pal. 
Office 


An    Example    for    Boys. 

Fifty  years  ago,  Mr.  William  Mahl. 
comptroller  of  the  Southern  Pacific  Com- 
pany, began  work  as  an  apprentice  in  a 
repair  shop  of  a  railroad  at  Bowling 
Green,  Ky.,  long  ago  absorbed  by  the 
Louisville  &  Nashville  Railroad  Company. 
His  pay  was  seventy-five  cents  a  day. 
Overtime  was  paid  one  and  a  half  rates 
after  regular  hours  on  week  days,  and 
double  on  Sundays.  The  ambition  and 
industry  of  William  Mahl  may  be  judged 
from  the  fact  that  notwithstanding  the 
small  regular  pay,  he  never  drew  less  than 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 
Oat  last  J  Metal 
SPARK  PROOF,  CINDER  PROOF, 
QAS  PROOF,  WEATHER  PROOF 

Write  for  Bamples,  prices  and  booklet  No.  66. 

THE    STANDARD     PAINT    CO. 
I  00  William  Straat  Naw  Yerk 

Chicago,    rblla'ielphia,    Boston,    Kansaa  City. 
Memphis,    Atlanta. 


The  Flue  Cleaner  with 
Always  Sharp  Knives— 

THE 


a 


PERFECTION 


»> 


This  comos  about  because  of  the  peculiar 
knife  arrangement — while  in  operation, 
thoT  sharpen  themselves.  The  positive 
cleaner  for  welded  or  drawn  flues  in  any 
quarter  and  especially  in  places  where 
there  is  little  elbow  room.  Removes  all 
of  the  scale,  leaves  all  of  the  tubes. 

TRY  IT  FOR  30  DAYS  OK  THE  BASIS 
OF  SATISFACTIOy  OR  A'O  PAY. 


SCULLY  STEEL  AND 
IRON  COMPANY 

CHICAGO.   ILLINOIS 


ENAMELED    IRON    FLUSH    OR  DRV   CLOSETS 

DUNER 
CAR   CLOSETS 

DUNER   CO. 

II*   9.   CUNTOH    ST.,  CHICHCO 
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Swift  and  True 


ARROW 

High-Speed 


TOOL 
STEEL 


For 

Railroad  Repair 
Shop  Work 

American  Selling  Agentt 

JOHNA.CROWLEY&CO. 

120-122  Liberty  Street 

NEW  YORK 

G.  FRED.  COLLINS 

Manager    Railroad  Department 


ESTABLISHED    1884 

Sipe's 
Japan  Oil 


Is  superior  to  Linseed  Oil 
and  Dryers  for 

All  KINDS  Of  PAINTINO 

In  Daily  Use  b'' 

All  the  leading  Railroads 

In  the  United  States 


Manufactured   solely  by 

JAMES  B.  SIPf  &  (0. 


North  Side, 


PITTSBURGH 


forty-five  dollars  a  month.  Mr.  Mahl  is 
a  fine  example  of  what  intelligence  and  in- 
dustry can  do  to  elevate  one  from  a  lowly 
to  a  high  position  in  railroad  life.  He  pos- 
sessed an  artistic  taste  and  was  fond  of 
drawing.  There  were  few  draftsmen  in 
those  days  attached  to  division  shops,  and 
Mr.  Mahl  used  to  make  drawings  of  parts 
that  were  required  from  headquarters  at 
Louisville.  This  brought  the  young  man 
under  the  notice  of  the  officials  and  led  to 
rapid  advancement.  His  skill  as  a  drafts- 
man and  clear-headed  ability  in  explaining 
mechanical  problems  first  commended  Mr. 
Mahl  to  the  attention  of  the  late  C.  P. 
Huntington,  who  raised  him  to  a  high  con- 
fidential position. 


C.  &  O.  Self-Cleaning  Ashpan. 
In  response  to  our  invitation  to  send 
drawings  of  any  ashpan  which  con- 
forms to  the  ashpan  law  that  goes  in- 
to effect  next  January,  Mr.  J.  F. 
Walsh,  superintendent  of  motive  power 
of  the  Chesapeake  &  Ohio  Railroad  at 


one  going  under  the  engine  to  clean  it. 
It  is  particularly  suitable  to  engines 
which  are  equipped  with  the  old  flat- 
bottomed  ashpan  like  the  standard 
4-4-0  engines.  It  can  in  a  modified 
form  be  applied  to  other  types  of  en- 
gines. 

Mr.  Walsh  writes  us  that  this  form 
of  ashpan  is  not  patented,  and  that  he 
himself  ran  an  engine  with  a  similar 
ashpan  more  than  twenty  years  ago. 
The  ashpan  consists  of  twelve  hori- 
zontal shutters,  each  of  which  has  a 
lug  on  the  underside  to  which  an  op- 
erating rod  is  attached.  This  rod  is 
moved  by  a  lever  in  the  cab.  When 
shut,  the  ashpan  has  a  tightly  closed 
bottom,  but  when  open  each  shutter  is 
tilted  so  that  the  contents  of  the  pan 
drop  out.  It  opens  and  shuts  some- 
thing like  a  Venetian  blind,  and  there 
is  no  place  where  ashes  or  cinders  can 
lodge.  When  open  the  bottom  of  the 
pan  is  literally  gone  and  only  the  edges 
of  the  shutter  are  turned  up  toward  the 


vOJii-l-Si 


<afc-'' 


-^*B^^--    -  --■  " 


-ls« 


SELF-CLEANING  ASH-PAN   USED   ON  THE  C.  S:   O. 


Richmond,  Va,  has  kindly  sent  us  a 
blue  print  from  which  our  illustrations 
are  made. 

The  ashpan  shown  is' a  self-cleaning 
one,  that  is,  its  contents  can  be  dumped 
by  the  movement  of  a  lever  in  the 
cab,  and  thus  does  not  necessitate  any- 


firebox.  It  does  not  in  any  way  inter- 
fere with  the  action  of  the  dampers, 
and  repairs  are  easy,  as  any  one  shut- 
ter can  be  very  readily  replaced  with- 
out disconnecting  or  taking  down  more 
than  the  actual  shutter  to  be  replaced. 
The   Chesapeake    &   Ohio   have   here   a 
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very  satisfactory  self-cleaning  ashpan, 
and  we  are  informed  that  they  have  al- 
ready equipped  a  large  number  of  their 
engines  with  it. 


Railway  Fuel  Association. 
The  International   Railway  Fuel  As- 
sociation will  meet  in  Chicago  on  June 
21,  22  and  23,  1909.     The  headquarters 
of    the    association    are    to     be     in     the 


1: 
DETAIL   OF    SHUTTER,   C.    &  O.   ASH-PAN. 

Auditorium  Hotel.  The  subjects  on 
which  papers  will  be  read  are  as  fol- 
lows: (i)  Proper  method  of  purchas- 
ing fuel  with  regard  to  operating  and 
traffic  conditions,  considering  also  the 
permanent  interests  of  the  producer 
when  located  on  the  consumers'  rails. 
(2)  Standard  type  or  types  of  coaling 
stations.  Best  design  and  most  econom- 
ical coal  chute  for  handling  coal  from 
cars  to  locomotives.  (3)  Best  method 
of  accounting  for  railway  fuel,  includ- 
ing movement  from  mine  through  coal- 
ing station  to  engines,  up  to  monthly 
balance  sheet.  (4)  Difference  in  mine 
and  destination  weights.  Legitimate 
shrinkage  allowable  on  car-lots.  Cor- 
rect weighing  of  coal  at  mines  and  on 
railroad  track  scales.  Importance  of 
tare  weights  being  correct.  (5)  Diffi- 
culties encountered  in  producing  clean 
coal  for  locomotive  use.  (6)  Briquetted 
coal  as  a  railway  fuel.  By  C.  T.  Mal- 
colmson,  hriquetting  engineer,  Roberts 
&  Schaefer  Co.  On  the  second  day  of 
the  meeting,  June  22,  the  Association 
will  be  guests  of  the  United  States 
Steel  Company  at  Gary,  Ind.,  making 
the  round  trip  from  Chicago  by  water 
on  specially  chartered  new  steel  steam- 
ship. Opportunity  for  a  business  meet- 
ing will  be  afforded  en  route  and  re- 
freshments and  music  will  be  provided. 


Steam  Heat  Hose  Coupling. 

The  Gold  Car  Heating  and  Lighting 
Company  have  recently  put  upon  the  mar- 
ket a  very  cleverly  devised  steam  coupler. 
It  is  called  Gold's  universal  straight-port, 
two-piece  steam  coupler,  with  inter- 
changeable    gaskets     and     nipples.     The 


coupler  is  made  with  the  idea  of  using  dif- 
ferent sizes  of  hose,  and  this  is  arranged 
for  by  the  fact  that  the  body  of  coupler 
will  take  three  different  sizes  of  nipples, 
viz.:  one  for  ij^-in.  inside  diameter  hose, 
one  for  1^  in.,  and  one  for  i.>^-in.  hose. 
These  three  sizes  of  nipples  all  have  the 
same  diameter  and  thread  where  they 
screw  into  the  body  of  the  coupler.  Any 
one  is  easily  removed  and  another  applied. 
Gaskets  are  used  which,  having  the 
same  external  diameter,  are  pierced  by 
holes  corresponding  to  the  sizes  of  the 
nipples.  In  this  way  the  three  sizes  of 
gaskets  are  interchangeable  and  any  de- 
sired size  can  easily  be  used.  In  fact,  it 
is  possible  to  unite  a  coupler  using  one 
size  of  nipple  and  gasket  to  a  coupler 
using  another  size  of  nipple  and  gasket. 
Or  it  is  possible  to  maintain  a  given  size 
of  apperture  in  the  couplings  all  through 
the  train  without  the  substitution  of  new 
couplings.  It  is  also  designed  to  couple 
with  Gold's  No.  105  and  No.  400  couplers 
and  with  the  medium  size  couplers  of 
other  makes.  It  is  fitted  with  Gold's  lat- 
est improved  gravity  relief  trap,  and  may 
be  used  with  or  without  Gold's  lever  lock. 
The  coupler  arrangement,  as  made  in  the 
design  before  us,  has  been  very  cleverly 
worked  out,  and  is  fully  protected  by  pat- 
ents. The  company  will  be  happy  to  send 
an  illustrated  and  descriptive  folder  to 
anyone  interested  enough  to  apply  to 
tliem  for  one.  Their  office  is  at  17  Bat- 
tery Place,  New  York. 


Accident   Bulletin   No.   30. 

The  number  of  persons  killed  in  train 
accidents  during  the  months  of  October, 
November  and  December,  1908,  as  shown 
by  the  Inter-State  Commerce  Commission 
was  184  and  injured  2,924.  The  number 
of  accidents  of  other  kinds,  including 
those  accidents  to  employes  while  at 
work  and  to  passengers  in  getting  on  or 
off  cars,  etc.,  was  798  killed  and  16,846 
injured.  This  shows  a  decrease  of  2,814 
in  the  total  number  as  compared  with 
the  figures  reported  for  the  same  period 
in  the  previous  year. 

The  total  number  of  collisions  and  de- 
railments for  this  quarter  were  1,375  col- 
lisions and  1,311  derailments,  of  which 
206  collisions  and  130  derailments  affected 
passenger  trains.  This  is  a  decrease  of 
721  collisions  and  559  derailments  for  the 
same  period  the  year  before.  The  damage 
to  cars,  engines  and  roadways  by  these 
accidents  amounted  to  $1,940,133. 


For  many  kinds  of  work  where  planers 
have  in  the  past  been  used,  the  milling 
machine  has  proved  itself  more  efficient, 
as  there  is  no  class  of  machine  tool  of 
corresponding  size  and  weight  capable  of 
removing  metal  as  rapidly  as  the  milling 
machine.  A  very  handsome  and  beauti- 
fully illustrated  catalogue  of  heavy  milling 
machines  has  recently  been  received  from 
the  Nilcs-Bcmcnt-Pond  Company,  of  New 


Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 

Dukesmitb  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THEJfDUKESMITH   SCHOOL 
'OFJAIR  BRAKES 

MEADVILLE,    PA. 


Agent  Wanted 

In  every  Railroad  Shop  and  Round  Housa 
in  the  United  States  to  sell 

SKAT 

The  best  hand  soap  known  lor  removing 
grease,  oil,  soot,  dust  and  dirt.  Guaranteed 
pure  and  beneficial  to  skin — 

Send  postal  tor  tree  sample  and  terms. 

THE  SKAT  MFB.  OO. 

807  Park   Street  Hartford,  Conn. 


Patents. 

GEO.   P.  WHITTLESEY 

vicOMX    BIALDINO  WASHINQTON.  D.  C 

Tflrm*  R»aiionable  Pamphlet  Sent 


Army  Auction  Bargains 


Tent  a 
Sh<i< 


$1.90  tip 
1.2(1   ' 


OM   V\»X„U 
iWWrcTn'  Swordu,  new 
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-  t  .F,0  np 
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FRAN: 


AKMYHADDLES    a. 00 
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U.  S.  SPRINGFIELD  B-L  RIFLES 
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MONARCH 
GrindingWheels 


ARE  NOTED  FOR  THEIR  HIGH 
STANDARD  OF  QUALITY  AND 
UNIFORMITY.  WE  HAVE  A 

WHEEL  TO  SUIT  YOUR  PAR- 
TICULAR CLASS  OF  GRINDING 

Monarch  E.  &  Cor.  W.  Co. 

CAMDEN,  N.  J. 


York.  So  great  is  the  variety  of  sizes 
and  combinations  of  horizontal  milling 
machines  that  complete  illustration  of  each 
one  would  be  impossible  in  the  limits  of 
an  ordinary  catalogue.  In  this  book  the 
aim  of  the  makers  is  to  present  the  more 
regular  types  and  sizes  made  for  the  trade. 
These  machines  are  built  for  different 
kinds  of  work,  in  some  cases  having  but 
the  single  slabbing  spindle  or  are  combined 
with  vertical  or  horizontal  facing  spindles 
for  operations  of  a  special  character.  For 
locomotive  connecting  rod,  or  side-rod 
milling,  the  heavier  types  of  these  ma- 
chines have  been  designed  and  are  very 
efficient.  They  are  also  extensively  used 
for  other  kinds  of  heavy  steel  work. 
Since  the  use  of  milling  cutters  of  low 
carbon  bodies  with  inserted  high  speed 
blades  as  supplied  by  this  company,  there 
is  not  the  same  maintenance  cost  in- 
volved in  keeping  cutters  in  good  condition 
or  attendant  loss  by  breaking  as  with 
solid  cutters.  Write  to  the  company  for 
a  copy  of  the  catalogue.  It  is  well  worth 
careful  study. 


MICA 

Caboose  Lamp  Chimneys 

Save  50  per  cent. 


STORRS  MICA  CO., 

R.  R.  Depl.  OWECO.  N.  Y. 


Tell  your  friends 
to  visit  the 

Grand 
Canyon 

OF  ARIZONA 

It's  the 

Greateit  Scenery 
in  the  World. 


Write  today 
for  our  new  book 

A.  Titan 
»f  Cbajmj 

W.J.BlllCK,  P.I.M. 


Milwaukee  &  Puget  Sound  Railway,  was 
laid  May  10  just  east  of  Hellgate  station, 
about  100  miles  east  of  Butte.  No  cere- 
mony marked  the  practical  completion  of 
the  coast  extension  of  the  St.  Paul  system. 
With  the  laying  of  the  last  rail  it  is  ex- 
pected that  the  road  will  shortly  inau- 
gurate a  transcontinental  freight  service, 
soon  to  be  followed  by  the  operation  of 
through  passenger  trains. 


Car  Brass  Grinder. 

Our  illustrations  show  a  very  useful 
tool  in  railway  repair  shop  work  called  the 
car  brass  grinder.  It  is  made  by  The 
Tanite  Company  of  Stroudsburg,  Pa.  The 
absence  of  the  word  abrasive  from  the 
1874  edition  of  Webster  indicates  the  new- 
ness of  that  general  industry  in  which 
The  Tanite  Company  was  a  pioneer.  The 
Tanite  people  believe  in  the  dry  use  of 
solid  emery  wheels,  with  high  speed,  light 
tiaicli  and  soft  wheels.     The  claims  made 


A    great    deal    of    interest    is    being 
taken  by  railroad  companies  in  the  per- 
fected  Pintsch   mantle   lamp   using  the 
large  inverted  mantle.     The  Safety  Car 
Heating    and     Lighting     Company,     of 
New    York,    inform    us    that    this    car 
light  gives  100  candle  power  per  lamp 
with  a  consumption  of  about  2  cu.   ft. 
of  gas,   costing   ic.   per  hour,   while    it 
furnishes  a  beautiful  white  light.     The 
Delaware,  Lackawanna  &  Western  have 
recently    remodeled    their    entire    llat- 
flame  lamp  equipment,  the  Philadelphia 
&    Reading    are    now    engaged    in    the 
same   work  and   over  600   cars   on   the 
Pennsylvania  have  been  changed  in  the 
same  manner.     This  lamp  has,  indeed, 
an   extraordinary   illuminating  capacity 
and   its    economy    in    gas    consumptini 
and  cost  of  operation  commends  it  to 
the    careful    consideration    of    railways 
which    are    endeavoring    to    solve    the 
problem  of  car  lighting  with  the  great- 
est   satisfaction    to    their    patrons    and 
with  the  minimum  of  expense  to  them- 
selves.     A    copy    of   the    catalogue    re- 
cently  issued   by   the   company   is   well 
worth  careful  study.    Copies  can  be  had 
on  application   to  the   company,   whose 
New    York    office   is    at    No.    2    Rector 
street. 


C,  M.  &  P.  S.  Finished. 

A  recent  press  dispatch  from  the  West 
says:  "The  last  rail  to  connect  Chicago 
with  Seattle  and  Tacoma,  on  the  Chicago, 


LATROBE  STEEL  &  COUPLER  CO. 

...Manufacturers  of... 

LATROBE,  CHICAGO  &  MELROSE  ALL  STEEL  COUPLERS  &  STEEL  CASTINGS 

Work*  Main  Olllce 

MELROSE  PARK.  ILLS.  1200  GIRARD  BLDC.  PHILADELPHIA 

Branch  OHIce,  1720  Old  Colony  Bldg.,  Chicago 


T.\.Nrn:  i.\R  i:R.\.s.'5  guinlilk. 

by  the  makers  tor  Tanite  Wheels  is  safety 
and  high  productive  capacity.  In  the  ma- 
chine shown  in  our  engraving  the  brass 
is  held  in  a  chuck,  which  is  shown  in  po- 
sition. A  separate  view  of  the  chuck  is 
also  given.  The  brass  is  clamped  between 
the  jaws  of  the  chuck  by  a  cam  motion  ac- 
tuated by  a  handle.  The  chuck  fits  into 
planed  guides  and  thus  travels  exactly 
square  with  the  motion  of  the  wheel.  The 
table  is  moved  horizontally  by  the  crank 
and  connecting  rod,  and  also  rises  and  falls 
on  planed  ways,  being  pressed  up  by 
springs.  The  hand  wheel  gives  vertical  ad- 
justment to  the  bed  by  means  of  a  chain 
beneath  the  base  of  the  machine.  There  is 
a  pulley  by  which  a  suction  fan,  to  re- 
move dust,  etc.,  may  be  driven.  The  ma- 
chine is  said  to  be  able  to  finish  from  150 
tn  600  car  brasses  a  day.  Write  to  the 
Tanite  Company  and  ask  for  a  descriptive 
circular  of  this  very  useful  machine. 
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Three   Savers. 

A  very  artistic  folder  issued  by  the 
Cleveland  Twist  Drill  Company  of  Cleve- 
land, Ohio,  has  recently  come  to  this 
office.  It  is  headed,  "Three  Tools  That 
Save,"  and  the  trio  referred  to  are  the 
Peerless  high-speed  reamers,  the  Perfect 
double  tang  sockets,  and  the  Paradox 
adjustable  reamers. 

The  soft  steel  Peerless  body  is  tougher 
than  high  speed  steel;  it  is  tougher  than 
the  stock  of  carbon  steel  tools.  Any  one 
who  constantly  uses  reamers  knows  what 
this  quality  means  in  prolonging  the  life 
of  a  tool  after  the  cutting  edges  begin  to 
wear  down.  The  soft  core  lends  itself 
readily  to  this.  All  Perless  styles  can  be 
furnished  as  e.\panding  reamers. 

The  Perfect  double  tang  socket  has  no 
plugs  to  lose;  no  set  of  parts  to  get  out  of 
order.  It  is  made  in  one  piece  and  is 
compact  and  strong.  It  requires  no  new 
standard  of  shank.  If  the  ordinary  shank, 
whether  the  new  or  with  old  tang  be 
broken  ofT  it  can  be  quickly  got  ready  for 
service  by  grinding  a  second  tang  on 
the  old  shank.  The  double  tang  gives  a 
stronger  hold  than  the  single  tang, 
either  large  or  small. 

The  Paradox  Reamers  have  blades 
which  are  changed  evenly  their  whole 
length,  and  so  remain  parallel,  insuring 
straight,  true  holes.  The  use  of  tin  foil 
in  adjusting  gives  very  accurate  re- 
sults. The  blades  fit  firmly  in  their 
grooves  and  are  held  secure  by  special 
taper-headed  screws.  The  cutting  ends 
are  flush  with  the  end  of  the  reamer  body. 
They  will  cut  to  the  bottom  of  a  blind 
hole.  Write  to  the  company  for  cata- 
logues of  these  three  most  useful  tools. 


We  have  received  from  the  American 
Specialty  Company  of  Chicago  their  new 
catalogue,  "Drills  and  Sockets  That  Are 
Different."  It  is  true  that  the  reader  when 
going  over  this  booklet  will  see  that  the 
drills  and  sockets  described  therein  are 
radically  different  from  those  in  common 
use  for  the  last  few  years.  For  example, 
the  "Use-'Em-Up"  drill  socket  has  come 
into  popularity  as  quickly  as  any  tool  of 
a  like  nature  which  was  ever  placed  on 
the  market.  The  flat  twisted  high  speed 
drill  has  a  great  many  advantages,  but 
heretofore  has  had  the  disadvantage  of 
requiring  a  special  chuck  to  drive  it.  As 
supplied  by  this  company,  it  is  fitted  with 
a  common  standard  Morse  taper  shank  and 
therefore  does  not  require  any  special 
chucks  to  drive  it  accurately.  To  cap  the 
climax,  as  it  were,  the  American  Specialty 
Company  flats  the  shank  of  this  drill  to  fit 
the  "Usc-'Em-Up"  drill  socket,  and  have 
thereby  done  away  with  the  trouble  from 
twisted  tangs  or  broken  shanks,  and  they 
still  retain  the  advantages  of  the  taper 
shank  drive.  The  booklet  is  illustrated  in 
a  clear  and  striking  manner,  and  the  let- 
ter-press puts  the  matter  in  shape  to  be 
easily  studied.    One  does  not  have  to  grope 


round  in  the  dark  to  see  the  advantages 
presented;  they  are  placed  so  that  "he  who 
runs  may  read."  Write  to  the  company; 
even  send  them  a  post  card  and  ask  for 
the  booklet  and  you  will  get  some  good 
ideas  on  drills  and  sockets. 


The  Falls  Hollow  Staybolt  Company  of 
Cuyahoga  Falls,  Ohio,  announce  that  they 
have  just  established  an  agency  in  Canada 
for  the  sale  of  their  product  in  the  terri- 
tory west  of  Lake  Superior.  Their  West- 
ern representatives  are  the  Brydges  En- 
gineering and  Supply  Company,  249  Notre 
Dame  avenue,  Winnipeg,  Can.,  and  with 
Alessrs.  Mussens,  Limited,  299  St.  James 
street,  Montreal,  Can.,  for  the  sale  of 
staybolt  iron  in  the  territory  east  of  Lake 
Superior. 

The  Falls  Hollow  Staybolt  Company 
have  also  appointed  Messrs.  H.  J.  Skelton 
&  Company,  Royal  London  House,  Fins- 
bury  Square,  London,  E.  C,  England,  as 
their  sole  representatives  for  the  British 
Isles  and  India. 


A  very  neat  little  booklet  of  pocket  size 
lias  come  to  us  from  the  Detroit  Seamless 
Steel  Tubes  Company  of  Detroit,  Mich. 
It  will  be  sent  on  application  to  any  ad- 
dress, and  is  well  worthy  of  perusal.     It 


GRIMHNG    MACHIXE    WITH    WHEEL 
REMOVED. 

deals  with  the  "Detroit"  seamless  hollow 
staybolt.  These  staybolts  are  made  from 
basic  open-hearth  steel,  and  are  formed 
by  the  seamless  process  the  bolts  being 
rolled  over  various  mandrels,  the  ob- 
ject being  to  compress  the  metal  both 
inside  and  outside,  and  so  give  a  dense 
and  close  grained  structure  to  the 
metal. 

What  might  be  called  a  pocket  edition 
general  catalogue  has  just  been  brought 
out  by  the  Joseph  Dixon  Crucible  Com- 
pany of  Jersey  City,   N.  J.     It  lists  their 
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Die  Blocks 
Sfeel  Forgings 

First  Prize  awarded  at  the 
Louisiana  Purchase  Ejc- 
position,  at  St.  Louis,  for 
our  TOOL  STEEL  when 
placed  in  competition 
with  the  best  makes  in 
England  and  Germany. 

Write  for  Information  and  Price*, 
pecify     Mctnnes    Tool     Steel     when 
ordering. 
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CORRY,  PA. 

Agents 
SCHEOCK   &    SQUIRES, 

291  Pearl   St.,   New   York. 

EOY   MACHINERY   CO.. 

Minneapolis,    wirini 


STANDARD  MECHANICAL  BOOKS 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.SO 


New  York  and 
Westinghouse  Air  Brakes 
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One  Thousand  Pointers  for 
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THE 


ROYAL 


Standard 
Typewriter 

THE    ACKNOWLEDGED 
STANDARD  OF  TODAY 

Will  turn  out  more 


neat, 

perfectly 

aligned  work 

with 

less 

effort 

and 

with 

less  wear  on 

its  working  parts 
than  any  other 
typewriter  made. 

YOU 

CAN  PAY 
MORE  BUT 
YOU  CANNOT 
BUY  MORE 

Royal  Typewriter  (0. 

Royal  Typewriter   Bldg. 

364  Broadway,  N.  Y.  City,  N.  Y. 


principal  products,  such  as  crucibles,  fac- 
ings, lubricating  graphite,  greases,  pencils, 
protective  paint,  etc.,  giving  brief  descrip- 
tions and  prices.  It  is  of  value  to  the  pur- 
chasing agent,  engineer,  contractor,  super- 
intendent, and,  indeed,  anyone  who  uses 
or  specifies  graphite  in  any  form.  The 
booklet  is  of  commercial  envelope  size,  and 
will  conveniently  go  in  the  pocket  or  desk 
pigeonhole.  It  is  substantially  bound  in 
tough  cover  stock,  and  attractively  print- 
ed. If  you  want  a  copy  address  the  Dixon 
Company  at  their  home  office  and  at  the 
same  time  you  might  mention  this  publica- 
tion. A  post  card  sent  them  will  bring  a 
response. 


Portable  Wheel  Press. 

The  60-ton  portable  hydraulic  wheel 
press  manufactured  by  the  Walter  A.  Zel- 
nicker  Supply  Co.,  St.  Louis,  and  which 
has  been  on  the  market  for  nine  years,  has 
been  further  improved  lately  by  lengthen- 
ing and  squaring  the  arms  and  by  placing 
the  pump  on  top  of  a  reservoir  which  is 
located  on  top  of  the  cylinder  instead  of 
having  it  draw  the  liquid  from  a  separate 
vessel  beneath  the  pump.  The  press  will 
work  satisfactorily  on  either  street  car  or 
steam  car  wheels;  it  will  also  handle 
small  locomotive  driving  wheels  where  the 
bars  can  be  placed  between  the  spokes  of 
the  wheels.  The  press,  being  on  wheels, 
can  be  easily  moved  from  place  to  place. 
It  is  a  very  efficient  tool  for  small  railroad 
shops.  The  press  is  extremely  simple  in 
its  construction  and  operation.  Full  ex- 
planatory circulars  wil  be  furnished  by 
the  manufacturers,  Walter  A.  Zelnicker 
Supply  Co. 


One  Year  and 
Eleven  Months' 

SERVICE. 

WITHOUT    REPACKING,    ON 

High-Pressure  Locomotives 


Locomotive   Running   Repairs. 

One  of  the  most  useful  little  books  on 
our  list  is  "Locomotive  Running  Repairs," 
by  L.  C.  Hitchcock.  It  is  the  production 
of  a  railroad  shop  foreman  telling  how  to 
perform  certain  shop  operations  properly. 
The  subjects  treated  are  grinding  in  brass 
valves,  cocks,  etc.,  tramming  rods,  set- 
ting up  wedges,  springs,  setting  slide 
valves,  flange  wear,  shoes  and  wedges, 
driving  boxes,  washing  boilers,  moving 
eccentrics,  back  cylinder  head,  guides,  tire 
wear,  etc.  All  this  useful  information  can 
be  had  for  50  cents.  The  chapter  on 
valve  setting  is  well  worth  the  price  of 
the  book. 


Record  of  Recent  Construction  No.  66, 
issued  by  the  Baldwin  Locomotive  Works, 
deals  with  the  subjects  of  smoke-box 
superheaters  and  feed-water  heaters.  A 
number  of  illustrations  are  given  of  both 
these  devices  and  pictures  of  the  locomo- 
tives to  which  they  are  applied.  The  let- 
ter press  in  connection  with  the  super- 
heaters is  supplied  by  Mr.  John  W.  Con- 
verse and  that  on  the  feed-water  heaters 
by  Mr.  Lawford  H.  Fry.  Both  these 
gentlemen  are  connected  with  the  Bald- 
win Locomotive  Works. 
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style  300  TV. 


A   throttle   failure   is   an   absolute 

impossibility    where     Crandall's 

Throttle  Valve  packing  is  used. 


IT  WILL   NOT  BLOW  OUT 


Crandall  Packing  Co. 

FACTORY    AND    GBNBKAL    OFFICE 

PALMYRA.       .      -        NEW  YORK 

BRANCHES 

New   York  Clevelind 

136  Liberty  St.  »  So.   W«ter  St. 

Chicago 

52  West   WashlogtoD   St. 


Circular  1,502,  issued  by  the  Westing- 
house  Electric  &  Manufacturing  Com- 
pany, contains  much  valuable  informa- 
tion on  alternating  current  distribution 
covering  transformers,  lightning  arresters, 
insulators,  cross  arms,  etc.  Considerable 
space  is  devoted  to  underground  and 
overhead  construction  applicable  to  con- 
gested and  scattered  districts.  There  is 
also  some  useful  information  on  potential 
regulating  systems.  The  circular  con- 
tains 52  pages,  and  the  contents  are  of 
value  to  any  central  station  man  or  other 
person  connected  in  any  way  with  the 
distribution  of  power  by  alternating  cur- 
rent lines. 
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A  Grinding  Wheel  is  a.  good 
deal  like  a  man — 


it  must  make  good  or  you 
don't  ivant  it. 


NOT  WHAT  IT  COSTS 
BUT  WHAT  IT  EARNS 

Don't  judge  a  grinding  wheel  by  first  cost— Put  it  to  work— Treat  it  same 
as  you  do  the  man  who  operates  it — 

if  it  produces  more  work  and  better  work  and  lasts  longer  than  any  other 
grinding  wheel— it  is  a  good  workman,  even  though  it  does  cost  a  trifle 
more  in  the  first  place. 

Meet  Us  on  the  Pier— Atlantic  City,  June  16-23,  Spaces  435-437. 


The  Carborundum  Company, 


Niagara  Falls,  N.  Y. 
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Grade  Reduction  on  the  Big  Hill. 

On  the  western  end  of  the  Canadian 
Pacific  Railway,  that  part  of  the  hne 
which  passes  down  the  Pacific  slope  of 
the  Rocky  Mountains,  is  called  by  the  rail- 
way employees  the  "Big  Hill."  This  part 
of    the    road    lies    between     Hector    and 


ruary,  1909,  issue,  we  have  been  able  to 
obtain  photographs  taken  along  the  new 
line,  through  the  courtesy  of  Mr.  James 
A.  Macdonell,  of  the  contracting  firm  of 
Macdonnell,  Gzowski  &  Co.,  of  Vancou- 
ver, B.  C,  who  are  doing  the  work. 
The    railway    line   between    Hector   and 


miles  long  and  the  new  grade  becomes 
2.2  per  cent.  A  train  of  cars  moving  east 
over  the  old  line  experienced  a  vertical 
rise  of  414  ft.  in  the  distance  of  100  ft. 
On  the  new  alignment  the  same  train  will 
practically  have  a  similar  vertical  rise 
after   passing    over   200    ft. 


'i 


y 


GKAUK    RKDUCTION    IN   THE  ROCKIES.      PORTALS   0I-"   SPIRAL   TUNNLL       L\    MOUNT    STICI'IIKN, 


Field,  B,  C,  and  traverses  the  valley  of 
the  Kicking  Horse  River,  passing  the 
majestic  towering  masses  of  stone  known 
as  Mount  Stephen  and  Cathedral  Moun- 
tain. Since  we  published  some  details  of 
the  work  of  grade  reduction  in  our  Feb- 


Field  is  4.1  miles  long  and  the  grade  is 
4yi  per  cent,  for  a  distance  of  3  1-5 
miles.  The  grade  reduction  is  effected  by 
doubling  the  length  of  the  road  and  mak- 
ing the  grade  a  little  less  than  half  as 
steep.      The    new    line    is    therefore    8.2 


The  old  location  of  track  crossed  the 
Kicking  Horse  valley  once,  while  the  new 
road  crosses  the  river  three  times  on 
magnificent  steel  bridges.  The  feature  of 
greatest  interest  on  the  new  line  is  two 
loops   in   the   track   which   makes   a   train 
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reverse  its  actual  direction  of  motion 
twice  in  the  ascent  or  descent.  A  train 
leaving  Hector  for  the  west  crosses  the 
river  and  proceeds  along  the  left  bank.  It 
continues  what  may  be  called  its  westerly 
course     for     about     i'/i     miles,     when     it 


neer  of  the  road  at  Winnipeg,  Man.,  and 
Mr.  John  Callaghan,  divisional  engineer. 
The  men  actually  on  the  ground  are  Mr. 
H.  N.  Merriam,  assistant  engineer,  and 
Mr.  J.  W.  Shepperd,  resident  engineer. 
The  cost  of  the  work  is  about  one  and  a 


and  on   which  not  a   single  life  has  been 
lost. 


LOOKING  UP  THE  YOHO  V.XLLEY 

passes  round  a  loop  having  a  radius  of 
573  ft.  This  loop  is  3,200  ft.  long,  and 
has  a  vertical  fall  of  48  ft.  This  loop  is 
a  spiral  tunnel  driven  through  solid  rock, 
and  in  our  frontispiece  picture  both  por- 
tals are  visible.  The  one  on  the  higher 
level  is,  if  we  may  so  say,  the  eastern 
entrance,  though  as  a  matter  of  fact  it  is 
geographically  west  of  the  western  or 
lower  mouth  of  the  spiral. 

From  this  point  the  westbound  train, 
descending  the  grade,  moves  in  a  gener- 
ally northerly  direction  for  about  two 
miles.  It  again  crosses  the  river  and 
travels  along  the  right  bank.  A  curve  in 
the  line  takes  the  train  in  the  direction 
of  the  flow  of  the  river,  and  it  enters  the 
second  spiral  tunnel  after  traveling  2,890 
ft  through  solid  rock,  in  which  it  maki  - 
a  descent  of  45  ft.;  it  comes  out  close  l- 
the  river  and  at  right  angles  to  the  flow 
of  water,  crosses  the  canyon  for  the  thirtl 
time  on  a  steel  bridge,  and  again  contin- 
ues its  course  in  a  generally  westerly  di- 
rection toward  Field.  The  actual  grado 
in  the  spiral  tunnels  is  not  as  steep  as 
the  rest  of  the  new  alignment.  The  tun- 
nel grades  arc  only  about  1.6  per  cent. 

The  work  of  building  the  new  line  has 
been  carried  out  with  vigor.  The  tun- 
nel, shown  in  our  frontispiece,  which 
pierces  into  Mount  Stephen  over  1,000  ft., 
was  broken  through  on  May  3,  and  the 
other  tunnel  on  May  6.  Trains  arc  now 
in  operation  over  the  new  alignment. 
The  whole  of  this  costly  piece  of  grade 
reduction  on  the  C.  P.  R.  is  in  charge  of 
Mr.   J.    E.    Switzer,.  assistant   chief   engi- 


NEAR   FIELD,  B.  C,  ON   THL    C.   P.   R. 

qi'.arter  millions.  Great  credit  is  due  to 
llie  management  of  the  Canadian  Pacific, 
the  engineers  and  the  contractors,  -for  the 
splendid  piece  of  engineering  work  which 


Railway  Operating  in  China. 

There  has  always  been  annoying  inter- 
ference by  the  nations  to  the  people  oper- 
ating Chinese  railways  and  -protests  to 
the  government  brings  no  perceptible 
relief  or  protection.  Of  late  complaints- 
have  been  rife  as  to  the  failure  of  the 
authorities  to  afford  proper  protection  to 
passengers  on  the  Shanghai-Nanking  line. 
It  appears  that  when  some  irresponsible 
Chinaman  meets  with  an  accident  through 
trespassing  on  the  line,  or  not  exercising 
proper  caution  at  a  level  crossing,  it  is 
customary  for  his  fellow-villagers  to  stop 
the  next  train,  bombard  it  with  stones, 
and  extort  compensation  from  the  un- 
lucky travelers,  who  are  fortunate  if  they 
reach  their  journey's  end  with  their  heads 
unbroken.  Such  attempts  at  repression  as 
have  been  made  have  proved  entirely  in- 
adequate, and  these  outrages  are  said  to 
be  of  frequent  occurrence.  Near  Chin- 
kiang  recently  a  mob  hurled  through  the 
windows  of  a  train  heavy  jagged  pieces 
of  granite,  any  one  of  which  might  have 
caused  serious  injury  to  passengers.  The 
wily  Cele-stial  who  worships  his  ances- 
tors is  not  above  making  a  pecuniary 
profit  out  of  his  dead,  and  it  is  stated  that 
in  more  than  one  case  a  corpse  has  been 
placed  upon  the  railway  line  so  that  it 
might  be  run  over  and  compensation 
claimed  from  the  railway  authorities  for 
the  alleged  fatality. 


PORTAL  OF  SPIRAL  TUNNEL  NEAR  THE  KICKING   H'ORSE   RIVeK. 


they  have  put  through.  It  will  lessen  the 
cost  of  train  operation  and  add  to  the 
safety  of  a  portion  of  the  line  upon 
which,  with  the  4^  per  cent,  grade,  climb- 
ing down  the  canyon  almost  like  a  stair- 
way,  there    has    never    been    an    accident, 


Smith — "Do  you  think  that  traveling  on 
the  Continent  is  pleasanter  than  travelling 
at  home?"  Brown — "I  should  think  it  is. 
I  travelled  thousands  of  miles  on  the  Con- 
tinent without  meeting  a  single  man  1  was 
owing  money  to." 
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Recent  C.  &  A,  Equipment. 

The  Chicago  &  Alton  Railroad  have 
recently  received  10  heavy  consolida- 
tion freight  locomotives  and  5  large 
Pacific  type  locomotives,  which  wero 
built  at  the  Brooks  Works  of  the 
American  Locomotive  Company.  One 
feature  of  interest,  common  to  both 
classes  of  engines,  is  the  Baker-Pilliod 
Valve  Gear.  This  type  of  gear,  which 
is    one    of    the    latest    developments    in 


lbs.,  of  which  203,500  lbs.,  or  89.2  per 
cent.,  is  carried  on  the  driving  wheels. 
The  cylinders  are  22  x  30  ins.,  which 
with  driving  wheels  62  ins.  in  diameter 
and  a  boiler  pressure  of  200  lbs.,  gives 
a  ma.ximum  tractive  power  of  39,8cc 
lbs.  Steam  is  distributed  to  the  cylin- 
ders by  means  of  14-in.  piston  valves 
having  a  maximum  travel  of  sVi  ins. 
The  valves  have  inside  admission  and 
are  designed  with  i-in.  steam  lap  and 
no    exhaust    clearance   and   are    set    for 


wide  at  the  throat  sheet.  The  dimen- 
sions, weights  and  principal  ratios  of 
this  Consolidation  engine  are  given  be- 
low. 

The  Pacific  t>'pe  locomotives  are 
among  the  heaviest  and  most  powerful 
of  this  class  of  power  built  by  the 
American  Locomotive  Company,  the 
only  ones  exceeding  them  in  weight  be- 
ing those  built  for  the  New^  York  Cen- 
tral lines  and  the  one  for  the  Penn- 
sylvania   Railroad.      In    working   order 


CHICAGO 
Peter  Mahcr,    Superintendent   Motive   Power   and 

locomotive  valve  gears,  has  been  ap- 
plied on  several  roads  during  the  past 
year  with  very  satisfactory  results.  A 
detailed  description  of  this  gear  was 
given    m    the    February,    1909,   issue    of 

R.^ILWAY     .'iND    LoCOMOTrVE     ENGINEERING, 

page  85. 

On  the  Chicago  &  Alton  it  was  tried 
on  a  Pacific  type  locomotive,  with  the 
result  that  it  was  specified  for  the  en- 
gines under  consideration.  Like  the 
Walschaerts  valve  gear  it  gives  a  con- 
stant lead,  the  motion  of  the  valve  be- 
ing derived  from  a  return  crank  op- 
posed at  right  angles  to  the  crank  pin 
and  from  the  motion  of  the  crosshead. 
In  this  gear,  however,  there  are  no 
links  and  sliding  blocks  as  in  the  Wal- 
schaerts, but  it  consists  of  a  system  of 
levers,  cranks  and  rods,  having  pin 
connections  and  bearings.  Reversing, 
the  engine  requires  no  change  in  the 
reciprocating  parts,  but  is  effected  by 
merely  changing  the  angle  of  the  re- 
verse yoke  from  which  the  radius  bar 
is  suspended. 

As  will  be  seen  from  our  illustrations 
the  method  of  application  is  the  same 
in  both  classes  of  engines.  All  the 
motion  parts  proper  are  carried  in  a 
cast  steel  cradle  supported  at  the  front 
end  by  the  guide  yoke  and  at  the  back 
end  by  a  special  crosstie  extending  over 
the  frames,  which  in  the  case  of  the 
Pacific  type  engine  is  between  the  first 
and  main  driving  wheels  and  in  the 
Consolidation  type  it  is  just  back  of 
the  intermediate  driving  wheels. 

In  working  order  the  Consolidatioi 
engines    have    a    total    weight    of   228,000 


&  ALTON   4-6-2   TYPE   FOR    FAST   PASSENGER    SEK\1CE. 
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!i-in.   lead,   which   with   the    Baker-Pil- 
liod valve  gear,  is  constant. 

The  frames,  which  are  of  wrought 
iron,  with  single  front  rail  forged  in- 
tegral with  the  main  frame,  are  5  ins. 
wide.  The  valve  gear  being  outside  of 
the  frames,  ample  opportunity  is  given 
for  rigid  frame  bracing.  In  addition  to 
the  foot  plate  at  the  rear  and  tlie  fill- 
ing casting  ahead  of  the  cylinders, 
which  extends  back  underneath  the 
cylinders    to    their    center,    there    is    a 


these  C.  &  A.  engines  have  a  total 
w-eight  of  248,000  lbs.,  of  which  149,500 
lbs.  is  carried  on  the  driving  wheels. 
The  cylinders  are  23x28  ins.  so  that 
with  a  boiler  pressure  of  200  lbs.  and 
driving  wheels  of  80  ins.  in  diameter, 
the  engines  can  develop  a  maximum 
tractive  power  of  31,475  lbs.  The  pis- 
ton valves  are  14  ins.  in  diameter  and 
have  a  maximum  travel  of  5  ins.  They 
have  inside  admission  and  are  designed 
with    I    in.    steam    lap    and    no    exhaust 


eavy   crosstie  just   back  of   the   front     lap  or  clearance  and  are  set  with  !4- 


pedestal  and  one  between  the  inter 
mediate  and  main  driving  wheels,  all 
being  of  cast  steel. 

The  boiler  is  of  the  straight  top 
radial  stayed  type  and  is  80  ins.  in 
diameter  outside  at  the  front  ring.  It 
contains  381  tubes  2  ins.  in  diameter, 
and  each  16  ft.  long.  This  provides  a 
total  heating  surface  of  3,372  sq.  ft.,  of 
which  the  tubes  contribute  3,175  sq.  ft. 
and  the  firebox  the  remainder. 

The  firebox  is  narrow,  with  sloping 
back  head  and  straight  throat  sheet.  It 
is  l20'/s  ins.  long  and  40.'4  ins.  wide  and 
has  a  grate  area  of  33.6  sq.  ft.  With 
the  large  boiler  and  narrow  firebox. 
the  ratio  between  grate  area  and  heat- 
ing surface  is  much  greater  than  usual 


lead.  The  frames,  which  are  of 
wrought  iron,  consist  of  a  main  frame 
with  single  front  rail  integral  with  it 
and  a  slab  form  of  trailing  frame 
spliced  to  the  main  frame  just  back  of 
the  rear  pedestal.  The  main  frame  is 
5  ins.  wide  while  the  slab  frame  is  254 
ins.  wide. 

One  of  the  most  interesting  features 
of  the  design  is  the  trailing  truck, 
which  is  the  builder's  latest  arrange- 
ment of  outside  bearing  radial  trailing 
truck.  As  will  be  seen  from  our  illus- 
tration, this  arrangement  eliminates  the 
use  of  the  supplementary  frames  and 
heavy  spreader  castings  required  in 
former  designs,  thereby  effecting  a  con- 
siderable    reduction    in    weight.      The 


in  this  class  of  engine,  there  being  only     truck  frame  is  of  wrought  iron  and  has 


I  sq.  ft.  of  grate  area  for  every 
103  sq.  ft.  of  heating  surface.  There  is  a 
liberal  use  of  flexible  staybolts  in  the 
sides,  back  and  throat  sheet  of  the  fire- 
box, 575  in  all  being  used.     The  water 


a  pivot  connection  at  the  forward  end 
to  a  cast  steel  crosstie  between  th.> 
frames  underneath  the  front  end  of  the 
firebox,  which  in  this  case  also  fur- 
nishes   support     for    the    firebox.      The 


spaces  are  4  ins.  wide  at  the  mud  ring  load  is  transmitted  to  the  journal  box 
on  the  front  and  sides,  increasing  in  in  the  usual  manner  by  means  of  a 
width  at  the  crown  sheet,  and  4'^  ins.      semi-elliptic    spring,    connected    at    one 
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end  to  an  equalizing  beam  between  it 
and  the  rear  driving  spring,  and  at  the 
other  end  to  a  cast  steel  bracket  secured 
to  the  frame.  The  spring  rests  on  a 
spring  seat,  having  a  flat  sliding  bear- 
ing on  top  of  the  box.  This  spring  seat 
is  carried  on  trunnions  in  a  yoke- 
shaped  steel  casting  of  I-section.  which 
is  hinged  at  either  end'  to  brackets  se- 
cured to  the  frame.  This  construction 
permits  the  spring  seat  to  adjust  itself 
to  the  alignment  of  the  box  as  the  lat- 
ter rises  and  falls  relatively  to  the 
frame. 

A  spring  centering  device,  the  same 
as  that  used  in  former  designs,  is  pro- 
vided to  bring  the  truck  back  to  its  nor- 
mal central  position  when  the  locomo- 
tive passes  on  to  a  tangent  after  a 
curve.  This  consists  of  a  spring  hous- 
ing bolted  to  the  foot  plate  in  the  cen- 
ter of  the  engine,  fitted  with  transverse 
coil  springs,  having  followers  and  fitted 
with  horizontal  thrust  rods  which  have 
a  ball  and  socket  connection  with  the 
truck  frame  and  also  with  the  spring 
followers. 

The  boiler  is  of  the  extended  wagon 


type.  The  crown  and  side  sheets  of  the 
firebox  are  in  one  piece,  as  are  also 
the  outside  side  sheets  and  roof.  Other 
principal  dimensions  and  ratios  of  these 
two  designs  are  given  below. 

RATIOS    AND   DIMENSIONS    OF   2-8-0   ENGINES. 

Weight  on  drivers   -r-    tractive   effort...  =      5.11 

Total    weight    -7-    tractive    effort =       5.72 

Tractive    effort    x    diameter    drivers    ■— 

heating   surface    =  731-00 

Total   heating  surface  -r-  grate  area....  =  100.30 

Firebox    heating    surface    -7-    total    heat- 
ing  surface,    per   cent ^      5.84 

Weight     on     drivers     -=-     total     heating 

surface     ^    60.30 

\'olume   both   cylinders,   cubic    feet =    13.20 

Total    heating   surface   -i-   volume   cylin- 
ders     =  255-00 

Grate  area  -7-   volume   cylinders —      2.5s 

Cylinders — Simple;  diameter,  22  ins.;  stroke,  30 
ins. 

Wheel  Base— driving,  17  ft.  g'/i  "is.;  total,  26 
ft.  9'/i  ins.;  total,  engine  and  tender,  64  ft. 
I    11/16    ins. 

Weight — In  working  order,  228,000  lbs.;  on 
drivers,  203,500  lbs.;  engine  and  tender, 
393,100   lbs. 

Heating  Surface — Tubes,  3,175  sq.  ft.;  firebox, 
197   sq.   ft;   total,   3,372   sq.   ft. 

Grate  Area,  33.6  sq.   ft. 

Axles — Driving  journals,  main,  loj^  ins.  x  12 
ins.;  others,  g'/i  ins.  x  12  ins.;  engine  truck 
journals,  diameter,  6J^  ins.;  length,  I2!4 
ins.;  tender  truck  journals,  diameter,  s'A 
ins.;   length,    10   ins. 

Boiler — Working  pressure,  200  lbs.  fuel,  bitumin- 
ous coal. 

Firebox — Type,  narrow;  length,  I20^i  ins.; 
width,  40 K  ins.;  thickness  of  crown,  H  in.; 
tube,    V2    in.;    sides,    M    in.;    back,    %    m. ; 


Weight — In  working  order,  248,000  lbs.;  on 
drivers,  149,500  lbs.;  engine  and  tender, 
413,120  lbs. 

Heating  Surface — Tubes,  3.869  sq.  ft.;  firebox. 
202  sq.  ft.;   total,  4,071   sq.   ft. 

Grate — .^rea,   49.5   sq.   ft. 

Axles — Driving  journals,  main,  loj^  ins.  x  12 
ins.;  others,  9  ins.  x  12  ins.;  engine  truck 
journals,  diameter,  61-2  ins.;  length,  I2|i 
ins.;  trailing,  truck  journals,  diameter,  8 
ins.;  length,  14  ins.;  tender,  truck  journals, 
diameter,    s'/y    ins.;    length,    10    ins. 

Boiler — Tvf/e,  extended  wagon  top.;  O.  D.  first 
ring,  72;  working  pressure,  200  lbs.;  fuel, 
soft    coal. 

Firebox — Type,  wide;  length.  108  ins.;  width, 
66  ins.;  thickness  of  crown,  tube,  54  in.; 
sides,  H  ins.;  back,  H  ins.  water  space, 
front,   5  ins.;   sides,   5   ins.;   back,   5   ins. 

Crown   Staying — Radial. 

Boxes — Driving,   cast  steel. 

Brake — Driver,  N.  Y.  high  speed;  pump,  No.  5, 
duplex;   2   reservoirs,    120   x  20 J4- 

Engine   Truck — 4-wheel    swiveling. 

Trailing    Truck — With    outside    journals. 

Piston  rod  diameter,  4  3/16  ins.;  piston  pack- 
ing,  cast  iron   rings. 

Smokestack — Diameter,  18H  ins.;  top  above 
rail,    15   ft.    '/i    in. 

Tender — Frame,    13-in    channels. 

Tank,  Style,  rectangualr  water  bottom;  capacity, 
8,500   gals.;    fuel,    14   tons. 

Wheels — Driving  diameter  outside  tire,  80  ins. ; 
material,  cast  steel;  engine  truck,  diameter. 
33  ins.;  kind,  standard  steel  car;  trailing. 
42  ins.;  tender,  36  ins.;  kind,  standard  steel 
car.  

A    New    Mechanical    Principle. 

Nickola  Tesla,  who  has  invented  numer- 
ous electrical  appliances,  has  announced 
that  he  has  discovered  a  new  mechanical 
principle    of    great    economic    value.      In 


HEAVY   FREIGHT   2-80    FOR   THE   CHICAGO   &   ALT 

Pettr   Maher,   Superintendent  Motive  Power   and  Equipment. 

top    type    with    wide   firebox.      The    wide  "ater  space,  front,  a'A   ins.;  sides,  4  ins.; 

^      •'  '^  back,  4  ins. 

firebox    is    worthy    of    notice    masmuch  Crown  Staying — Radial. 

...                   .1  •               J  Boxes — Driving,  cast  steel, 

as    most    recent    practice    on    this    road  Brake— Driver,   New   York;    pump.   No.   5,duplex. 

has  been  in  favor  of  the   narrow   fire-  Engine  Truck— 2-wheel  swiveling.             ,    ..„„ 

p^^j^^  ^^^j  diameter.  4  3/16  ins.;  piston  packing, 

box  for  all  classes  of  engmes,  and  the  cast  iron  rings. 

1      ^             .               £»!•„„„.  ,„„     „,„,„  Smokestack — Diameter,   iSyi   ins.;  top  above  rail, 

last    engines    of    this    same    type    were  ,j  f(    14  in. 

equipped    with    that    form.       The    boiler  Tender  Frame.    13-in.   steel  channels. 

^     *^  Tank — Style,    rectangular;    capacity,    8,500    gals., 

has    an    outside    diameter    at    the    first  fuel,   14  tons. 

,            .             T..    .              •         J         .u     ,.,,  Wheels— Driving   diameter  outside    tire,    62    ms. ; 

ring    of    72    ins.      It    is    equipped    with    371  material     cast    steel;    engine  truck,   diameter, 

2-in.      tubes,      20      ft.      long.        The      total  33     ins.;     kind,    standard    steel    car;    tender 

IUUV.C,      ...v^      .1.             5  truck,  diameter,  36  ins.;  kind,  standard  steel 

heating  surface  is  4,071  sq.  ft.,  of  which  car. 

the  tubes  contribute  3,869  sq    ft^    The  ^^^^^^  ^^^  di.mensions  of  4-6-2  engines. 

firebox    is    108    ins.    long    and    00    ins. 

wide  and  provides  a  grate  area  of  49.S  .W^'s'"  <>"  drivers  j  tractive  effort. .  =     4-75 

'                         °       .  lotal    weight  -=-   tractive   effort —      7.87 

sq.   ft.      The   ratio   of   heating   surface   to  Tractive    effort    x    diameter    drivers    -H  _ 

grate   area   is  thus  82,   whereas   in   the  TntaMicL"fnnu?fnce'4-' grVte^kr^a!:::  = 

engines    of    this    type    with    similar    de-  Firebox    heating    surface    ^    total   heat- 

"                  .           ,              .  ,                         r      u  '"K  surface,   jier   cent =      4-9° 

Sign    of    boiler,    but    with    narrow    nrcbOX  Total    weight  -=-   total   heating  surface..  =    60.90 

previously  built,  the  ratio  was  as  high  ^^-'^ll'.f^^r.^:!"."  .  it . .'.°.".'. .''"!'".' =   36.70 

as     119.        As     in     the     Consolidation     en-  Volume   both   cylinders,   cubic    feet =:    13.28 

gines,  a  large  number  of  flexible  stay-  '^'°"!,e';r':"^  ^":'^".  .t  .!°'."r. .?'.'?:  =  306.50 

boUs   are   used,   there   being   376   in   the  Grate  area  -=-  volume  cylinders =      372 

ciH^s    aiifl    Trc    in    thp   hark-heid     while  Wheel   Base— Driving,   13  ft.  9  ins.;  total,  34  ft. 

Sides,    and    115    in    tne    oaCK  ncau.    wime  g^^     .^^  .    j^^^,^    engine    and    tender,    66    ft. 

all  the  throat  stays  are  of  the  flexible  4  ins. 
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connection  with  this  discovery,  a  company 
lias  been  formed  with  a  capital  of  one 
million  dollars.  Mr.  Joseph  Hoadley.  of 
New  York,  is  one  of  the  directors. 

Neither  the  discoverer  nor  the  direc- 
tors of  the  company  are  prepared  to  ex- 
plain the  new  mechanical  principle,  but 
Mr.  Tesla  says  that  it  is  appliable  to  air, 
steam,  gas  or  water  power,  and  may  be 
used  for  locomotives,  automobiles  or  any 
form  of  power  production.  With  it  a  loco- 
motive, as  powerful  as  any  now  used, 
would  need  to  be  less  than  half  the  size. 

Mr.  Tesla  stated  that  machines  of  sev- 
eral types  had  been  built  and  that  success- 
ful demonstrations  had  been  given  with 
them  to  his  associates  in  the  new  com- 
pany. 

The  inventor  of  new  and  useful  appli- 
ances is  too  common  nowadays  to  ex- 
cite comment,  but  the  discovery  of  a  new 
mechanical  principle  is  something  that 
makes  us  wait  for  particulars  with  pain- 
ful expectancy. 
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Tracklaying    Apparatus. 

By  J.  K.  Springer. 
The  laying  of  the  track  for  railways 
has  come,  in  the  United  States,  to  be 
a  problem  of  such  magnitude  that  every 
economy  of  time  and  money  is  eagerly 
sought  out.  It  frequently  happens  that 
track  is  to  be  laid  at  points  almost  in- 
accessible to  teams  hauling  tics.  Under 
almost  any  conditions  such  teams  are  ex- 


The  apparatus  is  installed,  and  the  reg- 
ular railroad  foremen  are  instructed  in 
operation  in  this  device  which  is  simple 
enough  for  the  ordinary  force  to  handle. 

The  supply  train  consists  of  ordinary 
flat  cars.  These  are  loaded  with  ties  and 
rails,  the  cars  containing  the  rails  being 
forward.  The  locomotive  is  at  the  rear. 
At  the  front  of  the  train  is  the  pioneer 
car.      From    this    car    the    rails    and    ties 


^ 
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pensive.  The  expense  is  not  merely  due 
to  cost  of  actual  operation,  but  to  the 
inevitable  idleness  and  delay  occasioned. 
The  use  of  tie  teams  is  objectionable  on 
account  of  the  injury  to  the  roadbed.  In 
respect  to  the  rails,  it  can  scarcely  be 
doubted  that  tlie  ordinary  methods  are 
unequal  to  delivery  of  them  where  and 
when  wanted,  at  a  sufficiently  low  figure. 

At  any  rate,  tracklaying  apparatus  has, 
during  recent  years,  been  coming  into 
favor  with  the  railroads.  There  are  now 
five  or  six  styles  of  apparatus  in  use. 

The  fundamental  idea  underlying  the 
design  of  tracklaying  machines  is  that  of 


POSITION    OF    R.MLS    ON    FLAT    CAR. 

getting  ties  and  rails  front  the  supply 
cars  to  the  precise  point  where  the  new 
track  is  being  laid,  and  to  accomplish  this 
economically  and  at  the  rate  of  delivery 
suited  to  the  work. 

However  perfectly  or  imperfectly 
others  may  have  liad  this  idea  before 
them,  there  can  be  no  question  but  that 
it  has  been  very  thoroughly  appreciated 
by  the  practical  men  who  have  developed 
the    Harris    Tracklaying    Machine. 


are  delivered  to  tlie  men  working  on  the 
track.  It  will  readily  be  understood  that 
the  problem  is  to  get  ties  and  rails  to  tlie 
front. 

The  rail  cars  have,  each,  laid  upon  them 
and  secured  in  position  transversely,  five 
long  timbers.  These  are  placed  about  7 
ft.  apart.  At  the  center  of  each,  for  a 
distance  of  something  over  2  ft.,  a  portion 
is  cut  away.  The  purpose  of  this  is  to 
furnish  a  place  for  a  train  track,  sunk 
below  the  general  surface  of  the  timbers. 
Such  a  track  is  constructed.  Between  the 
train  rails  at  intervals  are  placed  trans- 
verse rollers.  In  loading  these  cars,  the 
rails  are  piled  alongside  the  little  track 
on  either  side.  When  it  is  desired  to  take 
rails  to  the  front,  they  are  slid  or  rolled 
(iito  the  rollers.  This  is  easy  of  accom- 
plishment because  of  the  sunken  position 
of  the  track,  it  being  unnecessary  to  lift 
the  loose  rails  over  the  train  rails.  The 
rails  to  be  transported,  when  once  on  tin- 
rollers,  are  readily  pushed  along. 

The  tie  cars  have  laid  upon  them  a 
number  of  ordinary  8-ft.  ties.  These  are 
placed  transversely  in  such  manner  that 
every  other  one  projects  over  one  side 
of  the  car,  while  the  remainder  project 
over  the  other  side.  A  train  track  is 
laid,  likewise,  along  the  central  portion. 
But  these  ties  are  not  cut  away  to  re- 
ceive the  track.  Nor  are  rollers  set  in 
the  space  between  the  train  rails.  .\ 
foot  board  is  laid  alongside  the  track 
to  right  and  left  for  the  accommodation 
of  the  men  operating  the  train  car. 

All  the  cars,  both  rail  and  tie  cars,  have 
thus  a  train  track  or  tramway  of  2-ft.  gauge 


laid  along  their  centers.  The  object  of  it  is 
to  furnish  accommodation  to  train  cars 
for  the  transport  of  ties  along  the  length 
of  the  train.  The  track,  as  already 
described,  however,  is  interrupted  be- 
tween cars.  Flexibility  in  this  connection 
is  especially  necessary  on  account  of 
rounding  curves  with  the  train.  •  The 
method  adopted  is  to  bolt  angle-bars  to 
each  side  of  the  rail-ends  at  the  ex- 
tremities of  the  car.  The  projecting  parts 
of  these  plates  form  a  kind  of  slot.  Short 
lengths  of  rails  are  prepared  by  cutting 
away  the  flanges  at  each  end.  It  is  then 
possible  to  drop  the  ends  of  these  short 
lengths  into  the  slots.  In  this  way  the 
train  track  is  made  continuous  throughout 
its  entire  length.  At  the  same  time,  the 
pieces  of  rail  are  easily  removed  and 
again  inserted,  when  required,  and  make 
a  very  fle.xible  connection. 

The  tram-car  which  carries  the  ties  is 
run  along  this  track.  The  ties  are  loaded 
on  the  main  cars  crosswise.  A  special 
device  is  used  at  the  point  where  loading 
onto  the  tram-car  takes  place.  This  is  the 
tie  loader.  Upon  it  the  ties  to  be  loaded 
upon  the  tram-car  have  already  been  put 
into  place,  so  that  when  the  tram-car  is 
brought  beneath  the  loader,  they  are  au- 
tomatically dumped  onto  it.  The  tram- 
car  thus  begins  its  trip  to  the  front,  being 
loaded  with  enough  ties  for  a  portion  of 
track  corresponding  to  a  single  rail 
length,  say  thirty  feet. 

The  car  is  pushed  along  by  three  or 
four  men.  Arrived  at  the  forward  end, 
the  car  runs  out  on  what  is  termed  tlie 
pioneer  car.  This  has  an  extension  ar- 
rangement whereby  the  track  is  continued 
for  about  20  ft.  beyond  the  car  itself. 
This  extension  is  sufficiently  high  to  avoid 
interference  with  the  men  on  the  ground. 
There  is  a  stop-block  at  the  front  end 
of  the  track.  The  impact  of  the  tie-car 
against  it  accomplishes  an   automatic  de- 


CENTUAL  TRACK  AND  ROLLERS  ON  TOP 
OF  FLAT  CARS. 

livery  of  the  ties  upon  the  roadbed  for 
about  a  rail-length  ahead  of  the  rewly 
laid  track.  There  arc  two  frames  to  the 
tie-car.  To  one  of  these  the  wheels  are 
secured.  The  other,  which  is  in  immedi- 
ate contact  with  the  load,  is  arranged  on 
roller  bearings,  and  is  thus  capable  of  a 
back  and  forth  movement.  While  the 
ties  are  being  transported  from  the  rear, 
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it  is  held  in  position  by  a  latch.  But  just 
before  the  car  strikes  the  stop-block,  this 
latch  is  disengaged.  Consequently,  when 
the  car  itself  is  brought  to  a  stop,  the 
movable  frame  with  its  load  of  ties  con- 
tinues forward  for  an  instant.  The  re- 
sult of,  this  is  to  overbalance  the  car  at 
the  forward  end,  resulting  in  a  dumping 
of  the  ties  onto  t!ie  roadbed  ahead.  The 
ties,  it  should  be  observed,  are  loaded 
crosswise.  When  dumped  they  are  scat- 
tered into  approximately  their  final  posi- 
tions. 

It  will  be  noticed  that  a  clear  track-  is 
always  maintained  from  the  tie-supply  to 
the  front,  although  it  passes  over  the 
cars  carrying  the  rails.  This  is  secured 
by  the  manner  of  loading  the  rails  on 
each  side  of  the  track.  Each  rail-car 
carries  from  80  to  120  lengths  of  rail. 
These  rails  are  easily  handled,  practically 
no  lifting  being  necessary,  on  account  of 
the  arrangement  of  the  sunken  track. 
When  the  rails  arrive  at  the  front  they 
are  separated  with  the  assistance  of  a 
nose-piece  into  right  and  left  rails.  They 
pass  finallj'  over  a  double  roller,  one  roller 
for  the  right,  the  other  for  the  left,  which 
is  arranged  at  a  lower  level.  The  rails 
thus  drop  down  an  inch.  A  "dolly,"  that 
is,  a  portable  frame  upon  which  is  ar- 
ranged a  roller,  receives  the  rail  as  it  is 
finally  delivered  to  the  met 
actual  laving  of  the  track. 


is  held  in  position.  The  inner  flanges  are 
locked  in  place.  This  device  is  of  great 
service  from  an  economic  point  of  view. 
For,  with  its  use,  it  is  not  necessary  to 
hold  up  the  operation  of  the  train  until 
the  final  spiking  is  done.  Of  course,  it 
would  be  possible  to  do  but  a  part  of  the 
spiking  and  then  allow  the  train  to  move 
on.  But  this  device,  by  the  simplicity  and 
accuracy  of  its  operation,  permits  the 
train  to  move  ahead  with  scarcely  any 
delay. 

The  tie-loader,  wliich  is  used  to  econo- 
mize time  at  the  point  where  the  supply 
of  ties  is  loaded  onto  the  tram-car,  con- 
sits  of  a  combination  of  a  trestle  and  a 
small  car  about  a  foot  high.  The  car  is  at 
one  end  and  rests  on  the  track.  The 
trestles  proper,  at  the  other  end,  are 
fitted  with  runners  which  slide  on  the 
ties  outside  the  train-track.  Between  the 
little  car  and  the  trestles  the  tie-loading 
device  is  supported.  This  consists  of  a 
framework  supported  by  four  steel  links 
attached  to  it  and  the  trestle-work.  Thes-: 
links  permit  a  raising  and  lowering  of  the 
framework.  There  are  latches  to  hold  it 
in  place  when  elevated.  When  it  is  do- 
sired  to  give  the  tie-loader  its  comple- 
ment of  cross-ties  preparatory  to  loading 
the  tram-car,  it  is  shoved  car-end  first 
up  to  the  supply  of  ties.  By  means  of  -m 
incline,  these  may  readily  be  placed  in  po- 
sition   on    the    framework    mentioned   be- 
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These  men  perform  the  double  duty  of 
placing  the  ties  and  laying  the  track  in 
proper  position.  They  do  not  spike  the 
rails  to  the  ties.  This  is  done  by  a  sepa- 
rate gang  of  men  after  the  track  laying 
train  has  passed.  The  rails  are  main- 
tained temporarily  in  position  by  bridle- 
rods.  These  secure  the  two  rails  firmly  at 
gauge,  and  are  left  in  place  until  the  finr.l 
spiking  is  done.  These  bridle-rods  are  sim- 
ply rods  provided  with  a  kind  of  hook 
at  each  end.    The  outer  flange  of  each  rail 


fore.  When  all  is  ready,  the  tram-car  is 
held  by  movable  clamps,  capable  of  being 
run  in  under  the  framework  upon  which 
the  cross-ties  are.  There  is  an  automatic 
arrangement  which  operates  to  displace 
the  latches.  The  result  is  the  framework 
falls  with  its  load.  But  the  framework 
falls  a  couple  of  inches  further  than  the 
load  of  ties,  which  land  upon  the  top  of 
the  tram-car.  The  latter  is  thus  loaded 
for  its  return  trip  to  the  front.  While  it 
is  gone,  the  tie-loader  is  being  got  ready 


uitli  another  load  of  ties.  It  should  be 
noticed  that  at  no  stage  are  the  ties 
turned  about ;  they  are  crosswise  on  the 
supply  car  or  cars,  and  remain  crosswise 
to  the  end. 

There  are  two  methods  of  operating  this 
machine.  First,  a  single  rail-length  is  the 
amount  added  to  the  track  at  each  ad- 
vance. For  this  mode  of  operation,  but 
few  men  are  required.  The  second  meth- 
od takes  a  step  of  two  rail-lengths  at  a 
time ;  that  is  to  say,  60  or  66  ft  at  each 
advance.  Four  rails  are  thus  necessarj', 
two  for  each  side  of  the  track.  The  prac- 
tice is  to  bolt  these  rails  together  into 
pairs,  each  pair  consisting  of  two  rails 
bolted  together  end  to  end.  In  this  way 
two  60-ft.  lengths  are  made  ready  before 
delivery  to  the  men  at  the  front.  Of 
course,  a  greater  force  of  men  is  re- 
quired for  this  mode  of  operation.  But 
greater  speed  is  thus  attainable.  The  fact 
that  a  small  gang  may  operate  the  appa- 
ratus when  laying  single-lengths  or  a 
large  force  when  laying  double-lengths,  is 
considered  an  advantage  of  the  method. 

An  improved  method  of  handling  the 
rails  after  they  have  come  to  the  pioneer 
car  is  also  in  use  in  connection  with  the 
ordinary  apparatus.  This  is  the  Hicks 
mechanical  rail  layer.  Two  booms  are  ar- 
ranged to  project  from  the  forward  end  of 
the  pioneer  car.  One  of  these  is  about  the 
length  of  a  rail,  the  other  about  half  a 
length.  If  the  style  of  tracklaying  being 
used  at  the  time  is  the  broken-joint  meth- 
od, then  the  full  length  of  the  long  boom 
is  used.  Rail  carriers  operate  along  these 
booms.  The  rails  are  carried  by  these 
to  about  their  final  place,  when  they  are 
let  down.  At  the  time  the  rails  are 
gripped  by  the  tongs  suspended  from  the 
carrier  they  are  in  motion  forward.  The 
momentum  causes  them  to  swing  ahead 
and  get  clear  of  the  rollers  upon  which 
it  is  running.  .\s  the  pendulum  swings 
Ij.ick,  the  rear  end,  being  heavier,  drops 
down,  and  the  rail  is  heeled  into  position. 
If  the  track  is  being  laid  with  even  joints, 
but  one-half  the  length  nf  the  long  boom 
is  used. 

This  tracklaying  apparatus  has  been  used 
on  the  Chicago,  Rock  Island  &  Pacific;  the 
Pennsylvania ;  the  Chicago,  Burlington  & 
Quincy,  and  numerous  other  roads.  Three 
railroads  have  laid,  on  an  average,  1,200 
miles  each  with  this  machine.  One  ma- 
chine has  laid  an  average  of  54  miles  per 
month  for  a  period  of  5^  months.  This 
would  appear  to  be  about  2  miles  per  day. 
However,  one  machine  has  made  a  record 
of  more  than  3  miles  for  a  single  day.  A 
mile  has  been  laid  in  less  than  2  hours 
with  one  of  the  machines. 


Ambition  makes  the  same  mistake 
concerning  power  that  avarice  makes 
concerning  wealth.  She  begins  by  ac- 
cumulating power  as  a  means  to  happi- 
ness, and  she  finishes  by  continuing  to 
accimiulate  it  as  an  end. — Colton. 
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General  Correspondence 


Opinions  on  the  Railway  Signal  Question 


Seeing  the  Signal  Arm  at  Night. 

Editor : 

Encouraged  b\'  the  article  and  editorial 
in  your  May  issue  I  send  you  the  follow- 
ing on  railroad  signaling.  Your  invita- 
tion to  contribute  was  principally  to  rail- 
road men,  and  while  I  am  not  at  the 
present  time  a  railroad  employee,  I  have 
yet  spent  many  years  in  that  capacity,  I 
have  been  present  at  the  scene  of  many 
wrecks  and  have  been  intimate  with  the 
train  order  and  signal  system  of  many 
roads. 

Of  all  the  discussions  that  I  have  heard 
and  read  in  the  last  five  years  regarding 
the  dangers  attendant  upon  the  use  of 
colored  lights  in  railroad  signaling,  and 
the  fallibilitv  of  the  men  who  have  to  in- 


FIG.      3-        CLEAR      POSITION 
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terpret  them,  by  far  the  most  significant 
have  been  those  in  which  a  large  number 
of  locomotive  enginemen  have  expressed 
their  ability  to  distinguish  the  position 
of  the  semaphore  arm  at  night  regardless 
of  the  color  indication.  These  remarks 
have  led  the  writer  to  believe  that  ex- 
cept on  very  dark  nights  it  is  the  practice 
among  the  majority  of  enginemen  to  try 
to  discern  the  position  of  the  blade  of  all 
signal  lights  while  passing  the  semaphore. 
This  is  possible  when  there  is  a  moon, 
when  there  is  a  gray  sky,  and  when  there 
is  a  bright  and  wide  angle  reflector  in 
the  head  light.  The  presence  of  one  or 
other  of  these  conditions  occurs  in  a 
large   number   of   cases.     Still   there   are 
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FIG.    2.      STOP   S1GN.\L   EASILY    SEEN. 

erable   effort   they   endeavor   to   take   the 
above-mentioned     precaution.     It     would 


seem  logical  then  to  try  to  help  these  men 
in  the  waj',  that  by  their  actions  they 
indicate  would  be  acceptable  and  helpful. 
Tliis  has  been  attempted  and  carried  out 
in  the  following  manner,  and  while  every- 
body seems  to  be  in  a  quandry  as  to  the 
means  of  solving  this  great  problem,  it 
might  be  well  to  look  into  and  examine 
what  has  actually  been  done  to  accom- 
plish the  very  object  for  which  they  are 
working. 

.'\  semaphore  of  ordinary  design,  auto- 
matic or  interlocked,  is  used.  Behind 
this  at  an  appropriate  distance  is  placed 
a  large  white  background  in  a  vertical 
position.  Upon  the  semaphore  pole,  a 
little  below  the  blade,  is  fastened  an  oil 
lamp  with   a  specially   designed   reflector. 


probably  a  larger  number  of  cases  when 
it  is  impossible  for  the  engineman,  even 
by  the  closest  scrutiny,  to  detect  the  posi- 
tion of  the  semaphore  blade. 

The  important  point  then  appears  to 
lie  the  fact  that  the  enginemen  are  so 
deeply  impressed  with  the  reliability  of 
[he  system  of  indication  by  day  and  the 
fallibility  of  the  system  of  indication  by 
night,  that  at  the  expenditure  of  consid- 


FIG. 


CLEAR  POSITION    WITH   ILLUMI- 
N.\TED    B.\CKGROUND. 


The  formation  of  this  reflector  is  very 
interesting,  but  it  will  suffice  to  say  that 
a  very  uniform  illumination  of  the  back- 
ground is  secured.  One  lantern  only 
for  each  blade  on  the  pole  is  used. 
.'\gainst  this  square  patch  of  light,  which 
can  be  confused  with  nothing  else  on  the 
horizon,  the  outline  of  the  semaphore  and 
blade  can  be  as  distinctly  seen  as  the  ordi- 
nary semaphore  on  the  brightest  day.  It 
would  seem  that  the  likelihood  of  over- 
looking this  signal  at  night  would  be,  if 
anything,  more  remote  than  the  chance 
of  overlooking  the  present  semaphore  as 
it  appears  in  the  day  time.  The  light  re- 
flected from  this  white  surface  is  so  great 
that  a  man  on  a  dark  night,  standing 
many  feet  away,  can  plainly  see  his  watch 
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by  holding  the  face  toward  the  signal. 
The  background  is  so  large  and  so  bright 
as  to  attract  the  attention  of  an  engine- 
man  even  though  he  be  in  a  very  tired  or 
absent-minded    condition. 

This  system  of  signaling  is  known  as 
the  "World  System."  It  is  no  new,  un- 
tried or  visionary  scheme,  proposed  by  a 
body    appointed    to    investigate    the    sub- 


1  IG.    5.    SIG.XAL    .SKT    FOR    STOP. 

ject  of  signaling,  who  feel  that  they  are 
called  upon  to  make  some  sort  of  sug- 
gestion for  improvement.  It  is  actually 
on  the  market  at  the  present  time,  offered 
to  any  railroad  which  will  take  the  trou- 
ble to  investigate  it. 

An  installation  of  this  principle  of  sig- 
naling on  one  road  would  correspond  with 
an  installation  upon  another  as  the  pres- 
ent system  of  day  signaling  is  so  uni- 
versal. The  danger  of  an  engineman 
who  had  become  accustomed  to  the  use  of 
certain  color  indications  on  one  road,  be- 
coming confused  with  the  color  indications 
when  employed  upon  another,  the  danger 
of  a  colored  glass  becoming  broken  or 
displaced,  the  danger  of  an  engineman 
becoming  color  blind  between  his  yearly 
exatnination  or  when  very  tired,  would 
be  dangers  no  longer.  The  danger  of 
steam,  dirt  or  snow  obscuring  the  signal 
would  be  very  much  reduced,  and  almost 
done  away  with.  And  the  danger  of  an 
engineman  sleeping  past  a  signal,  it  seems 
to  the  writer,  would  also  be  reduced.  All 
these  advantages  being  realized,  a  great 
deal  of  discussion  would  be  at  an  end, 
a  good  many  cominittees  would  have  to 
go  into  permanent  adjournment  and  much 
confidence  would  be  inspired.  Accom- 
panying are  a  few  photographs  of  the 
"World  Signal"  on  the  Center  &  Clearfield 
R.  R.  The  views  show  the  same  scene 
in  one  case  without  the  signal  back- 
board, and  in  the  other  with  it. 

J.  II.  WiSNER,  Jr. 

PhiUipsburgh,  Pa. 


In  Favor  of  White  and  Against  Yellow. 

Editor: 

Relative  to  block  signal  lights  my  ex- 
perience running  into  Chicago  and  over 
many  roads  using  different  kind  of  lights, 
will,  I  believe,  help  me  to  give  you  the 
information  you  are  after,  from  a  locomo- 
tive engineer's  as  well  as  a  road  fore- 
man's viewpoint ;  and  let  me  say  that  in 
[expressing  my  opinion  here  I  am  also 
expressing  the  opinion  of  many  engi- 
neers. 

The  best  lights  to  be  used  at  an  inter- 
locking or  a  block  signal  are  red  for 
stop  or  danger,  green  and  white  for 
clear  route  have  an  equal  number  of 
friends.  Many  engineers  favor  white, 
while  others  favor  green,  personally  I  fa- 
vor white.  Yellow  should  never  be  used  for 
this  particular  reason — if  none  other — it 
is  a  hard  signal  to  distinguish  between 
red  and  yellow,  especially  if  the  red  lamp 
is  not  in  perfect  line  and  burning  bright. 

Of  course,  I  can  see  where  the  man 
who  favors  yellow  can  hit  me,  and  hit 
me  hard,  but  let  me  explain  the  stand 
taken.  You  ran  an  engine  and  know  the 
strain  put  on  an  engineer's  eyes  in  a  snow 
or  rain  storm,  also  in  foggy  weather. 
Now  in  these  times  where  fast  and  high 
speed  is  required — time  very  sharp,  trains 
heavy,  very  congested  territory  and  traf- 
fic, we  know  an  engineer  cannot  and  must 
not  be  shutting  engine  throttle  off  or 
making  an  application  of  the  brakes,  be- 
ing in  doubt  as  to  the  position  of  color 
of  signal  ahead.  It  is  a  very  easy  mat- 
ter for  a  person  to  ride  on  an  engine  and 
make  tests  or  stand  back  on  the  ground 
a  certain  distance  and  watch  the  changing 
of  the  lights  and  say  to  himself,  yellow- 
is  just  as  easy  to  distinguish  as  any  other 
color,  and  the  engineer  who  cannot  dis- 
tinguish between  red  and  yellow  easily, 
there  must  certainly  be  something  the 
matter  with  his  eyes;  but  I  want  to  say 
such  is  not  the  case.  The  lights,  red  and 
yellow,  are  too  near  one  shade  in  foggy 
or  misty  weather  and  will  put  an  undue 
strain  on  the  engineer's  eyes,  and  natur- 
lly  make  him  register  a  kick,  and  a  right 
one,  too,   from  my  point  of  view. 

With  explanation  as  made,  I  recom- 
mend for  one  arm  or  light  on  post :  Red 
to  stop,  white  for  clear  route.  A  block 
signal  post  same  purpose  as  above,  with 
two  arms  on  it,  one  for  caution  should 
be  white  for  clear,  green  for  caution  to 
warn  engineers  that  train  is  in  block 
ahead  and  that  he  will  find  absolute 
block  ahead  set  to  danger,  or  red. 

For  a  two-arm  post,  controlling  main 
and  diverging  track  movements  for  main 
track  or  high-speed  route,  red  and  white. 
For  diverging  track  route,  red  to  stop 
and  green  for  clear  route. 

Personally,  I  do  not  like  the  dwarf  sig- 
nal controlling  the  movement  from  main 
to  side  track,  located  near  a  home  post, 
and  usually  stands  about  7  feet  high  with 
a    very    short   arm    on    it.     This    is    very 


hard  to  locate  correct  position,  and  with 
our  long  freight  trains,  where  the  young 
engineer  applies  brakes  to  slow  speed 
down  to  about  6  or  8  miles  an  hour, 
then  discovers  arm  all  right  for  him  to 
proceed  in  on  siding.  Then  releases 
brakes,  in  some  cases,  the  slow  speed  of 
train  and  releasing  brakes  just  at  that 
moment  will  mean  a  break-in-two ;  while, 
en  the  other  hand,  the  old  veteran  would 
come  to  a  full  stop  rather  than  take  any 
chances  of  breaking  in  two.  The  arm 
should  be  placed  near,  and  just  below 
the  top  arm  or  light  on  the  high  or  hom.e 

post.  W.    H.    CORBETT, 

Road   Foreman  of  Engineers, 
Jackson,  Mich.  M.  C.  R.  R. 


Red  Should  Be  Absolute. 

Editor: 

On  the  subject  of  railroad  signals  I  have 
asked  for  an  expression  of  sentiment  re- 
garding signal  systems  from  our  engi- 
neers in  passenger  service,  and  all  are 
mianimous  in  saying  "red  should  be  abso- 
lute," to  which  I  also  voice  the  same 
opinion.      Yours    truly, 

J.   F.  Jennings, 
Road   Foreman   Engineers, 

Jackson,  Mich.  M.  C.  R.  R. 


Signals    on    the   Alton. 

Editor : 

On  the  railroad  signal  question,  let  me 
say  that  on  the  road  I  am  connected  with, 
the  Chicago  &  Alton,  use  the  standard 
form   of  signals   operated  by  the  electric 


1-in.    6,    STOP    POSITION.    WITH     BO.VRD 
B.\CKGROUND. 

current  which  is  generated  by  a  system 
of  batteries  located  near  each  signal  and 
connected  with  each  other  by  bond  wire 
at  rail  joints.  We  have  the  semaphore 
blade,  which  is  operated  the  same  as  the 
arm  of  a  switch  signal,  horizontal,  dan- 
ger; vertical,  clear.  Red  and  green  lights 
at  night  to  indicate  position. 
We   have   these   signals   set   in    various 
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places  along  the  line,  especially  on  terri- 
tory on  which  we  have  good  many  curves, 
that  is  to  say,  there  are  more  in  this 
kind  of  territory  than  where  the  track 
is  straight.  Between  each  right  and  left- 
hand  signal,  which  are  numbered  east 
and  west,  the  territory  is  called  a  block 
and  at  stations  where  there  are  side 
tracks,  we  have  what  is  called  a  lap 
block  and  the  position  of  the  signals  in 
the  lap  block  indicate  whether  or  not 
there  is  anything  wrong  with  switches 
or  if  a  train  is  standing  in  this  territory. 
In  addition  to  the  regular  stop  and 
preceed  signal  as  indicated-  above,  we 
also  have  the  standard  yellow  signal 
operated  the  same  as  the  electric  block 
signal.  These  are  only  used  in  places 
where  it  is  entirely  safe  to  proceed  under 
control. 

While  we  consider  this  system  of  sig- 
nals a  very  safe  one,  and  as  it  is  handled 
on  our  railroad,  it  has  proved  vejy  good. 
Yet  the  rules  covering  the  operation  of 
the  electric  or  any  other  system  of  sig- 
nals play  a  very  important  part  towards 
safety  in  operation.  They  must  be  rigid 
and  strictly  adhered  to,  in  order  to  make 
the  signal  system  perfect,  and  so  long  as 
the  rules  are  not  violated,  covering  the 
use  of  the  system  we  have  in  use,  we  feel 
that  we  have  a  very  safe  method  of  signal 
operation.  I  have  not  been  connected 
with  another  road  using  anything  differ- 
ent, I  am  unable  to  say  whether  the  sys- 
tem we  use  is  any  better  than  any  other. 
J.  P.  Griffin, 
Road  Foreman  Engineers. 
Slater,  Mo. 


News  from  Brazil. 

Editor : 

I  am  enclosing  some  photos  of  our 
shops  in  Rio  Claro.  It  is  the  metre  gauge. 
We  have  800  km.  of  line  and  300  of  broad 
gauge.     I    am    sending   them    for   you   to 


R.\ISIN"G    EXGIXE    BY    AIR,        RIO    CL.\RO    SHOP,    BRAZIL. 


see  how  we  lift  our  engines  by  com- 
pressed air.  W'e  lift  also  our  carriages, 
wagons  and  tenders  by  air.  If  you  can 
find  room  for  them  in  your  journal,  I 
shall  be  very  pleased. 

Alfred   Williams, 
Companhia  Paulista,  Estado  de  San  Paulo. 
Jundiiihy,   Brazil. 


Wide    Firebox    Engines. 

Editor : 

In  reading  the  April  number  of  your 
magazine  I  would  like  to  write  you  in 
regard  to  article  5  in  j-our  general  corre- 
spondence. The  advantage  of  the  wide 
firebox  over  its  predecessor,  in  my 
opinion,  is  as  follows :  The  wide  firebox 
gives  more  equal  expansion,  is  easier  kept 
clean  and  has  less  leaky  and  broken 
stavbolts. 


As  to  the  w-idening  of  the  water  leg  to 
prevent  side  sheets  from  cracking,  in  my 
opinion,  this  would  result  in  a  failure, 
as  the  water  would  bubble  away  from  side 
sheets  with  an  eight-inch  water  leg,  the 
same  as  from  a  four-inch  leg,  when  the 
engine  is  in  service  and  if  it  did  not,  there 
would  be  no  circulation,  and  in  com- 
parison on  this  item  a  three-and-one-half 
or  four-inch  water  leg  would  be  sufficient. 

To  overcome  the  cracking  of  side  sheets, 
my  advice  is  to  keep  the  boiler  washed 
clean  and  the  only  way  to  do  this  is 
to  make  the  roundhouse  boilermaker  re- 
sponsible for  the  boiler  washing,  and 
when  he  sees  the  good  results  that  fol- 
low, and  the  manner  in  which  it  lightens 
his  work  on  fireboxes,  he  will  not  allow 
a  boiler  to  go  out  half  washed,  but  will 
take  time  to  see  that  each  is  washed  thor- 
oughly, and  the  result  will  be  that  the 
cracking  of  side  sheets  is  reduced  about 
forty  per  cent.  This  I  know  from  ex- 
perience. J.  R.  Gushing. 

Belief ontaine,  Ohio. 


MACHINE   SHOP,  RIO   CLARO.   BRAZIL. 


Circulation    of    Water    in     Boilers. 
Editor : 

I  was  very  much  interested  in  Mr. 
.Atkinson's  able  article  in  your  May  num- 
ber, under  the  above  heading,  and,  as  the 
circulation  of  water  in  any  locomotive 
boiler  has  apparently  a  very  definite  re- 
I.-itionship  to  the  life  of  the  firebox  sheets, 
and  to  some  extent,  to  the  amount  of  tube 
kaknge  also,  it  is  particularly  appro- 
1  :  i!e  at  the  present  time,  in  view  of  the 
'  iiiil  decrease  in  the  average  life  of  fire- 
box sheets  due  to  the  constantly  increas- 
it]g  proportion  of  large  engines  with  shal- 
low fireboxes  in  service. 

I  believe  it  is  correct  to  say  that 
throughout  the  entire  country,  but  per- 
haps to  a  greater  extent  in  territory  where 
bad    water    is    prevalent,    the    amount    of 
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work  necessary  to  maintain  fireboxes  and 
tubes  on  large  modern  engines  is  out  of 
all  proportion  to  the  increase  in  size,  and 
pounds  of  water  evaporated  per  square 
foot,  and  this  naturally  suggests  the  ques- 
tion: "Has  some  vital  principle  affecting 
the  circulation  been  overlooked  in  the 
later  designs,  and  is  it  not  possible  by 
modifying  details  to  avoid  to  some  extent 
at  least,  the  very  serious  trouble  experi- 
enced through  staybolt  leakage,  and  the 
bulging  and  cracking  of  firebox  sheets?" 
With  good  water  almost  any  design  of 
locomotive  boiler  will  give  fairly  good 
service,  but  the  bad  water  generally  found 
all  over  the  great  Western  prairies  im- 
mediately displays  the  relative  excellence 
of  different  types  and  designs,  in  no  un- 
certain manner,  and  it  is  common  practice 
on  some  roads  to  assign  power  to  differ- 
ent districts  on  the  basis  of  boiler  suit- 
ability. 

There  appears  to  be  little  doubt  but  that 
the  older  forms  of  locomotive  boilers,  with 
narrow  and  deep  fireboxes,  give  much  less 
trouble  in  service  and  their  fireboxes  last 
very  much  longer  than  those  of  later  de- 
sign with  shallow  and  wide  fireboxes  when 
using  any  quality  of  water,  and  it  is 
equally  true  that  they  will  work  with 
fair  results  on  districts  where  the  water  is 
so  extremely  bad  that  the  shallow  fire- 
boxes positively  cannot  be  used  at  all.  It 
is  also  a  fact  that  firebox  sheets  that 
lean  in  toward  the  fire  are  more  subject  to 
bulging  and  cracking  than  those  that 
stand  vertical,  or  that,  having  an  outward 
sweep  at  some  point,  may  be  said  to  in- 
cline away  from  the  fire.  All  these  facts 
taken  together  indicate  that  here  is  some- 
thing lacking  in  connection  with  the  de- 
sign of  modern  types,  and,  as  the  question 
is  one  of  tremendous  magnitude  and  the 
greatest  importance  it  demands  the  most 
careful  study  and  experiments  in  order  to 
devise  if  possible,  some  alteration  that, 
without  being  revolutionary  or  imprac- 
ticable, will  minimize  the  trouble. 

The  technical  papers  have  printed  a 
great  many  communications  consisting 
largely  of  recitations  of  well  known  facts 
about  the  prevalence  of  the  trouble  and 
speculations  about  the  causes,  but  very 
little  has  been  suggested  toward  actually 
overcoming  the  evil.  The  writer  begs  to 
propose  one  or  two  slight  alterations, 
which  can  be  made  without  difficulty  on 
most  designs,  that  will,  he  feels  sure, 
mitigate  to  some  extent  in  all  cases,  and 
possibly  entirely  overcome  it  in  others. 

It  has  occasionally  been  considered  ad- 
visable to  raise  grates  so  that  the  top  sur- 
face, instead  of  being  nearly  even  with 
the  top  of  the  mud  ring,  would  be  fron 
six  to  ten  inches  higher,  where  side  sheets 
have  developed  numerous  short  cracks  and 
other  defects  immediately  oposite  the  fire 
bed,  and  very  beneficial  results  have  uni- 
formerly  been  obtained,  but  this  has  usu- 
ally been  ascribed  to  the  formation  of  a 
mud    drum    below    the    fire    level,    where 


there  were  no  strong  currents,  and  where 
the  suspended  matter  in  the  .water  might 
find  a  quiet  resting  place,  thus  auto- 
matically improving  the  quality  of  the 
water  coming  in  actual  contact  with  the 
heated  portion  of  sheets. 

Recent  investigations  and  experiments 
apparently  show  that  this  supposition  is 
only  partially  correct,  and  that  the  most 
benefit  is  derived  from  the  fact  that  when 
the  fire  is  raised  above  the  mud  ring  any 
considerable  distance,  the  space  below  the 
fire  level  serves  as  a  distributing  header  or 
channel  through  which  the  relatively 
cooler  water  from  the  barrel  of  the  boiler 
flows  without  interference  from  the  vio- 
lent currents  produced  by  the  ascending 
steam  bubbles,  and  from  which  it  rises 
easily  to  displace  the  heated  water  above 
in  proportion  to  the  varying  rates  of 
evaporation  at  different  points  along  the 
sheet.  Instead  of  being  quiet  water  for 
the  mud  to  settle  in,  there  is  really  a 
powerful  current  running  from  the  throat 
sheet  water  space  toward  the  rear.  Un- 
doubtedly if  the  distance  between  the  top 
of  mud   ring  and  fire   was  great  enough. 
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there  would  be  a  body  of  quiet  water 
near  the  bottom,  but  within  the  limits 
possible  on  an  ordinary  modern  loco- 
motive this  does  not  occur,  and  the  water 
below  the  fire  is  forced  to  rise  by  the 
greater  weight  of  the  comparatively  quiet 
water  toward  the  front  of  the  boiler,  as 
compared  with  the  weight  of  the  water 
ascending  in  the  water  legs,  which,  owing 
to  its  being  largely  composed  of  steam 
bubbles,  is  consequently  much  lighter. 
The  action,  in  fact,  is  somewhat  similar  to 
that  which  causes  the  displacement  of  the 
comparatively  cold  water  in  the  return 
cross-over  pipes,  which  are  considerably 
below  the  fire  level  in  a  coach  heated  with 
hot  water.  There  really  does  not  appear 
to  be  any  other  channel  through  which 
the  returning  water  can  reach  the  heated 
portion  of  side  sheets  easily,  as  it  does 
not  appear  probable  that  there  is  any  con- 
siderable   downward    current    about    the 


firebox,  and  any  horizontal  movement 
above  the  grate  level  is  likely  interfered 
with  by  the  rapidly  ascending  currents  of 
water  and  steam  bubbles.  The  rapid  and 
uninterrupted  flow  of  water  from  the 
front,  it  is  obvious  that  this  supply  channel 
supplies  the  water  space  above  in  such  a 
way  as  to  prevent  local  overheating  in 
places  due  to  partial  blowing  away  of 
the  water  caused  by  rapid  evaporation 
and  insufficient  supply  of  water  to  re- 
place it  as  steam  is  formed.  As  practically 
all  of  the  water  supply  flows  in  from  the 
front,  it  is  obvious  that  this  supply  channel 
may  be  decreased  in  capacity  toward  the 
rear  end,  and,  in  fact,  its  cross  sectional 
area  should  decrease  in  direct  proportion 
to  the  distance  from  the  throat  sheet,  so 
that  only  enough  water  will  be  furnished 
at  the  rear  to  meet  the  requirements  of 
the  door  sheet,  and  the  logical  arrange- 
ment is  to  slope  the  mud  ring  toward  the 
front  to  the  necessary  or  possible  extent, 
and  then  place  the  grates  in  a  nearly 
horizontal  plane. 

In    order  to   ascertain   how    the    water 
actually    flows    about    the    water    legs,    a 
number  of  hollow  plugs  containing  "bulls- 
eve"  lubricator  glasses  were  screwed  into 
tlic  inside  and  outside  sheets  of  an  engine 
at  points  directly  opposite  each  other,  and 
as  the  grates  were  raised  above  them  the 
observer  could,  with  the  assistance  of  an 
electric    light    held    on    the    other    side, 
watch  the  flow  of  water  perfectly,  a  little 
spwdust  having  been  put  into   the  boiler 
previously  to   furnish   distinguishable   ob- 
jects.    When   no   steam   was   being   used 
there  was  no  pronounced  current,  but  as 
soon    as   the    injector    was    started   there 
was    a    strong    backward    flow     in    the 
water     space     below     the     grate     level, 
the   speed  of  which   appeared  to  become 
greater  proportionately  as  the  amount  of 
steam  consumed,  or  the  quantity  of  feed 
water     introduced     was     increased,     thus 
proving   the   usefulness   of   this    space   as 
an  aid  to  circulation.     At  the  same  time 
an    effort    was    made    to    ascertain    the 
cl-.ange   in   temperature   in   the  water   leg 
caused  by  the  introduction  of  feed  water 
at  different  heights  on  the  boiler  barrel. 
To  this   end  thermometers  were  inserted 
through  the  outside  sheet  into  the  water 
space,   and  then   equal  quantities  of  feed 
water  of  the  same   temperature  were  in 
jected   during  uniform  periods,  while  the 
steam  pressure  was  kept  at  the  same  point. 
The  results  are  the  strongest  possible  ar- 
gument in  favor  of  introducing  feed  water 
through  the  top  of  the  boiler,  instead  of 
the  side  or  bottom,  as  thermometer  read- 
ings  taken  at  a  point   about  four  inches 
above    the    top    of   grates    and    four    feet 
from    the    front    of    firebox,    where    side 
sheets  fail  most  frequently,  showed  only  a 
drop  of  twelve  degrees   Fahr..  when   the 
water  was  put  in  at  the  top.  as   against 
forty-six    degrees    drop   when    introduced 
through  the  side  of  boiler  about  half  way 
up.  and  ninety-five  degrees  drop  when  in- 
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jected  through  the  bottom  of  barrel.  As 
it  is  universally  conceded  that,  other 
things  being  equal,  the  firebox  sheet 
that  is  subjected  to  the  least  change 
in  temperature  will  remain  in  service 
the  longest,  and  as  it  evidently  se- 
cures this  desirable  condition  in  a  large 
degree,  it  appears  safe  to  say  that  the 
feed  water  should  always  be  introduced 
through  the  top  of  the  boiler  barrel,  and 
where  possible  the  top  grates  should  be 
from  six  to  eight  inches  above  the  top  of 
foundation  ring.  The  latter  feature  is  im- 
practicable on  some  designs  with  very 
short  water  legs,  but  as  ~  already  ex- 
plained, considerable  benefit  will  be  de- 
rived from  the  change  where  it  is  possible, 
and  in  getting  out  designs  for  new  engines 
special  provision  should  be  made. 

J.    S.    HUXGERFORD, 

Winnipeg,  Man.  Supt.  of  Shops. 


would  be  too  expensive  for  use  in  that 
connection.  I  was,  therefore,  compelled 
to  use  a  screw,  as  is  shown  in  the  prmt. 
The  first  trial  device  showed  a  won- 
derful saving  of  time  over  the  old  method. 
Two  helpers  or  laborers  removed  a  pair 
of  defective  wheels  and  replaced  them 
with  a  pair  of  good  wheels  in  less  than 
half  an  hour  from  the  time  the  screvv 
jacks  were  placed  under  the  locomotive 
to  release  the  weight,  and  again  removed. 
The  late  Mr.  Howard  Fry  was  then  su- 
perintendent of  Motive  Power  of  the 
Philadelphia  &  Erie  Division  of  the  Penn- 
sylvania Railroad.  (He  afterward  be- 
came superintendent  of  Motive  Power  of 
the  West  Shore  Railway  Company,  now 
part  of  the  New  York  Central).  He  was 
very  much  interested  in  the  device  and 
took  occasion  to  bring  several  of  his 
friends  to  see  it  in  operation.     He  made 


some  other  person  did  get  a  patent  on 
the  very  same  device  many  years  after 
I  had  constructed  the  original  one  and 
put  it  into  use. 

W.  H.  Thomas, 
Late  Supt.  of  Motive  Power. 
Philadelphia.  Pa.  Southern  Ry. 


Bank    Vs.    Level    Firing. 

Editor : 

In  answer  to  our  cousin  from  Sidney, 
X.  S.  W.,  on  page  154,  and  also  Mr. 
Brothers,  on  page  56,  in  reference  to 
Bank  vs.  Level  Fires,  I  may  say  that  I 
am  not  altogether  in  favor  of  this  prac- 
tice, yet  I  am  very  sorry  to  see  that  none 
of  our  good  readers  have  tried  this  long- 
distance firing  and  let  us  know  through 
the  columns  of  your  valuable  magazine 
v.hat  they  can  do,  and,  in  fact,  see  if 
they  can  better  our  distance  or  record. 


THOMAS'   ORIGINAL  DROP   PIT. 


Original   of   the   Drop   Pit. 

Editor : 

I  beg  to  enclose  a  blue-print  of  what, 
perhaps,  was  the  first  drop  pit  ever  in- 
vented for  removing  and  replacing  en- 
gine trucks  or  driving  wheels  of  a  loco- 
motive without  jacking  up.  The  print 
was  made  in  1877,  from  a  tracing,  and 
the  tracing  was  made  at  the  time  the  de- 
vice was  constructed  by  me  in  the  round- 
house of  the  Pennsylvania  Railroad  Com- 
pany at  Renovo,  Pa.  At  the  time  I 
happened  to  be  foreman.  It  was  designed 
to  use  a  hydraulic  jack  for  raising  and 
lowering  the  wheels,  but  as  hydraulic 
jacks  in  those  days  were  luxuries,  the 
officers    of    the    company    thought    they 


the  claim  for  it  that  it  was  one  of  the 
greatest  labor-saving  devices  he  knew  of. 
In  the  course  of  a  few  years  the  device 
was  put  into  use  by  many  of  the  leading 
railroads.  When  compressed  air,  how- 
ever, came  into  general  use,  the  screw 
was  discarded  and  an  air  hoist  used  in 
place  thereof  in  the  pits  afterward  con- 
structed. 

When  on  a  visit  to  the  Renovo  shops,  a 
few  months  ago,  I  found  the  old  device, 
this  original  design,  still  "doing  business 
at  the  old  stand."  I  have  since  learned 
that  it  has  been  removed  to  a  smaller 
shop  at  another  point  on  the  line,  where 
compressed  air  is  not  available.  The  de- 
vice was  never  patented  by  me,  although 


Getting  back  to  the  answ^er,  I  will  say  in 
the  first  place,  in  order  to  go  such  a  dis- 
tance the  fire  will  have  to  be  built  up 
solid  with  the  three-shovel  system,  that 
is,  only  fire  three  shovels  of  coal  at  one 
time,  one  on  each  side  and  one  in  the 
middle  of  firebox,  until  it  is  built  very 
heavy  in  the  back  end ;  in  fact,  nearly 
closing  the  furnace  door  opening,  having 
about  2j^  ft.  of  fire  in  front  end,  so  that 
it  will  be  necessary  to  have  about  4,000 
lbs.  of  coal  in  firebox  at  last  firing. 

Secondly.  Our  fireboxes  are  iii  ins. 
long  and  72  ins.  wide,  having  38  ins.  of 
front  end  of  firebox  bricked  off  with  fire 
brick,  leaving  firebox  73  ins.  long.  Now 
to  convince  themselves  that  this  can  be 
done,  have  their  fireman  build  up  his  fire 
running  along  the  road  to  about  the 
amount  above  named,  have  the  engineman 
use  a  light  throttle,  or  just  enough  steam 
to  make  the  schedule,  and  see  how  far 
they  can  go  with  this  fire  without  looking 
a:  it,  much  less  adding  coal  to  same,  and 
see  if  they  are  not  surprised  with  the  re- 
sult. Try  it,  one  and  all,  and  let  us  know 
your  answer. 

Thirdly.  In  order  to  keep  the  engine 
from  blowing  off  at  safety  valves  in  the 
engine  house,  we  wet  the  coal  before  put- 
ting it  on  the  fire,  close  both  dampers,  and 
put  a  piece  of  sheet  iron  over  the  top  of 
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stack,  sheet  iron  pad  with  s-iii.  hole  in  it 
is  to  retard  the  draft,  and  let  gases  out; 
doing  this,  the  engine  would  stand  for 
hours  without  blowing  ofT. 

Fourthly.  There  is  not  so  nuich  heat 
lost  if  the  fireman  is  careful  in  preparing 
or  building  up  his  lire. 

Fifthly.  All  enginemen  and  firemen  know 
to  report  to  engine  house  two  hours  before 
train  leaving  time,  on  short  as  well  as 
long  runs,  as  they  all  have  to  be  out  of 
engine  house  one  hour  before  train  leaving 
time,  as  engine  houses  are  from  one  to 
six  miles  away  from  station  or  terminals. 

This  article  has  given  ine  great  pleasure, 
as  I  have  had  letters  from  Richmond,  Va., 
Washington,  D.  C. ;  Boston,  Mass. ;  Pitts- 
burgh, Pa. ;  Chicago,  III. ;  Spooner  and 
Madison,  Wis. ;  San  Francisco,  Cal. ;  San 
Pueblo,  Canal  Zone,  and  Lagos,  West 
Africa,  from  Southern  Nigerian  R.  R.  in 
reference  to  coal  used  (kind),  size  of  loco- 
motives and  fireboxes,  and  existing  con- 
ditions of  road  as  to  time,  grades,  etc. 

M.  H.  Lee. 

Philadelphia,  Pa. 


Appreciation    from    Australia. 

Editor: 

Being  a  constant  reader  of  your  valuable 
magazine    for    the    past    twelve    years,    I 
thought  perhaps  that  it  would  not  be  out 
of  place  on  my  part,  sending  you  under 
separate  cover  the  evolution  of  the  loco- 
motive   in     Queensland.      Wishing    your 
•  paper   every   success   for   its   future   from 
one  of  the  Queensland,  Australia,  drivers. 
James   Sanderson, 
Woolloongabba  Loco.  Dept. 
Brisbane,  Australia. 


Should  Not  Pass  a  Red. 

Editor : 

Referring   to   the   preventation   of   acci- 


do  not  believe  that  we  should  pass  a  red 
singal   at   high   speed. 

G.    C.    Grantin, 
Road  Foreman  of  Engines, 
Horncll,  N.  Y.  Erie  R.  R. 


hesive  weight,  and  to  the  speed  at  which 
the  engine  is  intended  to  work.  Cylinder 
c/ipacity  must  be  considered  in  connection 
with  this,  because  an  engine  with  consid- 
erable   weight   on    the    driving    wheels    is 
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Boiler  and   Cylinder   Design. 
Editor : 

In  the  design  of  the  modern  locoinotive 
the  two  most  important  considerations  are 
the  boilers  and  cylinders — everything  is 
made  subordinate  to  these.  Of  the  two, 
the  boiler  is  the  most  important,  because 
on  it  depends  the  successful  working  of 
the  engine;  if  it  is  unable  to  supply  the 
necessary  quantity  of  steam  the  engine 
is  sure  to  lose  time  on  a  hard  schedule. 
Again  the  boiler  may  be  able  to  supply 
the  steam,  but  it  may  do  this  at  a  sacrifice 
of  economy  in  the  use  of  fuel  and  water 
— probably  due  to  insufficient  grate  area 
and  heating  surface,  which  are  the  two 
most    important    elements    in    the    boiler. 


dents  on  account  of  imperfect  signal  be- 
ing displayed  or  passing  signals  on  ac- 
count of  imperfect  aspect.  This  subject 
has  resulted  in  a  great  deal  of  difference 
of  opinion ;   so   far  as   I  am   concerned   I 


i  :.;..:■..  J.  .  1  i:.\i.lA. 

For  these  reasons,  the  boiler  should  be 
made  as  large  as  the  weight  of  the  loco- 
motive will  permit. 

The  size  of  the  locomotive  boiler  should 
be    proport'oncd    to    the    amount    of    ad- 


capable  of  pulling  a  heavier  load — that  is, 
exerting  a  greater  tractive  power — than 
one  with  little  adhesive  weight.  It  is 
unnecessary  to  state  that  the  tractive 
power  is  limited,  independently  of  the  cyl- 
inder power,  by  the  weight  on  the  driving 
wheels,  and  friction  between  the  driving 
wheels  and  the  rails.  In  order  that  the 
full  tractive  power  may  be  utilized,  on 
starting,  the  cylinder  capacity  should  be 
proportioned  to  the  adhesive  weight. 
Under  these  conditions  the  cylinders  will 
not  limit  the  power  at  any  speed. 

The  cylinders  of  both  freight  and  pas- 
senger engines  consume  large  quantities 
of  steam;  in  the  freight  engine  the  steam 
generated  in  the  boiler  is  used  to  supply 
the  very  large  cylinders — large  because  of 
the  long  piston  stroke — and  in  the  passen- 
ger engine  it  is  used  to  fill  smaller  cylin- 
ders which  are  using  the  steam  and  ex- 
hausting it  at  a  much  faster  rate.  It  is 
evident  that  the  size  of  the  driving 
wheels  have  a  decided  influence  on  the 
speed  of  the  piston,  because  small  wheels 
make  more  revolutions,  in  running  a  given 
distance,  than  large  ones,  and  hence  with 
the  latter,  more  strokes  of  the  piston  are 
made.  Driving  wheels  of  large  diameter 
are  always  used  for  fast  passenger  en- 
gines, in  order  to  keep  down  the  piston 
speeds ;  the  large  wheels,  however,  require 
larger  cylinders — large  in  diameter,  with  a 
short  piston  stroke,  and  hence  the  steam 
consumption  is  not  materially  reduced. 
Economy  will  increase  with  increasing  di- 
ameter of  drivers,  provided  the  work  at 
average  speed  does  not  necessitate  a  cut- 
off longer  than  one-fourth  the  stroke. 

From  what  has  been  stated  above,  it  is 
evident  that  a  passenger  locomotive  must 
have  greater  boiler  capacity  than  a  freight 
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engine.  By  means  of  the  B.  D.  factor,  or 
factor  of  steam  consumption,  the  boiler 
capacities  of  engines  of  the  same  type,  or 
of  different  types,  can  easily  be  compared. 
This  factor  expressed  as  a  ratio  is : 

Tractk-e   Effort   X    I>river   Diameter 
Heating  Surface. 

It  is  evident  that  a  low  ratio  gives  the 
largest  boiler  capacity.  The  Atlantic, 
Pacific  and  Prairie  type  engines  have  the 
lowest  B.  D.  factor — a  ratio  of  about  600 
is  considered  very  good  practice  for  these 
engines. 

In  order  to  keep  our  modern  Pullman 
trains,  weighing  from  500  to  600  tons,  run- 
ning on  a  schedule  of  40  or  50  miles  an 
liour,  exceptional  power  is  required.  A 
few  years  ago  the  ten-wheel  type  engine 
v/as  used  for  heavy  and  fast  passenger 
service ;  but  at  the  present  time  the  Pacific 
type  has,  largely,  superseded  the  4-6-0 
type,  and  the  ten-wheel  engine  has  been 
relegated  to  less  strenuous  service.  As 
a  rule  the  ten-wheel  type  engines  havu 
more  weight  on  their  drivers  and  a  greater 
hauling  capacity  in  proportion  to  the  total 
weight  than  the  4-6-2  type.  Hence,  in 
starting  and  accelerating  heavy  passenger 
trains  the  4-6-0  type  is  equal  to  the  4-6-2 
type ;  for,  the  maximum  tractive  power  of 
the  engine  is  not  a  measure  of  what  may 
be  required  of  the  boiler.  The  full  trac- 
tive power  is  only  used  in  starting,  but  the 
larger  portion  of  the  work  and  the  great- 
est power  is  developed  while  cutting  off 
at  less  than  half  stroke.  It  is  possible  for 
a  small  boiler  to  supply  all  the  steam  nec- 
essary at  slow  speed,  but  it  is  the  exacting 
service  of  pulling  heavy  trains  at  high 
sustained  speeds  that  requires  large  boiler 
capacity.  The  drain  on  the  boiler  under 
such  conditions  is  enormous,  and  when 
wt  consider  that,  in  addition,  the  train 
must  be  heated  and  lighted,  the  perform- 
ance of  the  4-6-2  type  is  commendable. 

The  Pacific  type  engines,  put  in  service 
en  the  New  York  Central  last  year,  are 
the  best  example  of  a  locomotive  with 
plenty  of  reserve  boiler  capacity.  They 
have  a  B.  D.  factor  of  550,  which  is  con- 
siderably below  the  average  figure  for 
Pacific  type  locomotives.  Their  steam 
generating  capacity  is  unequaled,  as  is 
shown  by  the  results  obtained  in  service. 

Although  the  4-4-2  typi  has  not  the 
total  heating  surface  for  a  given  total 
weight  that  is  provided  in  the  4-6-2  type, 
it  has  made  an  enviable  record  with  mod- 
erately heavy  trains.  A  few  years  ago, 
before  the  introduction  of  the  large  Pacific 
type  engines,  Atlantic  type  engines  han- 
dled the  heavy  limited  trains  (on  the 
N.  Y.  C),  made  up  of  from  ton  to  fifteen 
cars.  These  engines  had  difficulty  in 
starting  the  heavy  trains,  due  to  the  defi- 
cient tractive  weight,  but  they  made  a  re- 
markable record  of  power  and  speed, 
when  once  the  train  was  well  under  way. 
Yard  engines  were  often  on  hand  to  aid 
these   locomotives    in    making   the    start — 


that  is,  they  gave  a  push  at  the  back  end 
of  the  train. 

The  Consolidation  engine  being  designed 
for  heavy  trains,  and  slow  speeds,  has  a 
large  maximum  tractive  effort  which  is 
available  up  to  a  speed  of  about  eight 
miles  an  hour,  from  which  point  the 
boiler  capacity  reduces  the  draw  bar  pull 
as  the  speed  increases.  The  small  diame- 
ter of  driving  wheels  limits  the  speed  to 
some  extent,  but  nevertheless,  on  some 
roads  this  type  of  engine  is  assigned  to  the 
Q.  D.  and  '"High  Ball"  runs,  which  run 
on  schedules  nearly  as  fast  as  those  of 
the  passenger  trains.  The  2-8-0  type  may 
be  able  to  make  bursts  of  speed,  but  it  has 
no  reserve  boiler  capacity  for  high  sus- 
tained speeds.  It  has  another  field  of 
usefulness — that  of  hauling  heavy  ton- 
nage trains   at  comparatively   low   speeds. 

The  power  of  any  locomotive  is  depend- 
ent on  three  coefficients :  the  total  heating 


over  mechanically-operated  pumps  for  use 
on  the  locomotive. 

The  thermal  efficiency  of  the  injector  is 
practically  100  per  cent.,  since  all  the  heat 
energy  required  to  operate  it  is  returned  to 
the  boiler  and  the  only  loss  is  that  due  to 
radiation. 

The  first  requisite  for  the  successful 
working  of  an  injector  is,  of  course,  the 
proper  size  for  operating  under  and 
against  a  given  steam  pressure  and  the 
capacity  corresponding  to  the  requirements 
of  the  boiler.  Most  injectors  are  capable 
of  working  under  a  wide  range  of  pres- 
sures and  capacities,  but  results  of  tests 
will  show  that  they  are  neither  economi- 
cal nor  reliable  when  worked  at  other  than 
normal  rating. 

Great  care  should  be  taken  that  the  size 
of  piping  recommended  by  the  manufac- 
turer be  used  and  its  sectional  area  should 
never   be    less    than    that   of   the   injector 
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surface,  the  rate  of  steam  production,  and 
the  efficiency  of  the  utilization  of  the 
steam.  As  far  as  getting  trains  over  the 
road  on  schedule  time  is  concerned,  the 
first  two  coefficients  are  the  most  impor- 
tant, but  where  possible  efficiency  of 
steam  utilization  is  required.  High  steam 
pressures,  compounding  and  superheated 
steam  have  been  introduced  to  effect  this 
efficiency,  and  have  met  with  a  fair  de- 
gree of  success.  W.  Smith, 
Neivarfi,  Oluo.                 B.  &  O.  R.  R. 


Injector  Troubles. 
Editor: 

The  injector  is  the  ideal  locomotive 
boiler  feeder  and  is  now  used  for  this 
purpose  almost  to  the  exclusion  of  al! 
other  methods.  Low  maintenance,  cost, 
high  thermal  efficiency,  ease  of  operation 
and  compactness  of  form  in  proportion  to 
capacity    give    it    an    immense    advantage 


connections.  Injectors  used  on  locomo- 
tives are  usually  of  the  lifting  type,  so  they 
may  be  placed  in  the  cab  for  convenience 
in  operating. 

In  this  type  the  water  must  first  be  lifted 
a  height  equal  to  the  difference  in  level 
between  the  injector  and  the  water  in  the 
tank  and  then  forced  into  the  boiler. 

In  lifting  the  water,  a  vacuum  must  be 
created  in  the  suction  pipe.  This  is  accom- 
plished by  means  of  an  auxiliary  or 
primary  valve,  which,  on  being  opened, 
allows  steam  to  flow  through  the  body  of 
the  injector  and  by  induction  the  air  is 
carried  along  with  it  and  out  through  the 
overflow.  Atmospheric  pressure,  acting  on 
the  water  in  the  tank,  then  forces  the 
water  from  the  tank,  through  the  suction 
hose  and  into  the  injector. 

There  are  many  things  which  may  cause 
the  water  to  fail  to  rise  and  flow  into  the 
injector,  and  by  starting  at  the  tank  and 
following  along  the  path  the   water  must 
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take,  these  reasons  will  become  appareiu. 
First,  the  tank  may  be  empty  or,  if  in  the 
winter  time,  the  water  may  become  coated 
with  a  sheet  of  ice  which  will  prevent  the 
admission  of  air  and  no  water  can  enter 
the  suction  hose.  Tank  hose  strainer 
clogged  with  rubbish,  loose  hose  lining, 
leaks  in  suction  hose  and  pipe,  stuck  over- 
flow valve  or  clogged  overflow,  all  have  a 
tendency  to  prevent  the  proper  flow  of 
water  to  the  injector,  and  of  these,  dirty 
strainer  and  leaks  in  the  suction  pipe  are 
by  far  the  most  common. 

As  the  water  begins  to  flow  into  the 
injector,  the  main  steam  valve  is  opened, 
the  overflow  closed  and  the  injector 
should  go  to  work. 

In  some  injectors  the  overflow  is  closed 
mcclianically  in  the  operation  of  opening 


tubes  which  would  be  present  if  the  in- 
jector worked  on  the  principle  of  the 
steam  pump.  After  starting  an  injector  of 
this  type  the  overflow  valve  may  be  re- 
moved entirely  without  interrupting  its 
working. 

If  an  injector  lifts  the  water  and  fails 
to  force  it  into  the  boiler,  its  general  be- 
havior will  often  indicate  where  the 
trouble  is.  If  it  blows  back  through  the 
suction  pipe  into  the  tank  it  may  be  due 
to  a  check  valve  stuck  to  its  seat  or  the 
overflow  valve  may  have  closed  or  partly 
closed  before  the  steam  has  accelerated 
the  water  sufficiently  to  overcome  the 
pressure  in  the  boiler.  This  seldom 
occurs  w-ith  the  open  overflow,  but  is 
often  very  troublesome  with  the  closed 
overflow;  in  fact,  all  injectors  of  this  type 
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the  steam  valve  or  ram.  while  others  have 
simply  a  floating  valve,  which  closes  by 
gravity. 

The  Metropolitan  is  a  well-known  ex- 
ample of  the  former  and  the  Sellers  of 
the  latter.  It  is  readily  seen  that  the  over- 
flow serves  a  two-fold  purpose:  (i)  It 
allows  the  air  to  escape  from  the  injector 
when  the  vacuum  is  formed  and  (2)  it  pro- 
vides for  the  escape  of  the  surplus  water 
which  accumulates  in  the  injector  before 
the  mingled  steam  and  water  has  attained 
a  suflicient  velocity  to  overcome  the  oppos- 
ing boiler  pressure. 

It  is  rather  a  remarkable  fact  that 
although  the  injector  has  been  in  use  for 
over  fifty  years,  the  theory  of  its  operation 
is  in  dispute.  The  "velocity"  theory  is  the 
one  now  generally  accepted  as  correct,  al- 
though the  "pressure"  theory  has  its 
followers. 

A  significant  fact  in  this  connection  is 
the  ability  of  an  injector  to  work  with  an 
open  overflow.  It  certainly  indicates  that 
there  is  no  pressure  in  the  space  over  the 


in  which  the  overflow  valve  and  starting 
lever  move  simultaneously  are  objection- 
able for  this  very  reason.  The  two  valves 
being  rigidly  connected  together,  it  is 
very  difficult  to  keep  a  perfect  adjustment 
and  the  overflow  valve  will  sometimes 
seat  before  the  main  steam  valve  has  fully 
opened,  and  then  again  in  shutting  the 
injector  ofif  the  overflow  valve  may  come 
up  against  its  guide  before  the  steam 
valve  seats;  result,  a  hot  injector  and  a 
hot,  sticky  cab. 

If  part  or  all  the  water  goes  out  of  the 
overflow,  it  indicates  a  stuck  boiler  or 
line  check,  worn  or  obstructed  tubes, 
leaky  suction  pipe,  incorrect  proportions 
of  water  and  steam  or  dirt  under  the 
overflow  valve.  Badly  worn,  obstructed 
or  loose  nozzles  and  tubes  in  an  open 
overflow  injector  will  invariably  cause  a 
dribbling  and  waste  of  water  at  the  over- 
flow. Tlie  use  of  muddy,  gritty  water 
soon  means  nozzles  and  tubes  too  large 
or  out  of  round,  and  in  hard  water  dis- 
tricts they  soon  become  limed  up.     This 


trouble  increases  very  rapidly  as  the 
steam   pressure   increases. 

It  is  important  that  a  distinction  be 
recognized  between  a  faulty  injector  and 
faulty  auxiliary  attachments  in  case  of 
failure.  If  the  fault  lies  in  front  or  be- 
hind the  injector,  it  certainly  would  be  a 
waste  of  time  to  replace  it  with  another. 

It  may  be  said  in  general  that  if  an  in- 
jector stops  suddenly  or  fails  to  start, 
the  water  supply  has  been  cut  off  by  dirt 
or  loose  hose  lining.  Blowing  steam  back 
through  the  suction  pipe  will  generally 
bring  relief  by  cleaning  out  the  pipe  and 
straightening  out  the  loose  lining,  but  it 
is  likely  to  be  only  temporary,  because  the 
dirt  will  settle  back  again  and  the  lining 
will  roll  up  again  as  soon  as  the  water 
begins  to  flow  from  the  tank. 

An  injector  that  works  intermittently 
and  sluggishly  or  wastes  water  at  the  over- 
flow generally  needs  repairs,  although  if  it 
is  getting  air  the  same  resuhs  will  occur. 

Injectors  and  accessories  receive  far 
less  care  and  attention  than  they  should 
in  view  of  their  importance.  There  is  cer- 
tainly nothing  about  a  locomotive  that 
could  put  it  out  of  business  more  effec- 
tually than  an  interruption  to  its  water 
supply.  Yet  there  are  very  few  injectors 
that  are  operated  under  ideal  conditions 
or  that  do  not  show  marks  of  rough 
usage.  It  would  be  hard  to  find  any  one 
thing  more  trying  to  an  engineer's  peace 
of  mind  than  a  balky  injector,  whether  it 
is  the  fault  of  the  injector  or  not.  In 
such  cases  it  is  better  policy  to  use  the 
spare  injector  altogether  before  a  run 
has  to  be  made  for  water. 

Right  here  it  may  be  said,  in  passing, 
that  the  spare  injector  is  not  put  on  an 
engine  as  an  ornament,  but  it  should  be 
tested  frequently  so  that  it  can  be  relied 
upon  to  an  absolute  certainty  in  case  of 
emergency. 

The  writer  can  recall  an  instance  where 
an  engineer,  pulling  a  passenger  train,  had 
to  dump  his  fire  out  in  the  country 
"miles  from  nowhere,"  for  the  simple 
reason  that  both  injectors  failed  at  an 
unexpected  moment.  Upon  investigation 
he  admitted  that  he  had  not  tried  the 
spare  injector  since  receiving  the  engine 
from  the  shop  two  weeks  before.  When 
the  injector  was  taken  apart  the  tubes 
were  found  to  be  nicely  coated,  on  the  in- 
side, with  black  paint  which  had  been 
drawn  up  from  the  tank  when  the  engine 
was  tested. 

In  repairing  injectors  it  is  of  the  ut- 
most importance  to  keep  everything  to  as 
near  standard  sizes  as  it  is  possible  to 
make  it.  It  is  an  excellent  policy  to  work 
from  a  drawing  or  from  a  standard 
model.  Care  should  also  be  taken  to  use 
the  right  size  of  nozzles  and  tubes.  Some 
injectors  are  made  to  receive  nozzles  and 
tubes  of  different  sizes,  the  size  determin- 
ing the  feeding  capacity.  To  work 
economically  an  injector  must  admit  of 
close  regulation  so  that  it  may  be  operated 
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continuously,  which  cannot  be  done  if  the 
feeding  capacity  of  the  tubes  is  very  much 
in  excess  of  the  evaporative  capacity  of 
the  boiler. 

It  is  of  doubtful  economy  to  use  "home- 
made" repair  parts  in  injectors,  as  the 
quality  of  material  is  generally  much  in- 
ferior to  that  of  the  manufacturer  and 
there  is  likely  to  be  more  or  less  variation 
in  size  and  shape  from  standard.  In 
reaming  or  forcing  seats  and  joints  care 
should  be  taken  that  the  parts  when 
brought  up  to  position  again  will  bear  the 
same  relationship  to  each  other  as  regards 
spacing,  alignment,  etc.,  as  called  for  by 
the  standard.  AH  dirt  and  scale  should 
be  removed  from  the  body  and  parts  and 
the  former  carefully  inspected  for  holts 
and  cracks.  All  valves  should  have  snug 
fits  in  their  seats  and  guides,  so  that  when 
moved  they  will  stay  in  line  and  come  up 
square  on  their  seats. 

As  an  illustration  of  this  point  a  certain 
road  not  long  ago  were  having  a  great 
deal  of  trouble  with  a  number  of  Metro- 
politan "1898"  injectors.  They  were  very 
hard  to  prime  and  would  break  and  blow 
back  in  the  tanks  as  soon  as  started. 
Every  imaginable  remedy  was  tried  with- 
out success  until  it  was  noticed  that  the 
end  of  the  main  steam  valve  which  passes 
through  a  hole  in  the  body  just  back  of 
the  steam  nozzle  was  worn  to  a  very  loose 
fit.  Another  valve  was  turned  up,  the  end 
of  which  made  a  snug-sliding  fit  in  the 
hole  and  the  priming  problem  was  solved. 
Then  some  one  observed  that  the  nut 
holding  the  overflow  valve  disc  on  its 
stem  should  be  large  enough  to  com- 
pletely fill  the  hole  underneath  the  seat 
when  the  valve  was  drawn.  This  was 
done  and  all  trouble  disappeared.  A  little 
reflection  will  show  why  these  changes 
produced  the  right  results. 

In  the  first  case  when  the  priming  valve 
was  opened,  the  steam,  instead  of  passing 
through  the  litfing  steam  nozzle  and  lift- 
ing the  water,  part  of  it  passed  around 
the  end  of  the  worn  steam  valve  through 
the  forcing  steam  nozzle,  forcing  tube  and 
overflow  to  the  atmosphere.  In  the  sec- 
ond case,  a  small  nut  on  the  overflow 
valve  spindle  permitted  a  full  opening  of 
the  valve  until  it  was  nearly  to  its  seat 
and  then  would  close  very  suddenly, 
more  water  would  be  in  the  injector  than 
the  steam  could  handle  and  the  injector 
would  break.  By  using  a  nut  large 
enough  to  nearly  fill  the  hole  a  very 
gradual  closure  of  the  overflow  was 
obtained. 

It  is  needless  to  say  that  the  repairing 
of  injectors  requires  not  only  mechanic.il 
skill  of  the  highest  order,  but  a  thorough 
knowledge  of  the  principle  by  which  it 
operates,  together  with  a  clear  understand- 
ing of  its  construction  are  absolutely  neces- 
sary. A  careless  or  inexperienced  work- 
man can  easily  ruin  an  injector,  to  say 
nothing  of  putting  it  in  working  con- 
dition. 


While  it  is  true  that  the  highly  im- 
proved injectors  of  the  present  are,  by 
reason  of  their  simplicity,  very  easy  to 
operate,  still  it  is  not  every  one  that  can 
get  good  results  from  them  under  any 
and  all  conditions  of  locomotive  service. 
A.  W.  Vestal, 

Danville,  III.  C.  &  E.  I.  Ry. 


Self-Cleaning  Ash  Pan. 

Editor : 

I  am  sending  you  a  sketch  of  an  ashpan 
that  is  to  be  tried  on  the  St.  Louis  &  San 
Francisco  Railroad.  The  pan  was  de- 
signed by  Wm.  Cheney,  road  foreman  of 


END    VIEW,    SHOWING    STEAM    PASSAGE 

IN  SIDE  OF  PAN  TO  PREVENT 

FREEZING. 

equipment,  and  myself.  By  referring  to 
sketch  you  will  see  that  dumping  feature 
of  the  pan  is  all  attached  to  the  cast  bot- 
tom, so  that  should  the  pan  warp  in  such 
a  manner  that  the  cast  iron  bottom  sets 
on  an  angle  it  will  in  no  way  affect  the 
operation  of  the  pan.  The  bottom  or  slide  is 
set  away  from  casting,  and  should  the  cast- 
ing get  out  of  shape,  which  is  not  likely, 
the  dumping  feature  will  not  be  affected. 


Drop   Testing   Machine. 

The  Department  of  Railway  Engineer- 
ing of  the  University  of  Illinois  has  re- 
cently erected  a  drop  testing  machine 
which  is  identical  in  design  with  the 
standard  machine  of  the  Master  Car 
Builders'  .Association.  This  apparatus 
will  be  used  in  making  impact  tests  of 
such  materials  as  car  couplers,  wheels, 
axles,  etc.  It  consists  essentially  of  a 
spring  supported  anvil  weighing  20,000  lbs. 
upon  which  is  placed  ths  specimen  to  be 
tested,  and  a  hammer  weighing  1,640  lbs., 
which  runs  in  vertical  guides  rising  at 
either  side  of.  the  anvil.  This  hammer 
may  be  dropped  in  these  guides  from  any 
height  up  to  50  ft.  The  addition  of  this 
machine  to  the  e-xisting  equipment  of  the 
College  of  Engineering  of  this  institution, 
renders  it  possible  to  make  there  tension, 
compression,  bending,  and  impact  tests  of 
all  materials  of  construction,  on  speci- 
mens of  the  full  size  ordinarily  met  with 
in  practice. 

Through  the  courtesy  of  Mr.  \.  W. 
Gibbs,  the  Pennsylvania  Railroad  Com- 
pany furnished  the  drawings,  and  loaned 
its  patterns  for  the  construction  of  this 
machine.  The  Cleveland,  Cincinnati, 
Chicago  &  St.  Louis  Railroad  Company, 
through  its  superintendent  of  motive 
power,  Mr.  William  Garstang,  has  do- 
nated to  the  University  its  services  in 
connection  with  the  work  of  construction 
and  assembling  the  machine,  which  was 
done  at  the  Urbana  shops  of  this  company. 


Block  Signal  Installations. 

The  Chicago,  Rock  Island  &  Pacific 
Railway  will  eventually  have  automatic 
block  signals  on  270  miles  in  Missouri  and 
Iowa.  This  road  has  now  about  350  miles 
equipped,  that  is,  from  Chicago  to  the 
Mississippi  River.     The  Frisco  system  in- 


SIDE  VIEW  OF  SELF-DUMPING  ASH  PAN   ON  THE  TRISCU. 


The  track  arrangement  feature  of  the  pan 
makes  it  a  very  easy  working  dump. 

I  would  like  to  have  your  opinion  of 
the  pan  and  also  that  of  any  of  your 
readers  who  care  to  give  us  the  benefit  of 
their  views  through  the  columns  of  Rail- 
WAY  AND  Locomotive  Engineering.  The 
pan,  I  think,  may  be  of  interest  to  readers 
of  your  paper.  I  do  not  know  anything 
that  is  of  more  interest  to  the  railroad 
world  at  this  time  than  dump  pans. 
John  J.  Loud, 
General  Foreman  Frisco. 

Chaffee,  Mo. 


tends  to  carry  on  similar  work  on  prac- 
tically all  of  their  main  line.  Altogether, 
500  miles  of  the  Rock  Island  and  about 
Boo  miles  of  the  Frisco  are  included  in  this 
project.  It  is  understood  that  extensive 
experiments  in  the  use  of  telephones  for 
train  dispatching  will  be  made  later. 


We  should  be  perfect  in  all  we  do,  to 
help  in  the  formation  of  a  good  character. 
We  should  not  be  like  the  soapstone,  that 
crumbles  as  it  is  rubbed,  but  like  gold, 
that  shines  the  brighter  the  more  it  is 
used.— Macy  Lyon. 
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The  Annual  Meeting  of  the  Mechanical 
Railway  Men. 

It  was  a  happy  thought  that  grew  and 
blossomed  into  action — the  calling  together 
of  the  leading  men  in  the  mechanical  de- 
partments of  the  railway  world.  The 
interchange  of  thought  on  the  rapidly 
multiplying  problems  that  confronted  those 
who  were  engaged  in  the  construction  and 
repair  of  the  appliances  used  on  railways 
became  a  necessity,  and  it  would  be  diffi- 
cult, indeed,  to  estimate  properly  the  value 
of  the  enduring  work  that  has  grown  out 
of  these  annual  meetings  of  the  best  and 
brightest  minds  in  the  expanding  mechan- 
ical departments  of  railway  work  in 
America. 

That  the  need  of  such  meetings  was 
great  was  readily  proved  by  the  response 
which  at  the  first  call  was  spontaneous 
and  enthusiastic,  and  has  grown  in  im- 
portance year  by  year  until  to-day  the 
work  of  these  meetings,  as  shown  in  the 
able  reports  and  eloquent  debates  is 
looked  upon  as  standard  text-books  in 
their  separate  realms  of  matured  thought 
and  practical  endeavor.  The  questions 
that  have  been  discussed  at  these  meetings 
have  not  only  been  of  the  utmost  import- 
ance in  their  various  departments,  but 
they  have  been  met  and  mastered  in  a 
manner  that  would  have  been  impossible 
in  the  case  of  minds  working  separately 


and  at  remote  distances.  The  results  have 
been  of  the  most  beneficial  kind,  especially 
in  regard  to  the  standardization  of  many 
of  the  involved  mechanical  appliances 
used  on  railways.  We  need  not  now  enu- 
merate the  names  of  these  separate  parts 
that  liave  passed  through  the  crucible  of 
intellectual  analysis  and  by  systematic 
and  careful  experiment  have  been  brought 
to  universally  accepted  conclusions.  It 
is  rather  our  province  to  encourage  the 
continuance  of  the  good  work  and  to  point 
out  the  fact  that  much  still  remains  to 
be  done  in  the  growing  field  of  work 
which  these  associations  have  marked  out 
for  themselves,  and  which  they  have  so 
far  nobly   advanced. 

In  this  regard  the  report  of  the  commit- 
tee on  automatic  stokers  which  was  pre- 
sented at  the  Master  Mechanics'  Con- 
vention this  year  is  of  particular  interest, 
and  while  many  are  of  opinion  that  this 
important  problem  is  not  yet  completely 
solved,  it  is  generally  admitted  that  much 
progress  has  been  made.  It  is  well  known 
that  the  severe  mechanical  toil  experi- 
enced in  firing  the  largest  locomotives  has 
reached  a  point  that  approaches  the  limit 
of  human  endurance,  and  while  the 
younger  class  of  railway  men  are  un- 
questionably among  the  most  active  and 
robust  of  all  who  are  engaged  in  me- 
chanical occupations,  their  superb  vitality 
being  almost  equal  to  any  emergency,  it 
must  be  remembered  that  their  work  is 
not  altogether  of  a  merely  me.chanical 
kind,  but  also  involves  much  thoughtful 
concern  in  the  ceaseless  watchfulness  of 
the  intricate  features  of  the  mechanical 
appliances  with  which  they  are  entrusted. 
Many  of  the  best  minds  in  the  railway 
world  are  of  opinion  that  the  general  in- 
troduction of  mechanical  stokers  is  a  mere 
question  of  a  few  years,  and  in  this  belief 
we  largely  partake  with  the  added  hope 
that  the  triumph  of  mechanical  skill  in 
this  particular  will  be  complete. 

Apart  from  mere  mechanical  progress 
it  is  peculiarly  gratifying  to  observe  that 
questions  involving  the  better  education 
of  the  younger  railway  men  are  receiving 
that  attention  which  they  deserve.  The 
better  and  proper  education  of  appren- 
tices is  engaging  the  minds  of  the  leading 
railway  men  and  through  the  concerted 
actiorf  of  the  members  of  these  railway 
associations  much  has  been  already  ac- 
complished, and  it  is  of  particular  inter- 
est to  note  how  generously  many  of  the 
railroad  corporations  have  received  the 
suggestions  that  have  come  from  the 
united  thought  arising  from  the  meetings 
of  the  railway  associations.  That  the  most 
advanced  scientific  course  of  training  in 
applied  science  would  be  placed  within 
the  reach  of  the  humblest  apprentice,  in 
the  company's  time,  and  at  the  company's 
expense,  was  something  hardly  to  be 
dreamed  of  among  mechanical  workers 
of  the  last  century,  but  which  to-day  can 
be  observed  in  nearly  all  of  the  chief  rail- 
mad    mechanical    centres    as    an    accom- 


plished fact,  owing  its  beneficient  exist- 
ence largely  to  the  insistent  demands  of 
the  associations  to  which  we  have  alluded. 

Apart  from  these  facts  to  which  we  can 
only  briefly  refer,  there  is  a  growing  so- 
cial element  arising  from  such  meetings, 
the  real  value  of  which  would  also  be  diffi- 
cult to  overestimate,  and  which  is  appar- 
ent to  all  who  have  had  the  pleasure  of 
attending  these  conventions. 

We  no  longer  hear  of  that  senseless 
rivalry  between  the  employees  of  different 
corporations.  There  are  no  more  me- 
chanical mysteries  in  workshops.  Every 
new  device  is  openly  proclaimed  and  the 
fullest  information  in  regard  to  new  meth- 
ods widely  and  freely  circulated.  Inven- 
tion is  encouraged.  Ability  meets  with 
more  ready  recognition.  A  wider  and 
higher  companionship  exists  between  the 
most  active  and  intelligent  of  the  men  en- 
gaged in  a  common  industry.  In  a  word, 
nothing  but  good  has  come  of  the  meet- 
ings of  these  associations  of  railway  men. 
and  the  future  cannot  be  other  than  step- 
ping-stones to  higher  and  better  things. 

We  need  hardly  state  that  the  aim 
and  object  of  R,\ilway  and  Locomotive 
Engineering  has  always  been  in  the  di- 
rection in  which  these  associations  are 
moving.  It  is  very  gratifying  to  us  to 
know  that  our  work  has  been  warmly 
appreciated.  Many  of  the  leading  mem- 
bers of  these  associations  acknowledge 
that  they  owe  more  to  the  regular  perusal 
of  our  pages  in  the  thorough  acquisition 
of  a  mastery  of  their  calling  than  to  any 
ether  source  whatever.  We  are  hopeful 
of  continuing  to  be  able  to  be  worthy  of 
the  grateful  recognition  of  thousands  yet 
untried  in  railroad  work.  We  are  proud 
of  the  part  that  we  have  taken  in  the  or- 
ganization of  these  associations.  It  has 
been  our  dim  and  object  to  reflect  in  a 
condensed  form  the  best  and  brightest  of 
their  work.  We  are  not  forgetful  of  the 
great  numbers  of  railway  men  whose  op- 
portunities to  attend  such  meetings  are 
limited,  but  whose  interests  in  the  matter 
discussed  are  as  keen  as  those  who  are 
able  to  be  present.  Their  interests  are 
our  interests,  and  anything  that  may  add 
to  the  knowledge  essential  to  a  mastery  of 
their  calling,  anything  that  may  tend  to 
lighten  the  burden  of  labor  or  to  increase 
their  comfort,  will  continue  to  be  oiir  aim 
and  object. 

The  Appeal  of  the  Railway  SignaL 
In  our  general  correspondence  col- 
umns for  this  month  will  be  found  a 
number  of  letters  from  practical  men, 
engineers,  road  foremen  of  engines  and 
others,  called  out  by  our  article  on  sig- 
nals in  the  May  issue.  The  men  who 
write  are  the  ones  who  have  to  observe 
and  obey  the  signals,  no  matter  what 
system  is  adopted  by  the  railway,  they 
serve,  and  no  matter  what  the  color 
scheme  of  the  right  signals  may  be. 
These  men  are  the  ones  who  make  the 
record  of  signal  observance  which  rail- 
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ways  are  proud  of.  It  is  on  the  con- 
scientious work  of  such  men  as  it  ap- 
pears in  the  signal  records  of  the  road, 
sometimes  called  the  surprise  checking 
system,  that  the  officials  rely  when  they 
give  out  statements  to  the  public  and 
to  the  press  that  98  per  cent,  signal  ob- 
servance is  normal  on  their  line. 

The  remarks  made  by  this  class  of 
railroad  men  is  well  worthy  of  atten- 
tion by  all,  because  it  is  the  honest 
opinion  of  practical  men,  alert  and 
diligent  concerning  the  matter  in 
hand.  We  invite  our  friends,  the  en- 
gineers, firemen,  road  foremen  of  en- 
gines and  others  who  are  properly  and 
rightly  interested  in  this  important 
subject  and  who  we  believe  are  com- 
petent to  give  some  very  valuable  in- 
formation, to  keep  up  the  good  work 
and  send  us  in  their  views.  Write  us 
what  you  think  and  feel.  Our  columns 
are  open  for  the  intelligent  discussion 
of  the  subject. 

One  writer  believes  that  enginemen 
try  to  observe  the  position  of  the  sema- 
phore blade  at  night  just  as  they  do  in 
daytime.  For  this,  he  says,  they  rely 
on  a  good  headlight  or  on  moonlight 
in  clear  weather.  We  want  you  to  tell 
us  your  own  practice.  Do  you  try  to 
see  the  semaphore  arm  at  night  or  do 
you  look  only  at  the  colored  lights?  A 
little  real  information  on  this  point  will 
be  valuable.  Write  us  just  what  you  do 
and  give  us  your  name  and  address.  If 
you  want  to  use  a  nom  de  plume  or 
pen  name  we  will  respect  your  wish.  It 
is  the  fact  that  you  do  or  do  not  look  at 
the  blade  at  night  that  we  want  to  hear 
about.  Do  you  prefer  to  see  the  blade 
when  you  can,  or  do  you  like  the  col- 
ored light  best? 

Another  writer  says  engineers  would 
prefer  the  absolute  red.  That  is  the 
red  light  at  night  always  and  every- 
where to  mean  a  stop.  How  do  you 
feel  on  this  point?  Present  practice  is 
to  regard  a  red  as  absolute  and  to  be 
obeyed  by  a  stop  when  on  an  auto- 
Titatic  signal  post.  At  the  same  time 
and  on  the  same  railway  you  pass  a  red 
light  on  an  interlocking  home  signal. 
By  this  we  mean  that  when  you  come 
to  a  junction,  you  get  a  green  for  the 
route  you  are  to  run  on,  and  a  red 
light  is  displayed  for  the  route  upon 
which  you  do  not  go.  Does  this  sys- 
tem meet  with  your  approval  or  does 
it  not? 

In  answering  this  question  you  must 
remember  that  the  argument  in  favor 
of  the  practice  is  that,  say  you  come 
to  a  junction  and  that  your  train  and 
your  run  is  over  the  main  line.  You 
get  the  green  light  for  proceed  in  the 
upper  signal,  and  the  red  of  the  lower 
signal  blocks  only  the  diverging  route 
upon  which  you  are  not  to  travel.  You 
and  your  main  line  are  signalled  clear 
and  you  have  no  concern  with  the  di- 


verging route  except  to  know  that  it  is 
closed  against  you.  You  pass  a  red 
light,  but  it  is  not  for  your  route. 

The  argument  against  this  practice  is 
that  you  pass  a  red  light  when  it  is 
on  the  post  carrying  the  signal  you 
must  obey,  and  that  you  must  look  at 
it  in  order  to  know  that  the  diverging 
route  and  the  rails  ahead  are  set  as  they 
should  be  for  your  train.  The  lower 
red  means  something  important  to  you, 
yet  you  pass  it.  You  would  not  pass 
the  automatic  red  signal,  where  there 
was  no  choice  of  routes,  but  you  pass 
it  when  there  is  the  main  line  and  the 
diverging  route  before  you. 

These  are  the  arguments  for  and 
against  the  practice,  briefly  stated.  Do 
you  agree  with  one  and  against  the 
other,  or  are  you  satisfied  with  the  dif- 
ferent functions  of  the  red  light  on  the 
automatic  and  on  the  interlocking 
home  signal?  We  want  you  to  tell  us 
your  candid  opinion. 

The  whole  signal  problem  is  an  in- 
tensely important  one  in  railway  op- 
eration. Railway  men  in  Great  Britain 
have  made  a  reputation  of  which  they 
are  justlj'  proud  for  signal  observance, 
and  in  that  country  practically  every 
line  is  signalled.  We  are  installing  sig- 
nal systems  in  America  every  day,  and 
before  it  is  too  late  we  want  to  get  the 
best  system,  and  follow  the  best  prac- 
tice. On  this  question  the  engineers 
and  the  firemen,  who  will  be  engineers 
later,  should  speak  out  plainly  and 
clearly. 

The  columns  of  Railway  and  Loco- 
motive Engineering  are  open  to  you. 
The  signal  engineers  of  this  country 
are  doing  noble  work  and  are  con- 
scientious and  painstaking  men  who 
think  before  they  act.  You  are  also 
practical  men  with  a  practical  problem 
before  you,  and  now  is  the  time,  and 
here  is  the  means  to  speak.  We  have 
put  before  you  three  straight  questions. 
What   have  you  to   say? 


Brine  from  Refrigerator   Cars. 

It  may  sound  somewhat  strange  to  say 
that  salt  is  thrown  in  among  the  blocks  of 
ice  in  a  refrigerator  car  for  the  purpose 
of  making  the  ice  melt  more  quickly,  but 
such  is  the  case.  It  is  only  by  the  melting 
of  the  ice  that  the  interior  of  the  car  can 
be  kept  cold,  and  the  faster  the  ice  melts 
the  colder  will  be  the  air  in  the  car.  The 
ice  does  not  give  out  cold,  it  takes  up  heat 
from  air  and  the  perishable  contents  of 
the  car.  If  the  ice  did  not  melt  the  car 
would  not  be  particularly  cold. 

The  melting  of  the  ice  and  the  flow  of 
salt  water  down  through  the  ice  box  to 
the  drip  pipes  while  very  desirable  from  a 
refrigerating  point  of  view,  is  very  harm- 
ful to  rails,  spikes,  angle  bars  and  steel 
bridges.  Some  figures  compiled  by  the 
Michigan  Central  Railroad  for  a  year 
make  it  evident  that  on  545  miles  of  track 


the  deterioration  ascribed  to  this  cause 
amounted  to  $25,000  on  bridges  alone, 
and  the  damage  to  rails,  angle  bars,  spikes, 
etc.,  brought  the  total  loss  up  to  $145,000. 

It  is  said  that  one  refrigerator  car  will 
produce  about  200  gallons  of  brine  in  the 
24  hours.  Coating  bridges  with  water- 
proof material  is  expensive,  and  may  not 
always  be  effective.  A  type  of  car  having 
a  centrally  placed  drip  pipe  is  good  on  the 
principle  that  half  a  loaf  is  better  than 
no  bread,  as  the  central  drip  keeps  the 
brine  away  from  rails  and  spikes  except 
where  the  rails  of  cross-over  tracks  occur. 
Bridges,  however,  get  the  drip  from  the 
center  pipe  as  well  as  from  the  old  form. 

Originally  the  evil  effects  from  the  salt 
water  drip  was  not  confined  to  track  and 
bridges.  It  extended  to  the  refrigerator 
cars  themselves,  and  the  axles  of  the  cars 
were  gradually  rusted  away  until  they 
became  too  small  for  the  capacity  of  the 
car.  Some  private  lines  did  not  stencil 
any  capacity  on  their  rolling  stock,  and 
even  went  so  far  as  to  expect  the  using 
roads  to  make  good  each  axle  as  it  be- 
came too  small  for  safe  use.  The  alter- 
nation of  the  car  interchange  rules  obvi- 
ated this  trouble.  So  far  the  drip,  even 
when  centrally  placed  and  when  the  brine 
falls  clear  of  wheels  and  axles,  has  not 
yet  been  eliminated.  The  American  Rail- 
way Association  is  to  take  the  subject 
into  consideration. 


Centre  of  Gravity  and  Rail  Wear. 

History  is  repeating  itself  in  the  matter 
of  the  old  problem  that  has  arisen  in  the 
rapid  wear  of  rails  and  wheel  tires  on  elec- 
tric railways.  The  early  steam  locomo- 
tives, with  their  boilers  placed  by  the  de- 
signers as  low  as  possible,  had  the  same 
effect  on  rails,  wheels  and  permanent  way 
generally  as  the  electric  motor-trucks  are 
now  having.  In  the  case  of  the  early  lo- 
comotives the  work  was  e.xperimental, 
and  therefore  excusable.  Constructing  en- 
gineers soon  discovered  that  a  high  center 
of  gravity,  not  only  produced  an  easy  rid- 
ing machine,  but  was  far  less  destructive 
to  rails  and  wheel-flanges,  than  an  engine 
with  low  center  of  gravity. 

Even  with  the  greatly  increased  weight 
of  the  modern  steam  locomotive,  the  wear 
is  still  comparatively  light,  because  the 
pressure  is  placed  almost  entirely  on  the 
tread  of  the  rail.  The  carrying  of  the 
weight  on  springs  in  the  case  of  the  steam 
locomotive  also  adds  to  the  saving  of  the 
rail,  and  renders  it  possible  to  raise  the 
center  of  gravity  to  a  much  higher  point 
than  would  be  possible  if  the  bulk  of  the 
weight  was  on  a  level  with  the  axles. 

It  would  be  natural  to  suppose  that  the 
constructors  of  the  electric  locomotives 
would  have  benefited  by  the  experience  of 
the  steam  locomotive  builders,  but  this 
does  not  seem  to  have  been,  the  case. 
Lessons  learned  by  hard  experience  are 
likely  to  be  more  deeply  impressed  on  the 
minds    of    the    learners    than    instruction 
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gathered  from  a  mere  echo,  but  engineers 
do  not  usually  wander  in  the  woods  while 
a  beaten  track  is  near  by,  or  grope  in  the 
dark  while  a  light  is  burning  brightly  near 
at  hand. 

The  rapid  wear  of  rails  by  electric  mo- 
tors is  undoubtedly,  in  a  general  way,  ow- 
ing to  the  low  center  of  gravity  of  motor 
trucks.      Special    rails    have    been    intro- 
duced on  some   British  railways  to  meet 
this    rapid    deterioration,    but    we    believe 
that   the   real   remedy   will  be   applied   as 
rapidly    as    possible,    as    the    tendency    to 
deflect  rails  and  spread  them  apart  from 
each    other    is    very    great,    especially    at 
curves,  and  this  is  a  constant  menace  to 
safety     in     electric     transportation.      The 
General   Electric   Company   have    recently 
designed  an  electric  locomotive  where  the 
motors   are   above   the   frames,   and   drive 
the   wheels  by   connecting  and   side   rods. 
This  is  following  European  practice,  and 
it  enables  the  whole  machine   to  have   a 
higher  center  of  gravity  than  could  other- 
wise be  attained,  and  it  is  quite  probable 
that  rail  wear  under  such  a  locomotive  will 
very  closely  approximate  to  that  obtained 
in  ordinary  steam  practice. 


erate  steam  as  it  is  required  and  without 
the  emission  of  black  smoke.  There  is 
only  one  economical  system  to  use  for 
firing  locomotives,  and  that  is  the  spread- 
ir,g  system,  which  is  generally  used,  as  u 
has  a  tendency  to  make  steam  rapidly." 


Harmony  in  the  Cab  Saves  Coal. 
Mr.  Frank  Tuma,  master  mechanic  of 
the  Erie  Railroad,  recently  presented  a 
paper  on  the  subject  of  Fuel  Economy  at 
a  meeting  of  the  Central  Railroad  Club. 
He  said  that  aside  from  faulty  design,  in- 
creased fuel  consumption  is  due  to  three 
causes,  improper  or  insufficient  draft, 
heat  of  the  fire  not  being  fully  utilized  and 
poor  management  on  the  part  of  the  en- 
gineer. He  also  remarked  that  the  firing 
and  pumping  the  boiler  have  much  to  do 
with  fuel  economy  and  in  order  to  ob- 
tain the  best  results  they  must  be  per- 
formed in  harmony. 

"The  fireman  may  be  a  capable  man  and 
inay  do  his  best  to  make  a  good  record, 
but  if  the  engineer  does  not  perform  his 
duty  in  the  matter  of  economy,  the  fire- 
man's efforts  do  not  produce  very  satis- 
factory results.  The  fireman  may  save 
coal  by  the  pound  and  the  engineer  may 
waste  it  by  the  shovelful,  if  they  work 
independently  of  each  other. 

"In  only  one  way  can  a  standard  rule 
governing  the  front  end  draft  arrange- 
ment be  established,  and  that  would  be  to 
furnish  locomotives  with  a  standard  qual- 
ity of  coal  at  all  times;  but  where  the 
quality  of  coal  changes,  a  standard  ar- 
rangement cannot  be  maintained.  When 
the  quality  of  coal  and  mixed  coals  are 
used  the  drafting  of  the  engine  must  be 
made  to  suit  the  coal." 

Mr.  Tuma  specially  urged  the  thorough 
instruction  of  men  to  prevent  waste  of 
fuel.  "Economy  in  the  use  of  coal  is  of 
great  importance,  but  in  railroad  service 
where  running  time  is  about  as  fast  as 
can  be  made,  or  when  an  engine  is  loaded 
to  its  maximum  capacity,  the  chief  aim 
under  these  conditions  should  be  to  gen- 


The  Master  Mechanics'  Convention. 

When  we  first  considered  the  volume 
of  work  cut  out  for  the  Master  Mechan- 
ics' Convention  of  Ipog,  we  feared  that 
superabundance  of  subjects  would  result 
in  the  sort  of  rush  that  has  sometimes 
prevented  any  part  of  the  work  being 
properly  performed.  With  the  1909  con- 
vention a  thing  of  the  past,  we  are  grat- 
ified to  report  that  our  fears  concerning 
the  effect  of  too  many  subjects  have 
been  groundless.  The  convention  proved 
to  be  one  of  the  most  interesting  and 
profitable  meetings  ever  held,  and  the 
various  reports  and  papers  were  read  and 
discussed    without    undesirable    haste. 

The  inaugural  address  of  President 
Vaughan  contained  many  suggestions  con- 
cerning the  future  policy  of  the  associa- 
tion and  the  widened  range  of  business 
which  ought  to  come  within  its  grasps. 
The  masterly  resume  of  the  work  per- 
formed and  the  influence  which  the  work 
of  the  association  has  had  upon  the  devel- 
opment of  the  locomotive  engine,  con- 
ve\s  deserved  credit  that  has  generally 
l)i_cn  ignored  or  overlooked  by  the  powers 
that  received  the  benefits  from  the  work 
of  the  association.  The  recommendation 
that  the  American  Railway  Master  Me- 
clianics'  Association  should  assume  more 
intimate  relations  with  the  American  Rail- 
way Association  on  questions  arising  in 
connection  with  locomotive  construction 
and  operation  voices  a  desire  and  a  neces- 
sity that  has  been  growing  yearly  more 
urgent.  The  American  Railway  Associa- 
tion will  exert  powerful  influence  in  the 
future  with  the  people  to  prevent  legisla- 
tors from  creating  laws  tending  to  in- 
flict injury  upon  railroad  interests.  Many 
of  the  most  pernicious  measures  threat- 
ened are  for  senseless  elaboration  of.  me- 
chanical appliances  that  the  men  com- 
posing the  American  Railway  Master  Me- 
chanics' Association  are  best  able  to  show 
up  as  being  useless,  and  in  many  cases  the 
means  of  increasing  the  danger  attending 
railway  operations. 

The  reports  and  papers  presented  to 
the  convention  were  unusually  free  from 
the  perfunctory  tone  assumed  when  a 
committee  is  performing  a  disagreeable 
duty,  or  one  considered  of  small  impor- 
tance. They  were  mostly  rigorous,  push- 
ing into  the  heart  of  the  subject,  thereby 
bringing  out  the  natural  response  of  in- 
creased information  in  the  discussions. 
The  increasing  sense  of  responsibility  felt 
by  the  members  of  an  association  of  ma- 
ture years  was  seen  in  the  tendency  to 
attend  to  es.sentials  and  leave  minor  de- 
tails to  others.  Subjects  which  would 
have   held    the    attention   of    earlier    con- 


ventions for  sessions,  are  now  profitably 
relegated  to  the  care  of  the  minor  asso- 
ciations which  have  time  and  inclination 
to  make  the  necessary  investigations. 
This  detail  work  is  better  performed  by 
the  Traveling  Engineers'  Association,  the 
Air  Brake  Association,  the  General  Fore- 
man's Association  and  by  others  such  as 
the  Blacksmiths,  the  Boilermakers,  all  of 
which  give  mutual  help  to  the  railroads 
and  to  the  men  performing  the  voluntary 
duties. 

Mr.  Vaughan  again  raised  the  question 
of   combining    the    Master    Car    Builders' 
and   the   Master    Mechanics'   Associations 
into    one   organization    and    the    proposal 
appeared   to    excite    cordial    endorsement. 
There  are  some  cogent  reasons  for  effect- 
ing  this  combination,   but   from   our  past 
experience  when  similar  propositions  were 
brought   up   for   action,  we  conclude  that 
the    time    is    far    distant    when    the    two 
shall   be   made    one.     The   older    race   of 
tnaster  car  builders  are  firmly  opposed  to 
the   change   and   their   sentiments    on   the 
question    were    fairly    expressed    in    the 
opening  address  of   President   McKenna, 
of  the  M.  C.  B.  Association.     The  incor- 
porate standing  of  the  Master  Mechanics' 
Association    with    its    property    interests 
present    difficulties    not    easily    overcome. 
The  time  occupied  by  the  two  conventions 
could  be  shortened  if  one  body  performed 
the  functions  now  done  by  the  two,  but  the 
benefits    derived    would    not    be    so    great 
as  they  appear  to  the  superficial  observer. 
The  people  who  have  the  time  and  in- 
clination to  read  the  proceedings  of  the 
Forty-second  Convention  of  the  American 
Railway    Master    Mechanics'    Association 
will   find   the   reports,   papers   and   discus- 
sions make  interesting  and  profitable  mat- 
ter for  study  and  reflection. 


Saturated  and  Superheated  Steam. 
The  use  of  steam  or  heated  water  as  a 
medium  for  transforming  the  tremendous 
potential   energy   of   fuel   into   mechanical 
work,  has  performed  the  modern  miracles 
that  have  done  so  much  to  accelerate  hu- 
man   progress    since    the    day    only    two 
hundred    years     ago,     when     the     black- 
smith, Thomas  Newcomen,  first  used  the 
vapor   of  water   to   operate   a   piston   en- 
closed   within    an    oblong    cylinder.      The 
world  has  learned  much  concerning  steam 
in   the  period  that  has   elapsed   since   the 
inventor  named  first  performed  his  epoch- 
making  operation;  but  knowledge  has  ac- 
cumulated very  slowly  since  that  time,  and 
so   many  blunders   and   mistaken   notions 
have    been    disseminated    concerning    the 
action  of  steam  that  many  well  informed 
engineers  of  this  twentieth   century  have 
difficulty  in  distinguishing  truth  from  fic- 
tion   in    popular    explanations    of    steam 
phenomena.   The  whole  question  of  super- 
heated steam  is  a  live  one  at  the  present 
time,  and  some  of  the  brightest  minds  in 
the   mechanical   departments  of  our  rail- 
ways are  engaged  on  it. 
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The  disturbing  action  of  cold  on  steam 
was  so  indifferently  understood  in  New- 
comen's  time,  that  he  used  the  power 
generating  cylinder  both  as  a  vessel  for 
applying  the  force  of  expanding  steam 
and  also  for  condensing  the  steam  to  cre- 
ate a  vacuum.  The  inability  of  the  in- 
dustrial world  to  construct  a  boiler  cap- 
able of  resisting  a  pressure  a  few  pounds 
greater  than  that  of  the  atmosphere,  com- 
pelled the  first  engine  builders  to  use  ma- 
chines in  which  the  vacuum  created  when 
the  steam  was  condensed  in  the  cylinder 
formed  the  principal  medium  of  power. 
Ingenious  Americans  had  de^•ised  meth- 
ods of  boiler  making  that  rendered  the 
high  pressure,  high  speed  engine  possible. 
Ihat  was  the  kind  of  engine  given  by 
Oliver  Evans  to  Americans  at  the  time 
James  Watt,  of  Glasgow,  was  work- 
ing on  the  improvements  of  New- 
comen's  condensing  engine.  Had  Watt 
devoted  himself  to  the  designing  of  a 
high  pressure  instead  of  striving  to  per- 
fect the  slow  moving,  ponderous  low  pres- 
sure engine,  the  world  would  have  been 
provided  with  an  engine  adapted  to  mod- 
ern conditions  long  before  it  was  received. 

The  readiness  of  steam  to  condense 
under  the  action  of  cold  and  to  create  a 
vacuum  under  proper  control  that  pro- 
duced power,  was  first  taken  advantage  of 
to  devise  a  practical  steam  engine.  The 
engine  had  not,  however,  been  in  use 
many  years  when  it  was  discovered  that 
the  tendency  of  the  steam  to  part  with 
its  heat  seriously  reduced  the  economy 
of  the  steam  engine  as  a  prime  mover. 
All  sorts  of  inventions  and  schemes  were 
tried  to  restrain  this  tendency,  but  no  ef- 
fectual remedy  had  been  discovered. 
James  Watt  was  probably  the  first  en- 
gineer to  discover  that  steam  condensed 
in  the  cylinder  to  an  extent  that  mate- 
rially reduced  its  economical  operation. 
The  producer  that  he  considered  most  ef- 
ficient in  preventing  cylinder  condensa- 
tion was  steam  jacketing  of  the  cylinders. 
Watt  and  other  early  engineers  recog- 
nized that  the  condensation  of  steam  in 
the  cylinders  of  slow  moving  engines  had 
been  so  serious  that  it  was  a  profitable 
move  to  pass  steam  from  the  boiler  into 
a  cylinder  casing  in  order  to  keep  the 
metal  of  the  cylinder  at  a  temperature  ap- 
proaching that  of  the  boiler  steam. 

Steam  jacketing  having  proved  unsat- 
isfactory, other  remedies  were  resorted 
to.  One  of  these  that  has  been  sufficiently 
successful  to  have  imposed  itself  per- 
manently upon  some  forms  of  the  steam 
engine,  is  compounding.  Advocates  of 
this  remedy  reasoned  that  if  steam  was 
used  successively  in  two  or  more  cylin- 
ders, extremes  of  steam  temperature 
would  be  avoided  and  condensation  pre- 
vented. This  theory  has  brought  into  use 
most  of  the  compound  engines  now  at 
work. 

Compounding  did  not  prove  satisfac- 
tory  with    some    form   of   steam   engines, 


and  the  practice  was  resorted  to  of  super- 
heating the  steam,  so  that  it  might  enter 
the  cylinders  at  a  temperature  which 
would  stand  some  degree  of  cooling  be- 
fore the  chilling  effects  of  the  cylinder 
metal  would  reduce  it  to  the  point  of 
condensation.  The  mdications  are  that 
superheating  will  be  largely  used  with  lo- 
comotives to  prevent  or  reduce  the  losses 
due  to   cylinder   condensation. 

For  a  few  years  after  locomotives  were 
introduced,  there  was  a  belief  that  the 
high  piston  speed  at  which  this  form  of 
engine  w^s  worked  prevented  the  cool- 
ing of  the  cylinders  to  any  injurious  ex- 
tent; but  the  famous  engineer,  David 
Kennear  Clark,  in  a  series  of  most  elab- 
orate experiments  demonstrated  that  the 
locomotive  with  its  exposed  cylinders  was 
peculiarly  susceptible  to  refrigerating  in- 
fluences. The  losses  due  to  cylinder  con- 
densation were  found  to  be  most  serious 
when  the  steam  was  used  expansively  and 
gave  rise  to  Clark's  expression,  "expan- 
sive working  is  expensive  working." 

A  paper  by  Professor  Goss  on  "Saturat- 
ed and  Superheated  Steam"  was  presented 
to  the  last  Master  Mechanics  Convention, 
which  described  two  elaborate  series  of 
experiments  made  on  the  Purdue  Uni- 
versity plant  for  the  purpose  of  determin- 
ing, first,  the  performance  of  a  locomo- 
tive using  saturated  steam,  and  second, 
that  of  a  locomotive  using  superheated 
steam.  The  paper  is  too  elaborate  for 
publication  in  these  columns  but  we  cor- 
dially recommend  students  of  steam  en- 
gineering to  study  it  thoroughly.  The  re- 
sults shown  by  the  tests  indicated  that 
with  superheated  steam  there  was  a  sav- 
ing of  21  per  cent,  in  water  consumption 
and  a  reduction  of  coal  consumption  of 
about  19  per  cent.  If  that  proportion  of 
saving  should  be  maintained  with  all 
superheaters  that  invention  will  be  the 
most  valuable  money  saving  improve- 
ment ever  applied  to  the  locomotive. 

The  probabilities  are  that  the  saving 
from  the  use  of  superheated  steam  will 
be  greater  in  road  service  than  that  shown 
on  the  testing  plant.  On  the  road  the 
cylinders  of  a  locomotive  are  more  ex- 
posed to  the  cooling  influence  of  weather 
conditions  than  they  are  in  the  protected 
house  occupied  by  the  testing  plant  and 
consequently  there  are  greater  oppor- 
tunities for  saving.  Again,  the  surging 
of  the  water  in  a  boiler  rolling  over  a 
rough  track  or  around  sharp  curves  fre- 
quently finds  its  way  into  the  dry  pipe 
conveying  wet  steam  that  would  make 
the  superheated  supply  more  efficient. 

The  discussion  that  followed  the  read- 
ing of  the  paper  prepared  by  Professor 
Goss  indicated  that  the  practice  of  super- 
heating the  steam  of  locomotives  has 
gained  numerous  friends  during  the  last 
year.  What  was  for  a  time  regarded  as 
a  passing  fad  appears  to  have  forced  its 
way  upon  the  favor  of  the  railroad  me- 
chanical   officials    of   this    continent. 


BooK  Notices 

The  Westinghouse  E-T  Air  Brake  In- 
struction Pocket  Book.  By  W.  W. 
"Wood.  Published  by  the  N.  W.  Henley 
Publishing  Co.,  New  York.  250 
pages.  with  20  colored  plates  and 
numerous  other  illustrations.  Orna- 
mental cloth.  Price  $2.00. 
The  importance  of  a  thorough  knowl- 
edge of  the  details  of  air  brake  equip- 
ment to  all  who  are  engaged  in  locomo- 
tive service  is  such  that  every  means  of 
instruction  calculated  to  attain  that 
knowledge  is  eagerly  sought  after  by  the 
interested  railroad  man.  In  the  perfecting 
of  the  Westinghouse  air  brake,  what  are 
known  as  the  No.  S  and  No.  6  E-T  equip- 
ment, are  of  special  importance  as  it  is 
generally  conceded  that  these  clever  de- 
vices w.ill  remain  the  standard  engine  and 
tender  brake  equipment  for  the  future. 
In  the  work  before  us  this  new  and  im- 
portant equipment  is  ably  and  elaborately 
treated.  The  author  is  well  known  as 
one  of  the  leading  air  brake  instructors 
in  America.  His  style  is  lucid  and  well 
adapted  to  the  limited  knowledge  of  the 
beginner  as  well  as  to  the  more  advanced 
in  the  study  of  air  brake  equipment. 
The  colored  plates  accompanying  the 
work  leave  nothing  to  be  desired  in  point 
of  illustration  of  the  text,  while  the  typog- 
raphy and  presswork  fully  sustain  the 
high  character  of  the  work  of  the  enter- 
prising publishers.  We  bespeak  for  the 
book  a  ready  popular  reception. 


Engine  Lathe  Work,  by  Fred  H.  Col- 
vin.  Published  by  the  Hill  Publishing 
■  Co.,  New  York.  180  pages,  with  numer- 
ous illustrations,  cloth.  Price,  $1.00. 
The  neat  volume  before  us  presents  in  a 
clear,  practical  manner  what  may  prop- 
erly be  called  good  shop  practice  and 
should  be  welcomed  as  an  aid  to  young 
men  in  acquiring  a  thorough  knowledge 
of  this  most  important  macliine.  The 
work  is  divided  into  fourteen  chapters  and 
the  style  is  such  that  is  easily  understood 
by  the  apprentice.  The  illustrations  have 
all  the  characteristics  that  have  long  been 
a  leading  feature  of  the  Hill  publications. 
Ic  may  be  added  that  even  the  most  ex- 
perienced mechanic  will  find  something 
new,  especially  in  the  growing  use  of 
test  indicators.  We  bespeak  for  the  book 
an   immediate  and   encouraging  reception. 


On  the  Trail. 

"I'm  gunning  for  railroads,"  announced 

the  trust-buster. 

"Then  come  with  me,"  whispered  the 
near-humorist.  "I  can  show  you  some  of 
the  tracks."^ — Soutlnvcstern's  Book. 


No  man  can  answer  for  his  own  valor 
or  courage  till  he  has  been  in  danger. — 
Rochefoucauld. 
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Duluth  and  Iron  Range. 

The  Duhitli  &  Iron  Range  Railroad 
have  recently  placed  in  service  four  Con- 
solidation type  locomotives,  which  were 
built  by  the  Baldwin  Locomotive  Works. 
These  engines  are  intended  for  heavy 
freight  service ;  they  exert  a  tractive  force 
of  42,670  lbs,  and  as  the  weight  on  the 
driving  wheels  is  176,600  lbs,  the  ratio 
of  adhesion  is  4.14.  The  adhesive  weight 
is  thus  utilized  to  the  full. 

The  cylinders  are  single  expansion,  and 
the  steam  distribution  is  controlled  by 
balanced  slide  valves,  which  are  driven 
by  Walschaerts  valve  gear.  The  steam- 
chest  center  lines  are  placed  3^  ins.  out- 
side the  cylinder  center  lines;  with  this 
arrangement  all  parts  of  the  gear  are  in 
practically  one  vertical  plane,  and  the 
combining  levers  are  connected  directly 
to  the  valve  rods.  The  link  bearings  are 
supported  on  the  guide  yoke»  All  driving 
tires  are  flanged  on  these  locomotives, 
and  the  main  wheels  have  cast  steel  cen- 


of  the  builders,  has  a  welded  longitudinal 
feam  under  the  dome,  with  a  liner  inside. 
The  tender  is  equipped  with  a  water 
bottom  tank  and  the  frame  is  composed 
of  lo-in.  channels.  The  trucks  are  of  the 
arch-bar  type,  with  steel  bolsters  and 
chilled  cast-iron  wheels.  Both  trucks 
have  side  bearings.  These  engines  are 
good  examples  of  conservative  designing, 
and  should  give  satisfactory  results  in 
service.  The  principal  dimensions  are 
presented  in  the  table. 

Cylinder — 22  ins.  x  28  ins.;  valve,  balanced. 

Boiler — Type,  straight;  material,  steel;  diameter, 
74  ins.;  thickness  of  sheets,  13/16  ins.;  work- 
mg  pressure,  200  lbs.;  fuel,  soft  coal;  stay- 
ing  radial. 

Firebox — Material,  steel,  length,  108  ins.; 
width,  66  ins.;  depth  front,  73  ins.;  depth 
back,  61 M  ins.;  thickness  of  sheets,  sides. 
H  in.;  thickness  of  sheets,  back  H  in-; 
thickness  of  sheets,  crown,  7/16  in.;  thick- 
ness of  sheets,  tube,    Y2   in. 

Water  Space — Front,  sides,  back,  4  ins. 

Tubes — Material,  steel;  wire  gauge.  No.  11; 
number.  321;  diameter,  2  ins.;  length,   16  ft. 

Heating  Surface — F'irebox,  168  sq.  ft,;  tubes, 
2675  sq.  ft.;  firebrick  tubes,  21  sq.  ft.; 
total,  2S64  sq.   ft.;  grate  area,  49.5   sq.    ft. 


Bank   and    Level   Firing. 

At  the  last  Master  Mechanics'  Conven- 
tion Mr.  E.  D.  Nelson,  of  the  Pennsylvania 
Railroad,  read  a  most  valuable  paper  on 
Bank  vs.  Level  Firing  which  excited  keen 
discussion.  The  question  of  which  method 
was  preferable  was  brought  up  by  certain 
engineers  and  firemen  and  the  company 
decided  to  settle  the  matter  by  trials  on 
the  testing  plant.  The  paper  described 
the  experiments  and  recounted  the  result 
which  was  in  favor  of  level  firing.  On 
page  321  of  this  issue  we  give  a  brief 
synopsis  of  the  report. 


Distribution  of  Time. 
Not  long  ago  Mr.  A.  T.  Dice,  genera! 
superintendent  of  the  Philadelphia  & 
Reading  Railway,  issued  instructions  to 
the  superintendents  on  the  system  to 
make  a  very  careful  analysis  of  the  time- 
table schedules  on  their  several  divisions. 
The  object  of  this  was  to  make,  where  re- 
quired,  slight  adjustments  of  time  to  ac- 


HEAVY    FREIGHT   2-8-0    FOR    THE    DL'LUTII    \    IRON    K.X.NGE. 


H.  S.  Bryan,  Superintendent  of  Motive  Power. 

ters.  The  driving  boxes  are  of  steeled 
cast  iron.  The  guides  are  forged  steel, 
of  the  well-known  Laird  type,  and  the 
crossheads  are  of  cast  steel  with  bronze 
gibs. 

The  first  and  second  pairs  of  driving 
wheels  are  equalized  with  the  engine 
truck,  while  the  two  rear  pairs  are  sepa- 
rately equalized  on  each  side.  Inverted 
leaf  springs  support  the  frames  at  the 
rear.  The  frames  are  of  cast  steel,  45^ 
ins.  wide,  with  wrought  iron  front  rails. 

The  boiler  is  straight-topped  and  has 
a  wide  firebox.  It  is  radially  stayed,  with 
two  T-bars  supporting  the  front  end  of 
the  crown.  A  brick  arch,  supported  on 
water  tubes,  is  provided.  The  firebox  is 
built  with  a  vertical  throat  and  sloping 
backhead,  and  is  supported  on  sliding 
shoes  in  front  and  a  buckle  plate  at  the 
rear.  The  barrel  is  composed  of  three 
rings,  and  in  accordance  with  the  practice 


Baldwin   Locomotive   Works,    BuiUiers. 


Driving     Wheels — Diameter,     outside,     54     ins. ; 

journals,  g  ins.  x  12  ins. 
Engine   Truck    Wheels — Diameter,    front   28    ins.; 

journals,   6   ins.   x    10   ins. 
Wheel  Base — Driving,   16  ft.  2  ins.;  total  engine, 

25    ft,    I    in.;   total  engine  and  tender,  54  ft. 

%'A    ins. 
Weight — On     driving    wheels,     176,600     lbs.;    on 

truck,    front.   22,250   lbs,;    total  engine,    198,- 

850    lbs,;    total    engine    and    tender    about, 

338,000  lbs. 
Tender — wheels,  number,  8 ;  wheels,  diameter,  33 

ins,;     journals,     5^     ins.     x     10     ins.;     tank 

capacity,   7,000  gals.;   fuel  capacity,    11   tons; 

service,   freight. 


Origin  of  Nickname. 
J.  A.  Fitzpatrick,  SoutJnvestern  freight 
agent  of  the  Clover  Leaf-Alton,  is  respon- 
sible for  the  statement  that  when  the 
trade  mark  of  the  Clover  Leaf  was  first 
placed  upon  the  equipment  it  was  intended 
to  represent  a  shamrock.  Some  Teutonic 
individuals,  not  being  familiar  with  the 
difference,  persisted  in  calling  it  a  clover 
leaf,  as  a  result  of  which  they  nicknamed 
the  road  accordingly. — jV.   )'.  CommcrcitiL 


commodate  actual  operating  conditions. 
I;  sometimes  happens  that  what  may  be 
called  the  distribution  of  time  over  a 
portion  of  a  road  is  hard  to  exactly  live 
up  to  by  the  men  on  the  road,  though  the 
total  time  between  two  given  points  may 
be  all  right. 

In  making  the  analysis,  the  superin- 
tendents took  up  the  matter  with  their 
subordinates,  and  in  some  instances  the 
subordinates  addressed  letters  to  the  en- 
ginemcn  and  conductors  and  asked  them 
for  criticisms  and  suggestions.  There 
was  no  general  form  of  letter  issued,  as 
suggested  in  the  daily  press,  but  the  de- 
sired information  was  obtained  by  each 
supervising  officer  in  any  manner  that  he 
deemed  the  best.  This  was  either  by 
writing  or  by  personal  interview.  The 
method  followed,  however,  was  good,  and 
the  results  thus  attained  were  eminently 
practical. 
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The    Walschaerts    Valve    Gear    as   Ap- 
plied to   Locomotives. 
II. — Variations  in  Form. 

It  will  be  noted  that  the  construc- 
tion of  the  Walschaerts  valve  gearing 
as  originally  applied  by  the  inventor  to 
the  locomotives  of  the  Belgian  State 
railways  differs  somewhat  in  detail 
from  the  forms  in  which  it  is  now 
made  applicable  to  twentieth  century 
locomotives.  These  changes  do  not  in 
any  way  afifect  the  organic  principles 
of  the  device,  but  are  merely  matters 
of  convenience  made  to  suit  the  in- 
creased size  of  the  engines.  Among 
the  changes  in  form  it  will  be  observed 
that  the  original  method  of  causing  the 
radial  link  to  oscillate  on  its  central 
suspension    stud    was    by    an    eccentric 


necessary  in  the  relative  positions  of 
the  radius  bar  and  valve  rod,  the  out- 
side admission  valve  requiring  that  the 
valve  rod  should  be  attached  to  the 
combination  lever  above  the  radius  bar 
ab  in  Walschaerts'  original  design, 
whereas  with  an  inside  admission  valve, 
the  valve  rod  attachment  is  made  be- 
neath that  of  the  radius  bar.  The 
cause  and  effect  of  this  change  of  posi- 
tion will  be  fully  explained  hereafter, 
the  present  reference  being  merely  the 
need  of  calling  attention  in  a  general 
way  to  some  apparent  changes  in  the 
construction  of  the  valve  gearing, 
which  in  reality  are  not  changes  at  all, 
but  simply  varying  modifications  of  the 
same   general   principles. 

With    this    idea    in    mind    it    will    be 
readily    understood    that    the    eccentric 


W.-\LSCHAERTS  VALVE  GEAR,  AS  APPLIED  TO  LOCOMOTIVES  BY  WILLIAM  MASON. 


attached  to  the  main  axle  to  which  a 
rod  was  attached,  one  end  of  the  rod 
being  fastened  to  the  eccentric  strap, 
and  the  other  end  attached  to  the  lower 
end  of  the  radial  link.  This  eccentric 
was  set  at  right  angles  to  the  main 
driving  crank,  that  is  while  the  piston 
would  be  at  the  extreme  back  end  of 
the  cylinder  and  the  main  crank  pin 
consequently  on  the  back  renter,  the 
extreme  point  of  the  eceentric  would 
be  on  the  top  center,  or  90  degrees 
ahead  of  the  main  crank  while  the  en- 
gine was  running  forward.  It  must  be 
borne  in  mind  that  the  original  in- 
vention was  applied  to  an  outside  ad- 
mission D-slide  valve.  In  the  case  of 
a  modern  locomotive  equipped  with  an 
inside  admission  piston  valve  the  ec- 
centric would  be  set  90  degrees  behind 
the  main  crank,  that  is  on  the  bottom 
center.  This  change  of  position  is 
made  necessary  from  the  fact  that  an 
inside  admission  piston  valve  must  nec- 
essarily move  in  the  opposite  direction 
from  that  of  the  ordinary  outside  ad- 
mission  slide   valve. 

In  addition  to  the  change  of  position 
in  the  eccentric  there  is  also  a  change 


fulfilled  the  same  purpose  in  the  orig- 
inal design  as  the  return  crank  does 
that  in  the  larger  locomotives  with  the 
advantage  that  the  crank  being  at- 
tached to  the  outer  end  of  the  main 
crank  pin  its  motion  can  readily  be 
imparted  to  the  oscillating  link  by  a 
rod  moving  in  the  same  plane,  thereby 
avoiding  the  necessity  for  extended  at- 
tachments which  would  be  necessary  if 
the  eccentric  was  attached  to  the  main 
axle  inside  of  the  engine  frames  while 
the  oscillating  link  would  necessarily 
be  at  some  distance  outside  of  the 
frames. 

Other  changes  of  less  importance 
have  occurred,  among  which  is  the 
placing  of  the  lifting  shaft  above  the 
frames  so  that  the  radius  bar  is  hung 
by  a  short  hanger  or  suspended  by  an 
adjustable  sleeve,  instead  of  being  sus- 
tained by  a  bar  from  beneath  which  in 
the  case  of  the  modern  locomotive 
would  be  of  considerable  length  and 
add  to  the  degree  of  unwieldiness  of 
the    mechanism. 

Among  the  first  to  adopt  the  Wal- 
schaerts valve  gearing  to  the  expand- 
ing   form    of    the    modern    locomotive 


was  William  Mason,  an  American  en- 
gineer. The  changes  in  the  position  of 
some  of  the  parts  of  the  mechanism 
made  by  him  have  been  closely  fol- 
lowed by  subsequent  engineers.  In  his. 
application  of  the  device  he  not  only- 
made  the  valve  rod  adjustable  by  the 
use  of  threaded  ends  on  the  valve  rods- 
on  which  nuts  were  movable  to  equal-- 
ize  the  position  of  the  valve,  but  he: 
also  applied  turn  buckles  to  the  ec' 
centric  rods  so  that  the  inevitable  weaf 
of  the  return  crank  bearing  could  be 
readily  rectified  in  case  of  the  length- 
ening or  shortening  of  the  rod  occa- 
sioned by  the   refitting  of  the   brasses. 

It  will  be  noted  that  in  the  modern 
use  of  the  radial  link  there  is  an  at- 
tachment extending  beyond  and  under- 
neath the  bottom  of  the  link.  This  at- 
tachment is  variable  in  extent,  and  is 
adapted  to  form  a  suitable  connection 
for  the  eccentric  rod.  The  exact  loca- 
tion of  the  connecting  point  must  be 
carefully  considered  by  the  construc- 
tor on  account  of  the  relation  of  the 
amount  of  throw  of  the  crank  to  the 
travel  of  the  valve.  In  ordinary  prac- 
tice a  locomotive  with  a  piston  stroke 
of  28  ins.,  would  have  a  valve  stroke  of 
S'A  ins.,  while  the  path  of  the  return 
crank  would  describe  a  circle  12  ins. 
in  diameter.  The  center  of  the  eccen- 
tric rod  attachment  to  the  link  would 
thus  be  describing  an  arc  12  ins.  in 
length  while  the  radius  bar  being  con- 
siderably nearer  the  centre  of  the  link 
would  move  through  a  smaller  arc 
which  continues  to  grow  smaller  if 
the  radius  bar  is  moved  towards  the 
centre  of  the  link. 

In  the  construction  of  some  kinds  of 
locomotives  there  are  two  lifting  shafts 
connected  by  a  transmission  bar.  It  will 
be  readily  found  that  variations  of  this 
kind  are  made  necessary  in  order  to  ac- 
commodate the  location  of  other  parts  of 
the  engine,  the  additional  lifting  shaft  not 
in  any  way  affecting  the  action  of  the 
valve  gearing. 

Such  briefly  are  the  principal  changes 
in  form  which  have  occurred  in  Wal- 
schaerts valve  gearing  since  its  orig- 
inal introduction.  These  changes  illus- 
trate its  ready  adaptability  to  changing 
conditions  and  stamp  it  as  one  of  those 
few  mechanical  contrivances  that  have 
come  to  us  as  nearly  perfect  as  any  kind 
of  mechanism  involving  the  changing  of 
circular  motion  in  some  parts  to  linear 
motion  in  other  parts  can  be  expected  to 
be,  and  not  surpassed  in  the  fine  quality  of 
reliability. 
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Celebrated  Steam  Engineers. 
William    Mason. 

The  question  of  utility  was  of  such 
paramount  importance  among  the  early 
builders  of  the  locomotive  that  the 
question  of  beauty  or  elegance  in  de- 
sign did  not  seem  to  occur  to  them. 
The  first  attempts  at  softening  the 
terrifying  spectacles  took  the  form  of 
lurid  paintings  evidently  intended  to 
gladden  the  hearts  of  the  amazed  be- 
holders, as  the  bedizened  parapher- 
nalia of  a  traveling  circus  delights  the 
eager  urchins  of  our  own  day.  The 
glitter  of  burnished  brass  ran  riot 
around  the  boilers  and  up  the  lofty 
smokestacks.  The  blows  of  circum- 
stance showed  heavy  upon  them  like 
the  spear  thrusts  on  the  battered 
shields  of  ancient  warriors.  At  the 
best  their  gaudy  gorgeousness  was  in 
poor  taste.  When  the  teeth  of  time 
began  to  leave  cruel  marks  upon  them 
they  were  a  sorry  sight.  The  walls  of 
the  cabs  and  the  sides  of  the  tanks 
were  the  canvasses  for  the  magic 
brushes  of  embryotic  scenic  artists, 
and  although  the  picture  galleries  of 
art  museums  contain  much  work  that 
is  no  better,  it  must  be  admitted  that 
the  winter  wind  made  quick  and  sad 
havoc  on  the  glowing  faces  of  these 
gay  landscapes. 

William  Mason,  a  manufacturer  01 
cotton  machinery  at  Taunton,  Mass.. 
changed  all  this.  He  began  building 
locomotives  in  1852,  and  it  was  imme- 
diately recognized  that  a  genuine  art- 
ist had  arisen  in  locomotive  construc- 
tion. In  his  skilled  hands  the  loco- 
motive took  new  and  beautiful  form. 
In  the  proportion  and  symmetry  of  the 
parts  he  was  an  ideal  architect.  His 
American  type  of  locomotive  has  not 
been  improved  upon.  His  painting  ran 
into  dark  green  and  gold  and  defied 
the  elements.  Not  only  in  form  and 
color,  but  in  organic  principles  he 
wrought  many  enduring  changes.  He 
placed  the  cylinders  on  the  same  plane 
with  the  centers  of  the  driving  wheels. 
He  made  the  front  ends  of  the  frames 
separate,  greatly  facilitating  frame  re- 
pairs. His  engine  wheels  were  made 
with  hollow  spokes  and  rims  and  he 
instituted  the  counterbalancing  of  driv- 
ing wheels  with  lead.  He  introduced 
spokes  into  the  truck  wheels  and  set 
them  symmetrically  apart  from  the 
cylinders.  He  placed  the  lifting  shaft 
over  the  frames  suspending  the  links 
from  above,  and  by  his  fine  adjustment 
of  the  link  hanger  to  correspond  in 
length  with  the  rocker  arm  he  pre- 
vented much  of  the  irregular  slip  of 
the  link  block.  He  introduced  conical 
ended  staybolts  for  the  crown  sheets. 
He  designed  the  arrangement  of 
wedges  in  the  pedestal  jaws  for  driv- 
ing wheel  boxes.  He  placed  a  straight 
shoe   on   the    front   of   the   driving   box 


and  a  movable  wedge  on  the  back  of 
the  bo.x.  He  changed  the  awful  smoke- 
stack into  an  elegant  diamond  pointed 
structure.  His  wagon  top  boiler  was 
the  most  popular  form  for  half  a  cen- 
tury. Even  his  failures  have  the  ele- 
ment of  perennial  vitality  in  them,  his 
short  lived  double-ended  locomotives 
appearing  at  intervals  until  it  now  as- 
sumes what  is  spoken  of  as  the  Mallet 
type. 

In  this  latter  regard  Mr.  Mason's  in- 
troduction of  the  Walschaerts  valve 
gear  into  American  practice  is  of  real 
interest  as  showing  his  fine  apprecia- 
tion of  that  masterly  invention.  At 
the  Centennial  Exhibition,  held  in  Phil- 
adelphia in  1876,  he  exhibited  a  loco- 
motive equipped  with  this  gearing.  It 
was  a  narrow  gauge  locomotive  and 
ran     around     the     grounds,     conveying 


WILLI.\M  MASON. 

passengers  in  a  train  of  cars.  It  large- 
ly resembled  the  fine  locomotives  now 
in  use  on  the  Boston,  Revere  Beach 
and  Lynn  Railroad.  The  mechanism 
was  faultless,  and  although  the  loco- 
motive attracted  great  attention,  Mr. 
Mason  seemed  to  be  the  only  Amer- 
ican mechanic  of  prominence  who  rec- 
ognized the  real  value  and  importance 
of  the  clever  work  of  the  Belgian  in- 
ventor. He  applied  it  to  other  loco- 
motives, and  urged  its  adoption. 
Strange  as  it  may  seem,  it  was  said  to 
be  strongly  opposed  by  locomotive  en- 
gineers who  seemed  to  take  some  mys- 
terious delight  in  constantly  and  need- 
lessly experimenting  with  the  lead  of 
the  locomotive  valve  gear,  the  Stephen- 
son shifting  link  lending  itself  readily 
to  such  unnecessary  changes,  when  the 
eccentrics  were  simply  held  in  position 
by  set  screws,  and  the  eccentric  rods 
slidably  engaged  by  bolts  in  slotted 
holes. 

Mr.  Mason's  repeated  attempts  to  in- 
troduce   the     Walschaerts    valve    gear 


were  not  successful  to  any  appreciable 
extent,  but  the  recent  rapid  and  gen- 
eral adoption  of  the  gearing  justifies 
the  excellent  judgment  displayed  by 
him  in  regard  to  it,  and  adds  greatly 
to  his  good  name  in  showing  that  he 
was  not  only  a  beautifier  and  improver 
of  the  locomotive,  but  he  had  the  fine 
faculty  of  discerning  merit  in  the  work 
of  others.  He  had  the  true  prophetic 
vision  in  regard  to  the  essential  ulti- 
mate forms  in  locomotion  construction. 
He  was  a  man  of  great  intellectual 
strength.  He  had  rare  artistic  sense. 
He  was  among  the  most  accomplished 
American  engineers'  of  the  nineteenth 
century,  and  there  is  not  a  locomotive  in 
America  to-day  that  does  not  bear  the 
marks  of  the  master  mind  of  William 
Mason. 


Mason  and  the  Walschaerts  Gear. 

Editor : 

For  the  June  number,  the  article  on 
"Celebrated  Steam  Engineers"  speaks  of 
Egide  Walschaerts.  I  was  for  some  time 
quite  positive  that  this  valve  motion  was 
first  introduced  into  this  country  by  the 
late  William  Mason,  of  this  city,  but  I 
find  that  previous  to  about  1873  this  valve 
motion  was  used  on  two  locomotives  on 
the  Lehigh  Valley  R.  R.  As  Mr.  Mason 
built  a  great  many  engines  for  this  road, 
it  is  probable  that  he  saw  them  then,  and 
finding  it  difficult  to  put  the  ordinary  link 
motion  on  his  bogies  he  adopted  it.  He 
first  tried  it  on  an  engine  named  after 
himself,  for  the  New  Bedford  &  Boston 
R.  R.,  which  was  leased  to  the  Boston, 
Clinton  &  Fitchburg  before  the  engine  was 
finished.  The  engine  left  his  shops  as  be- 
longing to  and  built  for  the  B.,  C.  &  F. 
R.  R.  She  was  a  bogie  4  ft.  Syi  ins.  gauge. 
Owing  to  construction  of  this  and  other 
bogies  he  placed  the  tumbler  shaft  on  top 
of  his  boilers.  I  doubt  if  he  approved 
of  it,  but  it  was  the  easiest  way  out  of 
the  difficulty.  His  idea  was  so  intense 
for  grace  and  beauty  of  design  that  the 
placing  of  the  tumbler  shaft  on  top  of 
the  boiler  must  have  been  distasteful  to 
him.  As  the  writer  well  says  in  the  June 
number,  "it  was  looked  upon  more  as  a 
fantastic  curiosity,"  and  it  may  have  been 
ahead  of  its  time.  I  can't  help  but  feel 
that  the  use  of  the  Walschaerts  valve  mo- 
tion is  a  fad  to-day,  like  many  other 
things  in  use  on  railroads  and  elsewhere. 

If  this  valve  motion  was  ahead  of  the 
times,  certainly  Mr.  Mason's  bogies  were, 
and  it  was  after  the  Mason  people  de- 
cided to  give  up  locomotive  building,  that 
many  inquiries  were  made  for  them.  The 
patterns  were  loaned  to  other  builders. 
An  amusing  incident  in  the  construction 
of  some  bogies  by  a  company  to  whom 
the  patterns  were  loaned  was  that  when  the 
engines  were  delivered  and  put  together 
they  went  backward  when  they  wanted 
to  go  forward.  The  head  of  this  company 
was  one  of  those  consummate  know-it-alls 
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who    thought    anyone   could    set    a    Wal- 
ichaerts  valve  gear. 

Herbert  Fisher. 
[Our  esteemed  correspondent  will  note 
that  in  our  reference  to  Mr.  William 
Mason  in  the  May  number  of  R.\ilway 
ANU  Locomotive  Engineering  we  spoke  of 
him  as  being  among  the  first  to  introduce 
the  Walschaerts  valve  gear  in  America. 
The  application  of  the  gearing  to  the 
Lehigh  Valley  locomotives  referred  to  is 
fully  described  in  "Development  of  the 
Locomotive,"  by  Dr.  Sinclair,  on  page  317. 
— Editor.] 


Questions  Answered 


FOREMAN   OF    MACHINES. 

49.  Subscriber,  Covington,  Ky.,  asks 
What  number  of  machines  in  a  railroad 
machine  shop  would  justify  a  machine 
foreman  being  placed  over  same? — A. 
This  question  cannot  be  answered  as  it 
stands,  because  it  is  not  the  number  of 
machines  that  determines  the  presence  or 
absence  of  a  foreman.  In  any  shop  or- 
ganization, large  or  small,  there  must  be 
a  responsible  head.  In  the  army,  the 
smallest  party  is  composed  of  a  corporal 
and  two  men,  the  corporal  being  in  charge 
when  sent  to  execute  any  command,  but 
he  is  in  the  ranks  himself.  If  you  mean 
whether  or  not  the  foreman  or  charge- 
man  or  whatever  you  call  him  shall  work 
or  not,  that  is  a  matter  which  has  to  be 
decided  by  a  knowledge  of  the  kind 
of  shop,  the  sort  of  work  to  be  done  and 
the  character  of  the  men  employed. 

WESTINGHOUSE    AIR    BRAKE    CO. 

so.  S.  A.  C,  Scarborough,  asks :  How 
does  the  Westinghouse  Air  Brake 
Company  get  the  benefit  of  their  en- 
terprise? Is  it  by  selling  their  appara- 
tus or  collecting  a  royalty? — A.  By 
selling  the  apparatus. 

EVAPORATION    OF    WATER. 

51.  J.  B.  M.,  Youngstown,  Ohio  writes: 
What  is  the  average  amount  of  water 
evaporated  by  the  burning  of  one  pound 
of  coal  in  a  locomotive? — A.  Much  de- 
pends on  the  kind  and  quality  of  the  coal 
used.  With  ordinary  anthracite  coal, 
nearly  7  pounds  of  water  will  be  evap- 
orated in  the  burning  of  each  pound  of 
coal.  With  fairly  clean  bituminous  coal 
nearly  8  pounds  of  water  will  be  used 
for  each  pound  of  coal.  The  condition  of 
the  locomotive  also  has  considerable  ef- 
fect on  the  combustion  of  coal  and  con- 
sequent evaporation  of  the  water. 

TIWCTIVE    EFFORT. 

52.  Apprentice,  Susquehanna,  N. Y.,  asks : 
How  is  it  that  a  locomotive  with  small 
driving  wheels  can  start  and  pull  a  heav- 
ier train  than  one  with  larger  drivers? 
A. — In  the  case  of  two  locomotives  with 
the    same    steam    pressure,    diameter    of 


cylinders  and  length  of  stroke,  the  locomo- 
tive with  the  smaller  driving  wheels  would 
pull  the  greater  load  because  greater  lev- 
erage would  be  had  in  turning  the  wheels. 
It  will  be  readily  seen  that  the  distance 
from  the  center  of  the  crank  pin  to  the 
center  of  the  axle  is  greater  in  compari- 
son to  the  distance  from  the  center  of  the 
axle  to  the  rail  in  the  case  of  the  small 
wheel  than  it  is  in  the  large  one.  It 
nmst  be  remembered  that  what  the  smaller 
drivers  appear  to  gain  in  strength  they 
lose  in  velocity. 

ST.\TIC    TEST    FOR    TENSILE    STRENGTH. 

53.  J.  B.,  Altoona,  Pa.,  writes :  In  your 
iisue  of  June  I  observed  an  interesting 
advertisement  in  regard  to  Vanadium 
steel,  and  reference  was  made  to  what  is 
called  a  static  test.  How  is  this  test 
made? — A.  Ordinary  tests  of  the  strength 
of  metals  are  made  by  submitting  the 
piece  of  direct  pull,  direct  compression, 
bending  or  torsion.  Testing  machines  are 
arranged  so  that  they  may  apply  any  of 
these  four  modes  of  stress.  When  the 
lead  is  increased  to  a  value  exceeding  the 
elastic  limit  of  the  piece  of  metal  tested, 
the  metal  will  be  seen  to  draw,  if  the 
stress  be  one  of  pulling  apart,  at  first  rap- 
idly and  then  more  slowly  until  rupture 
occurs.  The  ultimate  strength  of  metals 
are  well  known,  but  the  constant  im- 
provements in  metals,  especially  in  the 
manufacture  of  steel,  render  these  figures 
liable  to  change.  Ordinary  steel  resists  a 
strain  of  30  tons  per  square  inch.  .  The 
data  recorded  in  such  tests  is,  of  course, 
the  ultimate  strength  or  breaking  load  of 
the  specimen,  the  percentage  of  elonga- 
tion and  the  percentage  reduction  of  area. 


Brick  Arches  and  Water  Tubes. 

There  is  great  diversity  of  opinion 
among  the  railroad  mechanical  men  of 
this  country  concerning  the  value  of  brick 
arches  in  locomotive  fire  boxes.  Mr.  J.  F. 
Walsh,  of  the  Chesapeake  &  Ohio,  holds 
very  pronounced  views  in  favor  of  the 
brick  arches  which  were  thus  expressed  in 
a  paper  submitted  to  last  master  mechan- 
ics' convention. 

Not  considering  for  the  moment  the 
many  desirable  features  in  the  use  of  the 
brick  arch  in  locomotive  fire  boxes,  we 
will  consider  only  water  tubes  which  are 
applied  primarily  for  the  purpose  of  car- 
rying the  arch  bricks.  In  the  four  three- 
inch  water  tubes  which  are  used  in  the 
fire  boxes  of  our  locomotives  we  have  a 
total  heating  surface  of  about  26  sq.  ft., 
which  aids  materially  the  steaming  quali- 
ties of  the  engine,  if  considered  alone. 

Again,  in  the  wide  fire  box  locomotives 
with  a  grate  surface  of  practically  50  sq. 
fl.,  the  rapid  deterioration  of  side  sheets 
has  been  the  cause  of  complaint,  due  to 
the  buckling  and  cracking  of  those  sheets 
at  a  point  close  to  the  flue  sheet  and 
crown  sheet.    With  a  total  of  250  of  that 


type  of  engine  in  service,  some  of  them  in 
service  for  the  past  six  years,  we  have  had 
little  cause  for  complaint  concerning  de- 
fects in  our  side  sheets  as  noted  above, 
which  we  believe  is  due  to  the  fact  that 
our  arch  tubes  assist  very  materially  in 
tile  circulation  of  the  water,  and  by  that 
means  avoids  the  overheating  of  the  side 
slieets.  Therefore,  I  believe  that  the  arch 
tube  itself  independent  of  any  other  fea- 
ture connected  with  it  is  a  desirable  addi- 
tion. We  provide  ample  means  for  keep- 
ing the  tubes  clean  by  placing  hand  hole 
plates  in  the  boiler  head  and  in  the  throat 
sheet  in  front  of  the  water  tube  openings. 
These  are  taken  off  each  time  the  boiler 
is  washed  and  the  tubes  are  thoroughly 
cleaned. 

In  a  test  recently  made  on  one  of  our 
divisions  we  proved  that  by  the  use  of  the 
brick  arch  we  can  save  20  lbs.  of  coal 
per  mile  as  compared  with  the  operation 
of  the  engines  without  the  brick  arch. 
Where  the  brick  arch  is  used  the  locomo- 
tives steam  much  more  freely  than  with- 
out the  brick  arch,  and  we  are  enabled  to 
keep  up  full  boiler  pressure  regularly. 
The  use  of  the  brick  arch  enables  the 
fireman  to  maintain  the  maximum  boiler 
pressure  regularly.  Without  the  brick 
arch  this  cannot  be  done  when  the  engines 
are  worked  to  full  capacity.  Therefore, 
without  the  brick  arch  we  cannot  haul  full 
tonnage,  consequently  by  the  use  of  the 
brick  arch  we  increase  the  earning  capac- 
ity of  the  locomotives  and  of  the  railroad. 
Our  brick  arches  cost  us  on  an  average  of 
30  cents  per  brick;  using  ten  bricks  in  each 
engine  means  a  total  cost  per  engine  for 
arch  brick  of  about  $3.  A  saving  of  20 
lbs.  of  coal  per  mile  will  mean  a  saving  of 
2,000  lbs.  of  coal  per  hundred  miles,  and 
with  coal  costing  us  approximately  $1.50 
per  ton  we  can  save  the  price  of  the  brick 
arch  in  a  round  trip  by  the  saving  in  coal, 
and  not  considering  the  increased  effi- 
ciency of  the  engine. 

It  would  seem  quite  superfluous  to  add 
that  by  the  use  of  the  brick  arch  we  ob- 
tain very  much  better  combustion  of  fire- 
box gases  and  reduce  the  quantity  of 
smoke  emitted.  The  same  is  quite  true  of 
the  quantity  of  sparks  emitted,  as  the  brick 
arch  serves  as  a  baffle  to  the  escape  of 
the  cinders,  retaining  them  in  the  fire-box 
until  consumed,  resulting  again  in  better 
fire-box  efficiency  and  reducing  as  well  the 
danger  from  fires  along  the  right  of  way. 
Our  transportation  officials  and  our  cn- 
ginemen  and  firemen  complain  if  our  sup- 
ply of  arch  brick  becomes  exhausted,  or  if 
for  other  reasons  we  have  to  operate  our 
engines  without  arch  brick.  Dependent 
on  the  quality  of  the  brick  and  the  fre- 
quency that  it  has  to  be  removed  for 
flue  or  other  repairs,  a  set  of  brick  in  our 
heavy  locomotives  will  last  from  two  to 
six  weeks.  Where  the  quality  of  the  brick 
is  good  it  may  be  removed  to  permit  of 
work  being  done  and  used  over  several 
times. 
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Air  BraKe  Department 


Conducted  by  G.    W.  Kiehm 


Leaky  Graduating  Valve. 
In  view  of  some  of  the  theories  that 
are  advanced,  and  from  some  of  the 
questions  that  are  asked  on  air  brake 
subjects,  it  is  plainly  evident  that  many 
njen  whose  duties  bring  them  in  con- 
tact with  the  air  brake,  are  inclined  to 
memorize  that  which  they  hear  and 
read  rather  than  to  apply  it  practically 
and  use  their  own  observation  and 
reasoning  powers.  Too  often  expres- 
sions such  as  "leaks  in  the  train  line 
pipe  set  the  brake,"  and  "leaks  in  the 
au.xiliary  reservoir  release  the  brake," 
are  taken  for  granted  and  given  no 
further  thought,  and  while  they  have  a 
tendency  to  result  in  those  effects  there 
is  no  assurance  that  they  will  do  so 
under  all  conditions.  Very  often  the 
effects  of  a  disorder  in  one  part  of  the 
brake  system  depends  so  much  upon 
the  condition  of  some  other  part  that 
its  action  is  very  uncertain,  as  in  the 
case  of  a  leaky  graduating  valve  in  the 
distributing  valve. 

This  valve  leaking  should  not  be  as- 
sociated    with     "brake     leaking     off," 
"brake    releasing,"    "brake    applying    in 
full,"  or  "blow  at  the  brake  valve   ex- 
haust   port,"     for     a     leaky   graduating 
valve  alone  in  the  H6  distributing  valve 
can  have  no  noticeable  effect  whatever 
whether    the    engine    is    handling    the 
train    brakes    or    being    hauled    in    the 
train,     and     a    leaky    graduating    valve 
could  seldom  be  detected,  except  by  an 
examination.      To    reason    out    how    a 
leaky     graduating     valve     effects     the 
movement  of  the  equalizing  piston  and 
slide  valve  and  the  result,  it  is  well  to 
compare   the   action  of  the   application 
portion    of    the    equalizing   valve    with 
the  action  of  a  triple  valve,  and  assum- 
ing that  a  brake  equipment  on  a  loco- 
motive is  in  good  condition,  there  being 
no  rotary  valve,  brake  pipe,  equalizing 
slide  valve,   or  pressure  chamber  leak- 
age   and    that    the    equalizing   valve   is 
properly  lubricated  and  working  freely 
in  its  bushings,  consider  the  movement 
of  the  equalizing  piston  and  slide  valve 
when  the  brake  pipe  pressure  is  reduced 
5     or     10     lbs.     by     placing     the     brake 
valve  handle  in  service  application  posi- 
tion and  returning  to  lap  position.    The 
equalizing    valve    and    piston     will    be 
promptly  moved  to  service  position  be- 
ing held  there  by  the  graduating  spring, 
and  during  the   movement  the  equaliz- 
ing valve  piston,  to  which  the  graduat- 
ing valve  is  attached,  will  at  the  same 
time  close  the  feed  groove  and  open  the 
graduating   port   in   the   slide   valve   by 


drawing  the  graduating  valve  away  and 
the  port  will  fill  with  pressure  chamber 
air,      and     as     the    port    is    opened    the 
shoulder    of   the    piston    stem    engages 
the  equalizing  slide   valve,   drawing   it   to 
service  position,  and  its  first  movement 
draws  the  exhaust   cavity  of  the   slide 
valve   away   from   the    port   leading   to 
the  application  cylinder  and  brings  the 
service  port  to  register  with  it,  expanding 
pressure   chamber  air  into  the   applica- 
tion   cylinder    until    pressure    chamber 
air    has    reduced    slightly    below    brake 
pipe      pressure,      when      the      equalizing 
valve  will  be  moved  to  service  lap  posi- 
tion.    When    the    brake   pipe   pressure 
is    restored    the    valve    will    be    moved 
from   service   lap   to   release   position,   the 
first  effect  of  the  movement    being    to 
sever      communication      between      the 
graduating     port     and    the    application 
cylinder   port,   and   it   is   here   that   the 
effect   of   a   leaky    graduating    valve   is 
overcome,   not  by  design  but  by  a  ne- 
cessity  of   construction   to    insure   a   cor- 
rect operation.     The  final  effect  of  the 
movement  toward  release  position  is  to 
open  the  feed  groove  and  to  bring  the 
application   cylinder   port   in   communi- 
cation  with    the    exhaust   cavity   of   the 
slide    valve,    and    there    is   of   necessity 
sufficient  space  between  the  graduating 
port     and    the    exhaust    cavity   in    the 
equalizing    slide    valve    seat    to    permit 
of  the  graduating  port  being  lapped  be- 
fore   the    exhaust    cavity    is    opened    to 
the  application   cylinder,  if  it  were   not 
a   slight   movement    of    the    equalizing 
valve   from   release    toward   application 
position     -would     admit     air     from     the 
pressure    chamber     to     the    application 
cylinder,    thence    through    the    exhaust 
cavitj'  to  the  release  pipe,  which  might 
be   very  undesirable  if  the   engine   w^as 
being  hauled  among  a  train  of  cars. 

From  the  foregoing  it  will  be  ob- 
served that  if  the  graduating  valve  of 
the  distributing  valve  is  leaking,  the 
flow  of  pressure  from  the  pressure 
chamber  to  the  application  cylinder 
will  not  be  cut  off  perfectly  after  a 
light  reduction  when  the  equalizing 
valve  assumes  service  lap  position  and 
the  remaining  pressure  chamber  air 
will  be  reduced  by  expanding  into  the 
application  cylinder,  the  brake  pipe 
pressure  remaining  constant  will  force 
the  equalizing  valve  toward  release  po- 
sition until  the  graduating  port  no 
longer  registers  with  the  application 
cylinder  port  and  the  slide  valve  will 
then  prevent  any  further  expansion  of 
pressure  chamber  air,  and  the  valve  will 


remain  in  this  position  until  again 
moved  to  application  position  by  a  fur- 
ther reduction  of  brake  pipe  pressure 
or  to  release  position  by  an  increase  of 
brake  pipe  pressure.  Thus  its  leakage 
has  no  noticeable  effect  so  long  as  it 
is  influenced  by  no  other  disorder,  and 
at  a  first  glance  it  would  appear  that 
the  valve  is  superfluous,  but  it  is  neces- 
sary to  render  the  equalizing  valve 
sensitive  to  the  second  or  subsequent 
service  reductions  of  brake  pipe 
pressure,  for  by  the  use  of  it  only  the 
frictional  resistance  incident  to  the 
movement  of  the  piston  and  graduat- 
ing valve  is  encountered  during  brake 
pipe  reductions  following  the  first  move- 
ment, and  the  slide  valve  on  one  side 
and  the  graduating  spring  on  the  other 
act  as  a  stop  to  limit  the  travel  of  the  pis- 
ton instead  of  encountering  the  additional 
friction  that  would  result  from  a  move- 
ment of  the  slide  valve  during  every  grad- 
uated reduction  of  brake  pipe  pressure. 

This  action  of  the  leaky  graduating 
valve  in  allowing  the  slide  valve  to  be 
forced  to  a  position  between  service  lap 
and  release  would  occur  only  after 
reductions  of  less  than  20  lbs.,  assum- 
ing that  the  brake  pipe  pressure  is  at 
70  lbs.,  or  at  any  brake  pipe  pressure, 
it  would  occur  only  up  to  the  time 
the  pressure  chamber,  application 
chamber,  and  application  cylinder  pres- 
sures have  equalized,  and  if  the  equaliz- 
ing slide  valve  did  not  move  freely,  or 
was  inclined  to  start  with  a  jerky  or 
jumping  movement,  due  to  an  improper- 
Ij-  lubricated  wearing  surface,  the  valve 
would  undoubtedly  jump  to  release  po- 
sition instead  of  stopping  in  the  half- 
way position,  and  in  jumping  to  release 
position  could  not  release  the  brake  as 
the  release  pipe  is  closed  by  the  auto- 
matic brake  valve  rotary  when  the 
handle  is  on  lap  position,  and  about 
the  only  noticeable  effect  it  would  have 
would  be  to  render  the  distributing 
valve  less  sensitive  to  service  reduc- 
tions. 

Again  if  the  slide  valve  and  its  seat 
were  properly  lubricated  and  the  piston 
worked  freely  in  the  bushing  and  the 
valve  assumed  this  half-way  position, 
due  to  graduating  valve  leakage,  the 
valve  could  not  stay  in  this  position 
if  there  was  a  slight  leak  from  the 
pressure  chamber  to  the  atmosphere 
or  from  the  equalizing  slide  valve  seat 
into  the  release  pipe  which  is  practi- 
cally the  same  thing,  as  the  valve 
would  then  be  moved  to  release  posi- 
tion by  the  leakage  from  the  pressure 
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chamber.  Suppose  again  that  the 
graduating  valve  leaked  slightly  and  the 
equalizing  valve  packing  ring  leaked  a 
like  amount,  after  the  equalizing  valve 
assumed  service  lap  position  after  a 
light  brake  pipe  reduction  the  graduat- 
ing valve  leaking  into  the  application 
cylinder  and  the  pressure  chamber  be- 
ing supplied  from  the  brake  pipe  past 
the  leaky  packing  ring  would  result  in 
an  equalization  of  application  cylinder, 
pressure  chamber  and  brake  pipe 
pressures. 

This  effect  should  not  be  confounded 
with  brake  pipe  leakage  or- with  a  leak 
from  another  source,  such  as  from  the 
equalizing  slide  valve  seat  or  from  the 
rotary    valves    of    either    brake    valve, 
which  would  cause  a  blow  at  the  auto- 
matic   brake   valve    e.xhaust    port   when 
the  handles  of  the  brake  valves  are  in 
running    position,    and    before    a    leaky 
graduating  valve  is  tested  for,  all  other 
leaks  or  blows  must  be  corrected  first, 
and   it   will    be    remembered    that    with 
all  other  parts  in  good  condition  a  leaky 
graduating     valve     will    scarcely     have 
any  noticeable  effect,  and  it  might  ap- 
pear  therefore   that   it   did   not   matter 
whether    the   valve    leaked   or   not,   but 
such  is  not  the  case  for  as  soon  as  the 
equalizing    valve    does    not    work    per- 
fectly free,  or  any  slight  disorder  would 
assist      the      leaky      valve      to      reduce 
pressure    chamber    air    in    service     lap 
position    after    a    slight    reduction,    and 
the  valve  would   move   to  release  posi- 
tion, and  while  not  resulting  in  the  re- 
lease of  the  driver  brake  on  the  engine 
handling  the  train  brakes,  it  would  re- 
lease the  engine  and  tender  brake  if  the 
engine  were  elsewhere  in  the  train  with 
the  brake  valve  cut  out  and  the  handles 
in  their  proper  positions.    Therefore,  as 
the  leaky  graduating  valve  that  results 
in  the  equalizing  valve  being  forced  to 
release    position     has     no    particularly 
bad    effect   on    the    engine    from    which 
brakes  are  being  operated  but  does  ef- 
fect a  release  of  the  brake  on  an  engine 
that  is  the  second  one  in  double  head- 
ing or  that  is  being  hauled  in  a  train,  it 
is   evident   that  the   disorder   should   be 
tested  for  occasionally  during  the  regu- 
lar  trip    inspections   so    that    it   can    be 
corrected  before  the  engine  is  assisted 
by      another      in      double      heading      a 
train,    and    the    following    test    is    sub- 
mitted to  determine  whether  the  equal- 
izing  valve    will    be    forced    to    release 
position,      due    to    a    leaky    graduating 
valve  after  a  light  reduction. 

"With  proper  brake  pipe  and  main 
reservoir  pressures  and  no  noticeable 
leakage  from  the  automatic  brake  valve 
exhaust  port,  from  the  pressure  cham- 
ber of  the  distributing  valve,  from  the 
brake  pipe,  or  through  the  brake  pipe 
feed  valve,  with  the  independent  brake 
valve  in  running  position  place  the 
the  automatic  brake  valve  in  release  po- 


sition until  the  brake  pipe  and  pressure 
chamber  are  charged  to  main  reservoir 
pressure,  then  place  the  brake  valve  in 
service  application  position  until  the  brake 
applies,  and  return  handle  to  running 
position.  If  the  brake  releases  shortly 
afterward,  the  application  cylinder 
pressure  escaping  at  the  automatic 
brake  valve,  it  indicates  a  leaky  grad- 
uating valve  that  will  result  in  the  re- 
lease of  the  brake  when  the  engine  is 
the  second  one  in  double  heading  or  be- 
ing hauled  in  a  train." 

In  this  test  of  overcharging  the  brake 
pipe  and  placing  the  brake  valve  ■ 
handle  in  running  position  in  which  po- 
sition air  can  enter  the  brake  pipe  only 
by  the  way  of  the  feed  valve  pipe,  which 
is  controlled  by  the  feed  valve,  but  no 
pressure  could  enter  the  brake  pipe  by 
this  route  as  the  pressure  is  higher  than 
the  adjustment  of  the  feed  valve,  and 
none  could  enter  until  brake  pipe 
pressure  fell  below  the  adjustment  and 
in  the  meantime  the  brake  valve,  being 
in  running  position,  would  have  the  re- 
lease pipe  open  to  the  atmosphere.  A 
light  brake  pipe  reduction  from  the 
automatic  brake  valve  would  apply  the 
brake,  and  with  brake  pipe  pressure 
constant  and  the  valve  handle  returned 
to  running  position,  a  leak  from  the 
pressure  chamber  would  release  it,  ap- 
plication cylinder  pressure  escaping  at 
the  automatic  brake  valve,  then  know- 
ing that  there  is  no  leak  from  the 
pressure  chamber  to  the  atmosphere  or 
from  the  equalizing  valve  into  the  re- 
lease pipe,  it  would  be  safe  to  assume 
that  the  pressure  chamber  leak  which 
released  the  brake  was  through  the 
graduating  valve. 

However,  if  the  indications  of  the 
test  are  not  entirely  satisfactory,  or  if 
for  any  reason  proper  pressures  could 
not  be  obtained,  a  second  test  would 
be  advisable. 

"With  any  brake  pipe  and  reservoir 
pressure  above  50  lbs.  and  with  no  per- 
ceptible leakage  out  of,  or  into,  the 
brake  pipe  and  no  leaks  from  the 
pressure  chamber  to  the  atmosphere,  or 
from  the  exhaust  port  of  the  automatic 
brake  valve,  make  a  light  service  re- 
duction returning  the  valve  handle  to 
lap  position,  remove  the  safety  valve 
from  the  distributing  valve,  and  with 
the  equalizing  valve  in  service  lap  po- 
sition there  should  be  no  leaks  into  the 
cavity  from  which  the  safety  valve 
was  removed.  If  there  is,  it  is  from  the 
graduating  valve,  assuming  that  the 
equalizing  slide  valve  is  tight." 

Although  the  construction  and  opera- 
tion of  the  H6  and  Hs  brake  equip- 
ments are  necessarily  somewhat  differ- 
ent, all  that  has  been  said  concerning 
the  effect  and  tests  for  a  leaky  grad- 
uating valve  in  the  H6  equipment  ap- 
plies to  the  Hs,  with  the  exception  of 
the  first  test  mentioned,  the  second  test 


applies  to  either,  and  for  a  test  similar 
to  the  first  that  can  be  applied  to  the 
H5  brake  the  following  could  be  used: 
"With  any  brake  pipe  and  main 
reservoir  pressure  above  50  lbs.  no 
leaks  from  the  pressure  chamber  or 
equalizing  slide  valve,  and  the  brake 
pipe  reasonably  free  from  leakage, 
place  the  automatic  brake  valve  handle 
on  lap  position  and  close  the  stop 
cock  in  the  brake  pipe  under  the  brake 
valve,  and  by  means  of  an  angle  cock 
make  a  light  application  of  the  brake, 
closing  the  angle  cock  as  the  brake  ap- 
plies. If  the  brake  pipe  pressure  re- 
tnains  constant  and  the  brake  remains 
applied  there  is  no  leak  of  pressure 
chamber  air  to  the  atmosphere  or  from 
the  pressure  chamber  to  the  applica- 
tion chamber,  assuming  that  the  equal- 
izing valve  packing  ring  divides  brake 
pipe  and  pressure  chamber  air. 

"If  the  brake  releases  shortly  after  the 
application,  the  application  chamber 
pressure  escaping  at  the  automatic 
brake  valve  exhaust  port,  it  indicates 
that  pressure  chamber  air  has  leaked 
past  the  graduating  valve  into  the  ap- 
plication chamber  causing  the  equaliz- 
ing valve  to  be  moved  to  release  posi- 
tion." 

By  placing  the  automatic  brake  valve 
handle  on  lap  position  and  closing  the 
stop  cock  in  their  brake  valve  branch  pipe 
no  air  could  enter  the  brake  pipe  from 
the  brake  valve,  and  the  exhaust  cavity 
of  the  equalizing  slide  valve  would  be 
open  to  the  atmosphere  through  the 
double  heading  cock  and  the  emergency 
exhaust  port  of  the  automatic  brake 
valve. 

Let  it  not  be  inferred  that  in  the 
second  test  that  the  safety  valve  could 
be  removed  and  the  brake  applied  with 
a  graduated  reduction  of  brake  pipe 
pressure,  but  the  brake  can  be  applied 
with  a  light  reduction  and  the  safety 
valve  can  be  removed  afterward  with- 
out disturbing  the  application  chamber 
pressure.  The  duty  of  the  graduating 
valve,  when  the  equalizing  valve  is  in 
service  lap  position,  is  to  cut  off  the 
flow  of  air  to  the  safety  valve  with  the 
same  movement  that  it  cuts  it  off  from 
the  application  chamber,  and  failure  to 
do  so  would  allow  the  leak  into  the 
safety  valve  passage. 

The  equalizing  slide  valve  could  also 
leak  into  this  passage,  but  as  stated 
previously,  before  testing  for  a  leaky 
graduating  valve  the  equalizing  slide 
valve  must  show  by  test  or  observation 
to  be  free  from  leakage. 


Anger  effects  nothing  it  goes  about,  and 
hurts  the  man  who  is  possessed  by  it  more 
than  any  other  against  whom  it  is  directed. 


Be  happy  in  the  good  you  have  won, 

and     in     the     good     you      do. — Haunted 

Man. 
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Automatic   Block   Signals. 

Bv   W.   B.   KOUWENHOVEN. 

On  any  road  on  which  large  earnings 
are  to  be  derived  and  over  which  there  is 
plenty  of  traffic,  the  problem  that  presents 
itself  is  how  to  move  the  maximum  num-  ■ 
ber  of  trains  with  the  greatest  degree  of 
economy  and  safety.  In  this  country  the 
traffic  has  increased  at  a  rate  that  is  far 
in  advance  of  the  trackage,  and  one  of 
the  most  efficient  methods  of  handling 
the  heavy  traffic  is  a  good  block  system. 

The  early  block  systems  of  this  country 
were  all  manually  operated.     In  the  days 
when  the  station  agent  was  ticket  agent, 
baggage   man,    freight   handler,   telegraph 
operator    and    man    of   all   work,    it    was 
thought  good  to  let  him  handle  the  block 
signals    while    he    was    resting.      But    as 
traffic  increased  the  station  agents  became 
too  busy  to  handle  the  signals,  and  as  the 
stations   were   not  close   enough   together 
to  serve  as  block  stations,  it  was   found 
necessary  to   install  towers    for  handling 
the    signals.     The    cost   of   these   towers 
was    about   $1,000   apiece,    and   the   wage 
cost  ranges  from  $1,000  to  $1,500  per  year. 
The  ne.xt  step  was  to  equip  the  roads 
with  block  signals  which  were  automatic 
in  their  action,   and  which  depended  for 
their  operation   upon  either  the  presence 
or    absence    of    a    train    in    the    section. 
These    automatic    signals    were    so    con- 
structed that  in  case  of  the  breaking  of  a 
rail  or  any  damage  to  the  signal  mechan- 
ism,   the    semaphore    would    immediately 
assume     the     stop     position.     Automatic 
block  signals  are  of  necessity  of  the  pre- 
missive  type,  because  if  a  signal  is  out  of 
order  and  assumes  the  stop  position,  traf- 
fic   must    not    be    suspended    for    several 
hours.    This  is  not  a  serious  objection  on 
double   track   roads   where   a   train   after 
waiting   at   a   stop    signal   the    prescribed 
time,  usually  one  minute,  may  proceed  cau- 
tiously, expecting  to  find  either  a  broken 
rail  or  a  train  in  the  block.     On  single- 
track  roads,  however,  a  flagman  must  be 
sent  ahead  before  the  train  can  proceed, 
in   order  to   protect   it   from   a  train  ap- 
proaching in  the  opposite  direction. 

Automatic  block  signals  have  not  met 
with  much  favor  on  single-track  roads, 
because  of  this  fact,  and  are  not  used  to 
any  great  extent  by  them.  Nevertheless 
the  Harriman  lines  have  installed  several 
thousand  miles  of  block  signals  on  their 
single-track  roads,  and  believe  they  have 
been  warranted  in  doing  so  because  of 
the  number  of  broken  rails  that  have 
been  reported  by  the  automatic  signals. 
This  article  will  consider  only  the  opera- 


tion   of    block    signals    on    double-track 
roads. 

LENGTH    OF    BLOCK. 

The  minimum  length  of  a  block  is  the 
greatest  distance  in  which  any  train  on 
the  road  can  be  stopped.  This  distance 
varies  with  the  contour  of  the  road  and 
the  weight  of  the  trains  that  are  handled. 
In  practice  the  length  of  the  block  is  usu- 
ally from  4,000  to  12,000  ft.  These  are 
shortened  as  the  terminals  with  their  con- 
gestion of  traffic  are  approached.  The 
control  of  the  automatic  block  signals  is 
such  that  it  not  only  warns  the  engineer 
that  the  block  ahead  is  occupied,  but 
warns  him  in  time  to  stop  his  train  be- 
fore reaching  the  entrance  of  the  occupied 
block.     In  order  to  accomplish  this  every 
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FIG.    I. 

block  is  provided  with  two  signals,  one 
at  the  entrance  of  the  block,  called  a 
home  signal,  and  the  other  at  a  consider- 
able distance  to  the  rear,  called  a  distance 
signal.  The  home  signal  is  in  the  stop  po- 
sition when  a  train  occupies  the  block, 
and  the  distance  signal  is  in  a  caution 
position,  serving  to  warn  the  following 
train  that  the  block  ahead  is  occupied.  By 
means  of  this  arrangement  of  signals  two 
trains  starting  two  blocks  apart  and  both 
running  at  the  same  speed,  will  reach  their 
destination  two  blocks  apart.  The  second 
train  will  have  clear  signals  all  the  way 
unless  the  first  train  stops,  and  then  the 
distant  signal  will  warn  the  engineer  of 
the  second  train,  thus  giving  him  ample 
room  to  stop  before  reaching  the  occupied 
block. 

ARR-\NGEMENT  OF  SEM.\PHORES. 

On    roads    where    the    blocks    are    very 


long,  home  and  distance  semaphores  are 
sometimes  mounted  on  separate  posts. 
This,  however,  is  not  customary,  and  usu- 
ally both  home  and  distance  signals  are 
on  the  same  post. 

BOTH     SIG.VALS     ON     ONE     POST. 

Fig.  I  illustrates  a  block  system  with 
the  semaphores  mounted  on  the  same 
post.  The  ends  of  the  home  semaphore 
arms  are  square,  while  those  of  the  dis- 
tance semaphore  are  notched.  They  are 
usually  painted  differently,  and  different 
colored  lights  are  used  at  night.  A  train 
is  in  block  A,  and  is  proceeding  across 
the  page  to  the  right.  The  home  sema- 
phore, A,  at  the  entrance  of  the  block, 
is  in  the  stop  position,  and  the  distance 
semaphore.  A,  at  the  entrance  of  the  pre- 
ceding block,  is  in  the  caution  position. 
The  home  signal,  B,  and  the  distance  sig- 
nal, B,  are  both  in  the  proceed  position. 
Fig.  I. 

Some  t}-pes  of  block  signals  use  only  a 
single  semaphore  arm  for  both  home  and 
distance  signals.  The  semaphore  is  then 
known  as  a  three-position  signal.  When 
the  semaphore  is  in  its  horizontal  position 
it  indicates  stop,  the  block  is  occupied,  in 
its  45  degree  inclined  position  it  serves  as 
a  distance  caution  indication,  and  in  its 
vertical  position  it  indicates  proceed. 

The  semaphore  arms  are  so  arranged 
with  counterweights  that  the  signal  tends 
to  return  to  the  stop  position,  even  when 
covered  with  ice  or  snow. 

THE. TRACK    CIRCUIT. 

The  track  circuit  is  the  principal  ele- 
ment of  any  automatic  block  signal  sys- 
tem, and  it  is  also  the  weakest.  It  is  ex- 
tremely simple  to  form  the  blocks  or  sec- 
tions. All  that  is  necessary  is  to  remove 
the  fishplates  from  the  rails  at  both  ends 
of  the  section,  replacing  them  with  one  of 
the  many  forms  of  insulating  joints  that 
are  on  the  market,  and  bond  the  interme- 
diate rails  together  with  No.  8  gal- 
vanized iron  wire.  Then  connect  a  bat- 
tery across  one  end  of  the  section  and  an 
electro  magnet  or  relay  across  the  other 
end,  where  the  signals  are.  When  there 
is  no  train  in  the  section  the  current  from 
the  batteries  will  flow  down  ore  r.-iil 
through  the  electro  magnet  and  back  to 
the  battery  through  the  other  rail.  The 
relay  is  provided  with  a  pivoted  armature, 
which  is  attracted  by  the  relay,  against 
the  pull  of  gravity.  This  armature  car- 
ries contacts  which  serve  to  actuate  the 
semaphore  arms.  When  a  train  enters 
the  section  or  block  its  wheels  on  the 
rails  offer  so  little  resistance  that  prac- 
tically all  the  current  flows   through   the 
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short  circuit  formed  by  the  wheels  and 
axles  of  the  train,  and  the  relay  does 
not  get  enough  current  to  hold  up  its 
armature.  The  armature  drops,  causing 
the  semaphore  to  go  to  the  stop  position. 
In  case  of  the  breaking  of  a  rail,  the 
track  circuit  will  be  opened  and  the  sem- 
aphore assume  the  danger  position,  be- 
cause the  armature  of  the  relay  will  fall. 
Although  the  track  circuit  is  so  very 
simple,  it  is  extremely  difficult  to  make 
it  work  under  all  conditions.  There  is  no 
insulation  between  the  rails,  but  the  ties, 
and  these  become  conductors  in  wet 
weather,  allowing  a  large  part  of  the  cur- 
rent to  leak  from  one  rail  to  the  other. 
It  does  not  take  much  current  to  operate 
the  relay,  but  it  is  a  very  difficult  matter 
to  hold  onto  that  small  current  through- 
out 5,000  ft.  of  track.  The  relays  must 
also  be  inclosed  and  sealed  so  that  no 
one  can  tamper  with  the  adjustments, 
and  so  that  moisture  cannot  get  in  and 
short  circuit  the  contacts.  They  must 
also  be  protected  by  high  grade  insulation, 
and  a  first-class  lightning  arrester  must  be 
provided. 

CL.^SSIFIC.MION. 

Automatic  block  signals  may  be  classi- 
fied in  two  ways,  the  one  depending  upon 
the  railroad  system,  and  the  other  upon 
whether  direct  or  alternating  current  is 
used  to  operate  the  signals.  We  xill  con- 
sider the  automatic  block  signal  systems 
in  the  following  order  : 

(1)  Signals  operated  by  direct  current 
on  steam  roads. 

(2)  Signals  operated  by  alternating 
current  on  roads  where  direct  current  is 
used  for  the  propulsion  of  trains,  (a) 
the  single  rail  system,  (b)  the  double 
rail  system. 

(3)  Signals  operated  by  alternating 
current  on  roads  where  alternating  cur- 
rent is  used  for  the  propulsion  of  trains. 

DIRECT    CURRENT    CIRCUIT. 

Automatic  block  signals  on  steam  roads 
are  usually  operated  by  direct  current, 
and  either  the  track  circuit  is  employed 
throughout  or  else  live  wires  are  used  to 
operate  the  distant  signals. 

The  use  of  the  track  circuit  for  oper- 
ating all  the  signals  bj'  direct  cur- 
rent, is  what  is  known  as  the 
polarized  'system.  Block  A  represents 
the  last  block  of  the  system.  The  home 
signal  A  is  controlled  by  a  relay  and 
battery.  When  a  train  enters  section 
A  it  short  circuits  the  track  relay  caus- 
ing the  armature  to  drop,  and  the  home 
semaphore  A  immediately  goes  to  the 
stop  position.  The  home  semaphore  in 
going  to  the  stop  position  shifts  the  pole 
changing  switch  or  pole  changer  to  the 
new  position.  This  pole  changer  re- 
verses the  direction  of  the  current 
supplied  to  the  section  B.  The  relay 
is  a  combined  neutral  and  polar- 
ised relay  which  is  provided  with  two 
armatures. 

One    armature  depends  for  its  operation 


upon  whether  there  is  a  train  in  the  block 
or  not,  and  is  similar  in  action  to  the 
neutral  relay  at  A.  The  armature  is 
magnetized,  and  will  respond  to  current 
in  one  direction  only.  One  armature 
controls  the  home  signal  B  and 
the  other  the  distance  signal  A.  Now 
when  the  home  signal  A  goes  to  the 
stop  position  it  reverses  the  polarity  of 
the  current  supplied  to  the  rails,  as  was 
stated,  and  the  relay  R  will  attract  the 
magnetized  armature  and  the  distant 
semaphore  A  rises  to  the  caution  posi- 
tion. When  a  train  leaves  section  A 
the  relay  R  will  attract  its  armature,  and 
cause  the  signal  arm  to  fall  to  the  pro- 
ceed position,  and  shifts  the  battery  con- 
nections to  their  original  position,  thus 
releasing  the  armature  and  returning 
the  distant  semaphore  A  also  to  its 
proceed  position.  It  will  be  noticed  that 
when  the  polarity  of  the  track  battery  is 
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FIG.  2. 

changing,  the  circuit  will  be  opened  for 
an  instant,  and  the  home  signal  at  B 
would  go  to  the  stop  position,  because 
there  would  be  no  current  for  the  relay 
R.  This  is  prevented  by  applying  an  addi- 
tional coil  to  the  relay  R,  which  will  mo- 
mentarily hold  the  signal  B  in  the  pro- 
ceed position. 

The  method  of  using  line  wires  does 
away  with  the  pole  changing  switch,  and 
the  polarized  relay  at  B.  An  additional 
contact  is  placed  on  the  relay  R  which 
is  connected  by  line  wires,  which  are 
strung  on  the  telegraph  poles  to  a  relay 
at  B.  This  relay  in  turn  actuates  the  dis- 
tant signal.  Two  relays  are  required  at 
B  by  this  method,  one  for  operating 
the  home  signal  and  the  other  for  the 
distance  signal.  The  line  wires  are  pro- 
tected by  the  lightning  arresters,  but  even 
then  the  distant  semaphores  are  sometimes 
out  of  commission.  For  this  reason  the 
control  of  home  signals  by  line  wires  has 
not  met  with  approval. 

-Switch  and  sidings  are  made  a  part  of 


the  main  track  circuit  up  to  the  fouling 
point  in  order  to  protect  trains  on  the 
main  track  from  cars  which  they  may  not 
clear.  Miniature  semaphore  signals  are 
located  at  the  switching  points,  which  in- 
dicate when  a  train  on  the  main  track  is 
approaching  two  blocks  or  sections  away. 
When  a  switch  is  thrown  to  permit  a 
train  to  leave  a  siding  and  enter  the  main 
line  it  short  circuits  the  two  rails,  takes 
the  current  from  the  relay  and  sets  the 
signals  to  the  stop  position. 

When  the  block  is  too  long  to  be  op- 
erated by  a  single  battery,  the  section  is 
broken  in  two  and  a  relay  which  is  simi- 
lar to  the  ordinary  telegraph  relay  is  em- 
ployed to  repeat  the  signal  from  one  part 
of  the  section  to  the  other.  Usually  from 
3,000  to  s,ooo  ft.  can  be  operated  in  a 
single  section. 

The  batteries  which  operate  the  signal 
mechanism  consist  of  16  cells  of  caustic 
potash  primary  batteries  connected  in 
scries  and  carefully  housed.  The  track 
batteries  consist  of  two  or  three  gravity 
cells,  such  as  used  in  telegraph  work. 
The  cells  are  connected  in  parallel.  Stor- 
age batteries  are  sometimes  used,  but 
they  require  regular  charging  and  a  good 
deal  of  attention.  It  costs  about  $750  to 
$!,2co  to  install  a  block  section,  and  from 
$7S  to  $100  a  year  to  maintain  a  two-arm 
signal  per  year. 


Hov7  It  Really  Happened. 

A  brakeman  from  Missouri  with  "mitts' 
on  him  that  resembled  two  canvassed 
hams,  and  a  swagger  that  would  have 
tempted  a  sailor  to  keel  over  and  pass  up 
his  proud  spirit  out  of  sheer  envy,  was  re- 
cently called  before  Superintendent  Given 
of  the  Des  Moines  Valley  Division  for  his 
version  of  an  accident  that  happened  to 
his  train  while  pounding  over  the  iron 
near  Eldon  some  time  ago. 

"It  wuz  this  way,  Mr.  Given,"  he  began, 
taking  an  e.xtra  reef  in  his  trousers.  "We 
v.uz  mopin'  'round  the  curve  at  about  a 
sixty-five  per  when  I  spied  a  stack  of  reds 
on  the  main.  I  give  the  grand  hailin'  sign 
of  distress  and  notified  the  skillet  head  on 
the  head  end.  He  trowed  her  in  de  breech- 
in'  on  two  pipes  of  seashore.  He  give  her 
de  secret  works  and  commenced  to  sound 
de  bugle  call.  Then  I  makes  a  high  dive 
and  disappeared  in   de  atmosphere." 

Mr.  Given  remarked  that  if  it  all  hap- 
pened as  the  Missouri  brakeman  had 
stated,  he  presumed  it  was  an  act  of  Prov- 
idence and  not  the  slightest  chance  of 
neglect  attached  to  the  highly  intellectual 
crew. — The  Railroad  Trainman. 


The  other-people's-business  man  per- 
sisted in  trying  to  extract  information 
from  a  prosperous  looking  elderly  man 
next  him  in  the  Pullman  smoker.  "How 
many  people  work  in  your  office?"  he 
asked.  "Oh,"  said  the  elderly  man,  get- 
ting up  and  throwing  away  his  cigar,  "I 
should  say,  at  a  rough  guess,  about  two- 
thirds  of  them." — London  Opinion. 
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AMERICAN  RAILWAY  MASTER  MECHANICS'  ASSOCIATION 


Address  of  Mr.  H.  H.  Vaughan,  President 


In  1868  six  master  mechanics  attending 
the  Master  Car  Builders'  convention  at 
Dayton  decided  to  call  a  general  meet- 
ing at  Cleveland  to  organize  an  associa- 
tion of  the  master  mechanics  of  the 
United  States  and  Canada.  At  that  meet- 
ing, which  was  held  later  on  in  the  same 
year,  fifty  were  present,  representing  many 
of  the  most  important  lines  of  railways  in 
the  country  and  a  constitution  was  adopt- 
ed with  the  following  preamble : 

"We,  the  undersigned  railway  master 
mechanics,  believe  that  the  interests  of  the 
companies  by  whom  we  are  employed 
may  be  advanced  by  the  organization  of 
an  association  which  shall  enable  us  to 
exchange  information  upon  the  many  im- 
portant questions  connected  with  our 
business." 

These  words  outlined  the  object  with 
which  the  new  society  began  its  career, 
adopting  as  its  purpose  the  discussion  of 
the  best  methods  of  construction  and 
operation  of  the  locomotive  at  a  time 
when  it  had  just  emerged  from  the  ex- 
perimental stage  and  was  assuming  a  per- 
manent and  fairly  uniform  design.  It 
had  already  taken  its  place  in  the  world 
a^  the  most  powerful  and  economical 
engine  of  transportation,  but  few  even 
who  were  connected  with  it  in  those  days 
could  have  foreseen  the  development  it 
was  to  undergo,  or  the  extent  to  which  it 
would  render  possible  the  cheapening  and 
extension  of  the  transportation  facilities 
of  the  world,  the  chief  factor  in  the  won- 
derful change  that  has  taken  place  in  the 
relations  of  nations,  the  distribution  of 
food  supplies  and  the  growth  of  manu- 
factures,   cities    and    continents. 

The  association  so  quietly  started  was 
well  founded.  It  had  chosen  for  its  aim 
a  work  that  was  needed,  and  as  the  rail- 
ways of  the  country  grew,  it  grew  with 
them,  until  now,  forty-one  years  later,  we 
have  a  membership  of  nine  hundred  and 
sixty-one  (961),  representing  every  rail- 
way in  the  United  States  and  Canada, 
and  a  large  number  of  those  in  foreign 
countries.  It  has  been  unique  in  its  de- 
votion to  the  locomotive  and  its  prob- 
lems alone,  but  its  object  has  proved 
worthy  of  its  attention,  and  we  are  to-day 
confronted  with  problems  just  as  im- 
portant as  those  which  our  predecessors 
considered,  none  the  less  vital  to  us  be- 
cause they  are  broader  in  scope  and  be- 
cause financial  considerations  are  now 
more  closely  connected  with  those  which 
are  purely  technical. 

I  have  always  been  deeply  interested  in 
the  history  of  this  association ;  I  have 
been  a  great  admirer  of  the  work  that  it 
has  done,  and  I  am  going  to  take  this 
opportunity  to  speak  to  you  of  the  success 
it  has  obtained,  the  methods  it  has  used. 


and    the   opportunities    that    lie   before   it 
for  the  future. 

It  is  impossible  to  review  in  detail  the 
w  ork  which  has  been  accomplished ;  the 
n.ass  of  information  contained  in  our  pro- 
ceedings is  too  great  for  individual  refer- 
ence. To  even  touch  on  the  more  im- 
portant subjects  would  necessarily  result 
in  a  mere  catalogue.  Figures  are  but  a 
poor  way  of  illustrating  results,  but  in 
the  forty-one  years  of  our  proceedings 
three  hundred  and  fifty-one  (351)  reports 
of  committees,  sixty  (60)  individual 
papers  and  one  hundred  and  fifteen,  (115) 
topical  subjects  have  been  presented  and 
discussed.  Of  these  reports  and  discus- 
sions it  may  be  stated  that  one  hundred 
and  twenty-six  .(i26_)  contain  information 
of  special  interest  at  the  present  time, 
while  two  hundred  and  eighty-three  (283) 
are  of  specific  value,  either  in  whole  or  in 
part.  While  this  classification  is  to  a  cer- 
tain extent  a  matter  of  opinion,  it  shows 
most  decidedly  the  general  excellence  of 
the  work  which  this  association  has  done. 
It  has  investigated  almost  every  conceiv- 
able subject  connected  with  the  locomo- 
tive, its  construction,  operation  and  main- 
tenance, developing,  criticising  and  dis- 
cussing it  as  it  progressed  from  the  little 
sixteen-inch  (i6-in.)  eight-wheeler  of  the 
sixties  to  the  magnificent  freight  and  pas- 
senger equipment  of  the  present  day.  To 
say  that  the  wonderful  development  that 
has  taken  place  is  entirely  owing  to  the 
work  of  our  associations  would  be  an 
exaggeration.  Apart,  however,  from  the 
f.icts  determined  in  our  reports,  the  im- 
provements they  have  suggested,  and  the 
practice  they  have  introduced,  our  meet- 
irgs  have  year  by  year  been  attended  by 
the  men  engaged  in  carrying  on  and  ad- 
vancing this  work.  They  have  presented 
their  own  views  in  our  discussions,  they 
have  heard  the  views  of  others,  and, 
whether  speakers  or  listeners,  have  re- 
turned home  from  our  conventions  with 
their  opinions  modified,  new  ideas  con- 
ceived and  their  experience  broadened. 
With  that  renewed  energy  and  interest  in 
their  work  which  invariably  results  from 
communication  with  other  workers  in 
the  same  field,  they  have  put  into  practice 
suggestions  which  have  been  advanced 
and  by  their  daily  work  have  together 
built  up  that  mass  of  knowledge  and  ex- 
perience that  has  resulted  in  the  produc- 
tion of  the  American  locomotive  of  to- 
day. In  such  ways,  as  well  as  by  the 
exchange  of  information,  our  association 
has  succeeded  in  its  object  in  being  of 
benefit  to  the  railways  by  whom  our  mem- 
bers are  employed. 

Our  work  has  not  been  limited,  how- 
ever, to  the  exchange  of  information,  but 
from  the  very  beginning  our  committees 


have  done  far  more  than  obtain  and  re- 
port existing  facts  or  give  the  opinion 
they  have  formed  as  a  result  of  their 
inquiries.  This  has  been  an  important 
and  valuable  portion  of  their  work,  and 
our  history  shows  that  in  the  large  ma- 
jority of  cases  it  has  been  done  well.  The 
answers  received  to  the  letters  of  inquiry 
have  frequently  indicated  a  great  diver- 
gence of  opinion  or  a  lack  of  proper 
knowledge,  while  our  later  experience  has 
justified  the  committee's  decision.  Their 
reports  have  presented  carefully  thought 
out  and  correct  conclusions,  which  have, 
through  investigation  and  the  standing  of 
the  members  of  the  committees,  been 
widely  accepted  and  of  valuable  assistance 
in  establishing  advanced  practice.  A  de- 
velopment of  their  work  to  which  I  wish 
to  call  your  attention  has  not,  I  believe, 
been  generally  awarded  the  credit  it  de- 
served, yet  it  has  been  the  source  of  the 
greatest  influence  exerted  by  our  associa- 
tion, and  of  the  importance  of  its  service 
to  the  railways.  I  refer  to  the  investiga- 
tion of  the  scientific  principles  underly- 
ing the  questions  assigned  to  our  com- 
mittees, the  tests  and  experiments  they 
have  carried  out  when  necessary  to  de- 
termine additional  data,  and  the  correct 
and  practical  conclusions  they  have  de- 
duced. As  a  result  their  work  stands 
to-day  as  the  basis  of  most  of  our  scien- 
tific knowledge  of  the  locomotive,  the  en- 
gineering principles  on  which  it  is  de- 
signed, and  the  reasons  for  the  methods 
by  which  it  is  operated. 

I  do  not  mean  that  we  have  to  look  to 
our  committee  for  all  the  knowledge  that 
is  available  on  the  theoretical  mechanics 
of  the  locomotive,  or  for  such  researches 
as  those  on  the  properties  of  steam,  the 
strength  of  materials,  or  the  chemistry  of 
combustion.  That  has  been  the  work  of 
the  mathematician  or  physicist,  and  its- 
value  in  solving  the  practical  problems  of 
engineering  is  limited  by  the  vast  num- 
ber of  factors  which  enter  into  actual 
working  conditions.  Our  work  on  the 
other  hand,  has  been  the  observation  and 
interpretation  of  results  in  a"  scientific 
manner,  and  through  being  carried  on  by 
practical  men,  who  have  established  the 
relation  between  the  facts  they  ascertained, 
and  the  theoretical  principles  underlying 
them,  has  been  sound  in  its  basis,  and 
rendered  general  in  its  application. 

Probably  the  best  example  is  the  series 
of  experiments  on  exhaust  nozzles,  stacks 
and  steam  passages.  This  began  with  the 
road  tests  which  were  carefully  carried 
out  in  1879,  the  experiments  carried  out  in 
1890,  which  were  independent  of  road 
conditions,  the  first  record  of  that  kind 
in  our  proceedings,  and  in  1891  tests  of  a 
high  degree  of  scientific  excellence  which 
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indicated  the  benefits  obtained  by  lower- 
ing the  nozzle.  It  was  then  intended  to 
continue  the  experiments  at  Purdue,  but 
when  that  laboratory  was  destroyed  by 
fire  a  locomotive  testing  plant  was  con- 
structed by  the  chairman  of  the  commit- 
tee which  was,  with  the  exception  of  that 
at  Purdue,  the  first  in  existence.  The  ex- 
periments made  upon  it  were  the  first 
careful  and  thorough  investigations  of  the 
action  of  the  blast  and  the  result  of  varia- 
tions in  design  of  nozzles  and  stacks  that 
had  been  carried  out  on  an  actual  loco- 
motive on  a  testing  plant  on  which  uni- 
form working  conditions  could  be  main- 
tained. The  results  were  given  in  the  re- 
port of  1894  and  the  great  report  of  1896, 
which  will  be  remembered  as  the  best  re- 
port up  to  that  time  presented  to  this  or 
any  other  society  on  a  subject  connected 
with  locomotive  engineering.  Supple- 
mented by  the  more  recent  work,  this  sub- 
ject stands  as  one  of  the  most  scientifc- 
ally  and  carefully  investigated  details  of 
the  locomotive,  and  its  history  is  one  of 
v.hich  our  association  should  be  proud. 

The  test  of  compound  locomotives  pre- 
sented in  1892  marked  an  important  ad- 
vance through  recording  the  first  com- 
plete and  properly  conducted  road  test, 
using  the  dynamometer  car,  indicators,  ac- 
curate measurement  of  coal  and  feed 
water,  the  quality  of  the  steam,  and  the 
measurement  of  various  losses.  These 
methods,  although  previously  applied 
along  similar  lines  on  stationary  plants, 
yet  marked  a  decided  advance  in  locomo- 
tive work,  and  supplemented  by  the  re- 
port on  the  standard  method  of  conduct- 
ing locomotive  tests  have  assisted  mate- 
rially in  defining  conditions  .that  should 
be  observed  if  accurate  results  are  desired. 
The  subject  of  locomotive  capacity  has 
always  been  well  handled  and  our  recom- 
mendations in  this  respect  have  exerted 
a  considerable  influence  and  have  been 
widely  used.  One  report  is  of  special  in- 
terest, that  of  1897,  in  which  was  pre- 
sented the  first  comprehensive  study  of 
the  characteristics  of  the  locomotive,  since 
made  familiar  to  us  by  the  work  at  Pur- 
due University  and  the  St.  Louis  Testing 
Plant.  Then,  however,  the  subject  was 
broadly  new  and  such  a  method  of  treat- 
ment almost  unknown,  but  it  marked  the 
important  discovery  of  the  locomotive  as 
a  machine  with  definable  properties,  al- 
though of  wide  variations,  as  opposed  to 
the  indefinite  views  on  its  capacity  and 
economy  which  were  previously  held. 

Other  notable  reports  of  a  general  char- 
acter were  those  on  high  steam  pressures 
in  1898.  the  loss  of  power  from  friction  in 
the  machinery  of  a  locomotive  in  1906,  and 
the  results  obtained  from  briquetted  coal 
in  1908.  There  have  been  many  others  of 
more  detailed  nature,  but  which  indicate 
the  valuable  character  of  our  experimen- 
tal work.  ."Vmong  the  more  important 
are  those  on  driving  wheel  tire  wear,  in 
which  the  forces  acting  were  carefully  an- 


alyzed and  compared  with  the  wear  actu- 
ally found,  showing  distinctly  the  cause 
of  the  trouble ;  the  report  on  engine  truck 
swing  hangers  in  which  indicatmg  appara- 
tus was  used  to  determine  the  action  of 
an  engine  with  different  types  of  suspen- 
sion; the  report  on  slide  valves,  in  which 
the  dynamometer  was  used  in  the  valve 
stem,  and  the  forces  shown  compared 
with  those  determined  by  elaborate  cal- 
culations of  the  various  stresses ;  the  re- 
ports on  counterbalancing  which  have  es- 
tablished the  allowable  disturbing  weight, 
and  the  specifications  for  materials  in 
which  laboratory  tests  have  been  com- 
pared with  an  enormous  number  of  service 
results.  Add  to  these  reports  others, 
which  by  their  high  degree  of  merit  have 
had  a  far-reaching  effect  on  our  railway 
work,  such  as  those  on  ton-mile  statistics, 
repair  shops,  and  the  education  of  appren- 
tices, and  the  whole  forms  a  series  of 
progressive  and  leading  contributions  to 
the  science  of  locomotive  design  and  op- 
eration which  has  produced  a  permanent 
eft'ect  and  has  demonstrated  correct  prin- 
ciples to  the  entire  locomotive  world.  For 
years  past  locomotive  practice  in  Amer- 
ica has  been  based  on  scientific  knowledge, 
and  such  questions  as  the  proportions  of 
heating  surface  and  cylinder  capacity,  and 
the  designs  of  front  ends  have  been  de- 
cided by  the  analyzed  experience  of  the 
entire  country,  or  carefully  conducted  ex- 
periments. In  foreign  countries  where  no 
such  association  as  ours  has  existed,  these 
m.atters  have  been  left  to  the  judgment  of 
the  individual  or  what  are  practically  rule 
of  thumb  methods.  Few  realize  what  this 
work  has  done  for  the  railroads  of  the 
country,  but  the  result  is  seen  in  the  gen- 
eral success  of  our  locomotive  practice. 

That  our  association  has  done  its  self- 
aF:signed  work  energetically  and  efficiently, 
there  is  no  question.  Its  history  is  prac- 
tically that  of  the  modern  locomotive  in 
.\merica,  and  from  the  years  when  lengthy 
discussions  on  iron  versus  steel  for  fire- 
box plates,  the  cause  of  boiler  explosions, 
and  the  proper  thickness  for  the  shell  of  a 
boiler  were  the  live  issues  at  our  meet- 
ings, through  the  periods  of  air  brakes, 
injectors,  high-pressure  boilers,  compound 
locomotives,  and  testing  plants,  to  our 
present  times  with  Mallet  engines  and 
superheated  steam,  the  association  has 
been  untiring  in  its  interest  in  each  new 
subject  that  has  been  introduced  and  its 
members  individually  have  shown  their  in- 
terest by  their  attendance  and  the  large 
amount  of  time  they  have  devoted  to  the 
work.  In  no  other  country  has  there  been 
any  similar  society  organized  to  consider 
the  problems  of  locomotive  construction 
and  maintenance  exclusively,  and  we  may 
justly  feel  that  the  predominating  excel- 
lence of  American  practice  is  in  no  small 
degree  due  to  our  efforts.  Our  work  has 
been  well  done.  We  have  formed  an  im- 
mense machine  for  the  interchange  of  in- 
formation and  have  added  to  that  our  ex- 


pressed intention,  by  having  also  carried 
out  a  large  amount  of  experimental  in- 
vestigation. 

What  further  can  we  do  to  increase 
our  usefulness  and  develop  into  still  more 
important  fields  of  work?  I  feel  that  in 
making  suggestions  I  am  recording  my 
own  sins  of  omission,  and  yet  when  a  man 
endeavors  to  seriously  consider  such  a 
question,  ideas  occur  to  him  that  pre- 
viously lay  dormant  or  unthought  of,  and 
this  must  be  my  excuse  for  recommend- 
ir.g  now  what  I  have  not  done.  Our  op- 
portunities are  somewhat  different  from 
those  of  our  great  sister  society,  the  Mas- 
ter Car  Builders'  Association.  We  have 
no  such  business  relationships  to  regulate 
between  one  road  and  another  as  those  in- 
volved in  the  interchange  of  equipment. 
The  possibilities  of  establishing  additional 
standards  that  would  be  extensively  used 
are  few,  and  indeed  it  is  very  doubtful 
whether  standards  are  of  much  value  for 
the  locomotives  of  an  entire  country.  We 
must  consequently  ask  ourselves  whether 
we  are  obtaining  all  classes  of  informa- 
tion that  are  of  possible  value,  and  whether 
our  committee  reports,  individual  papers 
and  topical  discussions  could  be  advan- 
tageously supplemented  by  any  other  ac- 
tivities. 

We  are  face  to  face  with  several 
changes  in  the  development  of  our  motive 
power  and  the  department  having  charge 
of  it.  The  steam  locomotive,  that  has  been 
supreme  for  so  many  years,  is  finding  its 
superiority  questioned  by  a  new  invention, 
the  electric  locomotive.  The  small  rail- 
way with  its  individual  methods  is  being 
absorbed  into  large  systems,  and  superin- 
tending and  recording  the  work  under  the 
charge  of  our  members  is  becoming  more 
difficult.  The  growth  of  the  large  me- 
chanical departments  has  made  it  impossi- 
ble and  in  fact  undesirable  for  their  heads 
to  retain  the  same  touch  with  minor  me- 
chanical and  operating  details  that  they 
formerly  had  to,  and  has  increased  the 
importance  of  the  financial  and  business 
questions  they  should  control  as  compared 
to  those  of  a  mere  technical  nature.  Un- 
less this  association  and  its  members  con- 
cern themselves  seriously  with  these  new 
and  larger  problems,  there  is  danger  of 
their  work  being  undertaken  by  others  in 
place  of  by  ourselves. 

The  articulated  locomotive  has  increased 
the  field  of  the  steam  locomotive  and  en- 
abled it  to  compete  on  more  favorable 
terms  with  its  younger  and  more  power- 
ful rival.  We  should  be  informed  of 
every  development  in  this  line,  the  results 
r.nd  the  experiences  that  are  being  ob- 
tained and  the  reduction  in  the  cost  of 
transportation  that  is  being  realized.  We 
should  also,  I  feel,  know  more  of  electric 
operation,  so  that  as  motive  power  officers 
we  may  be  better  informed  as  to  its  ad- 
vantages and  disadvantages,  and  may  be  in 
position  to  assist  in  deciding  on  the 
proper  system  to  employ. 
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The  advice  of  men  experienced  in 
motive  power  matters  is  needed  by  the 
railways  in  making  decisions  on  this  ques- 
tion. To  be  of  value  it  must  be  based  on 
a  thorough  understanding  of  the  subject 
and  a  familiarity  with  its  difficulties.  I 
would  urge  your  giving  earnest  attention 
to  this  important  subject,  which  thus  far 
has  received  too  little  consideration  by 
the  men  who  best  understand  railway, 
motive  power  conditions. 

Systems  of  organization  are  changing 
with  the  changes  in  our  railways  and  new 
methods  are  being  introduced  for  watch- 
ing results.  We  should  compare  experi- 
ence as  to  the  efficiency  of  various  types 
of  organization,  obtain  more  information 
as  to  the  best  forms  of  records,  statements 
tl'.at  are  actually  found  useful  and  suc- 
cessful in  practical  service;  comparisons 
that  can  be  made  on  a  reasonable  basis 
and  are  interchangeable. 

I  believe  we  should  endeavor  to  pay 
more  attention  to  the  commercial  side  of 
our  work  than  we  have  done  in  the  past. 
Excellent  as  our  work  has  been,  it  has 
with  few  exceptions  investigated  the  tech- 
nical rather  than  the  business  problems 
of  the  locomotive. 

We  certainly  do  not  want  to  decrease 
our  attention  to  technical  matters,  but 
could  we  not  with  advantage  to  our  mem- 
bers and  to  the  railways  take  more  in- 
terest in,  and  exchange  information  with 
each  other  more  fully  on  factors  con- 
nected with  the  cost  of  operation? 

It  is  true  that  some  years  ago  a  stand- 
ard postcard  performance  sheet  was 
adopted  and  for  a  time  was  extensively  ex- 
changed, but  it  fell  into  disuse,  and  yet  a 
properly  prepared  performance  sheet,  giv- 
ing figures  useful  and  possible  of  com- 
parison, would,  I  feel  sure,  be  of  consider- 
able value  and  interest  to  us  all.  The  ben- 
efits of  a  membership  in  this  association 
would  be  increased  by  information  as  to 
each  other's  cost  of  engine  house  ex- 
penses and  supplies,  of  repairs  and  fuel 
consumption,  the  percentage  of  power  in 
shops  and  out  of  service,  and  a  number 
of  other  figures  that  have  to  be  continu- 
ally watched.  Knowledge  of  the  results 
obtained  by  others  would  assist  us  all  in 
gauging  our  own  performance,  in  more 
easily  locating  the  branches  in  which  we 
are  deficient,  and  in  encouraging  all  to  a 
higher   uniformity   of  accomplishment. 

In  short,  without  in  any  way  reducing 
the  interest  we  have  in  locomotive  engi- 
neering, we  must  take  up  in  a  far  more 
business  like  and  serious  way  the  financial 
problems  connected  with  the  operation  of 
the  locomotive  department,  the  form  of 
organization  that  will  give  the  best  re- 
sults, the  commercial  aspects  of  the  work 
of  a  motive  power  official  in  conducting 
his  department  as  though  he  were  man- 
ager of  a  large  business  enterprise. 

Take  as  an  instance  of  comparing  costs 
the  operation  of  our  repair  shops.  We 
manage  the  largest  collection  of  factories 


in  the  world  devoted  to  one  substantially 
uniform  product,  the  repairing  of  locomo- 
tives, and  our  total  expenditure  for  this 
item  alone  amounts  to  about  eighty  million 
dollars  per  year.     Each  and  all  have  the 
keenest  interest  in  knowing  whether  our 
methods  are  the  best  and  our  costs  among 
the  lowest.     A  few  years  ago  comparisons 
would  have  elicited  little,  but  some  state- 
ments  of   performances   which   were   ex- 
ceptionally   worthy    of    imitation;    to-day, 
with  the  progress  that  has  been  made  in 
shop  engineering,  there  is  no  reason  why 
properly  trained  observers  should  not  re- 
cord time  studies  containing  the  necessary 
data   to   prepare   intelligent   and   valuable 
statements  about  one  operation  after  an- 
other that   is  performed   on   substantially 
the  same  parts  in  hundreds  of  shops  from 
the  Atlantic  to  the  Pacific.     Such  work  is 
possible  and  it  has  already  been  performed 
m  several  shops  by  experienced  engineers. 
If  carried  on  by  a  properly  organized  bu- 
reau under  our  auspices,  it  should  be  of 
the  greatest  value  not  only  to   the   rail- 
ways of  this  country  as  a  whole,  but  to 
our  members  individually.     By  comparing 
operation  by  operation  their  results  with 
those   of  other   roads,   and   by   analyzing 
their    methods    and    available    machinery, 
they  would  be  enabled  to  improve  the  one 
or  justify  theii"  expenditure  for  additions 
to  the  other.     This   is  but  one  of  many 
questions  connected  with  the  operation  of 
our  mechanical  department  which  will  oc- 
cur to  you,  on  which  some  systematic  in- 
terchange of  information  would  be  of  ma- 
terial assistance. 

What  I  wish  most  strongly  to  impress 
on  you  is  that  while  still  carrying  on  the 
technical  work  that  has  been  so  splendidly 
successful,  we  should  pay  more  attention 
to  the  business  problems  under  our  control 
in  which  we  can  be  of  such  mutual  service. 
Our  methods  of  obtaining  information 
might  also,  I  consider,  be  supplemented  to 
advantage  by  effecting  closer  relations 
with  the  various  railway  clubs.  The  cir- 
cular letter  has  been  a  practical  failure  in 
obtaining  general  information,  and  I  feel 
sure  that  the  railway  clubs  would  welcome 
reference  to  them  of  certain  subjects  for 
their  opinion,  especially  those  on  which 
the  experience  of  the  men  actually  in 
touch  with  the  work  is  required.  They 
have  a  large  membership,  representing 
every  section  of  the  country  and  every 
class  of  men  engaged  in  locomotive  work. 
On  many  subjects  their  views  would  be 
of  far  greater  value  than  those  obtained 
in  answer  to  circular  letters,  especially  on 
questions  similar  to  those  suggested  for 
topical  discussion. 

A  valuable  practice  which  obtained  in 
the  past,  but  which  has  been  discontinued 
in  recent  years,  was  the  appointment  of  a 
committee  to  report  on  the  advancement  in 
locomotive  practice  during  the  year. 
There  are  numerous  small  improvements 
devised  in  railway  shops  which  would  be 
collected  by  a  committee  gaining  its  in- 
formation from  the  railway  clubs.     These 


improvements,  while  not  of  sufficient  im- 
portance in  themselves  to  justify  a  report 
or  paper,  are  of  considerable  value  in  our 
successful  operation,  and  presented  by  a 
committee  would  have  sufficient  indorse- 
ment to  insure  their  being  carefully  con- 
sidered. 

Co-operation  with  the  railway  clubs 
would  also  relieve  the  association  of  the 
discussion  of  details  of  minor  importance 
which  have  occupied  so  much  time  in  the 
past.  Such  discussion  is  necessary,  and,  in 
fact,  of  the  greatest  value,  but  it  more 
properly  belongs  to  local  societies  where 
local  conditions  are  understood  and  where 
it  can  be  carried  on  just  as  efficiently  and 
satisfactorily  as  when  occupying  the  time 
of  a  national  association. 

Our  association  could,  I  believe,  also  be 
of  considerable  value  with  reference  to  the 
various  legal  questions  that  are  arising  in 
connection  with  locomotive  construction 
and  operation,  by  co-operation  with  the 
.ALmerican  Railway  .Association.  We  could 
provide  a  systematized  organization  for 
obtaining  the  opinions  of  the  railways  with 
the  proper  representation  for  each  sec- 
tion of  the  country  and  a  meeting  at  which 
important  questions  could  be  discussed. 

Any  development  in  this  direction  must, 
however,  come  at  their  request,  and  we 
can  simply  indicate  our  willingness  to  un- 
dertake any  work  in  which  we  can  be  of 
use. 

The  present  system  of  holding  the  con- 
ventions of  the  Master  Mechanics'  and 
Master  Car  Builders'  associations  in  two 
separate  weeks  prevents  many  from  at- 
tending one  or  the  other.  The  conse- 
quence is,  the  attendance  is  largely  divid- 
ed, and  unfortunately  so,  as  the  majority 
of  the  members  of  either  association  are 
equally  interested  in  the  other.  There  are 
two  remedies:  the  first,  to  hold  the  two 
conventions  in  one  week;  the  second,  to 
unite  the  two  associations.  When  this  was 
last  proposed  by  the  late  Mr.  Pulaski  Leed 
in  1898,  our  executive  committee  was  in- 
structed to  confer  with  that  of  the  Master 
Car  Builders'  Association,  but,  although  a 
report  was  made  to  the  succeeding  con- 
vention, suggesting  that  both  conventions 
should  be  held  during  the  same  week, 
nothing  was  done. 

It  is  a  reflection  on  the  business  ability 
of  our  mechanical  departments  to  con- 
tinue an  arrangement  that  necessitates  a 
man  being  away  from  his  work  for  prac- 
tically two  weeks  at  the  meetings  of  im- 
portant associations,  which  he  should,  for 
his  own  sake,  and  that  of  the  railway 
employing  him,  attend  and  take  part  in. 

There  is  to-day  no  valid  reason  for 
maintaining  two  separate  mechanical  rail- 
way associations.  All  the  officers  and 
members  of  the  executive  committee  of 
the  Master  Car  Builders'  Association, 
with  the  exception  of  two,  seventy-five 
(75)  per  cent,  of  the  members  of  the 
standing  committees,  and  seventy  (70)  per 
{Continued  on  page  315.) 
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Mechanical   Stokers. 

The  American  Railway  Master  Me- 
chanics' Association  considered  the  sub- 
ject of  automatic  stokers  of  so  much  im- 
portance that  a  standing  committee  was 
appointed  to  report  annually  on  the  prog- 
ress of  that  boom  of  invention.  The  report 
submitted  this  year  by  the  committee,  of 
which  Mr.  T.  Rumney,  of  the  Erie,  was 
chairman,  did  not  present  a  very  hopeful 
view  of  the  progress  made  dunng  the  past 
year,  but  the  discussion  that  followed  the 
reading  of  the  report  indicated  that  the 
stoker  is  finding  decided  favor  on  some 
railroads.  Mr.  P.  Maher,  Chicago  &  Alton 
gave  particulars  concerning  the  Strouse 
stoker  which  is  now  applied  to  twenty  lo- 
comotives on  his  road  that  are  working 
very  satisfactorily.  Four  or  five  other 
members  testified  favorably  concerning  the 
operation  of  the  same  stoker  and  it  ap- 
pears to  have  passed  beyond  the  experi- 
mental stage. 

From  what  was  said  on  the  subject  of 
mechanical  stokers  we  are  inclined  to 
think  that  the  experience  of  another  year 
will  enable  the  standing  committee  to  sub- 
mit a  final  report. 

In  discussing  the  report  of  the  commit- 
tee on  mechanical  stokers,  Mr.  G.  R.  Hen- 
derson referred  to  the  increase  in  tractive 
power  of  large  locomotives  and  in  the 
increased  fuel  consumed  per  mile  to  main- 
tain this  tractive   force,  he  said : 

When  this  subject  was  discussed  last 
year,  we  called  attention  to  the  fact  that 
a  great  many  of  the  large  modern  loco- 
motives were  not  giving  returns  in  haul- 
ing capacity  commensurate  with  the  size 
and  cost  of  the  locomotive,  apparently  on 
account  of  the  impossibility  of  one  fire- 
man getting  sufficient  coal  into  the  fire- 
box, and  we  advanced  the  argument  that 
an  automatic  stoker  would  be  necessary  in 
order  to  realize  the  full  benefit  of  such 
large  locomotives.  Since  the  last  meeting 
we  have  had  occasion  to  estimate  the 
probable  advantages  on  a  large  Mallet 
locomotive  of  an  automatic  stoker,  and 
we  thought  that  the  figures  might  be  in- 
teresting to  the  members  of  this  associa- 
tion. 

The  division  to  be  covered  by  this  lo- 
comotive was  100  miles  in  length,  against 
the  traffic,  of  which  there  is  a  0.5  per  cent, 
compensated  up-grade  40  miles  long,  and 
the  remaining  60  miles  are  practically  all 
down  grade.  The  locomotive  upon  which 
our  figures  were  based  was  of  the  Mallet 
type,  having  a  tractive  force  of  65,000  lbs., 
which  would  enable  it  to  haul  at  slow 
speed  4,200  tons  up  the  0.5  per  cent,  grade, 
on  which  our  figures  were  made,  ascend- 
ing the  grade  at  6,  10  and  15.  miles  per 
hour.  It  was  assumed  that  one  fireman 
could  handle  3,000  to  4,000  lbs.  per  hour 
throughout  the  40  miles  up  grade,  or  that 
two  men,  by  working  in  relays,  would  be 
needed  to  supply  6,000  to  8,000  lbs.  an 
hour,  but  for  quantities  over  this  a  me- 
chanical  stoker   would  be  necessary.     As 


the  grate  area  of  this  locomotive  is  78 
sq.  ft.,  it  will  be  seen  at  once  that  it  would 
be  possible  to  burn  from  12,000  to  15,000 
lbs.  of  coal  per  hour  if  found  desirable 
or  necessary.  In  making  these  figures, 
the  following  units  were  assumed :  The 
actual  time  between  terminals  would  be 
20  per  cent,  greater  than  the  running  time, 
this  allowing  for  lay-overs,  etc. ;  the  down 
hill  speed  would  be  30  miles  an  hour;  the 
cost  of  the  coal  was  taken  at  $1  per  ton 
and  of  water  at  5  cents  per  thousand  gal- 
lons. Allowances  were  also  made  for  re- 
pairs, renewals,  pay  of  enginemen,  hand- 
ling at  terminals  and  interest  on  invest- 
ment. It  was  considered  that  there  would 
be  5  hours  consumed  in  turning  the  engine 
at  the  terminals  of  the  division,  and  the 
cost  of  train  supplies,  car  repairs,  pay  of 
trainmen,  etc.,  were  included,  so  that  the 
figures  show  the  actual  cost  of  operating 
the  train,  but,  of  course,  do  not  cover  the 
general  expenses  of  superintendence,  main- 
tenance of  track,  buildings,  bridges  and 
other  data  except  the  usual  train  operation, 
v.hich  figures  really  comprise  only  about 
40  per   cent,   of  the   total  cost  due   to  all 


miles  an  hour  with  a  single  fireman.  At 
ten  miles  an  hour  two  firemen  would  give 
nearly  the  same  capacity  of  the  locomotive 
and  at  somewhat  lower  cost,  but  it  is 
rather  uncertain  whether  two  firemen  can 
be  managed  satisfactorily  on  a  locomotive, 
and  where  a  large  amount  of  traffic  is  to 
be  gotten  over  the  road,  the  advantage  of 
being  able  to  push  the  engine  to  its  full 
capacity  and  at  a  fairly  high  speed  is 
shown  without  any  uncertainty. 

At  15  miles  an  hour,  considered  econom- 
ical speed  for  general  operation,  one  fire- 
man could  handle  19,000-ton  miles  at  a 
cost  of  25  cents,  two  firemen  28,000-ton 
miles  at  a  cost  of  22  cents,  and  the  stoker 
38,000-ton  miles  per  hour  at  a  cost  of  22 
cents.  You  will  see,  with  a  slight  addi- 
tional increase  of  cost  of  stoker  over  one 
man  at  slow  speeds,  a  much  larger  amount 
of  ton  miles  can  be  attended  to,  and  at 
speeds  of  15  miles  an  hour  the  cost  of  the 
stoker  is  considerably  less  than  that  of 
one  fireman,  and  double  the  amount  of 
ton  mileage  can  be  made  with  the  engine. 
Continuing  the  discussion,  Mr.  C.  E. 
Gossett,    of   the    Iowa    Central,   said : 

I  witnessed  the  action  of  the  stoker  of 
the  Chicago  &  Alton,  and  wish  to  state 
frankly  that  I  consider  it  beyond  the  ex- 
perimental stage  so  far  as  the  principle 
is  concerned.  On  the  trip  that  I  made  out 
(if  Bloomington  the  Consolidation  engine 
was  rated  at  2,800  tons.  The  engine  on 
this  day  had  3,300  tons,  or  500  tons  more 
tl'.an  the  rating,  using  mine-run  Illinois 
coal.  The  fireman  experienced  no  trouble 
whatever  in  keeping  the  engine  hot,  in  fact 
he  was  at  no  time  hurried  about  his  work. 
The  engine  made  an  average  speed  of  17 
miles  an  hour  for  a  distance  of  88  miles. 
ARANAL  STATION  ON  THE  CARTAGENA-  i„  that  88  miles  the  fireman  moved  his 
COLUMBIA  RY.  ,,-,,,  .  „ 

grate  slightly  three  times.     On  arrivmg  at 

expenditures  of  the  road.  The  cost  was  the  terminus  the  fire  was  apparently  as 
figured  out  for  the  total  movement  on  good  as  it  was  when  we  started,  and  the 
one  trip,  also  for  1,000  ton-miles  of  train  variation  of  the  steam  pressure  through- 
back  of  engine,  including  the  weight  of  out  the  trip  was  not  to  exceed  4  lbs.  at  any 
the  cars  and  ton  miles  per  hour  per-  place.  Another  important  factor  to  be 
formed  by  the  engine,  with  the  allowance  considered  in  using  the  stoker  is  when  the 
of  five  hours  for  turning,  as  above  men-  engineer  started  to  shut  off  for  drifting 
tioned.  These  figures,  therefore,  enable  or  station  stop,  on  account  of  the  fire  be- 
one  to  see  at  a  glance  the  variation  in  ing  in  such  perfect  condition  there  was 
cost  and  capacity  due  to  one  or  two  fire-  very  little  blowing  oflf,  and,  as  stated  be- 
n:en,  or  to  a  mechanical  stoker.  The  fig-  fore,  when  we  arrived  at  Joliet,  after  be- 
ures  are  given  below.  ing  on  the  road  about  seven  hours,  the 
It  is  seen,  therefore,  that  by  far  the  fire  appeared  to  be  in  such  condition  that 
greatest  amount  of  work  done  by  the  en-  it  could  go  on  several  times  that  distance 
gine  is  with  the  use  of  a  stoker  and  run-  without  cleaning.  I  consider  the  stoker  a 
ning  up   hill  at  a  speed  of   15   miles  per  complete   success. 

hour,   the   assumption  being  in   this   case         The    discussion    showed    the    topic    to 

that   there   would   be    15,000   lbs.   of   coal  be  a  live  one  and  though   some  believed 

burned   per   hour    while   running   up   the  that   it   was   difficult   to   eliminate   smoke 

grade.      The   cost   per    1,000   ton-miles    is  with   the   mechanical    stoker,   yet   the   use 

less  than  if  we  attempted  to  run  with  half  of   the  brick   arch  on   the   Chesapeake   & 

the  load  at  the   same   speed   up  hill   with  Ohio    in    conjunction    with    the    Strousj 

only  one  fireman,   and   it   is   only  3   cents  stoker  was  proof  that  the  matter  \yas  be- 

greater  than  if  we  went  up  the  hill  at  six  ing  followed  up  very  closely. 

Speed   up   hill,   m.   p.    h.  6  lo  10  15  15  iT 

Cost,   movement     per   tr,p $79.53  $82.35  $62.18  $87.05  $67.00  $50.38 

Cost  per    1. 000   ton-miles .ig  .20  21  .22  22  25 

ron-miles,  per  hour 27.300  34,400  24,600  38,000  28,300  19,000 

Weicht  of  train,   tons,   behind  tender 4.200  4.200  3.000  4,000  3.000  2,000 

Method    of    firing ,  fire-  afire-  I  fire-  Stoker.  2  fire-  i  fire- 
man, men.  man.  men.  man. 
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Motor  Cars. 

The  report  on  motor  cars,  of  which  Mr. 
C  E.  Fuller  was  chairman,  practically 
contained  a  description  of  the  Union  Pa- 
cific motor  car.  Descriptions  of  the  vari- 
ous types  have  appeared  in  the  columns  of 
Railway  and  Locomotive  Engineering. 
In  the  discussion  which  followed,  Mr. 
H.  H.  Vaughan,  of  the  Canadian  Pacific 
Railway,  said : 

The  whole  matter  of  the  combining  of  a 
steam  engine  in  a  passenger  coach  is,  to 
my  mind,  radically  wrong.  The  proper 
place  to  put  a  passenger  coach  at  night  is 
in  the  passenger  car  yard.  The  proper 
place  to  put  a  steam  engine  at  night  is  in 
the  roundhouse.  If  you  put  a  passenger 
car  in  the  roundhouse,  which  is  full  of 
smoke,  the  car  becomes  dirty  and  grimy 
and  you  have  got  to  send  your  car  clean- 
ers from  the  car  yard  to  the  roundhouse 
to  clean  the  motor  car.  If  you  put  the 
car  in  the  passenger  car  yard,  that  means 
that  you  must  send  your  men  from  the 
roundhouse  to  the  passenger  car  yard  to 
repair  the  engine.  There  is  nothing  rad- 
ical about  a  motor  car.  It  is  simply  a 
small  steam  engine;  it  takes  about  as 
much  coal  per  mile  as  any  other  engine, 
possibly  a  little  more ;  it  is  easier  to  fire, 
because  it  is  small ;  and  its  capacity  is 
limited. 

We  have  had  cases  where  our  people 
thought  the  motor  car  should  pull  two  or 
three  trailers  with  ease,  and  the  car  will 
not  do  it.  It  is  simply  applicable  for  a 
light  service,  and,  in  most  of  our  con- 
ditions, which  are,  of  course,  rather  dif- 
ferent from  those  further  south,  can  be 
handled  by  mixed  trains  better  than  they 
can  be  by  motor  car  service.  You  must, 
in  the  majority  of  cases,  run  three  men, 
an  engineer,  a  fireman  and  a  conductor, 
and  it  seems  to  me  that  a  very  much  bet- 
ter solution  of  the  question  is  to  build 
a  little  tank  engine  with  a  baggage  com- 
partment on  it,  in  which  you  can  get  a  fire- 
man to  attend  to  the  baggage  and  let  the 
conductor  look  after  the  tickets.  We  have 
prepared  designs  for  such  a  car,  and  now 
await  the  passenger  department  to  find  a 
place  where  they  want  to  run  it. 

Continuing  the  discussion.  Dr.  Angus 
Sinclair  said : 

I  have  just  returned  from  a  trip  I  made 
to  Omaha,  where  I  examined  the  motor 
car  which  the  McKeen  Company  is  build- 
ing for  the  Erie.  I  have  had  considerable 
experience  with  the  running  of  automo- 
biles, which  is  a  good  way  of  working  up 
toward  gasolene  railway  motors.  I  have 
found  gasolene  automobiles  as  nearly  per- 
fect as  anything  you  could  expect  in  the 
mechanical  line.  One  peculiarity  about 
the  gasolene  motors  was  that  the  designers 
seemed  to  think  that  they  would  never 
need  any  repairs.  They  designed  them  so 
it  would  take  you  half  a  day  to  get  a 
screw  out — one  of  the  kind  of  screws  that 
is  always  getting  loose.  But  I  find  in  the 
later  cars  that  they  have  learned  a  good 


deal  of  what  the  locomotive  men  did  in 
the  early  days,  namely,  that  it  was  good  to 
make  a  machine  which  was  easily  repaired. 

What  struck  me  about  the  machine  I  ex- 
amined at  Omaha,  the  latest  development 
of  the  McKeen  Company,  was  the  great 
care  that  had  been  taken  in  having  each 
part  so  that  it  could  be  readily  taken  apart 
and  was  easily  get-at-able.  That  will 
prove  a  very  important  help  in  working 
up  the  popularity  of  that  sort  of  a  motor, 
I'he  power  seems  to  be  ample  for  the  kind 
of  service  for  which  it  is  designed. 

Another  thing  about  it  was  the  arrange- 
of  the  engines.  What  made  the  marine 
engine  a  real  success  was  the  vertical  posi- 
tion and  putting  the  cylinders  and  mech- 
anism above  the  crank-shaft  so  that 
everything  was  within  reach  and  so  that 
the  power  was  applied  directly  where  it 
was  wanted.  The  same  thing  has  been 
adopted   in   the   mechanical   motor.     They 


eighty  years  on  the  steam  engine  and  we 
are  just  beginning  to  do  it  about  right. 
Motor  cars  of  the  gasolene  type,  particu- 
larly, are  rapidly  reaching  a  point  where 
the  difficulties  of  operation  are  being 
solved  more  rapidly  in  the  case  of  the 
gasolene  than  the  steam  car. 


Hardwood  for  California. 

The  Pacific  Coast  will  soon  be  the 
scene  of  an  interesting  tree  growing  ex- 
periment. The  United  States  Forest 
Service  is  planning  to  introduce  a  num- 
ber of  the  more  important  Eastern  hard- 
woods into  California,  and  will  this  year 
experiment  with  chestnut,  hickory,  bass- 
wood,  red  oak,  and  yellow  poplar  or  tulip 
trees.  Small  patches  of  these  trees  will 
be  planted  near  the  forest  rangers'  cabins 
on  the  national  forests,  and  if  these  do 
well   larger   plantations   on   a   commercial 
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have  put  the  cylinders  up  above'  and 
have  all  the  working  parts  precisely 
the  same  as  the  vertical  inverted  marine 
engine.  Another  thing — they  have  a 
very  good  air  starting  arrangement. 
The  ordinary  automobile  causes  difficulty 
in  starting,  especially  in  cold  weather 
when  the  combustible  is  cold.  This  ar- 
rr:ngement  with  the  air  pressure  gives  a 
few  turns  and  I  do  not  think  there  will  be 
any  difficulty  at  all  with  that  macliine  in 
starling  it  in  any  weather  or  under  any 
conditions.  I  think,  gentlemen,  so  far  as 
the  brand]  lims  are  concerned,  that  are 
operated  at  a  great  expense  with  locomo- 
tives at  the  present  time,  that  the  gasol^ic 
engine  will  give  very  satisfactory  resims 
in   the  near   future. 

Mr.  E,  I,  Dodds,  of  the  Erie  Railroad, 
spoke  hopefully  of  the  future  of  the  mo- 
tor car,  and  contrasting  it  with  the  steam 
engine,    said    \vc   have   been    working    for 


scale   will   soon   be   established   on   wider 
areas. 

There  are  over  125  different  species  of 
trees  in  California,  a  number  of  which 
produce  some  of  the  most  valuable  varie- 
ties of  lumber  in  the  country.  Although 
considerably  over  one-half  of  the  species 
are  hardwood  or  broad-leaved  trees,  yet, 
with  the  exception  of  the  exotic  eucalyp- 
tus, there  is  not  a  single  species  of  hard- 
wood in  California  ranking  in  commercial 
imporlance. 


.\  farmer  writing  to  the  late  Mr.  Cas- 
satt  asking  for  the  settlement  of  a  claim 
against  the  Pennsylvania  Railroad  Com- 
pany, concluded :  "Strange  as  it  may  seem, 
I  feel  as  easy  writing  to  you  as  to  an  ordi- 
n;iry  mortal,  but  this  is  perhaps  because 
I  know  that  this  will  hardly  escape  the 
waste  basket  of  that  good-looking  gentle- 
H'an.  your   secretary." 
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Items  of  Personal  Interest 


At  the  recent  meeting  of  the  American  master  mechanic  of   the   Central   division     of    motive   power,    with    headquarters    at 

Railway  Master  Mechanics'  Association  at  of    the    Canadian    Pacific    Railway,    with     Jersey  City,  N.  J. 

Atlantic  City,  N.  J.,  Mr.  George  W.  Wild-  headquarters  at   Winnipeg,   Man.                        Mr.  R.  G.  Turnbull  has  been  appointed 

in,  mechanical  superintendent  of  the  New  Mr.  A.   H.   Powell  has  been  appointed     master  mechanic  of  the  Missouri    Pacific 

York,     New     Haven     &     Hartford,    was  master   mechanic    of   the    Salt    Lake   and     Railway   Company,   with   headquarters   at 

elected   president    of   the    association    for  Humboldt   divisions   of  the   Western   Pa-     Ossawatomie,     Kan.,     vice     Mr.     M.     M. 

the  year   1909-10.     Mr.  C.   E.   Fuller,  as-  cific,  in  charge  of  motive  power  and  car 

sistant    superintendent    of    motive    power  department,     with     headquarters     at     Salt 

of  the  Union  Pacific  Railway,  was  elected  Lake  City,  Utah. 

1st    vice-president,     Mr.    H.    T.    Bentley,  jNIr.    P.    O.    Sechrist,    formerly    general 


Myers,    resigned. 

The  ofiicers  of  the  Museum  of   Safety 

and   Sanitation   announce   the   election   of 

•Mr.    Arthur    Williams    to    the    Board    of 


assistant  superintendent  of  motive   power      foreman  of  the  Queen  &  Crescent   shops     Trustees.      'Mr.    Williams    is    the    general 

inspctor  of  the  New  Y^ork 
Edison  Company  and  a 
member  of  the  American 
Institute  of  Electrical  En- 
gineers. In  1907  he  was 
decorated  by  the  French 
Government.  He  is  a 
member  of  the  American 
section  of  the  Interna- 
tional Housing  Congress 
and  was  a  member  of  the 
8th  International  Congress 
of  Social  Insurances  at 
Rome,  1908.  Mr.  Williams 
will  serve  on  the  Lec- 
ture Committee  of  the 
Museum. 

Mr.  W.  H.  Barrows,  for 
a  number  of  years  master 
mechanic  of  the  Kansas 
City  Southern  Railway, 
and  formerly  of  the  Rio 
Grande,  has  become  con- 
nected with  the  Texas  Oil 
Co.  as  their  expert  on  lu- 
brication and  fuel  oils, 
with  headquarters  at 
Houston,  Texas. 

Mr.  W.  M.  Law  has 
been  appointed  traveling 
fireman  of  the  Iowa  Cen- 
tral Railway,  with  head- 
quarters at  Oskaloosa,  la. 

Mr.  Henry  J.  Bellman, 
of  "Hair  Felt"  fame,  who 
is  now  located  in  New 
York,  wishes  to  advise 
his   many  railroad  friends 


of  the  Chicago  &  North- 
western, was  elected  2d 
vice-president,  Mr.  D.  F. 
Crawford,  general  super- 
intendent of  motive  pow- 
er, Pennsylvania  Railroad, 
was  elected  3d  vice-presi- 
dent, Mr.  Jos.  W.  Taylor 
was  elected  secretary  and 
Dr.  Angus  Sinclair,  of 
New  York,  was  elected 
treasurer  of  the  associa- 
tion. Members  of  the 
Executive  Committee  are : 
Messrs.  C.  E.  Seley,  Chi- 
cago, Rock  Island  &  Pa- 
cific, D.  R.  MacBain,  New 
York  Central  &  Hudson 
River  R.  R.,  and  F.  M. 
Whyte,  New  York  Cen- 
tral &  Hudson  River 
R.  R. 

Mr.  H.  L.  Roth,  for- 
merly engineer  on  the 
Cincinnati,  New  Orleans 
&  Texas  Pacific  Railway 
at  Ludlow,  Ky.,  has  been 
appointed  master  me- 
chanic of  the  Ocean  Shore 
Railroad,  with  headquar- 
ters at  San  Francisco, 
Cal. 

Mr.  M.  S.  Monroe,  for- 
merly master  mechanic  on 
the  Chicago,  Lake  Shore 
&  Eastern  Railway  at 
Gary,  Ind.,  has  been  ap- 
pointed   master    mechanic 


GEO.    W.    WILD  IN, 
President    American    Railway    Master    Mechanics'    Association. 


on   the  Elgin,  Joliet   &   Eastern    Railway  at    Somerset,    Ky.,    has    been    appointed  that    he    is    now    ready   to    "receive    call- 

at  Gary,  Ind.  general    master    mechanic    on    the    same  ers"'   at   his   new   headquarters,   and   any- 

Mr.  J.  P.  Callahan,  formerly  master  car  road.  one  who  "sneaks"  into  New  York  with- 
•builder  on  the  Chicago,  Lake  Shore  &  Mr.  W.  G.  Seibert  has  been  appointed  out  letting  Mr.  Bellman  know,  really 
Eastern  Railway  at  Gary,  Ind.,  has  been  master  mechanic  of  the  Missouri  Pacific  misses  one  of  the  best  times  which  the 
appointed  master  car  builder  on  the  EI-  Railway  at  Fort  Scott,  Kan.,  vice  Mr.  big  city  aflfords.  Both  the  H.  W.  Johns- 
gin,  Joliet  &  Eastern  Railway  at  Gary,  T.  E.  Carbcrry,  assigned  to  other  duties.  Manville  Co.  and  Mr.  Bellman  are  to  be 
^"'^-  Mr.  C.  E.  Chambers  has  been  appointed  congratulated    by    the    recent    change    by 

Mr.    J.    R.    Mullen,    formerly    with    the  general   master   mechanic'  on   the   Central  which   Mr.   Bellman  becomes  manager  of 

Chicago,  Lake  Shore  &  Eastern  Railway,  Railroad   of   New   Jersey,    and   will    have  the  Hair  Felt  Department  of  the  company, 

has    been    appointed    chief    clerk    on    the  charge  of  the  assignment  of  motive  power  Mr.    R.    A.    Pyne    has    been    appointed 

Elgin,  Joliet  &  Eastern  Railway  at  Gary,  over  the  entire  system  and  perform  such  district  master  mechanic  on  the  Canadian 

^"^-  other  duties  as  may  be  assigned   to   him  Pacific     Railway,    with     headquarters     at 

Mr.     R.     Preston     has    been     appointed  from   time  to   time  by   the   superintendent  Nelson,   B.    C. 
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At  the  recent  meeting  of  the  Master 
Car  Builders'  Association  held  at  At- 
lantic City  last  June,  Mr.  F.  H.  Clark, 
general  superintendefit  of  motive  power, 
Chicago,  Burlington  &  Quincy,  was 
elected  president  of  the  association ;  Mr. 
T.  H.  Curtis,  superintendent  of  ma- 
chinery of  the  Louisville  &  Nashville,  was 
elected  ist  vice-president;  Mr.  Le  G. 
Parish,  superintendent  of  motive  power 
of  the  Lake  Shore  &  Michigan  Southern, 
was  elected  2d  vice-president,  and  Mr. 
Alex.  Stewart,  general  superintendent  of 
motive  power  of  the  Southern  Railway, 
was  elected  3d  vice-president.  Mr.  John 
Kirby,  of  the  Lake  Shore  &  Michigan 
Southern,  has  been  elected  treasurer, 
and  Mr.  Jos.  Taylor  is  secretary  of  the 
Master  Car  Builders'  Association  as 
well  as  that  of  the  Master  Mechanics'. 
The  Executive  Committee 
consists  of  Messrs.  D.  F. 
Crawford,  of  the  Pennsyl- 
vania; F.  W.  Brazier,  of 
the  New  York  Central;  C. 
A.  Shroyer,  of  the  Chicago 
&  Northwestern ;  J.  D. 
Harris,  of  the  Baltimore 
&  Ohio;  C.  E.  Fuller,  of 
the  Union  Pacific,  and  H. 
D.  Taylor,  of  the  Phila- 
delphia &  Reading. 

Mr.  F.  W.  Sadler,  for- 
merly locomotive  foreman 
on  the  Canadian  Pacific 
Railway  at  Field,  B.  C, 
has  been  appointed  dis- 
trict master  mechanic  on 
the  same  road,  with  head- 
quarters at  Moose  Jaw, 
Sask. 

Mr.  R.  E.  French  has 
been  appointed  superin- 
tendent of  motive  power 
and  machinery  of  the 
Guatemala  Central  Rail- 
road, with  offices  at  Guate- 
mala, Central  America. 
Mr.  French  served  his  ap- 
prenticeship on  the  Balti- 
more &  Ohio  at  Cumber- 
land, Md.,  with  the  class 
of  1878.  Previous  to  this 
he  was  in  the  telegraph 
department,  and  was  secre- 
tary to  his  father,  who  was 
superintendent  on  that 
road  for  many  years.  In 
1880  he  worked  as  machinist  at  New- 
ark, Ohio,  with  Mr.  J.  F.  Deems, 
now  general  superintendent  of  motive 
power  on  the  N.  Y.  C.  lines,  and  with 
Mr.  J.  B.  Kilpatrick,  now  superintendent 
of  motive  power  of  the  Chicago,  Rock  Is- 
land &  Pacific,  and  many  others  who  have 
risen  from  the  ranks.  He  was  with  the 
Southern  Pacific  for  twenty-six  years  as 
machinist,  foreman  of  shops,  general  fore- 
man, assistant  master  mechanic,  and 
master  mechanic.  The  latter  position  he 
held  for  eleven  years  on  the  hardest  di- 
vision of  that  road  through  the  famed  San 


Joaquin  Valley,  and  over  the  Techashapi 
Mountains.  Mr.  French  has  many  friends 
and  acquaintances  throughout  the  railroad 
world  who  wish  him  well  in  his  new 
position. 

Mr.  R.  W.  Burnett,  formerly  assistant 
master  car  builder  of  the  East  Lines  on 
the  Canadian  Pacific  Railway,  has  been 
appointed  master  car  builder  on  that 
road  with  headquarters  at  Montreal,  Que., 
vice  Mr.  W.  E.  Fowler,  resigned. 

Mr.  F.  W.  Schultz,  master  mechanic  of 
the  Iron  Mountain,  has  resigned  his  posi- 
tion at  McGee,  Ark.,  to  accept  a  similar 
one  with  the  same  company  at  Atchison. 
Kans.  On  April  22nd  in  the  Railroad 
Y.  M.  C.  A.  at  McGee,  a  reception  was 
given  by  the  railroad  men  of  the  Valley 
Division  in  honor  of  Mr.  Schultz.  The 
men  had  gathered  there  to  show  their  high 


F.  H.  CLARK, 

President  Master  Car  Builders'  Association. 

appreciation  for  tlic  good  and  meritorious 
work  that  Mr.  Schultz  had  done  as  master 
mechanic  for  the  past  sixteen  months. 
After  songs,  speeches  and  merry-making 
Mr.  Davis,  manager  of  the  Y.  M.  C.  A.  at 
McGee,  Ark.,  on  behalf  of  the  engineers, 
firemen  and  other  employees  of  the  me- 
chanical department,  presented  Mr. 
Schultz  with  a  diamond  stud  as  a  token 
of  the  high  esteem  in  which  he  was  held 
by  all  the  men  under  his  jurisdiction,  and 
to  Mrs.  Schultz  was  given  an  elegant  sil- 
ver dinner  set.  Mr.  Schultz  then  re- 
sponded   in    a    few    well-chosen    words. 


thanking  the  men  for  their  remembrance 
as  well  as  for  their  loyalty,  which  in  a 
large  measure  he  said  had  helped  him 
attain  the  good  results  which  all  acknowl- 
edged, on  this  part  of  the  Iron  Mountain 
system.  Mr.  Schultz  carries  with  him  to 
his  new  position  the  best  wishes  of  a  large 
number  of  friends. 

Mr.  M.  E.  Hamilton  has  been  appoint- 
ed the  general  air  brake  inspector  of  the 
Atchison,  Topeka  &  Santa  Fe  system, 
with  office  at  Topeka,  Kan. 

Mr.  G.  W.  Robb,  assistant  master  me- 
chanic on  the  Grand  Trunk  Pacific  Rail- 
way at  Rivers,  Man.,  has  been  appointed 
master  mechanic  in  charge  of  motive 
power,  cars  and  shops,  vice  Mr.  Wm. 
Gell,  resigned  on  account  of  ill  health. 

In  our  description  of  the  2-8-0  Wabash- 
Pittsburgh  Terminal  engine  in  the  June 
issue  we  gave  the  name 
of  Mr.  E.  F.  Needham, 
superintendent  of  motive 
power  of  the  Wabash. 
We  are,  however,  in- 
formed that  Mr.  J.  E. 
O'Hearne,  master  me- 
chanic of  the  Wabash- 
Pittsburgh  Terminal,  in 
conjunction  with  the  build- 
ers is  responsible  for  the 
design  of  that  engine. 

Mr.  J.  J.  Ellis,  superin- 
tendent of  motive  power 
of  the  Chicago,  St.  Paul, 
Minneapolis  &  Omaha 
Railway,  recently  retired 
from  the  position  on  a 
pension  given  by  the  rail- 
rbad.  He  has  been  thirty- 
three  years  in  railroad 
service.  On  the  occasion 
several  hundred  employees 
gathered  in  Minnehaha 
Hall,  St.  Paul,  to  do  honor 
to  their  retiring  chief. 
Speeches  were  made  eulo- 
gizing Mr.  Ellis  and  his 
work  and  as  a  token  of 
esteem  he  was  presented 
with  a  handsome  silver 
loving-cup,  valued  at  $500. 
The  whole  affair  was  a 
complete  surprise  to  Mr. 
Ellis.  In  fact,  it  was  only 
with  great  difficulty  that 
he  was  persuaded  to  attend 
the  meeting.  Invitations 
had  been  sent  out  quietly  and  a  large 
inimber  of  employees,  particularly  those  of 
the  meclianical  department,  came  in  to  at- 
tend the  affiair.  A  special  train  was  run 
to  accommodate  those  from  Spooner,  Wis. 
The  meeting  opened  at  2  o'clock  with  an 
address  by  J.  H.  Hall,  an  engineer  on  the 
road,  who  acted  as  chairman.  The  pres- 
entation speech  was  made  by  W.  S. 
Doolittlc,  another  engineer,  and  also  the 
mayor  of  Sioux  Falls,  S.  D.  Mr.  Ellis 
was  much  affected,  but  made  a  very  ap- 
propriate reply. 
The    loving    cup    presented    Mr.    Ellis 
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is  of  solid  silver  and  is  one  of  the 
largest  seen  in  St.  Paul.  It  stands 
fully  two  feet  high  and  has  three 
handles.      It    is    inscribed :    "Presented    to 


JOHN   J.    ELLIS. 

John  J.  Ellis  by  the  employes  of  the  mo- 
tive and  mechanical  department  of  the 
Chicago,  St.  Paul,  Minneapolis  &  Omaha 
Railway  as  a  token  of  our  love  and  re- 
spect." Accompanying  the  cup  was  a  set 
of  framed  resolutions  appropriately  ex- 
pressed. 


Obituary. 

Mr.  Lloyd  Clarke,  another  veteran 
locomotive  engineer,  and  one  of  the  oldest 
in  the  service  of  the  Central  Railroad  of 
NeviT  Jersey,  died  in  the  Memorial  Hos- 
pital, Long  Branch,  N.  J.,  on  May  7th, 
1909,  of  kidney  disease.  He  was  nearly  60 
years  of  age,  having  been  born  on  May 
12,  1849. 

Mr.  Clarke  entered  railroad  work  when 
very  young,  and  after  two  or  three  years 
spent  in  and  about  Meadville,  Pa.,  on  the 
Atlantic  &  Great  Western  Railway,  he  de- 
cided to  go  West  in  response  to  the  call 
for  railroad  men  to  push  the  work  of  con- 
struction of  the  Central  Pacific  Railroad 
then  building.  He  worked  as  a  fireman 
for  a  short  time  on  the  Central  Pacific  be- 
tween San  Francisco  and  the  Humboldt 
River,  with  headquarters  at  Winnemucca, 
Nevada.  A  few  months  before  the  East- 
ern construction  of  the  road  met  the  West- 
ern end,  he  was  promoted  to  the  position 
of  engineer  as  a  result  of  having  done  some 
clever  work  in  preventing  a  serious  wreck 
on  a  runaway  train  in  the  mountains  near 
Truckee,  Nevada.  About  a  year  before 
reaching  his  majority  he  was  made  a  pas- 
senger engineer  and  continued  in  service 
on  the  Central  Pacific  for  several  years, 
running  between  Wadsworth  and  Winne- 
mucca, Nevada,  on  the  first  through  train 
ever  run  across  the  United  States.  He 
was  also  on  the  second  engine  of  the  first 
train  fa  double-header")  that  ever  passed 
over  the  Rocky  Mountains,  and  on  the  oc- 
casion   of    the    trans-continental     trip    of 


the  Boston  Board  of  Trade  to  San  Fran- 
cisco, a  year  or  so  after  the  opening  of 
the  road,  was  the  only  engineer  to  handle 
that  train  on  the  mountain  divisions  with 
a  single  engine. 

After  leaving  the  Central  Pacific,  he  was 
for  one  or  two  years  in  the  employ  of  what 
i.=  now  the  Illinois  Central  System,  run- 
ning betwen  Macomb,  Miss.,  and  New 
Orleans;  then  coming  North  in  1875  Mr. 
Clarke  entered  the  service  of  the  Central 
Railroad  of  New  Jersey  as  a  passenger  en- 
gineer, on  the  personal  recommndation  of 
Mr.  John  Taylor  Johnson,  then  president 
of  the  road,  to  whom  he  had  letters  from 
prominent  railroad  men.  During  1876  he 
ran  a  Centennial  train  between  Bound 
Brook,  N.  J.,  and  Philadelphia,  but  pre- 
vious to  this,  on  June  25,  1875,  he  ran  the 
first  train,  a  special,  carrying  passengers 
over  and  opening  the  N.  Y.  &  Long  Branch 
R.  R.  from  Long  Branch,  N.  J.,  to  Jersey 
City.  General  U.  S.  Grant  was  the 
guest  of  honor  on  that  occasion, 
and  the  superintendent's  order  out- 
lining the  running  time  of  that  train 
is  still  in  existence.  He  also  ran  the 
first  train  from  Asbury  Park,  when  the 
Long  Branch  Division  was  extended  to 
that  point,  and  later,  when  it  was  extended 
to  Point  Pleasant,  N.  J.,  he  made  his  home 
there  and  continued  in  service  on  that 
division  up  to  within  a  few  months  of  his 
death.  In  the  summer  of  1881,  when  Pres- 
ident Garfield  was  assassinated,  and  in 
hopes  of  saving  his  life  was  removed  from 
Washington,  D.  C,  to  the  seashore  at  El- 
beron,  N.  J.,  Mr.  Clarke  was  assigned  to 
haul,  over  the  temporary  track  laid 
for  the  purpose,  the  car  carrying  the  Pres- 
ident from  the  Elberon  station  to  the 
Francklyn  Cottage  on  the  ocean  front. 

Had  Mr.  Clarke  lived,  the  fourth  of 
August,  1909,  would  have  marked  the 
completion  of  forty  years  continuous 
passenger  service.  He  had,  by  process  of 
survival,  become  the  only  engineer  in  the 
employ  of  the  Central  R.  R.  of  New  Jer- 
sey who  had  never  served  as  a  fireman 
on  that  road. 

As  an  engineer,  he  felt  that  his  chief 
efficiency  lay  in  the  use  of  the  air-brake 
and  in  judgment  as  to  where  speed  was 
necessary  and  safe  and  where  it  was  not, 
but  perhaps  the  most  striking  feature  of 
his  entire  service  was  that  he  had  run  a 
passenger  locomotive  for  a  period  of 
nearly  forty  years,  making  an  aggregate 
mileage  of  almost  two  millions  of  miles, 
and  had  never  even  injured  a  passenger 
on  his  own  or  any  other  train. 


their  last  resting  place  in  Glenwood  Cem- 
etery showed  the  high  regard  in  which 
he  was  held  by  his  fellow  men. 


Walter  G.  Coleman,  for  the  past  twenty- 
four  years  storekeeper  on  the  Chicago  & 
Northwestern  Railway  at  Boone,  la., 
and  for  many  years  timekeeper  at  Boone 
shops,  died  in  April  at  Cold  Water,  Mich., 
where  he  had  gone  for  his  health.  He 
was  held  in  very  high  esteem  by  officers 
and  men  of  the  C.  &  N.  W.  Ry.  The  large 
procession  which  followed  the  remains  to 


Mr.  Vaughan's  Address. 

(^Continued  from  page  310.) 
cent,  of  the  members  of  the  special  com- 
mittees, hold  joint  department  titles. 

These  figures  demonstrate  most  clearly 
the  amalgamation  that  has  taken  place  be- 
tween the  car  and  locomotive  depart- 
ments on  our  railways.  They  justify  the 
statement  that  the  time  has  arrived  not  for 
the  absorption  of  one  of  our  associations 
by  the  other,  but  for  their  uniting  into  one 
society,  call  it,  if  you  please,  the  American 
Railway  Mechanical  Association,  which 
would  consider  both  car  and  locomotive 
matters.  Such  a  step  is  demanded  by 
the  spirit  of  the  times,  to  conserve  the 
forces  of  our  railway  officers  and  econ- 
omize their  time.  It  is  one  of  the  most 
important  questions  we  have  to  deal  with, 
and  I  would  impress  on  you  the  necessity 
for  action  being  taken  to  remedy  the 
present  conditions. 

The  help  of  our  association  has  been 
requested  by  the  National  Conservation 
Commission,  and  it  has  been  informed  that 
our  resources  would  be  at  their  command 
either  for  purposes  of  investigation  or  to 
ascertain  the  recommendations  of  our 
members  in  any  respects  in  which  we  could 
be  of  service  to  them.  A  committee  was 
also  appointed  which  could  co-operate  with 
them  if  required,  or  with  any  of  their 
committees,  but  so  far  this  has  proven  un- 
necessary, and  our  position  has  simply 
been  that  of  exhibiting  our  willingness  to 
perform  any  work  that  might  assist  this 
important  movement.  We  have,  however, 
our  own  share  to  carry  of  the  duty  of  the 
nation  to  posterity.  The  railways  are  one 
of  the  largest  consumers  of  coal,  and  in 
most  cases  peculiarly  indifferent  to  the 
economy  with  which  it  is  used.  About 
two  hundred  millions  of  tons  are  annually 
burned  in  locomotives  alone,  and  we  do 
not  therefore  need  to  ask  in  what  direction 
we  can  be  of  service  in  assisting  this 
commission.  Our  work  is  before  us.  We 
should  individually,  and  as  an  association, 
use  every  means  in  our  power  to  impress 
on  our  railways  the  importance  of  this  ex- 
penditure, one  of  the  largest  we  are  re- 
sponsible for.  The  reduction  in  the  pres- 
ent rate  of  consumption  that  it  is  our  duty 
to  make  will  not  only  lead  to  an  immense 
saving  in  expense,  but  will  assist  mate- 
rially in  the  conservation  of  the  natural 
resources  of  the   country. 

At  our  last  convention  several  of  our 
members  were  asked  by  members  of  the 
American  Railway  Association  to  intro- 
duce an  alteration  in  our  constitution 
whereby  subjects  involving  legal,  transpor- 
tation, permanent  way  or  traffic  questions 
or  for  any  other  reason  requiring  such 
action  may  be  submitted  as  recommenda- 
tions to  the  American  Railway  Associa- 
tion.     In    response    to    this    suggestion,    a 
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committee  was  appointed  who  have  recom- 
mended the  change  which  they  consider 
advisable,  which  will  be  submitted  to  you 
at  this  convention.  Your  executive  com- 
mittee has  carefully  considered  the  amend- 
ment and  indorse  it  as  a  progressive  step 
in  the  orderly  grouping  of  the  iinportant 
associations  which  are  all  working  to- 
ward the  development  and  advancement 
cf  American  railway  work,  associations  of 
which  our  own  is  one  of  the  largest  and 
oldest.  An  innovation,  however,  this 
amendment  certainly  is,  and  it  has  led  me 
to  speak  to  you  of  the  work  this  associa- 
tion has  done  for  the  railways,  its  history, 
its   achievements   and   its   problems. 


Fuel  Economies. 

The  report  of  the  committee  on  Fuel 
Economies,  of  which  Mr.  W.  C.  Hayes, 
of  the  Erie  Railroad,  was  chairman,  was 
the  result  of  a  number  of  inquiries  in- 
tended to  bring  out  if  possible  the  average 
practice  on  the  various  railroads  of  this 
country.  Among  the  methods  for  effect- 
ing fuel  economy  the  committee  enu- 
merated twenty-six,  any  one  of  which 
is  supposed  to  reduce  the  fuel  bill  when 
properly  carried  out.  These  methods 
consist  of  I,  compounding ;  2,  steam  dis- 
tribution; 3,  superheat;  4,  relative  diam- 
eter of  wheels  to  diameter  of  cylinders; 
5  loss  of  pressure  between  boiler  and 
cylinder;  6,  loss  by  radiation;  7,  economic 
boiler  design,  in  relation  to  horse-power  ; 
8,  feed-water  heating;  9,  loss  by  air  pumii 
and  waste;  10,  quality  of  feed  water;  n, 
exhaust  stand,  nozzle,  stack  and  front 
end  arrangement;  12,  brick  arches  ami 
water  tubes;  13,  grate  design  and  relative 
area  of  bar  and  air  space  for  different 
kinds  of  coal ;  14,  air  inlet  to  ashpans — 
a  subject  much  neglected;  15,  fire-door 
design;  16,  auxiliary  air  inlets  and  smoke 
consumers ;  17,  preparation  of  coal  for 
use;  18,  storage  of  coal  to  avoid  loss  in 
heat  value  per  pound;  19,  purchase  of 
coal  on  the  basis  of  heat  value ;  20,  auto- 
matic stoker;  21,  hot-water  service  in  en- 
gine house ;  22,  banking  or  dumping  fires  ; 
23,  methods  and  time  for  firing  up  en- 
gines; 24,  time  lost  on  road  at  meeting 
points;  25,  instructions  and  control  of  en- 
gineers and  firemen;  26,  the  influence 
upon  fuel  economy  of  progressive  exam- 
inations of  engineers  and  firemen. 

In  brief  the  report  may  be  taken  as  an 
indication  that  the  general  belief  is  well 
founded  that  fuel  economy  is  best  effected 
by  the  intelligent  performance  of  duty  by 
the  men  in  the  cab  and  that  this  intelli- 
gent performance  can  be  brought  about  by 
a  campaign  of  instruction  on  the  whole 
subject  carried  on  by  the  railroad  offi- 
cials. 

The  discussion  brought  out  quite  a 
number  of  interesting  points.  Dr.  Angus 
Sinclair  pointed  out  the  necessity  for  co- 
operation by  the  purchasing  department 
in  the  matter  of  obtaining  fuel  of  good 
or  of  even  uniform  quality.     The  practice 


01  buying  coal  on  the  B.  T.  U.  basis  is 
growing  and  if  a  division  be  supplied 
with  coal  of  uniform  heat-giving  qualities, 
the  engines  on  that  division  could  be 
drafted  to  suit  and  so  effect  a  very  sat- 
isfactory saving  in  coal. 

Mr.  G.  W.  Wildin,  of  the  N.  Y.,  N.  H. 
&  H.,  said  that  a  good  deal  of  waste  took 
place  by  not  having  the  roundhouse  staff 
fully  interested  in  the  matter  and  that 
it  was  a  matter  of  importance  to  the  rail- 
ways to  inculcate  the  right  feeling  both 
in  the  shop  and  on  the  foot  plate  in  the 
matter  of  fuel  economy.  Repairs  could 
be  made,  not  merely  to  get  steam,  but  to 
get    steam   economically. 

Mr.  A.  M.  Waitt,  continuing  the  dis- 
cussion, said :  It  has  been  said  that  there 
have  been  for  the  past  20  years  commit- 
tees on  the  subject  of  fuel  economy,  which 
is  true.  There  have  been  presented  by  the 
present  committee  some  six  proper  essen- 
tials of  fuel  economy.  This  is  a  broad 
subject.  On  every  one  of  these  six  es- 
sentials there  is  a  great  deal  of  difference 
of  opinion.  Would  it  not  be  wise  for  the 
committee  to  be  continued,  with  instruc- 
tions to  take  for  next  year  one  of  those 
si.x  essentials  and  thresh  it  out  to  a  fin- 
ish and  present  a  report  that  the  members 
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could  go  home  and  put  in  practice — defi- 
nite, well  worked-out  ideas?  If  they 
have  done  their  work  well,  then  another 
year  take  another  of  the  subjects,  and  at 
the  end  of  a  certain  reasonable  length  of 
time  each  one  of  those  essentials  that  the 
committee  have  very  properly  mentioned 
would  be  well  worked  out  and  the  mem- 
bers would  have  something  very  definite 
to  work  upon  and  put  in  force  as  the  re- 
sult of  the  best  practice  in  the  country. 
The  six  essentials  to  which  Mr.  Waitt 
referred  were  embodied  in  the  report,  as 
follows :  I,  a  clean  boiler  whose  shell 
tubes,  sheets,  and  stays  (and  in  addition 
the  crown  bars,  in  the  crown  bar  type 
cf  boiler),  arc  kept  free  from  mud  and 
scale;  2,  properly  drafted  and  good  steam- 
ing engines ;  3,  a  good  quality  of  fuel 
properly  prepared  for  use ;  4,  efficient  op- 
eration of  the  locomotive ;  5.  individual 
fuel  records;  fi,  a  full  and  fair  accounting. 


Derailments  of  Tenders. 
The  report  on  Tender  Trucks,  presented 
to  the  Master  Mechanics'  .Association  by 
the  committee  of  which  Mr.  H.  T.  Bentley, 
of  the  C.  &  N.-W.,  was  chairman.  The 
committee    states    that   the    members    be- 


lieve the  arch-bar,  cast-steel  side  frame, 
and  pedestal  trucks,  will  if  correctly  de- 
signed be  thoroughly  reliable  for  high  and 
low  speeds. 

In  the  matter  of  tender  derailments,  the 
replies  to  a  number  of  inquiries,  sent  out 
by  the  committee,  assign  the  cause  or 
causes  to  a  number  of  reasons.  These  are 
bad  track  conditions,  high  center  of  grav- 
ity of  tank,  rolling  action  of  water  on  ac- 
count of  splash  plates  being  out  of  place, 
coil  springs,  short  wheel  base,  shallow 
center  plates,  center  plates  not  fitting,  too 
much  rigidity,  improper  location  and  clear- 
ance of  side  bearings,  lack  of  clearance 
between  drawbar  and  end  sill ;  on  Prairie 
type  engines  by  excessive  lateral  swing  of 
engine,  depression  of  track  by  rear  engine 
driver  ahead  of  front  tender  truck  causing 
more  front  trucks  to  be  derailed  than  rear 
ones ;  the  steadying  effect  of  cars  helping 
to  keep  rear  trucks  on  track. 

The  conclusions  presented  by  the  com- 
mittee were  briefly  and  in  part  as  follows: 
Tender  derailments  can  be  practically 
overcome  by  the  use  of  properly  designed 
trucks  having  rigid  or  swing  motion 
bolsters  supported  by  suitable  bolster 
springs,  either  elliptical  or  half  elliptical, 
double  or  triple,  and  when  side  bearings 
are  properly  located,  having  a  spacing  of 
,16  ins.  front  where  possible,  and  48  to  50 
ins.  at  rear  end.  The  types  of  truck  may 
li'-  of  the  arch-bar  or  steel  side-frame  pat- 
tern, with  journal  boxes  rigid  with  the 
;irch-bars  or  side  frames;  or  of  the  pedes- 
tal type  having  arch-bars  of  solid  frames 
with  springs  over  the  journal  boxes;  or  of 
the  pedestal  type  having  side  equalizers 
with  half  elliptical  springs  between  the 
equalizers.  The  tender  should  be  as  long 
and  low  as  possible.  Spring  buffers  be- 
tween engine  and  tender  give  flexibility 
and  reduce  liability  of  derailment  due  to 
solid  chafe  irons  binding  or  sticking,  on 
account  of  wear.  The  buffer  face  and 
bearing  on  engine  should  be  amply  large 
and  well  rounded  to  prevent  locking.  The 
committee  does  not  believe  that  splash 
plates  in  tank  help  to  overcome  derail- 
ments. 

Advantage  of  Superheated  Steam. 

Superheating  of  steam  was  very  inter- 
estingly discussed  by  Mr.  S.  M.  Vauclain 
at  the  last  Master  Mechanics'  convention. 
He  remarked  that  highly  superheated 
steam  was  not  wanted  in  this  country,  but 
rather  steam  superheated  sufficiently  to 
overcome  all  the  loss  of  the  single  ex- 
pansion locomotive,  and  at  the  same  time 
enable  us  to  go  back  to  a  normal  boiler 
pressure  of  160  lbs.  If  we  could  do  this 
we  would  overcome  the  necessity  of  the 
compound  locomotion  and  the  necessity 
for  any  special  appliance  or  special  metal 
in  the  construction  of  our  locomotives  for 
the  highly  heated  steam,  and  we  would  be 
able  to  produce  a  locomotive  that  would 
require  even  less  attention  than  is  now 
accorded  to  the  single  expansion  locomo- 
tive. 
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AMONG  THE  RAILROAD  MEN  IN  THE  EAST 


ox    THE   BOSTON    AND    MAINE    RAILROAD. 

If  the  expanding  activity  manifested 
everywhere  on  the  Boston  and  Maine 
Railroad  is  to  be  taken  as  an  indication 
of  the  coming  of  improved  business 
conditions,  the  improvement  is  here 
already.  Several  millions  of  dollars 
will  be  spent  in  erecting  new  shops  at 
East  Somerville.  This  has  been  in 
contemplation  for  several  years  and  is 
now  taking  definite  form.  An  equip- 
ment   order    of    28    passenger    locomo- 


By  James  Kennedy 

quent  discourses  on  the  air  brake,  and 
became  e.xperts  themselves.  He  was 
busy  equipping  the  fine  passenger  lo- 
comotives with  new  ashpans.  With 
one  of  the  driving  wheels  under  the 
firebox,  the  ashpans  are  constructed 
in  three  sections.  It  is  necessary  to 
drop  the  back  driving  w-heels  a  certain 
distance  in  order  to  place  the  central 
section  of  the  ashpan  in  position.  The 
other  two  sections  are  strongly  se- 
cured to  the  central  section,  and  on  the 


—      _ -. 

.    -^       M    ^ 

J  i 

v 

■H 

^^^^K^^^  "     ^^^^^v3SE 

p^p^^^l 

i^ 

BOSTON  &  M.MNE  HE-WY  FREIGHT,  WITH   \V.\LSCH.\ERTS   GE.AR. 


tives,  20  freight  locomotives,  and  10 
switching  engines,  said  to  be  the  larg- 
est equipment  order  ever  made  by  the 
company,  is  beginning  to  be  filled  this 
month.  The  .American  Locomotive 
Company  are  repairing  and  rebuilding 
25  of  the  large  passenger  engines,  and 
the  various  shops  at  Concord.  Keene 
and  Lyndonville  are  working  to  their 
full  capacity.  The  order  for  cars  looks 
as  if  a  complete  renewal  of  rolling 
stock  was  being  projected,  and  before 
the  end  of  the  summer  the  equipment 
•will  far  surpass  anj'thing  hitherto  seen 
in  the  northeast  corner  of  the  United 
States. 

Nearly  200  men  are  busy  installing 
the  new  system  of  block  signalling,  and 
there  is  now  completed  about  one-half 
of  the  2,500  miles  of  road.  About  a 
dozen  new  stations  are  being  built,  and 
about  as  many  grade  crossings  are  be- 
ing abolished  so  that  everybody  is  busy 
all  along  the  line.  The  latest  experi- 
ment in  operating,  that  of  despatching 
by  telephone,  is  being  tried  between 
Boston  and  Fitchburg  and  other  points 
and  the  reports  are  of  the  most  grat- 
ifying kind,  and  the  rapid  adoption  of 
the  use  of  the  telephone  in  the  de- 
spatching  service    is    inevitable. 

.^T   SPRINGFIELD,   MASS. 

At  Springfield,  the  southern  extrem- 
ity of  the  road,  we  had  the  pleasure  of 
meeting  Mr.  C.  S.  Hall,  a  typical  East- 
ern master  mechanic.  He  was  among 
the  first  air  brake  instructors  and  over 
10,000    men    have    listened    to    his    elo- 


hopper-shaped  bottoms  of  the  front 
and  back  sections  there  is  a  strong 
casting  attached,  into  which  well-fitted 
flat  cast  steel  plates  are  slidably  en- 
gaged. These  plates,  forming  the  bot- 
toms of  the  ashpan,  are  moved  by  a 
shaft  to  which  arms  are  attached,  the 
arms  being  coupled  to  the  sliding  bot- 
toms of  the  ashpan.  A  fixed  lever  on 
the  shaft  located  under  the  cab  floor- 
ing readily  moves  the  sliding  plates 
backward  or  forward.  The  apparatus 
seemed  admirably  suited  to  meet  the 
requirements  of  the  new  Federal  law 
in  regard  to  ashpans,  but  it  will  be 
interesting  to  note  with  what  degree 
of  facility  the  bottom  plates  will  slide 
after  several  months'  service.  Experi- 
ments are  being  carried  on  with  a  view 
to  apply  a  blower  to  clean  the  ashpan, 
and  while  the  problem  of  adopting  the 
mechanism  to  the  new  law  is  a  hard 
one,  there  is  no  doubt  but  that  the 
skill  of  the  leading  railway  mechanics 
will  speedily  overcome  the  difficulties 
of  the  situation. 

AT    EAST    CAMBRIDGE,    MASS. 

The  extensive  network  of  railways  in 
and  around  Boston  brings  the  smoke 
preventing  question  into  sharp  prom- 
inence now  and  then.  Like  the  tarifiE 
question  in  Washington  or  the  licens- 
ing question  in  New  York,  the  politi- 
cians must  have  something  to  exer- 
cise their  State  craft  upon.  The  Mas- 
sachusetts legislator  begins  and  ends 
in  smoke.  Sometimes  it  is  a  special 
commission  resembling  a  certain  alder- 


manic  committee  who  were  entrusted 
with  the  matter  of  paving  a  thorough- 
fare when  a  wise  man  suggested  that 
they  get  their  heads  together  and  the 
job  would  be  done.  Meanwhile  the 
locomotives  come  thundering  from 
every  point  of  the  compass  and 
■whether  the  accompanying  pillar  of 
cloud  by  day  and  pillar  of  fire  by 
night  is  less  than  formerly  is  not  owing 
in  the  remotest  degree  to  legislative 
enactments,  but  is  owing  largely  to  the 
careful  training  of  the  fireman  on  the 
various  roads. 

Among  the  most  active  and  intelli- 
gent educators  of  the  young  railway 
men  the  Boston  and  Maine  Railroad 
Company  have  been  conspicuously 
prominent.  Mr.  E.  T.  Sumner,  master 
mechanic  at  East  Cambridge,  is  one 
of  the  leading  experts  in  America  on 
locon-.otive  firing.  He  has  been  nearly 
hity  3-ears  in  the  service.  He  is  a  great 
believer  in  brick  arches  in  fireboxes, 
and  when  you  enter  the  big  round- 
house the  fifty-three  pits  seem  sep- 
arated from  each  other  by  walls  of 
fire  brick.  One  could  hardly  tell 
whether  some  of  the  busy  mechanics 
are  masons  or  machinists.  The  brick 
arches  are  no  ramshackle  structures 
that  tumble  to  pieces  at  the  first  touch 
of  a  slicing  bar.  With  crowning  pedi- 
ments and  transverse  openings  they 
are  stronger  and  kept  in  better  repair 
than   the   arch   of  Constantine. 

In  the  seemingly  unimportant  mat- 
ter of  starting  a  fire  something  new 
was  in  evidence  in  the  shape  of  sheet 
iron  receptacles  filled  with  sawdust  and 
shavings.  The  fireman  took  a  pailful 
and  from  an  adjacent  tank  mixed  the 
sawdust  with  crude  oil.  A  moment 
later  the  firebox  was  like  Vesuvius  in 
eruption.  The  passenger  locomotives 
were  in  perfect  condition,  nearly  all  of 


MT.    VV.-\SHli\OlUiN    RAILROAD. 

them  being  equipped  with  the  Wal- 
schaerts  valve  gearing,  which  is  highly 
spoken   of  among  the    railroad   men. 

Mr.  Summer's  educational  work  is 
ably  supplemented  by  Mr.  T.  J.  White, 
the  scholarly  chief  clerk.  It  was  grat- 
ifying to  see  the  kindly  spirit  existing 
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between  the  workmen  and  the  officials. 
The  office  door  is  open  at  all  hours. 
There  is  no  ante-chamber  where  sad- 
faced  employees  nursing  some  real  or 
imaginary  grievances  are  waiting  their 
turn  to  see  the  master  mechanic  or  the 
chief  clerk.  They  walk  right  in,  and 
are  welcomed  like  men.  They  are 
taught  self-reliance  and  self-respect, 
and  a  manly  feeling  of  working  to- 
ward a  common  end  pervades  the  en- 
tire   establishment. 

ON  Jacob's  ladder. 
The  earliest  and  many  of  the  clever- 
est engineering  works  were  done  on 
what  is  now  part  of  the  Boston  and 
Maine  Railroad.  The  Hoosac  Tunnel, 
nearly  five  miles  in  length,  was  for 
many  years  the  longest  in  the  world. 
The  railroad  running  to  the  summit  of 
Mount  Washington  was  the  pioneer 
in  that  department  of  engineering,  and 
it  is  a  strange  sight  in  the  dawn  of  a 
summer's  morning  to  see  the  minia- 
ture train  coming  out  of  the  white 
clouds  that  envelop  the  dark  valleys 
beneath  and  slowly  but  surely  rising 
into  the  upper  regions  already  glit- 
tering in  the  golden  glow  of  sunshine, 
while  here  and  there  out  of  the  spec- 
tral whiteness  mountain  peaks  are  ris- 
ing like  emerald  islands  in  a  sea  of 
amethyst.  The  little  train  comes  like 
a  messenger  from  the  nether  world 
and  out  of  the  weird  wonderland  we 
feel  that  we  are  in  touch  with  the 
earth    again. 

AT    NEW    LONDON,   CONN. 

The    Central    Vermont    Railroad    be- 
gins or  ends  at   New   London,  accord- 
ing    to     which     way    you     are     going. 
There  is  a  finely  equipped  roundhouse 
and     machine     shop     there.       Mr.     T. 
Hinchey,    the     general    foreman,    is     a 
good   sample   of  the   ingenious   Eastern 
mechanic.      He   thinks   nothing   of   tak- 
ing   the    wheel    tires    off    one    of    the 
great    freight    engines    and    putting    a 
new  set  on  in   the   same   day.     In   the 
twelve   pits   there  are   almost  as   many 
varieties   of  locomotives.     Conspicuous 
among  them   were  samples  of  the  Rich- 
mond Compound  built  in  Montreal,  with 
a    high    pressure    cylinder,    18    ins.    in 
diameter    on    the    left    side    and    a    low 
pressure  cylinder  of  36  ins.  diameter  in 
the   right   side.     They   carried   200   lbs. 
pressure  and  ran   121   miles  every  day, 
consuming  about  4^  tons  of  coal  each 
trip.     Mr.   Hinchey  was  very  eloquent 
in   praise   of   their  reliability.     We   ob- 
served  a   new  feature   on   the   coal-box 
doors    attached    to    the    coal    compart- 
ment on  the  tank.     The  door  was  con- 
structed   in     three    divisions,    so    that 
when   the   full   complement   of   12   tons 
of  coal  was  on  the  tank,  the  upper  di- 
vision of  the  door  was  enough  to  have 
opened  and  so  on  as  the  supply  of  coal 
diminished,    the    other    divisions    were 


readily  opened.  In  the  handling  of 
coal  there  is  a  special  portable  engine 
with  crane  and  clam  shell  attachment 
that  moves  along  an  elevated  road  and 
from  an  extended  coal  bin  a  dozen  of 
locomotives  can  be  supplied  with  coal 
without  moving  from  their  places. 
With  a  gang  of  clever  mechanics,  and 
line  equipment,  the  southern  end  of 
the  Central  Vermont  Railroad  receives 
proper  attention,  and  the  little  round- 
house is  an  ideal  one  in  neatness  and 
efficiency. 


the  railroad  mechanical  conventions  at 
Atlantic  City.  This  form  of  fire-bo.x  has 
been  applied  to  locomotives  belonging  to 
a  few  of  our  leading  railroads,  and  very 
satisfactory  reports  of  its  performance 
have  been  made.  The  great  strength  of 
the  corrugated  plates  is  beyond  question. 
Material  increase  of  heating  surface  is 
claimed  and  the  free  steaming  for  which 
the  engines  having  the  Wood  fire-box  are 
noted  would  indicate  that  the  fire-box  will 
prove   a   valuable   fuel   saver. 


The  Baker-Pilliod  Valve  Gear. 

At  the  annual  convention  of  Railway 
Shop  Foremen  held  at  Chicago,  and  at  the 
Master  Mechanics'  and  the  Master  Car 
Builders'  conventions  held  at  Atlantic 
City,  a  working  model  of  the  Baker-Pil- 
liod locomotive  valve  gear  was  exhibited 


The  locomotives  belonging  to  the  Illi- 
nois Central  running  out  of  McComb  City, 
Miss.,  make  an  average  of  227  miles  daily. 
During  the  last  year  they  have  made 
29,800  miles  for  each  engine  failure.  Mr. 
Thos.  M.  Young,  the  engine  house  fore- 
man there,  is  an  enthusiast  on  engine  in- 
spection, which   may  account   for  the  e.x- 
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which  attracted  very  great  attention.  Sev- 
eral superintendents  of  motive  power  who 
have  engines  equipped  with  this  valve 
gear  were  reluctant  to  give  figures  about 
Ihe  performance  of  the  gear  because  the 
.steam  distribution  was  so  good  that  they 
wanted  to  have  more  experience  with  it 
before  giving  their  testimony. 

The  difficulty  of  reaching  valve  niech- 
;uiism  located  between  the  frames  of  mod- 
ern locomotives  has  brought  the  Wal- 
schacrts  valve  gear  into  popular  favor. 
The  Baker-pilliod  gear  is  a  very  compact 
piece  of  mechanism,  the  parts  can  be 
readily  renewed,  it  produces  an  excellent 
distribution  of  steam  and  altogether 
possesses  the  qualities  that  recommend  it 
for  use  on  locomotives. 


traordinary   long  mileage  betv.een   engine 
failures. 


Wood's  Corrugated  Fire-box. 

A  section  of  the  corrugaU-d  fire-box 
invented  by  Mr.  W.  H.  Wood,  of  Media, 
Pa.,  was  one  of  the  novelties  which  at- 
tracted much  attciUion  in  the  exhibits  at 


Dispatching  Trains  by  Telephone. 

The  Canadian  Pacific  Railway  Com- 
pany is  experimenting  en  train  despatch- 
ing by  telephone.  The  system  between 
Montreal  and  Farnham  has  been  in  suc- 
cessful operation  for  some  time  and  has 
given  very  satisfactory  results.  A  de- 
scription of  this  appeared  in  Railway  and 
Locomotive  Engineering  for  May.  The 
system  is  now  being  installed  between 
Winnipeg  and  Branden,  and  otlier  im- 
portant sections  will  shortly  be  dealt  with. 
The  distance  between  the  latter  points 
is  13s  miles,  embracing  28  stations  and 
3  junction  prints.  The  Burlington  and 
other  roads  in  the  United  States  have 
been  using  the  system  under  test  for 
some  time,  and  as  it  has  passed  beyond 
the  experimcnlal  stage  there  is  likelihood 
of  its  still  further  growth  in  popular 
favor  and  its  wide  and  cxtcniled  use. 
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Water  Softening  for  Locomotives. 

At  the  recent  exhibition  of  the  Rail- 
way Appliance  Association  in  the  Coli- 
seum at  Chicago  the  Dodge  Manufac- 
turing Company  of  Mishawaka,  Ind., 
was  the  only  concern  showing  a  ma- 
chine in  full  operation.  This  company 
manufactures  what  is  known  as  the 
"Eureka."  The  machine  was  put 
through   its   paces   there  and  produced 


WHEN  THE 
CRANK  PIN 
GETS  CRANKY 

C  That's  the  time  some- 
thing has  to  be  done,  and 
quickly.  And  that's  the 
time  Dixon's  Flake  Graph- 
ite shows  up  strong. 

CIt  cools  down  the  hot 
pin  promptly  and  surely. 

C.  If  the  heating  up  has 
been  due  to  wear,  or  if  the 
the  surfaces  have  been 
roughed,  Dixon's  Flake 
Graphite  will  smooth  out 
the  irregularities  and  prac- 
tically resurface  the  parts 
to  fit. 

^This  action  of  Dixon's 
Flake  Graphite  proves  its 
exceptional  lubricating 
powers. 

CIt  demonstrates  how 
friction  is  reduced  even 
under  normal  conditions 
of  service  when  Dixon's 
Flake  Graphite  is  applied 
regularly. 

C  And  the  important  fact  is 
that  Dixon's  Flake  Graph- 
ite is  the  only  lubricant 
that  can  render  such  a  lu- 
bricating service. 

Joseph  Dixon  Crucible  Company 

JERSEY  CITY,  N.  J. 


HOW     UNTREATED     W.-\TER     TREATS     A 
PIPE. 

1.500  gallons  of  treated  water  per  hour. 
The  main  portions  of  the  tank  were 
removed,  but  there  was  enough  of  the 
mechanism  on  display  to  show  how  the 
system  worked. 

The  pitting  of  tubes  and  sheets  in  a 
locomotive  boiler  is  a  matter  of  most 
serious  moment  to  mechanical  men. 
Many  raw  waters  contain  acids,  salts 
or  other  impurities  that  render  them 
actively  corrosive.  Again  in  picking 
up  a  variety  of  waters  at  different 
points  there  not  infrequently  results  a 
mixture,  which,  through  chemical  re- 
actions in-  the  boiler,  produces  corro- 
sion. Properly  purified  in  a  water 
softener  one  may  say  that  practically 
all  waters  can  be  rendered  non-corro- 
sive and  non-incrusting.  The  use  of 
good  feed  water  facilitates  the  use  of 
brick  arches,  by  rendering  it  unneces- 
sary to  remove  them  so  often  for  repairs 
to  boilers  and  flues,  because  the  amount 
of  such   repair  is   reduced. 

The  Dodge  water  softening  system 
is  a  very  simple  arrangement.  Only 
fifteen  or  twenty  minutes  a  day  are 
necessary  for  attention,  and  any  in- 
telligent man  can  do  the  work.  The 
"Eureka"  as  shown  by  the  Dodge 
people  at  Chicago  consists  of  two  main 
parts,  a  large  decanting  chamber  in 
which,  through  chemical  reaction, 
purification  takes  place,  and  a  lime 
saturating  tank  for  the  production  of 
clear  lime  water.  The  water  to  be 
softened  and  purified,  enters  the  dis- 
tributing tank  through  an  inlet  valve, 
connected  by  rod  and  lever  to  a  float 
in  the  decanting  tank.  This  device 
automatically  starts  and  stops  the  ma- 
chine. The  inlet  valve  maintains  a 
constant  head  of  water  in  the  distribut- 
ing tank,  the  weight  of  this  water  when 
falling  over  a  water  wheel  furnishing 
power  to  run  the  entire  mechanism. 


From  the  distributing  tank  part  of 
the  raw  water  is  fed  through  a  hollow 
shaft  into  a  lime  tank  wherein  is  pro- 
duced a  powerful  saturated  lime  water 
solution.  All  impurities  in  the  raw 
lime  settle  during  the  saturating  pro- 
cess and  pass  out  through  a  valve  to 
the  sewer  or  a  catch  device.  In  a  com- 
partment at  the  top  of  the  lime  tank 
lump  lime  is  placed  and  slaked.  Pro- 
ceeding downward  in  a  regulated  flow 
through  a  large  central  tube,  this 
slaked  lime  is  thoroughly  mixed  by  a 
stirring  arrangement,  the  raw  water  re- 


EUREK.A    WATER    SOFTENER. 

turning  upwards  from  the  bottom  of  a 
hollow  shaft  displaces  a  like  quantity  of 
the  saturated  solution,  which  flows 
through  a  trough  into  a  down-take 
tube.  Here  it  meets  the  raw  water  that 
has  passed  over  the  water  wheel  and 
also  a  predetermined  amount  of  soda 
solution  from  the  soda  ash  tank  and  is 
thoroughly  mixed  in  a  mixing  pan  in 
the  top  of  the  down-take  pipe. 

The  treating  process,  it  may  be  said, 
has  now  begun.  After  passing  down- 
ward through  the  down-take  tube  the 
water  turns  upward  through  spiral 
accelerator  plates  upon  which,  as  well 
as  in  the  cone,  all  solid  matter  is  de- 
posited in  the  form  of  thin  putty  or 
sludge.  Gravitating  down  the  sharply 
inclined  plates,  this  sludge  drops  into 
slime-catchers  and  is  conducted  into  the 
cone  to  be  flushed  away.  After  leaving 
the  accelerator  plates  the  now  softened 
and  purified  water  passes  through  a 
wood-fibre  filtering  bed  which  clarifies 
it  completely.  The  filtering  material 
requires  renewal  only  at  long  intervals. 
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Emerging  from  the  filter  bed  the  soft, 
clear  water  enters  the  top  reservoir 
and  is  drawn  off  for  use  through  an 
outlet  pipe,  flowing  by  gravity. 

The  Dodge  Manufacturing  Company 
have  given  us  some  figures  in  connec- 
tion with  the  operation  of  their  plant. 
We  print  the  figures  as  received  from 
them,  without  verification,  as  a  state- 
ment likely  to  interest  or  be  useful  to 
our  readers.  The  Dodge  Company  say, 
in  connection  with  the  following  table: 
"The  Master  Mechanics  Association  re- 
ports that  the  average  cost  of  boiler 
repairs  on  roads  in  the  United  States 
and  Canada  is  $720  per  year.  In  the 
present  statement  this  figure,  has  been 
cut  38  per  cent,  in  order  to  cover  only 
such  repairs  as  are  due  to  impure  water. 


Coal     required    to    heat    cold     boilers 

to    steam    after    cleaning 2,000.00 

Cost    on    yearly    basis $85,416.25 

USING    TREATED    WATER. 

Cost    of    ten    water    softeners,    8,000 

gallons    per    hour,    each     (est.) $40,000.00 

Cost  of  foundations  for  plants,  ten 
cubic  yards  each  at  $6  per  cubic 
yard     600.00 

Housing    for  plants  at   $175   each '.750.00 

Investment     $42,350.00 

Interest  on  investment  at  6  per  cent., 
one     year     •      $2.54i.oo 

Treating  1,900.000  gallons,  estimated 
daily  consumption  at  two  cents 
per  one  thousand  gallons,  365 
Says .•••      13.S70.00 

Washing  one  hundred  locomotives 
each  'three  months,  four  hundred 
locomotives  per   year,   at  $1.75   each  700.00 

Loss  of  time  of  one  locomotive,  out 
of  service  for  washing,  eight  hours 
equal  to  one  locomotive  a  day, 
every  three  days,  at  $100  per  day, 
,65     days .••■      i=,i66.oo 

Boiler  repairs,  $225  per  locomotive, 
oer  year,  one  hundred  loco- 
motives         --":S°°-°° 

Cost    on     yearly    basis $51,177-00 

THE    COST    AND    THE    SAVINGS. 

Costs    as    above    without    water    soft- 

ener     installed $85,416.25 

Costs    as    above    with    water    softener 

installed 5i.777.50 

Total   saving   per   year   resulting    from 

the   use  of  treated   water 33.o37.oo 

Time    required    for    softener    to    repay 

investment    cost 15    months 

Per    cent,    of    saving 39)^ 


GOLD 

Car 
Heating 


Courting    a    Southern    Embrace. 

The  indications  are  that  the  Harriman 
lines  will  in  the  near  future  embrace  the 
Central  Railroad  of  Georgia.  The  com- 
ing event  has  cast  golden  colors  over 
Savannah  and  other  regions  of  the  South. 
Rumor  has  it  that  immense  shops  are 
about  to  be  erected  near  Macon,  Augusta, 
or  some  other  point  that  will  be  con- 
venient for  collecting  dilapidated  cars 
and  paralytic  locomotives  needing  the 
regeneration  that  the  skill  of  good  me- 
chanics alone  can  impart.  Every  big 
transaction  in  landed  property  in  Georgia 
and  in  South  Carolina  is  examined  with 
feverish  minuteness  in  the  expectation 
that  the  location  of  the  commg  new  in- 
dustrial city  may  be  identified.  The  for- 
tunate exploiter  will  rank  himself  among 
the  blessed. 


SECTION    OF  THE   APP.^R.^TUS. 

A  repair  charge  of  $225  per  locomotive 
has  been  allowed  when  treated  water 
is  used.  The  cost  of  pumping  water  for 
washing  and  filling  purposes  has  not 
been  included  in  the  figures  owing  to 
the  difficulties  of  arriving  at  a  satis- 
factory and  equitable  basis." 

Estimate  of  the  cost  of  operating 
one  hundred  locomotives  on  a  200-mile 
division  before  and  after  installation 
of  water  softeners  at  ten  pdmping 
stations: 

USING     UNTREATED     WATER. 

Loss  of  time  of  three  locomotives  out 
of  service  for  washing,  eight  hours 
each,  equal  to  one  locomotive  con- 
tinuously, at  $100  per  day,  365 
days     ■ $36,500.00 

Washing,  at  $5.25  daily,  wages  of 
three  men,  for  three  locomojives 
daily,    365    days 1,916.23 

Boiler  repairs  per  year,  at  S450  per 
locomotive,  one  hundred  loco- 
motives          45,000.00 


Railroader  Has  Kind  Heart. 

It  was  at  a  railroad  junction  in  the 
South  that  the  Northern  traveller  found 
himself  hungry,  but  with  only  two  min- 
utes to  spare  before  his  train  left.  "I'll 
take  a  cup  of  coffee,"  he  said  to  the  young 
woman  in  charge  of  the  restaurant.  "I've 
no  time  for  anything  else." 

"You  can  take  all  the  time  you  want, 
sir,"  said  the  young  woman,  cordially. 
"You  look  at  that  bill  of  fare,  and  I'll 
telephone  to  the  superintendent  to  delay 
the  train  a  little  while." 

"Why,  can  that  be  done?"  asked  the 
traveller,  in  amazement. 

"Certainly,"  said  the  young  woman. 
"Of  course  it  can.  It's  a  branch  road,  and 
no  other  train  coming  or  going  over  it 
to-day— and  the  superintendent  would 
want  you  to  have  a  good  meal.  He  owns 
this  restaurant."— Ko!(//i'.s  Comfanion. 
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Lighting 
Company 


Manufacturer*  ol 


ELECTRIC, 
STEAM  AND 
HOT  WATER 
APPARATUS 

FOR    RAILWAY    CARS 

IMPROVED 
SYSTEM  OF 
ACETYLENE 
CAR  LIGHT- 
ING 


Largcit   M»nu(«clureri    Id    the    World   of 
Cir  He»ting  Appar»tiu 

Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main    Office,  Whitehall    Building 

17   BATTERY   PLACE 

N  EW    YORK 
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ANEWETAIR 
BRAKE  BOOK 

CONTAININfi  COLORED  PLATES  AND  DIAGRAMS 

JUST  ISSUED 

WestinRhouse 

ET 

Air  Brake 

INSTRUCTION  POCKET  BOOK 

By  WM.    W.    WOOD 


Air  Brake  Instructor 


FULLY  ILLUSTRATED 
WITH  COLORED  PLATES 


Price  $2.00 


Here  is  a  book  for 
the  railroad  man,  and 
the  man  who  aims  to 
be  one.  It  is  without 
doubt  the  only  com- 
plete work  published 
on  the  WESTING- 
HOUSE  ET  L  O  C  0- 
MOTIVE  BRAKE 
EQUIPMENT.  Writ- 
ten by  an  Air  Brake 
Instructor,  who  knows 
just  what  is  needed. 
It  covers  the  subject 
thoroughly.  Every- 
thing  about  the  New 
Westlnghouse  Engine 
and  Tender  Brake 
Equipment,  Including 
the  Standard  No.  5 
and  the  Perfected  No. 
6  Style  of  brake,  is  treated  in  detail.  Writ- 
ten In  plain  English  and  profusely  Illustrated 
with  COLORED  PLATES,  which  enables  one 
to  trace  the  flow  of  pressures  throughout  the 
entire  equipment.  The  best  book  ever  pub- 
lished  on   the   Air  Brake. 

Contains  Examination  Questions 
and  Answers  on  the  ET  Equipment. 
Covering  what  the  ET  Equipment 
IS.  How  it  should  be  OPERATED. 
What  to  do  when  DEFECTIVE. 
Not  a  question  can  be  asked  of  the 
Engineman  up  for  Promotion  on 
either  the  No.  5  or  the  No.  6  ET 
Equipment  that  is  not  asked  and 
answered. 

FILLED  WITH  COLORED   PLATES 
SHOWING  VARIOUS  PRESSURES 

If  yuu  want  to  thnroiigbly  understand  the 
ET  Equipment  get  a  copy  of  this  book.  It 
covers  every  detail.  Makes  Air  Brake 
Troubles  and  Examinations  easy. 

1^^  Send   at    once   for   a   copy. 
^^  Sent  prepaid  on  receipt  of  price. 

AGENTS  WANTED 

Write  for  our  Special  Terms.  An 
exceptional  chance  to  make  money. 


THE  NORMAN  A.  KENLEY 
PUBLISHING  GO. 

132  Nassau  Street,  NEW  YORK,  U.  S.  A. 


Bank  vs.  Level  Firing. 

The  paper  on  this  subject  was  not  in  the 
form  of  a  committee  report  but  was,  in 
fact,  an  individual  paper  by  Mr.  E.  D. 
Nelson,  engineer  of  tests  on  the  Pennsyl- 
vania. The  paper  consisted  of  a  record  and 
analysis  of  a  series  of  tests  in  which  both 
methods  of  firing  had  each  not  only  its  ad- 
vocates but  its  practiced  and  expert  ma- 
nipulators. The  work  was  done  on  the 
testing  plant  at  Altoona. 

In  the  discussion  which  followed  Mr. 
De  Voy,  of  the  Chicago,  Milwaukee  &  St. 
Paul,  thought  that  it  was  a  matter  which 
entirely  depended  on  the  design  of  the 
firebox.  Mr.  Bentley,  of  the  Chicago  & 
Northwestern,  did  not  consider  the  shape 
of  the  firebo.x  as  of  much  importance.  He 
regarded  the  quality  of  coal  as  the  main 
factor.  He  had  known  engines  fired  by 
the  bank  method,  which  was,  the  only  way 
they  could  be  fired  30  years  ago.  In  Great 
Britain,  with  the  South  Wales  coal,  the 
only  way  to  feed  an  engine  was  to  fill  the 
firebox  and  have  the  coal  taper  off  toward 
the  front,  while  Northwest  Wales  coal 
used  this  way  would  kill  the  same  design 
of  engine. 

Continuing  the  discussion  Dr.  Angus 
Sinclair  said :  "When  they  first  started 
to  use  coal  in  place  of  coke  in  Great 
Britain  much  attention  was  paid  to  smoke 
prevention,  and  one  locomotive  superin- 
tendent advocated  a  grate  with  a  slope  of 
25  per  cent,  and  introduced  bank 
firing.  It  was  well  adapted  to  the  quali- 
ties of  Welsh  coal,  but  a  practice  suitable 
for  one  coal  is  sometimes  entirely  un- 
suited  to  another.  A  great  many  of  the 
locomotive  superintendents  in  Great  Brit- 
ain followed  this  lead  and  slope  fire  grates 
were  introduced  to  a  great  extent,  but  they 
did  not  give  satisfaction  unless  with  spe- 
cial coal,  and  the  consequence  is  that  level 
firing  became  the  firing  of  the  British 
Isles." 

In  closing  the  discussion  Mr.  Johnson 
explained  that  in  these  tests  the  Pennsyl- 
vania did  not  obtain  the  amount  of  clinker 
and  ash  separately.  This  subject  was  not 
entered  into  for  the  purpose  of  trying 
sloping  and  level  grates,  or  to  determine 
questions  as  to  large  or  small  ratios  be- 
tween  heating   surfaces   and   grate   areas. 

How  the  tests  affect  other  modifications 
of  grate  area  and  heating  surface  the 
committee  did  not  say  positively,  but  from 
general  observation,  with  this  test,  and  the 
conditions  there,  and  with  the  type  of  lo- 
comotive used,  as  well  as  the  .Atlantic  lo- 
comotive, and  over  60  different  kinds  of 
coal,  tried  at  different  times,  it  seems  to 
bo  the  genera!  conclusion  that  each  square 
foot  of  firebox  should  give  a  definite  pro- 
portion of  work.  The  coal  per  square  foot 
of  grate  is  larger  in  front  than  in  the  back, 
and  we  think  that  with  these  forms  of 
grate  which  we  have  usgd.  with  uniform 
burning  over  the  surface  of  the  grate,  and, 
therefore,  npproximately.  level  firing,  they 
produce  the  most  desirable  results. 


New  Hydraulic  Jack. 

Anyone  who  has  much  heavy  lifting  to 
do  appreciates  that  there  are  pleasanter 
tasks  than  carrying  around  a  jack  from 
one  place  to  another,  especially  when  it 
weighs  more  than  a  hundred  pounds.  It 
means  rather  a  heavy  load  if  carried  by 
hand,  and  if  the  jack  is  loaded  and  re- 
loaded onto  a  truck  with  each  using,  this 
involves  considerable  work  too. 

The  new  Watson-Stillman  shop  jack, 
which  we  show  in  our  illustration, 
renders  unnecessary  much  of  this  labor. 
This  jack,  made  in  eleven  sizes,  of  from 
20  to  50  tons  capacity,  and  lifts  of  12  and 
18  inches,  fills  all  the  ordinary  require- 
ments of  lifting  heavy  machinery  and  for 
general  shop  work.  The  wheels  on  the 
base  and  the  handle  on  the  cylinder  facili- 
tate moving  the  jack  quickly  from  one 
place  to  another  without  the  exertion  of  a 
great  deal  of  energy.  The  wheels  touch 
the  floor  only  when  the  jack  is  tilted,  so 
they  are  never  in  the  way  during  the  lift- 
ing operation.  If  it  is  desired  to  use  the 
jack  at  an  angle,  it  can  be  tilted  in  the 


NEW  HYDR.XULIC  JACK. 

opposite  direction  to  the  wheels,  and 
when  it  is  laid  flat  upon  the  side,  the  ram 
will  push  out  to  its  entire  lifting  length. 
The  head  is  enlarged  sufficiently  that  the 
jack  will  not  stop  working  for  lack  of 
filling,  even  if  there  has  been  slight 
leakage.  An  independent  steel  claw  (not 
shown  in  the  illustration)  can  be  used 
when  desired  for  lifting  from  near  the 
ground.  This  is  more  convenient  than  a 
permanently  attached  claw,  as  the  inde- 
pendent part  is  easily  applied  when  a  low 
lift  is  required,  and  its  removal  at  other 
times  allows  the  jack  to  be  made  of  con- 
siderably lighter  weight. 


The  Independent  Pneumatic  Tool  Com- 
pany of  Chicago,  makers  of  the  well- 
known  "Thor"  hammers,  have  moved 
their  general  offices  from  the  First  Na- 
tional Bank  building  to  their  own  new 
Thor  building,  1307  Michigan  avenue, 
Chicago.  In  their  new  location  they  have 
larger  space  and  greater  facilities  for 
taking  care  of  their  increased  business. 
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Some  Handy  Small  Tools. 
Among  the  many  useful  and  very  clever- 
ly devised  tools  which  are  made  by  the 
L.  S.  Starrett  Company  of  Athol,  Mass., 
we  would  like  to  mention  their  Center 
Gauge  Attachment  No.  392.     This  attach- 


V-BLOCK   WITH   SLOT. 

ment  is  a  V-block  with  a  slot  above  the 
V,  containing  a  flat  spring  to  frictionally 
hold  the  center  gauge  parallel  with  the 
block.  Placing  the  V-block  against  a  lathe 
spindle  or  face-plate,  a  threading  tool  can 
be  adjusted  to  line  perfectly  to  cut  both 
sides  of  a  thread  to  the  proper  angle,  elim- 
inating uncertainty  for  both  external  and 
internal  work.  The  attachment  is  adapted 
to  hold  the  gauges  either  by  the  side  or 
by  the  end  for  testing  work. 

Another  "good  thing,"  if  we  may  so  say, 
is  their  Planer  and  Shaper  Gauge  No.  246. 
This  gauge  is  made  of  steel,  drop  forged, 
and  is  designed  with  a  view  to  getting  dif- 
ferent heights  on  a  planer.  It  will  measure 
from  J/2  to  sV^  ins.  It  will  also  be  found 
convenient  on  other  tools  such  as  milling 
machines  where  slots  are  being  milled. 
This  tool  can  be  inserted  in  the  slot,  and 
by  sliding  the  block  on  the  wedge  a  perfect 
fit  is  given.  Then  the  tool  may  be  taken 
out  and  exact  measurements  obtained  by 
the  use  of  a  micrometer.  When  a  certain 
close  measurement  is  desired  the  tool  can 
be  first  set  by  the  micrometer  and  then 
used  as  a  standard  gauge. 

Another  useful  device  is  the  Starrett 
Attachment  for  Combination  Squares  No. 
289.  The  use  of  this  attachment  is  very 
clearly  shown  by  our  illustrations.  It  is 
made  to  fit  the  12,  18  and  24-in.  blades 
of  the  Starrett  Nos.  11,  23  and  33  squares, 


Leaving  the  shop,  we  may  say  a  word 
v.'hich  may  interest  the  designer.  There 
is  the  Draftsmen's  Protractor  No.  361. 
This  protractor  is  made  of  sheet  steel, 
nickel  plated,  graduated  in  degs.  and  fig- 
ured to  read  from  either  right  or  left, 
with  vernier  to  read  in  five  minutes.  The 
three  straight  edges  of  the  protractor  are 
graduated  in  inches  and  i6ths,  the  longer 
part  6  ins.  It  is  made  so  that  it  lies  flat  on 
the  paper.  The  knurled  locking  nut  is 
convenient  for  picking  up  the  instrument. 
By  loosening  the  binding  nut,  friction  is 
taken  off,  making  it  easy  to  adjust  to  de- 
grees, when  the  tool  may  be  again  firmly 
locked.  The  Starrett  Company  are  willing 
to    send    descriptive    circulars    concerning 


ATTACHMENT      FOR      COMBINATION 
SQUARES. 

any  or  all  of  these  handy  little  devices  and 
quote  prices,  which  are  very  reasonable, 
to  anyone  who  will  drop  them  a  post  card 
asking  for  the  information. 


Steam-heat  Regulator  and  Stop  Valve. 

A  very  ingenious  contrivance  is  Gold's 
new  stop  valve  temperature  regulator.  A 
circular  describing  and  illustrating  it  has 
recently  been  issued  by  the  Gold  Car 
Heating  and  Lighting  Company  of  New 
York.  This  regulating  valve  can  be  ap- 
plied to  any  car  heating  system  and  regu- 


PLANER  AND  SHAPER  GAUGE. 


and  can  be  used  in  connection  with  any  of 
their  regular  rules  as  wide  as  one  inch, 
or  with  flat  steel  square  No.  21  for  lay- 
ing out  key  seats,  etc.  Altogether  it  is  a 
very  handy  little  adjunct  for 'combination 
squares. 


lates  from  o  to  20  lbs.  steam  pressure. 
The  valve  is  applied  to  each  car  and  when 
set  for  the  dcsir(jd  pressure  it  does  not 
require  further  attention.  The  device  may 
be  used  as  a  stop  valve,  and  when  closed 
steam  is  entirely  shut  off  from  the  car. 


RECOGNIZED 

as    the 

STANDARD 

FLEXIBLE 
STAYBOLTS 

Holds  firebox  sheets  securely 
together,  and  accommodates  it- 
self to  the  unequal  expansion 
of  the  plates. 

USED    ON    OVER    100    RAILROADS 


"Staybolt  Trouble 
a  Thing  of  the  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 

THE  TATE  BOLT  HAS 
PROVED  ITSELF  INDISPENS- 
ABLE TO  LOCOMOTIVES  IN 
HIGH  PRESSURE  SERVICE 
BY  RENDERING  A  LOWER 
COST  OF  FIRE  BOX  REPAIRS 
TO  A  GREATER  MILEAGE  IN 
SERVICE,  THEREBY  IN- 
CREASING THE  EARNING 
VALUE. 

FLANNERY  BOLT  COMPANY 

PITTSBURGH,    PA. 

Suite   328   Frick   Building 

B.    E.    D.    STAFFORD.    Gen.    Manager 

J.    ROGERS   FLANNERY   Sc   COMPANY, 

Selling    Agents 

I  rick  Building.   Pittsburgh,   Pa. 

TOM  R.    DAVIS,    Mechanical  Expert 

H.    A.    PIKE,    Eastern   Territory 

W.   M.   WILSON.   Western   Territory 

COMMONWEALTH  SUPPLY  COMPANY, 

Southeastern    Territory 
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Frame  Welded 
and  Engine 
in  Service 
in  Twelve 
Working  Hours 


This  isn't  any  pipe  dream, 
but  a  simple  statement  of  what 
actually  occurred  last  month  at 
one  of  the  large  railroad  shops 
using  the  Thermit  Process.  It 
is  also  a  statement  of  what  can 
be  done  at  YOUR  SHOPS 
if  you  adopt  the  Thermit 
Process.  Quickness  in  making 
repairs  is  not  the  only  advan- 
tage of  our  method,  however, 
as  we  fuse  a  REINFORCE- 
MENT OF  STEEL  around 
the  welded  section  which  makes 
this  part  stronger  than  ever 
before  and  less  likely  to  break 
under  the  same  strains  that 
caused  the  first  fracture. 

Frames  and  mud  rings  are 
welded  without  removing  them 
from  the  engine.  The  process 
is  also  particularly  advantage- 
ous for  welding  driving  wheel 
spokes,  connecting  rods  and 
for  other  general  repair  work. 

Full  particulars  are  given 
in  our  new  pamphlet  No.  25-B. 


90  West  St..  New  York 

«U-4t<    F*l»m    St.,    San    Fruciieo,    Ctlit. 
IM  aiokm«d  St   W.,  TaronU,  Oat. 


The  regulator  is  used  in  place  of  the 
ordinary  inlet  valve  and  is  adjusted  by 
means  of  a  wheel  handle  which  has  an 
indicator  in  which  a  spring  is  inserted  to 


SINCLAIR'S  LOCOMOTIVE  ENGINE 

RUNNING  AND  MANAGEMENT 

Uitill  popular.  We  hav-  It.         Price  $2.00 

ANGUS  SINCLAIR  CO..    114  Liberty  St..  N.  Y. 


THE  ARMSTRONG  IMPROVED 

PACKER  RATCHET  DRILLS 


Ar«  ALL  STEEL 

and 
Harden   d  Ail  Over 

WlllmUntar   two  ot   the  snfl  Uliid. 

We    make    all    kinds — all    sizes. 

Do   you  want  a   catalog! 


ARMSTRONG  BROS.  TOOL  CO. 

"TIip   Tool    Holder    TeoplP." 
112  N.   FRANCISCO  AVE.,  CHICAGO.    ILL. 


company  bill,  the  purpose  of  which  was  to 
make  the  consolidation  legal.  The  latest 
developments  now  are  a  checkmate  in  the 
form  of  the  Sherman  Act  moved  by  the 
U.  S.  Government.  The  case  illustrates 
the  obstacles  encountered  by  the  modern 
railroad  consolidator.  The  Boston  & 
Maine  belongs  to  one  man,  yet  a  cold- 
hearted  government  hiding  its  diminished 
lead  in  Washington  prevents  him  from 
doing  what  he  likes  with  his  own. 


STARKKTTS    DRAUiUlT.M AN'S    PROTRACTOR 


hold  it  in  whatever  position  it  may  be  set. 
No  steam  gauge  is  necessary,  as  one  turn 
of  the  wheel  gives  20  lbs.,  half  turn  10 
lbs.,  or  any  intermediate  position  gives  a 
corresponding  pressure.  Each  notch  is 
marked  with  the  pressure  which  results 
from  setting  it  at  a  particular  notch. 

With  this  device  the  train  line  pressure 
may  be  reduced — in  fact,  where  the  entire 
train  has  been  equipped  with  this  regula- 
tor we  are  informed  that  the  train  line 
pressure  has  been  reduced  by  half  the 
amount  formerly  carried.  In  consequence 
there  is  a  saving  of  steam  and  steam  hose, 
and  it  relieves  the  various  parts  of  the 
steam-heating  equipment  from  excessive 
strain.  The  regulator  is  made  in  both 
straightway  and  angle  type.  The  angle 
type  is  used  for  passenger  car  coils,  and 
the  straightway  valve  for  baggage  and 
express  car  coils.  All  parts  of  these  regu- 
lators are  interchangeable.  Write  to  the 
Gold  Co.  for  their  circular  on  this  subject. 


When  railroads  first  came  into  opera- 
tion and  locomotives  manifested  speed 
capabilities  that 
were  new  even  to 
sporting  people,  a 
sentiment  of  brief 
duration  arose  in 
favor  of  racing 
the  engines,  and  a 
few  races  of  that 
kind  took  place. 
But  the  practical 
people  who  man- 
aged railroads 
soon  perceived  that 
there  was  no  merit 
of  one  engine  out- 
stripping another 
in  a  race,  as  it  merely  involved  the  com- 
bining of  power  and  leverage. 

That  being  the  case,  it  is  curious  to  ob- 
serve the  persistency  of  the  sentiment  in 
favor  of  racing  with  automobiles.  That 
taste  has  largely  abated  in  Europe,  but 
it  continues  active  among  American  au- 
tomobilists.  The  condition  is,  no  doubt, 
due  to  the  fact  that  America  contains  a 
larger  proportion  of  fools  with  money  to 
squander  than  other  countries. 


We  are  informed  that  the  Falls  Hollow 
Staybolt  Company  of  Cuyahoga  Falls, 
Ohio,  have  recently  received  a  large  or- 
der for  their  staybolt  iron  from  one  of 
the  largest  railway  systems  in  England. 
This  railway  company  wishes  to  give  Falls 
Hollow  staybolt  iron  a  preliminary  test, 
with  a  view  of  its  adoption  on  their  entire 
system. 


The  Detroit  Lubricator  Company's  cata- 
logue for  1909  is  something  elegant.  There 
are  64  pages  of  cream-tinted  superfine 
paper  and  over  200  superb  illustrations 
showing  the  various  products  of  the  com- 
pany. These  embrace  lubricators  in  va- 
rious forms,  multiple  oilers,  oil  cups,  oil 
pumps,  throttle  valves,  water  indicators, 
oil  injectors,  crank  pin  oiling  devices,  pop 
safety  valves,  gauge  cocks,  self-cleaning 
water  gauges,  radiator  valves  and  a  va- 
riety of  attachments.  The  details  of  the 
company's  improved  standard  lubricator  is 
shown  in  various  sizes.  Among  the  new 
devices  a  clever  adjustable  crosshead  oil- 
ing device  is  sure  to  meet  with  favor. 
Copies  of  the  catalogue  may  be  had  on  ap- 
plication addressed  to  the  company's  sec- 
retary at  Detroit,  Mich. 


Cold  Weather  for  Consolidation. 

People  who  have  been  trying  to  effect 
a  consolidation  of  the  New  York,  New 
Haven  &  Hartford  Railroad  and  of  the 
Boston  &  Maine  Railroad  are  said  to 
have  promoted  the  passage  through  the 
Massachusetts      Legislature      a      holding 


Under  a  law  passed  at  the  last  ses- 
sion of  the  Minnesota  Legislature  and 
becoming  effective  Jan.  I,  1911,  rail- 
roads operating  in  the  State  will  have 
to  buy  new  and  large  cabooses  for 
Ihcir  freight  trains.  They  must  be  24 
ft.  long,  exclusive  of  platforms,  and  have 
two  four-wheel  trucks. — N.  Y.  Com- 
mercial. 
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Whoso   Hesitates. 

Make  up  your  mind  to  act  decidedly 
and  take  the  consequences.  No  good 
is  ever  done  in  this  world  by  hesitation. 
The  old  saying:  "He  that  hesitates  is 
lost"  is  as  good  to-day  as  it  ever  was 
and  is  finding  apt  illustrations  in  daily 
life.  Sam  Myers  is  an  engineer  on  the 
X.  Q.  Z.  road  and  a  fairly  good  man 
with  an  engine,  but  he  related  an  inci- 
dent that  illustrates  the  danger  of  hes- 
itating. His  fireman  directed  his  atten- 
tion to  a  sudden  knock  on  the  left  hand 
crosshead  as  it  appeared  to  be  and  he 
decided  to  make  an  examination  at  the 
first  stopping  point.  But  before  that 
place  was  reached  the  piston  went  out 
through  the  cylinder  head.  The  pound 
was  caused  by  the  piston  key  working 
out. 


Proper  Care  of  Belts. 

This  is  a  new  booklet  of  24  pages,  re- 
cently issued  by  the  Joseph  Di.xon  Cruci- 
ble Company,  Jersey  City,  N.  J.  It  is  divided 
into  three  sections,  headed  respectively:— 
Belts;  Belt  Dressings,  and  Hints,  Kinks, 
Tables.  The  first  section  deals  with  the 
running  condition  of  belts;  the  second 
takes  up  treatment  with  various  prepara- 
tions ;  and  the  third,  as  the  title  indicates, 
has  some  general  points  upon  belting  and 
its  use. 

This  last  section  contains  a  considerable 
amount  of  interesting  and  valuable  matter 
collected  from  many  authoritative  sources. 
It  tells  what  results  were  secured  in  a 
plant  where  records  were  kept  over  a 
period  of  years;  gives  the  economical 
speeds  at  which  leather  belts  should  be 
run ;  has  some  matter  telling  of  the  differ- 
ent styles  of  joints,  illustrating  three 
methods  of  leather  lacing;  contains  rules 
for  calculating  speed  of  pulleys;  gives 
horse  power  transmitted  by  various  sizes 
of  single  and  double  belts,  etc. 

Any  one  who  has  any  amount  of  belting 
under  his  care  should  have  a  copy  of  this 
booklet.  Those  desiring  a  copy  of  this 
booklet  may  secure  same  by  writing  direct 
to  the  home  office  of  the  Joseph  Dixon 
Crucible  Company,  at  Jersey  City,  and 
mentioning  this  publication. 


lighting  and  possesses  the  qualities  that 
make     for     efficiency,     reliability     and 
economy.      The    heating    system    illus- 
trated in   this  catalogue  is  designed  to 
give  exactly  the  heat  required,  irrespec- 
tive  of  the   outside   temperature.     This 
means  there  must  be  no  lack  of  heat  in 
cold    weather    and    no    over-heating    in 
mild    weather.      The    new    Thermo-Jet 
System  of  the  Safety  Company  was  de- 
signed to  meet  these  requirements  and 
the  makers   say   that  the  service  given 
by  this  equipment  during  the  past  sea- 
son has  amply  demonstrated  its   effici- 
ency in  this  respect.    The  system,  which 
is   a   form   of   heating  by   direct   steam, 
provides   for   a    regulation   of   the    tem- 
perature   of    the    radiating    pipes    both 
above   and   below   212   degs.   F.   and   at 
all  times  just  enough  steam  is  used  to 
heat   the  car  comfortably.     The   opera- 
tion  of   the   valves   is   most   simple,   for 
the    words    "Mild"    and    "Cold"    on    the 
indicator  quickly  suggest  to  any  train- 
man the  direction  in  which  the  opci.it- 
ing   handle    must    be    turned.      In    very 
cold  weather  the  valves  can  be  opened 
wide,    admitting    steam    up    to    25    lbs. 
pressure,  and  as  soon  as  the  car  is  warm 
the  pressure  can  be  reduced  to  give  any 
desired     temperature     of     the     radiator 
pipes.     The   Safety   Company   find   that 
for   about    nine-tenths    of   the    ordinary 
heating    season    as    experienced    in    this 
climate,   a   temperature   of  the   radiator 
pipes   no  degs.  above  the  normal  tem- 
perature  of   the   car   is   ample   and   the 
ability   to   effect   this   regulation   means 
an  economy  in  steam  which,  when  con- 
verted into  coal  consumption,  is  equiva- 
lent to  5  lbs.  per  car  per  hour.     A  copy 
of  this  catalogue  can  be  had  on  appli- 
cation to  the  company. 


The  catalogue  recently  issued  by  the 
Safety  Car  Heating  &  Lighting  C 3m- 
pany  of  New  York  is  a  most  complete 
and  comprehensive  publication.  It  is 
got  up  in  loose-leaf  form  in  a  special 
post  binder  and  the  contents  make  clear 
the  manner  in  which  the  company  is 
meeting  the  demands  in  the  car  lighting 
and  heating  fields.  Among  the  devices 
which  have  been  given  special  atten- 
tion are  the  Axle  Dynamo  Lighting 
System  and  the  Thermo-Jet  System  of 
heating.  The  Axle  Dynamo  Electric 
Lighting  System  has  been  brought  to  a 
state  of  high  efficiency  after  sixteen 
years  experience  with  this  form  of  car 


GARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 
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Enemies  of  Railroads  Turned  Friends. 

A  year  ago  the  statesmen  and  other 
men  constituting  the  Congress  of  the 
United  States  seldom  failed  to  hit  a  rail- 
road head  that  was  exposed  to  the  insur- 
gents' bludgeon.  The  most  popular  blow 
was  knocking  railroad  management  into 
the  hands  of  the  Interstate  Commerce 
Commission.  One  of  the  most  annoying 
of  these  blows  gave  that  commission  su- 
pervision over  the  hours  of  labor  per- 
formed by  railroad  employees.  Railroad 
companies  contend  that  they  arc  willing 
to  curtail  the  hours  worked  by  employees, 
but  they  do  not  agree  to  be  managed  by 
the    Interstate   Commerce   Commission. 

The  Baltimore  &  Ohio  Railroad  has  ap- 
pealed to  the  Supreme  Court  to  test  the 
validity  of  the  law  seeking  to  enjoin  tlic 
In.terstate  Commerce  Commission  from 
putting  into  effect  its  order  requiring 
railroads  to  make  reports  of  the  hours  of 
service  of  their  employees,  taking  tin- 
ground  that  the  order  by  the  expense 
entailed  in  making  the  reports  deprived 
them  of  .property  without   chic  process  of 


RUBEROID 
ROOFING 


KegWd 
V.  S.  Pat. 
Office 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 
Outlast-t  Metal 
SPARK  PROOF,  C1^DER  PROOF, 
GAS  PROOF,  WEATHER  PROOF 

Write  for  eamples.  prices  and  booklet  No.  W. 

THE     STANDARD     PAINT     OO. 
1  00  William  Street  New  York 

Chicago.    Phllarielphla.    Boston,    Kansas   City. 
Memphis,    Atlanta. 


The  Flue  Cleaner  with 
Always  Sharp  Knives— 

THE 


<< 


PERFECTION 


)) 


This  comes  about  because  of  the  peculiar 
knife  arrangement — while  In  operation, 
thoy  sharpen  themselves.  The  positive 
cleaner  tor  welded  or  drawn  flues  in  any 
quarter  and  especially  in  places  where 
there  is  little  elbow  room.  Removes  all 
of  the  scale,  leaves  all  of  the  tuics. 

TRY  IT  FOR  30  DAYS  ON  THE  BABI8 
OF  SATISFACTIOy  OR  NO  PAY. 

SCULLY  STEEL  AND 
IRON  COMPANY 

CHICAGO,  ILLINOIS 


'^:'0UN£R;-. 

CAR   CLOSETS 

.     DONER   CO. 

lie   S.  CLINTON    ST..  CHICACO 
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Swift  and  True 


ARROW 

High-Speed 


TOOL 
STEEL 


For 

Railroad  Repair 
Shop  Work 

American  Selling  Agents 

JOHNA.CROWLEY&CO. 

120-122  Liberty  Street 

NEW  YORK 

G.  FRED.  COLLINS 

Manager    Railroad   Department 


ESTABLISHEDI1884 

Sipe's 
Japan  Oil 


Is  superior  to  Linseed  Oil 
and  Dryers  for 

All  KINDS  Of  PAINTING 

In  Daily  Use  by 

All  the  leading  Railroads 

In  the  United  States 


Manufactured    solely  by 

JAMfS  B.  SIPE  &  (0. 

North  Side,  PITTSBURGH 


law  and  was  violative  of  the  rights  of 
the  railroad  not  to  be  compelled  to  give 
evidence  against  itself  or  be  subjected  to 
unreasonable  search  or  seizure.  The  Fed- 
eral court  in  Maryland  dismissed  the  bill 
and  the  railroad  appealed. 

Similar  suits  brought  in  other  jurisdic- 
tions by  the  Pennsylvania,  Philadelphia 
&  Reading,  Lehigh  Valley,  Central  of 
Xew  Jersey,  New  York  Central,  Lack- 
awanna, Erie,  New  York,  Ontario  & 
Western,  and  New  York,  New  Haven  & 
Hartford  roads  are  dependent  upon  the 
outcome  of  the  case  docketed. 


miscreants  that  held  up  a  Great  Northern 
train  in  Washington  last  month  were  un- 
usually brutal  in  their  actions.  After  mov- 
ing engine  and  mail  car  two  miles  away 
from  the  train  so  that  the  robbery  could 
W  carried  out  leisurely,  they  ran  engine 
and  car  back  into  the  train,  causing  a 
violent  collision.  That  was  an  act  of  reck- 
less cruelty  that  will  no  doubt  bring  con- 
dign punishment  when  the  thieves  are 
caught. 


Successful  Combination. 

Many  carshop  foremen  have  felt  the 
need  of  a  wood  working  machine  that 
would  mortice  and  gain  heavy  material 
without  the  labor  of  moving  it  from 
one  machine  to  another,  to  say  noth- 
ing of  the  loss  of  time  involved.  The 
J    .\.   Faj-  &  Egan  Company  of  Cincin- 


American  Locomotive  Building. 
The  .\merican  Locomotive  Company  is 
preparing  to  erect  extensive  works  at 
Gary.  Indiana.  The  site  comprises  130 
acres  and  is  fully  twice  as  large  as  that 
occupied  by  any  other  of  the  company's 
extensive  plants.  It  is  estimated  that 
15,000  men  will  be  employed  when 
the  works  are  in  full  operation.  The 
works  will  occupy  a  site  near  the  United 
States  Steel  Corporation's  works,  and  will 


C(),MI'.I.\.\TU;.X    Ni).    J14   \I-.KT1L.\L   HULL(J\V   LHISKL   .MuKllbl-.K   .\.\li    .\u.    150   :\l:|i)- 

M.\TIC  CAR  GAINER. 


iiati.  Oliio,  are  the  makers  of  a  ma- 
chine which  does  away  witli  this  extra 
labor  and  loss  of  time. 

Tlie  manufacturers  have  constructed 
tliis  machine  by  placing  their  No.  214 
vertical  hollow  chisel  mortiser  and  their 
No.  150  automatic  car  gainer  side  by 
side  with  a  single  traveling  table.  This 
combination  machine  has  a  capacity  for 
timbers  up  to  20  ins.  thick  and  24  ins. 
wide.  The  company  have  just  issued  a 
circular  showing  a  large  half-tone 
photograph  of  this  machine  with  de- 
Lniled  description,  a  small  reproduction 
of  which  we  give  in  our  illustration.  A 
copy  of  this  circular  may  be  had  by  ap- 
plying to  the  makers  at  445  W^est  Front 
street,  Cincinnati. 


thus  have  the  advantage  of  quick  and 
cheap  delivery  of  the  principal  material, 
besides  being  in  the  center  of  a  district 
where  several  of  the  leading  railroads 
converge.  At  present  the  company  has 
no  large  locomotive  plant  west  i-f  Pitts- 
burgh. 


Robbers  and  Wreckers. 

Train  robbers  arc  always  heartless  ruf- 
fians that  ought  to  be  handled  without 
scruple   when   caught.     A   band   of   these 


Hour-Glass  Section. 

\  very  interesting,  useful  and  novel 
form  of  drill  has  lately  made  its  appear- 
ance and  was  on  exhibition  at  the  railroad 
conventions  at  Atlantic  City  this  year. 
Tlie  drill  is  made  from  steel  of  a  specially 
rolled  shape.  The  end  view  makes  the 
section  something  like  a  circle  in  which 
two  V-shaped  notches  have  been  cut  or 
roughly  speaking  like  an  hour  glass  with, 
of  course  the  connecting  central  portion 
of  substantial  thickness. 

When  this  steel  shape  is  twisted  it  be- 
comes a  twist  drill,  the  V-shaped  recessej 
become    the    spiral   grooves   of   the   drill. 
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MICA 

Caboose  Lamp  Chimneys 

Save  50  per  cent. 

STORRS  MICA  CO., 

R.  R.  Depl.  OWEGO,  N.  V. 


Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 

Dukesmith  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THE  DUKESMITH   SCHOOL 
OF  AIR  BRAKES 

MEADVILLE,    PA. 


•■')lt 


''•"Wmj)  MUIMLES5  AND  Ef  "'"^^ 
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Agent  Wanted 

In  every  Railroad  Shop  and  Round  House 
in  the  United  Stalei  lo  sell 

SKAT 

The  be«l  hand  soap  known  for  removing 
grease,  oil,  soot,  dust  and  dirt.  Guaranteed 
pure  and  beneficial  to  skin — 

Send  postal  for  free  sample  and  terms. 

THE  SKAT  MFa.  GO. 

607  Park  Street  Hartford.  Conn. 


The  cutting  edges  are  sharpened  in  the 
usual  way  and  the  point  is  ground  at  the 
proper  angle.  The  whole  then  makes  a 
strong,  good  drill  and  as  it  has  no  metal 
cut  out  of  the  grooves  the  entire  surface 
of  the  steel  has  the  skin  strength  of  the 
original  piece. 

The  shape  of  the  section  lends  itself 
readily  to  the  driving  socket.  This  is  the 
ordinary  Morse  taper  socket  as  far  as 
the  drill  press  is  concerned,  but  the  socket 
is  formed  internally,  so  as  to  easily  slip 
over  the  hour-glass  section  of  the  drill  and 
the  advantages  of  this  is  that  there  can 
be  no  possibility  of  slip  and  the  socket  can 
take  several  sizes  of  drill.  One  socket 
does  for  all  drills  from  the  smallest  up  to 
its  full  capacity.  The  makers  also  supply 
chucks  to  hold  these  drills,  which  have  the 
same  wide  range  as  the  socket. 

Mr.  W.  J.  Press  represented  the  makers, 
Messrs.  Mussens,  Ltd.,  of  Montreal,  Can- 
ada. 


The  Detroit  Seamless  Steel  Tubes  Com- 
pany have  issued  an  interesting  pamphlet 
on  the  subject  of  locomotive  flues.     The 
chief  feature  is  a  concise  extract  from  a 
paper  submitted  by  Mr.  B.  F.  Sarver,  of 
the    Pennsylvania   Lines   to   the    Interna- 
tional Master  Boiler  Makers'  Association 
held  in  Louisville,  Ky.,  last  April.     The 
argument  in  favor  of  the  cold-drawn  seam- 
less,  open-hearth   steel   flue   is   very   con- 
vincing, and  copies  of  the  pamphlet  should 
be  in  the  hands  of  all  interested  in  loco- 
motive   boiler    construction    and    repair. 
We   may  add  that  as   we   write  this   we 
have  received  a  post  card  from  one  of  the 
locomotive  engineers  of  the  Egyptian  State 
railways  dated  Cairo,  May  15,  in  which  he 
says:  "In  the  valley  of  the  Nile  the  De- 
troit   locomotive    flue    is    considered    the 
best,"  and  signs  his  name  Mohamed  Sayed. 
We  have  no  doubt  it  is  as  the  aforesaid 
Sayed  says. 


Patents 

GEO.  P.  WHITTLESEY 

McQILL  BUILDINQ  WASHINQTON.  D. 

Term*  Reasonable  Pamphlet  Sent 


C. 


The  Safety  Car  Heating  and  Lighting 
Company  of  New  York  have  recently  sent 
us   the   following   for   publication.     They 
say:    "Until    recently    certain    statements 
made  in  the  papers  about  the  wreck  on 
the  Union  Pacific  at  Castle  Rock,  Utah, 
in   March  last,  have  gone  uncontradicted 
and  we  are  taking  the  liberty  of  referring 
to  the  matter  at  this  time.     At  first  the 
cause   of   fire   was   attributed   to    Pintsch 
gas,  but  it  has  since  been  definitely  estab- 
lished that  the  baggage  car,  on  which  the 
fire  occurred,  was  lighted  with  oil  lamps. 
It  surely  is  a  matter  of  great  interest  to 
all  railroad  officials  to  know  that  on  the 
other    cars    equipped    with    Pintsch    gas 
none  of  the  tanks  were  ruptured,  a  fact, 
we  think,  which  adds  another  strong  testi- 
monial to  the  safety  and  reliability  of  the 
Pintsch  equipment  under  the  most  trying 
conditions,    and    again    verifies    our   most 
thorough   tests   and   the   claims   we   have 
made  in  the  past." 


TOOL 


Die  Blocks 
Steel  Forgings 

First  Prize  awarded  at  the 
Louisiana  Purchase  Ex- 
position, at  St.  Louis,  for 
our  TOOL  STEEL  when 
placed  in  competition 
with  the  best  makes  in 
England  and  Germany. 

Write  lor  InlormalloD  and  Pricea. 

Specify     Melnnoa    Tool    Sloel    when 

ordering. 


MclNNES 
STEEL   CO. 

CORRY,  PA. 

Agents 

scHROCK  &  sairrEES, 

291  Pearl  St.,   New  York. 

EOT   MACHIITEBY   CO., 

Minneapolli,    Ulan. 


STANDARD  MECHANICAL  BOOKS! 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.50 


New  York  and 
Westinghouse  Air  Brakes 


Price,  $1.50 


One  Thousand  Pointers  for 
Machinists  and  Engineers 


Price,  $1.50 


All  hooka  bound  In  line  cloth 


AGENTS  WANTED  ererywhcre;  write  for 
terms  and  descriptive  circulars.  Will  be  eent  pr»- 
paM  to  any  address  npon  receipt  of  price. 

GRirrilN&WINTBRS 

171  La  Sallo  SIreel,  CHICAGO 
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Canadian  Divisions  B.  of  L.  E. 
The  city  of  Hamilton,  Ontario,  has 
been  selected  for  the  Union  Meeting  of 
the  Canadian  Divisions  of  the  Brother- 
hood of  Locomotive  Engineers.  The 
meeting  vs-ill  be  held  there  on  the  27th, 
28th  and  29th  of  July,  1909.  A  better 
spot  for  such  a  meeting  could  not  have 
been  selected.  Locomotive  engineers  who 
visit  the  City  of  Hamilton  during  this 
meeting  will  have  a  golden  opportunity 
to  inspect  the  Canadian  Branch  of  the 
Westinghouse  Air  Brake  Company.  This 
plant  is  equipped  with  80  car  lengths, 
E  T.  and  K  2  equipments,  as  well  as  the 
older  forms  of  the  brake.  This  com- 
pany   manufactures     all     descriptions     of 

One  Year  and 
Eleven  Months' 

SERVICE 

WITHOUT    REPACKING.    ON 

High-Pressure  Locomotives 


style  30OTV. 


electric  motors.  There  are  in  Hamilton 
blast  furnaces,  steel  plant,  rolling  mills, 
agricultural  implement  factories  and  about 
150  other  industrial  establishments.  For 
those  seeking  instruction,  and  for  those 
looking  for  pleasure,  this  beautiful  city 
of  Hamilton  is  hard  to  beat. 


A    throttle    failure    is    an    absolute 

impossibility    where    Crandall's 

Throttle  Valve  packing  is.  used. 


IT  WILL   NOT  BLOW  OUT 


Crandall  Packing  Co. 

FACTORY    AND    GENERAL    OFFICB 

PALMYRA,       ■      •        NEW  YORK 

BRANCHES 

New  York  Cleveland 

136  Liberty  St.  9  So.  Water  St. 

Chicago 

82   West    Washington   St. 


The  Progress  Reporter,  showing  the 
products  of  the  Niles-Bement-Pond  Co., 
New  York,  appears  in  fine  form.  No.  19 
is  particularly  interesting  as  showing  the 
extraordinarj'  amount  of  work  accomp- 
lished by  their  best  machines  in  tire  turn- 
ing. The  strength  and  simplicity  of  these 
machines  are  finely  illustrated  in  the  pages 
of  the  Reporter,  there  being  over  twenty 
half-tone  illustrations  besides  descriptive 
text  containing  authentic  statements  of 
work  done  at  some  of  the  chief  railroad 
centers  in  America. 


Going   Up   Against   the   Big   HilL 

One  of  the  boasts  of  James  J.  Hill, 
the  railroad  magnate,  has  been  that  he  has 
no  telephone  in  his  house.  "My  office  is 
the  place  to  do  business,"  he  has  declared, 
"and  my  office  hours  the  time  in  which  to 
do  business.  When  I  am  behind  the  door 
of  my  home  I  am  safe  from  the  world." 

He  has  been,  too,  as  can  be  proven  by 
many  a  reporter  who  tried  to  interview 
him  there  at  night.  The  best  the  reporter 
ever  got  was  a  sarcastic  grin  from  the 
butler,  who  buttled  the  reporter  out  to 
the  cold  world  and  a  hot  city  editor.  But 
the  other  daj',  according  to  Mr.  Hill's  own 
statement,  his  butler  approached  him. 
"The  man  is  here  to  put  in  the  telephone," 
said  the  butler. 

Mr.  Hill  promptly  wilburwrighted.  He 
wanted  no  telephone,  he  said.  He  would 
have  no  telephone.  He  regarded  it  as  a 
piece  of  gross  impertinence  on  the  part  of 
the  telephone  company  to  assume  that  he 
wanted  a  telephone.  "Why  didn't  you 
tell  him  so?"  he  demanded  of  the  butler. 
Now  you  would  think  that  this  menial, 
convicted  of  error,  would  have  wiltea  be- 
neath the  magnate's  frown.  He  did  not. 
'Hi  told  'im,  sir,"  said  the  butler,  calmly, 
"that  this  telephone  was  wanted  by  the 
servants,  sir.  Hi  told  'im  you  didn't  de- 
sire hit,  sir,  but  that  we  'ad  to  'ave  it." 

James  J.  Hill,  magnate,  looked  at  Mr. 
Hill's  butler's  impassive  face.  He  twid- 
dled his  fingers  for  a  moment  on  the 
mahogany  desk.  Then,  confronted  with 
the  certanty  of  a  servants'  strike,  he 
weakened.  "Put  it  in,  then,"  he  said,  and, 
with  a  return  of  courage,  he  growled  at 
the  butler:  "But  if  I'm  ever  bothered  by 
it  I'll  fire  every  one  of  you." 

And  the  butler  bowed  in  meekness  and 
said :  "Very  good,  sir."  —  Cincinnali 
Times-Star. 


A  multitude  of  weak,  imitative  natures 
are  always  lying  by,  ready  to  go  mad  upon 
the  next  wrong  idea  that  may  be  broached. 
— Our  Mutual  Friend. 


MONARCH 
GrindingWheels 


ARE  NOTED  FOR  THEIR  HIGH 
STANDARD  OF  QUALITY  AND 
UNIFORMITY.  WE  HAVE  A 

WHEEL  TO  SUIT  YOUR  PAR- 
TICULAR CLASS  OF  GRINDING 

Monarch  E.  &  Cor.  W.  Co. 

CAMDEN,  N.  J. 


Tell  your  friends 
to  visit  the 

Grand 
Canyon 

OF  ARIZONA. 

It's  the 

Greatett  Scenery 
in  the  World. 


Saniafe 


Write  today 
for  oarmewbooK 

-A   Titan 
«f  ChajrrtJ 

W.  J.  BIIICK,  P.  I. «. 

113  Ran«,v  Fi..  rbimgo 


When  the  Baltimore  &  Ohio  Railroad 
was  chartered  in  1828,  there  was  so  much 
public  enthusiasm  concerning  the  entor- 
prise  that  the  charter  was  framed  in  the 
offices  of  the  company,  and  the  stock  was 
subscribed  for  three  times  over,  and  par- 
ties of  engineers  were  put  into  the  field 
before  it  was  clearly  known  what  they 
were  required  to  do.  Then  a  committee 
was  appointed  to  go  to  Quincy,  Mass.,  to 
examine  the  quarries  railroad,  but  that 
not  proving  satisfactory,  another  commit- 
tee was  appointed  to  go  to  England  to 
find  out  what  a  railroad  looked  like  and 
how  it  was  built. 
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A  Grinding  Wheel  is  a  good 
deal  like  a  man — 


it  must  make  good  or  you 
don't  'want  it. 


NOT  WHAT  IT  COSTS 
BUT  WHAT  IT  EARNS 

Don't  judge  a  grinding  wheel  by  first  cost— Put  it  to  work — Treat  it  same 
as  you  do  the  man  who  operates  it — 

if  it  produces  more  work  and  better  work  and  lasts  longer  than  any  other 
grinding  wheel — it  is  a  good  workman,  even  though  it  does  cost  a  trifle 
more  in  the  first  place. 

Meet  Us  on  the  Pier— Atlantic  City,  June  16-23,  Spaces  435-437. 


The  Carborundum  Company, 


Niagara  Falls,  N.  Y. 
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Golden    State    Limited.  the  train  from   Chicago  to  Los   Angeles.  Millan,  of  Kansas  City,  shows  a  C,  R.  L 

The  Golden  State  Limited  is  the  name  Our   frontispiece    illustration    this    month  &  P.  4-6-2  starting  out  with  the  Golden 

given    to    two    trains,    No.    3    westbound  gives  a  view  of  the  Golden  State  Limited  State  Limited.     Another  of  our  illustra- 

and  No.  4  eastbound,  on  the  Rock  Island  taken   while   that   train   was   crossing  the  tions  shows  a  train  crossing  the  bridge 

lines.     These  lines  are  composed  of  the  bridge  over  the  Rio   Grande  River  at  El  over  Canadian  River. 

Chicago,   Rock  Island  &  Pacific  Railway  Paso,  Tex.     Our  other  illustration  shows         The  C,   R.   I.  &  P.,  commonly  spoken 


Till;    iJOLliKX    SI  All-,    Ll.MnhU    LKUSSl.XG    THE    RIO    GRAXi)!,     K1\1K    IX      ll.\\- 


<i  n   K    ISi..\XlJ    LiXLs. 


and  several  other  roads.  These  trains  run 
between  Chicago  and  Los  .Angeles ;  con- 
nection is  also  made  by  sleeper  without 
change  for  San  Francisco.  .Mlantic  and 
Pacific  types  of  engines  haul  these  trains. 
Ten  relays  of  engines  are  required  to  take 


another  of  the  fast  trains  on  the  C,  R.  I. 
&  P.  The  photograph  was  taken  for  us 
by  MT.  Stanley  C.  Brown,  of  Grinnell,  la., 
when  the  train  was  running  about  60 
miles  an  hour  near  that  cit>'.  Another 
photograph  taken  by  Mr.  Claude  V.  Mc- 


of  as  the  Rock  Island,  derives  this  name 
from  the  town  of  that  name  on  the  Mis- 
sissippi. On  the  island  itself,  which  is 
a  ridge  of  limestone  rock  about  three 
miles  long,  there  is  the  U.  S.  Government 
arsenal.     The  charter  of  the  town  dates 
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from   1849,  and  it  now   has  a   i)opulation 
of   something  over  23,000  inhabitants. 

The  Canadian  River  rises  among  the 
Spanish  peaks  in  New  Mexico  and  flows 
in  an  easterly  direction.  The  junction  of 
this    river   in    the    Indian    Territory   with 


ROCK     ISLAND     4-6-2     ON     THE     GOLDEN 
STATE. 

Beaver  Creek  forms  the  Arkansas  River. 
The  name  of  this  river  has  no  connection 
with  the  Dominion  of  Canada;  the  word 
has  two  meanings.     The  one  from  which 
the    river    probably    takes    its    name    is 
Canadian,     a     Spanish     word,     being     a 
diminutive  of  canyon,  meaning  steep-sided 
gorge.     The  word  Canada  is  of  disputed 
origin.     One  of  the   derivations  given   is 
that  the  word  is  of  Iroquois  origin,  and  is 
fram  Kanta  or  Kanada,  meaning  a  collec- 
tion of  huts  or  a  village  or  town.     This 
word  the  early  explorers  are  said  to  have 
mistaken    for   the   name   of   the   country. 
The  route  of  the  Golden  State  Limited 
is  via  El  Paso  Short  Line,  which  is  the 
logical    winter    way.      With    evening    de- 
parture from  both  Chicago  and  St.  Louis. 


bara,  and  buffet-smoking-observation  car, 
also  finished  in  mission  style,  Chicago  to 
Los  Angeles. 

Our  frontispiece  shows  the  arid  land 
through  which  this  portion  of  the  road 
runs,  and  how  scarce  water  becomes  at 
certain  seasons.  On  this  subject  the 
Kansas  City  Star  of  recent  date  says: 
Water  is  a  precious  article  in  the  upper 
Rio  Grande  region  of  Texas.  The  Rio 
Grande  itself  contains  an  ample  supply 
for  the  Mexicans  and  the  few  Ameri- 
cans who  live  in  this  remote  region,  but 
it  sometimes  is  a  difficult  matter  to 
iransport  and  distribute  a  supply.  In 
the  villages  and  goat  ranches  situated 
back  from  the  river  the 
water  problem  is  one  of  the 
most  difficult  that  the  people 
have  to  contend  with.  Many 
months  may  pass  without 
rain.  The  country  becomes 
dry  and  parched.  The  hard- 
desert  plants  are  the  only 
species  of  vegetation  that 
are  able  to  go  through  the 
long  droughts.  Water  fre- 
quently has  to  be  trans- 
ported long  distances  from 
the  Rio  Grande.  Where 
the  country  is  mountainous 
and  rough  water  carts  cannot  be  used,  the 
water  is  carried  in  water  bags  which  fit 
over  the  back  of  a  horse.  These  bags  are 
evenlv  balanced  upon  the  back  of  the 
horse  and  carry  from  ten  to  twelve  gal- 
lons when  filled.  The  bags  are  made  of 
stout  canvas  and  are  fitted  with  tin  tun- 
nels. It  is  not  uncommon  to  see  a 
more    of    these    water    pack 


Where   the   Deadhead  Flourishes. 

There  once  was  a  time  when  the  Ameri- 
can railroad  deadhead  flourished  and  mul- 
tiplied without  limit,  but  misfortune  has 
overtaken  this  class  of  parasite,  so  now  he 
remains  at  home  or  disgorges  reluctantly 
the  greenbacks  that  helped  to  grace  the 
festive  board  in  the  happy  days  gone  by. 

Americans  seldom  cast  longing  eyes  in 
the  direction  of  Russia  for  aid  or  comfort 
of  any  kind,  but  our  deadheads  have  been 
casting  longing  eyes  to  that  country  of 
late,  for  there  the  free  ride  habit  has 
taken  root,  and  there  it  has  found  a  fer- 
tile soil.  Its  growth  has  been  so  rapid 
that   the   Russian    Minister   of   Ways   and 


dozen    or 
horses  in 


water 
a  single  train  wending  their 
way  to  or  from  the  river, 
all  in  charge  of  a  Mexican 
driver.  But  the  traveler  in 
the  luxurious  Rock  Island 
trains  cares  not  for  these 
things. 


BRIDGE     IJ\  Lk      lllL     (.Ai\.\OL\.\      ki\'EU. 

Communications  recently  requested  the 
management  of  the  Nikolai  Railway  (St. 
Petersburg-Moscow)  to  furnish  him  with 
a  list  of  passengers  traveling  without 
tickets  over  the  line  during  1908. 

The  return  is  now  published.  From  this 
it  appears  that  32,834  so-called  "dead- 
heads" used  the  line  during  the  twelve 
months,  some  without  tickets,  but  the 
larger  number  with  passes  irregularly  ob- 
tained. Of  these  passes  716  were  confis- 
cated and  the  bearers  compelled  to  pay 
their  fares,  and  $9,245  was  recovered  by 
legal  process. 


FAST    C,    K.    L    .-.    I'.    TRAIN    NEAR    GRIN- 
NELL,    L'\. 

the  train  arrives  at  Los  .'\ngeles  shortly 
after  noon  of  third  day  out ;  at  San  Fran- 
cisco the  following  morning.  The  equip- 
ment includes  mission  style  Rock  Island 
dining  car,  electric-lighted  stateroom  and 
drawing-room  Pullman  between  Chicago 
and  Los  Angeles;  electric-lighted  draw- 
ing-room Pullman,  Chicago  to  San  Fran- 
cisco; electric-lighted  double  drawing- 
room    Pullman,   St.   Louis   to   Santa   Bar- 


upon  tlie 

plement 

less      territories 

Mountains    that 


If    the    American    people 
were  not  wonderfully   defi- 
cient in  sense  of  gratitude, 
many    of    them    would    be 
singing  hymns  of  praise  to 
Mr.  E.  H.  Harriman  for  the 
extraordinary     help     he     i- 
giving    in    providing   means 
of    railroad    transportation 
over  regions  that  from  time 
immemorial  had  to   depend 
ox     team     as     the     sole     sup- 
to     human     legs.      The     rail- 
west     of     the     Rocky 
have    lately    been    pro- 


We  are  informed  that  the  Barre  Rail- 
road Company  have  purchased  from  the 
Baldwin  Locomotive  Works  one  70-ton 
saddle-back  switching  engine.  The  Bald- 
win  Works   have   also   received   an   order 


vided  with  railroad  benefits  have  Mr. 
Harriman  to  thank  for  their  good  fortune. 
He  has  conferred  incalculable  benefit  upon 
the  southern  portions  of  California,  and 
now  he  is  engaged  in  pushing  a  line  south 
350  miles  from  Nogales.  to  connect  wMth 
the  Mexican  Central,  with  its  far-reaching 
lines. 


ON    THE    ROCK     ISLAND    LINES. 

at  the  same  time  from  the  Montpelier  & 
Wells  River  Railroad  for  one  6s-ton  mo- 
gul engine,  Mr.  F.  W.  Stanyan  is  general, 
manager  and  treasurer  of  these  roads. 


Aiigv.st,   1939. 
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Time  Speed  Control  Signals. 

Bv    Geo.    S.    Hodci.ns. 

A  bullet  fired  from  a  rifle  into  a  heap  o£ 
sand  or  earth  enters  the  breastwork  at 
a  certain  velocity,  but  as  it  penetrates 
the  yielding  substance  of  the  mound,  it 
gradually  loses  its  force,  and  after  having 
burrowed  inward  some  distance  comes 
to  rest.  The  entrance  at  high  speed  and 
the  gradual  loss  of  velocity  is,  in  a  cer- 
tain sense,  analagous  to  a  very  cleverly 
devised  arrangement  used  in  the  New 
York  Subway  for  advancing  a  train  with 
decreased  velocity  through  a  long  block 
up   to   the   point   of   ultimate"  stop. 

The  Ninety-sixth  street  and  Broadway 
station  on  the  Interborough  line  is  really 
a  junction  point  where  the  trains  for  the 
northern  part  of  New  York  on  the  West 
Side  and  those  for  the  Borough  of  the 
Bronx,  deviate  from  the  trunk  line  run- 
ning up  from  Brooklyn  and  the  lower 
part  of  the  city.  This  junction  has  a 
regularly  interlocked  system  of  signals  and 
power  operated  switches,  but  it  has  formed 
what  may  be  called  the  "neck  of  the 
bottle"  as  far  as  operating  the  road  is 
concerned,  where  expresses  and  locals 
converge  in  the  south-bound  train  move- 
ment and  where  the  up-town  locals  and 
expresses  are  switched  to  their  tracks. 
The  arrangement  of  which  we  write  is 
designed  to  remove  the.'"choaking"  at  the 
bottle  neck  during  the  rush  hours,  morn- 
ing and  evening. 

Under  the  direction  of  Mr.  Frank  Hed- 
ley,  vice-president  and  general  manager 
of  the  Interborough,  the  signal  engineer, 
Mr.  J.  M.  Waldron,  has  perfected  a  very 
ingenious  plan  for  governing  the  ap- 
proach of  trains  to  the  Ninety-sixth  street 
station.  Mr.  Waldron  recently  patented 
this  arrangement  and  all  the  claims  made 
by  him  have  been  allowed  by  the  Patent 
Office  in  Washington.  On  account 
of  the  formation  of  the  tunnel  north 
of  this  station,  under  Broadway,  both 
south-bound  local  and  express  trains  are 
compelled  to  traverse  a  single  track  for  a 
distance  of  something  over  one-eighth  of  a 
mile.  At  the  entrance  to  the  station  the 
expresses  are  turned  onto  the  south-bound 
express  track  and  the  locals  reach  the 
south-bound  local  track.  Similar  condi- 
tions exist  for  the  up-town  express  and 
local  traffic.  All  four  tracks  are 
equipped  with  these  time  control  sig- 
nals, but  for  sake  of  clearness  we  may 
consider  one  of  them  here. 

The  former  arrangement  of  signals  at 
this  portion  of  the  line  for  down-town 
Broadway  trains  was  such  that  a  stop 
signal  was  placed  practically  out  of 
sight  of  the  interlocking  signal  at  the 
crossing  point  of  the  tracks,  and  when 
the  station  was  occupied  by  a  train ;  the 
train  following  was  compelled  to  halt  the 
full  distance  of  this  block  away  from  the 
station.  This  arrangement  provided  a 
braking  distance  of  over  600  ft.  to  the 
cross-over  tracks  for  a  speed  of  40  miles 


an  hour,  so  that  if  this  stop-signal  was 
overrun  for  any  cause,  the  disobedient 
train  would  be  automatically  brought  to 
rest  by  the  action  of  the  stop  signal  be- 
fore it  could  strike  a  train  using  the 
cross-over. 

This  arrangement  was  pre-eminently 
safe,  but  there  was  nevertheless  a  loss 
of  time,  after  the  departure  of  the  train 
in  the  station,  before  the  following  train 
could  take  up- its  position  at  the  platform. 
This  was  owing  to  the  second  train, 
stopped  at  the  far  signal,  requiring  a 
certain  time  to  pass  through  tlie  block 
up  to  the  interlocked  signal  and  so  into 
the  station. 

The  problem  to  which  the  Subway  offi- 
cials applied  themselves  was  to  devise 
ways  and  means  by  which  this  delay 
could  be  avoided,  and  which  would  en- 
able the   following  train  to   creep   up  to 


FIG.    I.      DANCING    DOLL. 

the  threshold  of  the  station  while  the 
platform  was  already  occupied.  This  had 
to  be  accomplished  without  the  sacrifice 
of  safety  in  any  way,  and  the  provision 
of  the  full  braking  distance  ahead  of  the 
oncoming  train  which  was  required  for 
its  speed. 

Briefly  stated,  the  problem  was  solved 
Iiy  the  combination  of  the  signal,  the  au- 
tomatic stop  and  the  time-lock  principle 
which  is  used  at  various  interlocking 
signal  plants  in  many  parts  of  the  coun- 
try. The  far  away  and  the  interlocking 
signals  were  moved  further  from  the 
station  and  four  new  signals  were  in- 
stalled. A  word  may  be  said  about  this 
time-lock,  which  will  perliaps  make  clear 
its  operation  in  the  New  York  Subway. 
The  reader  must,  however,  bear  in  mind 
that  while  the  principle  here  described 
is  made  use  of  at  the  Ninety-sixth  street 
junction,    the    mechanism    is    necessarily 


modified    to    suit    the   particular    require- 
ments of  the  case. 

The  principle  of  the  mechanical  time- 
lock,  as  made  by  the  Union  Switch  and 
Signal  Company,  is  very  simple  and  in 
a  sense  it  embodies  the  principle  inge- 
niously adopted  by  toy-makers  to  the 
little  dancing  doll  which  is  commonly  sold 
on  the  streets.  The  dancing  doll  is  a  lit- 
tle china  figure,  shown  in  our  illustra- 
tion, about  2  ins.  high  and  is  supported 
by  a  small  steel  wire  standing  out  at 
light  angles  to  the  body,  the  other  end 
wound  in  a  loose  coil  around  a  straight 
piece  of  wire.  When  at  rest,  the  top  of 
the  coil  remote  from  the  doll  touches 
the  upright  wire  at  a  Fig.  i,  and  the 
bottom  of  the  coil  at  the  junction  of  the 
supporting  wire  b  also  closely  hugs  the- 
upright  stem.  To  make  the  doll  "dance" 
the  loose  coil  is  easily  slid  up  the  vertical 
wire  and  the  doll  released  so  that  a 
vibratory  motion  is  imparted  to  it.  The 
springiness  of  the  supporting  wire  and 
the  alternate  slip  and  jamb  of  the  loose 
coil  on  the  stem  are  sufficient  to  pre- 
vent any  continuous  slide  of  the  little  fig- 
lire.  Its  center  of  gravity  is  so  far  away 
from  the  line  of  support  that  the  up-an- 
down  vibrations  of  the  doll  continue  dur- 
ing its  entire  course  down  the  rod.  As 
much  as  ten  seconds  may  thus  be  occu- 
pied by  the  doll  in  traversing  the  dis- 
tance, up  which  it  can  be  drawn  in  a 
fraction  of  a  second. 

The  mechanical  time-lock  used  in  the 
Subway  is  within  the  signal  case,  and 
though  it  has  no  external  or  entertaining 
feature  like  the  doll,  it  nevertheless  de- 
pends upon  the  time  a  vertical  bar  takes 
to  descend  when  hampered  in  its  fall 
by  oscillating  mechanism,  and  the  bar, 
like  the  dancing  doll,  can  be  raised  to 
the  desired  height  in  the  fraction  of  a 
second.  In  Fig.  2,  A  is  a  vertical  rack- 
bar  engages  with  the  teeth  of  the  small 
centre  ratchet  wheel.  The  long  teeth  of 
the  ratchet  wheel  engage  with  a  pawl  at- 
tached to  the  gear  wheel  C.  The  teeth  of 
this  wheel  mesh  with  a  pinion,  D,  which 
has  a  small  clock-work  escapement  wheel 
keyed  on  the  same  shaft.  The  escape- 
nient  and  pendulum  are  discernible  in  the 
figure,  the  pendulum  being  marked  F.  In 
the  back  of  the  upright  bar,  A,  near  the 
centre,  is  a  notch  in  which  lies  a  small 
roller  at  the  end  of  a  locking-bar,  E.  As 
.V  rises  the  locking-bar  is  moved  to  th^; 
left  and  remains  in  that  position  until 
notch  and  roller  again  coincide,  after  A 
has  run  down  to  its  original  position. 
When  once  the  bar.  A,  has  been  raised, 
the  pawl  has  carried  the  wheel,  C,  around, 
ond  causes  the  pendulum  to  vibrate,  and 
this  compels  tlic  escapement  to  step  off 
a  long  series  of  consecutive  short  drops 
and  halts,  for  the  vertical  bar,  A.  .As 
much  as  a  minute,  if  necessary,  may  be 
occupied  in  letting  A  sink  down  to  its 
lowest  position,  from  which  it  may 
have  been  raised  in  something  less  than 
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a  second.  In  the  Subway  adaptation  of 
this  time-Iocl<,  the  raising  of  the  bar,  A. 
up  to  the  desired  height  is  done  electri- 
cally and  this  movement  causes  the  sig- 
nal next  ahead  to  remain  in  the  danger 
position.  It  is  not  possible  to  clear  this 
signal  until  the  bar.  A,  has  dropped  its 
full  predetermined  travel,  and  this  is 
governed  during  the  time  occupied  by  the 
bar,  A,  in  descending  the  required  distance. 

The  description  which  has  just  been 
given  refers  to  the  time-locking  mechan- 
ism designed  to  prevent  a  towerman,  hav- 
ing once  set  up  a  route,  from  suddenly 
altering  it.  By  the  time-lock  arrange- 
ment he  is  compelled  to  wait  a  specified 
time  before  his  levers  will  unlock.  Now 
comes  the  adaptation  of  the  time-lock 
principle  to  the  Subway  operation.  Here 
the  object  is  not  to  lock  the  signal  levers 
in  a  tower,  but  to  provide  a  pre-deter- 
mined  time  interval  between  a  series  of 
automatic  stop  signals,  placed  compara- 
tively close  together. 

For  example,  an  express  in  the  Sub- 
way approaches  the  first  signal  which  nor- 
mally shows  clear  in  the  upper  light,  no 
matter  whether  the  station  is  occupied 
or  not.  The  lower  light  shows  clear  if 
the  station  is  empty,  but  displays  the  cau- 
tion light  if  the  station  is  occupied.  The 
express  train  has  therefore,  in  any  case, 
the  right  to  proceed  past  this  signal 
This  signal,  by  reason  of  its  lower  light 
showing  "caution,"  indicates  that  the  sta- 
tion is  occupied,  and  all  the  intermediate- 
signals  in  the  system  we  are  considering. 
show  red  in  the  upper  light  and  yellow  in 
the  lower.  If,  however,  the  station  is 
not  occupied  by  a  train,  both  lights  of 
the  first  signal,  and  those  of  ail  the  sig- 
nals between  it  and  the  interlocking  sig- 
nal, show  clear.  If  the  express  train  of 
which  wc  speak  approaches  the  first  sig- 
jial,  and  finds  that  it  shows  green  in  the 
I'.pper  light,  and  yellow  in  the  lower  the 
motorman  knows  that  the  station  track 
for  which  the  route  is  set,  or  the  cross- 
over track  is  occupied  by  a  train. 

The  arrangement  of  these  signals  is 
5iich  that  whether  a  train  is  standing  on 
the  express  or  local  tracks  at  the  station, 
the  outlying  string  of  approach  signals 
will  show  red  in  the  upper  light  and  yel- 
low in  the  lower,  or  they  will  all  show 
clear,  according  as  the  cross-over  switches 
are  set  for  the  express  or  the  local 
tracks.  If  a  train  is  occupying  the  local 
■track  at  the  station,  and  the  towerman 
has   thrown   the   cross-over   switches    for 


I"IG.   2.     TIME  LOCK   MECH.\NIS.M. 

the  empty  express  station  track,  the 'sys- 
tem of  signals  will  show  clear,  as  an  on- 
coming train  cannot  then  collide  with  the 
standing  train  on  the  local  track.  Sim- 
ilarly if  the  express  track  at  the  station 
is  occupied,  and  the  local  track  is  empty, 
this  signal  system  will  show  clear  as 
soon  as  the  crossover  switches  are  set 
for  the  local  track. 

The    towerman    is   always    able   to    set 
up  cither  the  express  or  the  local  route, 


as  soon  as  a  train  passes  the  signals  at 
the  end  of  the  station  platform,  placed 
one  on  the  express,  and  one  on  the  local 
track.  The  interlocking  signal  for  the  un- 
occupied track  is  cleared  when  a  train  has 
drawn  in  past  the  signals  at  the  end  of  the 
station  platform.  The  passing  of  a  train 
over  the  cross-over  tracks  causes  the  whole 
of  this  system  of  signals  to  indicate 
"danger,"  and  put  the  time-governing 
mechanism  into  operation.  It  is  thus  pos- 
sible to  move  a  south-bound  local  train 
from  the  Lenox  ave.  track  over  the  cross- 
over tracks,  if  the  local  station  track  is 
empty,  and  at  the  same  time,  to  advance  a 
south-bound  Broadway  express  through 
the  short  outlying  blocks,  at  reduced 
speed,  up  to  the  interlocking  signal.  The 
location  of  this  interlocking  signal  is 
such  as  to  maintain  the  required  braking 
distance,  for  the  reduced  train  speed  be- 
tween the  interlocking  signal  and  the 
fouling-point  of  the  cross-over  tracks. 

The  green  upper  light  in  the  first  sig- 
nal gives  the  motorman  the  right  to  pro- 
ceed, and  the  passing  of  this  signal  causes 
the  time-lock  mechanism  to  operate,  and 
if  the  route  is  set  for  the  station  track 
which  is  already  occupied,  this  mechan- 
ism will  prevent  the  second  signal  from 
clearing  for  5  seconds  after  the  moving 
train  has  passed  the  first  signal,  and  the 
second  signal  trip  will  remain  in  the  stop 
position  for  that  time.  The  second  sig- 
nal, which  would  otherwise  remain  red 
with  automatic  stop  raised,  will  actually 
clear  and  lower  the  trip  after  the  time 
limit  of  5  seconds.  The  lower  light  of 
the  second  signal  still  showing  yellow 
indicates  that  there  is  a  train  in  the  sta- 
tion on  the  track  for  which  the  route  is 
set,  or  that  the  cross-over  tracks  are  occu- 
pied. The  moving  train  must  therefore 
so  regulate  its  speed  that  the  second  sig- 
nal will  clear  before   it  is   reached. 

The  distance  between  the  first  and  the 
second  signal  is  150  ft.  and  this  insures 
that  a  reduction  of  speed  necessarily  must 
take  place  in  passing  through  this  first 
short  block.  In  fact,  if  the  fi.rst  signal 
is  passed  at  35  miles  per  hour,  the  train 
w'ill  require  to  reduce  speed  with  an 
average  loss  of  velocity  of  about  22  ft. 
per  second  for  the  5  seconds  in  which  the 
automatic  trip  of  the  second  signal  is 
held  up  while  the  signal  light  indicates 
"stop."  The  speed  of  the  train  through 
this  first  block  must  therefore  be  reduced 
to  an  average  of  20  miles  an  hour. 

The   successful    passing   of   the   second 


3fation  P/a//orm 
.3 /J n a  Is. 

^2^ 


Sou//r  boun(J  I  oca/  Track 


//i/fr/ocMing 


.Automafic  Trips 
2"-''5isnal  m  /V^S/jna/ 


Slvaj/  loca/ 


Sou /A  Suurrt/  36'^Jf  itafiuii 


J^ 


^road¥vai/  /rac/r 


Sou/Zi  Sci/n^  ^/rprpsi  TracA 


ou/a/rra/zca/^  efears  w/rpfr  em/ of  /nti/T pa^fis. 


3ou/h  3oun^  len/70Jr  A  re  Track 


^  waj/  £rpr^jj 


i»LAX    OF   ROAD    WITH    OUTLYING    SERIES    OF   TIME    CONTROL    AND  STOP  SIGNALS. 


August,   1909. 


RAILWAY   AND    LOCOMOTIVE    ENGINEERING 


333 


signal  operates  the  timing  mechanism 
and  the  third  signal  remains  at  danger 
with  its  trip  in  the  stop  position  for  a 
period  of  10  sees,  after  the  second  sig- 
nal has  been  passed.  The  initial  speed, 
reduced  as  it  was  at  the  entrance  of 
this  block,  is  again  necessarily  further  re- 
duced in  passing  over  the  215  ft.  which 
separates  the  second  and  the  third  sig- 
nals, and  this  brings  the  speed  down  to 
an  average  of  1354  miles  per  hours.  The' 
same  operation  is  repeated  between  the 
third  and  fourth  signals,  which  latter  re- 
quires 9  sees,  before  it  will  clear.  This 
brings  the  average  speed  down  to  6]/; 
miles  per  hour.  The  distance  between  the 
third  and  fourth  signals  is  120  ft.  After 
passing  the  fourth  signal  the  train  has 
125  ft.  ahead  of  it  before  the  interlocking 
signal  is  reached.  The  result  of  this  is 
that  the  train  is  compelled  to  approach 
the  interlocking  signal  at  about  6^4  miles 
per  hour,  at  which  speed,  if  the  inter- 
locking signal  with  its  upraised  trip  was 
overrun,  the  moving  train  would  be 
slopped  before  it  could  reach  the  foul- 
ing-point  of  the  cross-over  tracks.  The 
clear  distance  ahead  of  the  train  at  each 
signal  in  this  system  is  more  than  the 
required  braking  distance  for  the  speed 
demanded  by  the  signal. 

The  arrival  of  the  moving  train  at  the 
interlocking  signal  when  halted,  brings  it 
up  to  the  very  threshold  of  the  station,  and 
when  it  gets  this  signal  clear,  authoriz- 
ing its  entrance  to  the  station,  it  is  but 
a  short  distance  from  the  platform,  and 
the  lost  time  hitherto  required  to  bring 
it  from-  the  first  signal  in  the  series  is 
now  eliminated,  and  a  gain  of  25  sees. 
in  each  train  movement  is  thus  secured. 
The  time  speed-control  arrangement  op- 
crates  to  provide  what  may  be  called  a 
"conditional  advance"  for  a  following 
train  when  either  track  in  the  station  is 
occupied  by  a  train  at  the  platform  or 
when  a  train  is  passing  over  the  cross- 
over track.  The  "condition"  imposed  by 
these  comparatively  closely  spaced  stop 
signals  is  that  the  distance  separating 
them  shall  be  traversed  by  a  moving  train 
in  a  specified  period  of  time,  which  nec- 
esssarily  implies  the  required  reduction 
of  speed  in  each  short  block.  Disregard 
of  any  one  of  the  time-governed  signals 
brings  about  an  automatic  stop  with  an 
emergency  application  of  the  brake.  In 
this  way  a  safe  advance  of  the  train  is 
secured  up  to  what  we  have  called  the 
threshold  of  the  station,  which  is  the  in- 
terlocking signal,  and  the  automatic  sig- 
nals stand  like  silent  but  watchful  sen- 
tinels imperiously  demanding  the  sign- 
manual  of  reduced  speed  before  permit- 
ting friend  or  foe,  express  or  local,  fast 
or  slow  train  to  pass. 

There  is,  however,  another  condition 
which  is  met  by  this  cleverly  devised 
arrangement  of  stop  and  time-requiring 
signal  operation.  In  case  there  is  no 
train  occupying  the  express  or  local  track 


in  the  station,  the  entire  series  of  "sen- 
tinel" signals,  if  one  m.ay  so  call  them, 
shows  clear,  and  the  passing  of  the  first, 
or  any  of  them,  does  not  operate  the 
time-governed  mechanism,  and  the  mov- 
ing train  may  proceed  into  the  station 
without  consuming  the  longer  time  re- 
quired when  the  speed-controlling  mech- 
anism is  operative.  Further  than  this,  if 
after  an  approaching  train  has  slowed 
down  in  obedience  to  the  speed-control 
indication,  owing  to  a  train  being  at  the 
station  platform,  and  had  correctly  pro- 
ceeded past  one  or  more  of  the  "senti- 
nels," the  departure  of  the  train  occupy- 
ing the  station  would  clear  all  the  "sen- 
tinels" subsequently  encoimtered,  and  the 
moving  train  could  steadily  proceed. 


is  so  arranged  that  the  outgoing  train  has 
only  to  traverse  about  half  the  length  of 
the  station  platform,  A  in  Fig.  3,  when  the 
interlocking  and  the  "sentinel"  signals  clear 
and  thus  while  a  safe  interval  between  the 
trains  is  automatically  preserved,  the  time 
taken  up  in  handling  trains  is  reduced. 
The  record  of  the  Subway  shows  that 
during  the  rush  hours  and  before  this 
mechanism  was  put  in.  60  trains  an  hour  on 
the  south-bound  tracks  were  operated  with 
more  or  less  detention  to  most  of  them. 
The  present  arrangement  of  speed  control 
enables  66  trains  to  be  moved  within  the 
hour  and  all  on  schedule  time.  A  total 
south-bound  train  movement  of  78  trains 
has  been  secured  in  the  hour  with  the 
new  system.     In  fact  this  approach  signal 


SIGNAL  SHOWIXG  TRIP  UPRAISED   NEAR  OUTSIDE  OF  RAIL. 


The  operation  of  the  speed-control  or 
time-governed  mechanism  of  these  "sen- 
tinel" signals  is  dependent  upon  the  pres- 
ence of  a  standing  train  at  the  station 
platform,  or  on  the  cross-over,  and  when 
the  station  track  is  empty,  and  the  cross- 
overs free,  the  speed  control  does  not  op- 
crate.  In  this  way  the  presence  or  ab- 
sence of  a  train  in  the  station  track  or 
on  the  cross-overs  is  the  determining  fac- 
tor in  the  problem.  The  presence  of 
such  a  train  calls  into  play  the  protect- 
ive mechanism,  and  the  absence  of  such 
;■  train,  by  removing  the  necessity  for 
station  or  cross-over  track  protection,  au- 
tcmatically  governs  the  "sentinel"  sig- 
nals and  they  indicate  the  line  clear.  The 
limiting  point  in  the  station  express  track 


system  has  increased  the  capacity  of  the 
station  tracks  at  Ninety-sixth  street  above 
that  of  the  road  above  and  below  that 
point.  In  other  words  it  is  possible  to 
pass  trains  through  the  Ninety-sixth  sta- 
tion faster  than  they  can  be  handled  in 
and  out  of  other  important  points  on  the 
line.  This  system  has  now  been  applied  to 
all  the  tracks  at  the  Ninety-sixth  street 
junction. 

The  station  and  cross-over  tracks  are, 
as  it  were,  the  nerve  centers  of  the  whole 
scheme,  and  the  presence  or  absence  of  a 
train  upon  them  determines  whether  the 
outlying  "sentinel"  signals  shall  give  free 
entrance  to  the  station  or  automatically 
I'.old  down  the  speed  of  an  approaching 
train  and  permit  only  what  we  have  called 
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its    gradually    slowing    "conditional    ad- 
vance." 

The  successful  working  of  this  system 
has  entirely  removed  the  "choking''  at 
the  Ninety-sixth  street  station  as  now  ap- 
plied to  the  various  train  movements. 
The  new  system  removes  the  choking  or 
congestion  of  traffic  at  this  point,  while 
securing  safe  and  adequate  train  service. 
The  officials  of  the  Interborough  Rapid 
Transit  Company  must  be  credited  with  a 
noteworthy  achievement  in  the  arts  of 
signaling  and  of  train  operation. 


designing  engineers  is  that  the  "fillet"  is 
a  safety  device  ot  the  highest  value  and 
that  the  fracture  in  detail  is  one  of  the 
most  insidious  and  dangerous  forms  of 
deterioration,  that  it  is  produced  by  what 
is  called  "fatigue"  and  this  comes 
from  the  constant  reversal  of  inter- 
nal stresses  in  the  steel,  and  they  may 
all  the  time  be  well  within  the  elastic 
limit  of  the  steel.  The  best  form  of 
design  and  the  highest  quality  of  mate- 
rial are  practically  all  the  engineering 
world  can  do  to  prevent  such  an  accident 
as  we  have  here  described. 


The  Lesson  of  the   Sharp  Corner. 

Some  time  ago  an  accident  occurred 
on  one  of  the  British  railways  in  which, 
fortunately,  no  one  was  hurt.  It  was  on 
a  train  called  the  8:13  P.  M.  express  ex 
Carlile.  On  this  train  the  crank-axle  of 
the  engine  broke  inside  the  boss  of  the 
left-hand  driving  wheel,  causing  the 
coupling  rod  to  break  between  that  wheel 
and  the  intermediate  wheel,  the  engine 
being  of  the  4-6-0  type.  The  left-hand 
driving  wheel  broke  away  from  the  en- 
gine. When  this  happened  the  coupling 
between  engine  and  tender  parted  and  the 
tender  and  the  train  were  derailed.  The 
engine  kept  the  rails  and  traveled  some 
distance  along  tlie  track  minus  cne  driv- 
ing wheel. 

The  matter  was  investigated  by  the 
Board  of  Trade.  Col.  H.  A.  Yorke  con- 
ducted the  inquiry.  In  the  report  pre- 
pared by  Col.  Yorke  he  tells  us  that  the 
steel  axle  had  not  been  manufactured 
with  sufficient  care  and  was  originally  of 
a  somewhat  brittle  nature.  It  became 
"fatigued"  during  use.  He  moreover  says 
"Without  going  further  into  the  question 
of  the  quality  of  the  steel,  the  axle  had  a 
radical  defect  in  the  sharp  step  or  angle 
at  the  place  where  the  diameter  of  the 
axle  changes  from  9V2  to  85^  ins.,  this 
defect  being  accentuated  by  the  fact  that 
the  step  was  entirely  concealed  by  the 
boss  of  the  wheel,  so  that  there  was  no 
chance  of  detecting  any  incipient  fracture. 
It  is  a  well  established  principle  that  any 
such  alteration  of  diameter  should  be 
made  gradual  by  means  of  a  curve  or 
'fillet.'  " 

This  axle  failure  was  one  in  which 
what  is  called  fracture  in  detail  or  pro- 
gressive fracture  was  clearly  to  be  seen. 
At  the  time  of  the  accident,  the  axle  had 
broken  about  half  way  through  and  the 
severed  surfaces  had  been  rubbed  smooth. 
The  remaining  half  of  the  axle  had  the 
characteristic  appearance  of  sudden  frac- 
ture. There  were  no  imperfections  in 
the  axle  as  far  as  could  be  seen,  and  it 
is  impossible  to  tell  how  long  the  slow 
extension  of  the  growing  crack  had  been 
in  progress.  The  Board  of  Trade  report 
recommends  that  all  axles  now  in  ser- 
vice on  this  road  which  have  the  sharp- 
cornered  step  should  be  withdrawn  from 
service  as  soon  as  possible. 
The   lesson    from   this   accident    for   all 


Subjects  for  1910,  M.   M.  Association. 

1.  To  act  jointly  with  similar  commit- 
tees from  other  railway  associations  to 
formulate  recommendations  as  to  .lumber 
grading  suitable  for  railway  use.  as  an 
official  description  of  the  different  qual- 
ities or  grades  of  lumber  to  be  used  for 
all  railroad  work. 

2.  To  consider  the  proposed  govern- 
ment regulations  for  the  construction  and 
inspection    of    boilers,    having     in     mind 


SH.\RP    SHOULDER    ON    AXLE. 

Senate  Bill  236  and  the  resolutions  adopt- 
ed at  the  last  convention. 

3.  To  report  at  the  next  convention 
en  the  heavy  articulated  locomotive,  con- 
sidering its  advantages,  disadvantages, 
possibilities  and  limitations  from  the  op- 
erating standpoint. 

4.  To  report  at  the  next  convention  on 
the  electric  locomotive,  considermg  its 
advantages,  disadvantages,  possibilities 
and  limitations  from  the  operating  stand- 
point. 

5.  To  report  next  year  a  plan  whereby 
the  work  of  the  railway  clubs  and  that  of 
the  association  may  be  co-ordinated  for 
the  assistance  of  our  committees,  by  the 
discussion  of  subjects  in  detail  in  their 
relations  to  local  conditions,  for  the  edu- 
cational advantage  of  minor  officials  and 
for  the  conservation  of  time  in  the  con- 
ventions of  our  associations. 

6.  A  committee  of  three  to  confer  with 
a  .similar  committee  from  the  Master  Car 
Builders'  .'Vssociation,  and  present  for  dis- 
cussion next  year,  a  constitution  and  by- 
laws of  a  new  association  to  combine  the 
Master  Mechanics'  and  Master  Car  Build- 


ers' Associations  into  one  association;  to 
report  on  the  advantages  and  disadvan- 
tages of  such  consolidation,  considering 
the  question  from  every  standpoint. 

7.  To  consider  a  systematic  plan  for 
slating  operating  costs  controlled  or  in- 
fluenced by  the  motive  power  depart- 
ment in  order  to  facilitate  recommenda- 
tions as  to  motive  power  policy  and 
render  it  possible  to  make  intelligent  and 
fair  comparisons. 

SAFETY    APPLIANCES    FOR     LOCOMOTIVES. 

8.  To  include  grab  irons,  steps,  hand- 
holds, uncoupling  levers  for  engine  and 
tender    in    both    yard    and    road    service. 

9.  To  revise  the  present  instructions 
relating  to  air  brake  and  train  air  signal 
equipment  to  meet  the  requirements  of 
the  recent  improved  developments  in  air 
brake  construction  and  practice  for  both 
locomotives  and   trains. 

10.  Take  up  with  the  Executive  Com- 
mittee of  the  Master  Car  Builders'  .\sso- 
ciation  the  question  of  the  vertical  clear- 
ance between  the  side  lugs  of  the  jour- 
nal bearing  and  the  journal  bearing  wedge 
for  4^  x  8  and  5x9  journals,  increasing 
i!   to   ]4  in.  instead  of  1/16  in. 

11.  To  appoint  a  committee  to  confer 
with  the  Association  of  American  Steel 
Manufacturers  regarding  the  adoption  of 
decimal  gauges. 

12.  Motor   cars. 

13.  Revision  of   standards. 

14.  Mechanical  stokers    (standing). 

15.  Safety  valves. 

16.  Superheaters. 

17.  Widening  of  gauge  on  curves. 

18.  Steel  tires. 

19.  Fuel  economies. 

20.  Lubricating  economies. 

21.  The  importance  of  shop  and  op- 
erating costs  and  the  best  methods  of 
grouping  in  concise  or  graphic  form  for 
information  of  officials  to  whom  this  in- 
formation  is   of   vital    importance. 

22.  What  are  the  causes  of  the  re- 
ducticn  in  the  life  of  locomotive  fire- 
boxes at  present  as  compared  with  designs 
of   former  years. 

23.  Investigation  of  design  of  driving 
boxes,  brasses,  shoes,  wedges,  binders  and 
frames  that  will  give  increased  mileage 
to  locomotives  between  shoppings. 

24.  The  operation  and  maintenance  of 
electric  locomotives. 

25.  How  can  locomotives  be  handled 
by  the  departments  responsible  for  their 
movement  so  as  to  increase  their  effi- 
ciency ;  for  example,  so  that  four  will  do 
the  w-ork  now  requiring  five  locomotives. 

26.  Feed-water  heaters  in  locomotive 
practice. 

27.  Management  and  discipline  of  em- 
ployes. 

28.  Frame  construction  for  engines 
with  outside  valve  gear. 

IXnlVIDfAL     PAPERS. 

I.  Engineering  experiment  stations. 
Prof.  L.  P.  Breckenridge. 
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General  Correspondence 


Opinions  on  the  Railway  Signal  Question 


Plea   for  the   Absolute   Red. 

Editor  ; 

The  subject  of  stationary  signals 
is  of  great  importance  to  the  safe 
operation  of  modern  roads  today.  I  have 
read  with  great  interest  the  editorials 
printed  in  your  magazine  and  cannot  help 
but  concur  with  one  writer  who  states 
that  a  majority  of  engineers  prefer  abso- 
lute red,  that  is,  red  light  at  night,  always 
and  everywhere  to  mean  stop. 

It  has  been  my  experience  while  a  loco- 
motive engineer,  as  well  as  road  foreman 
of  engines,  to  observe  a  red  light  as 
danger  whether  it  is  in  line  with  the  track 
that  is  being  used,  or  whether  it  is 
elevated  on  a  signal  pole,  or  even  it  may  be 
to  one  side  of  right-of-way.  The  natural 
tendency  for  locomotive  engineers  is  to  re- 
gard it  as  danger  and  should  mean  stop. 

On  the  other  hand  it  is  my  opinion  that 
if  red  is  used  for  diverging  route  and  the 
enginemen  are  constantly  passing  red 
signals,  they  are  not  apt  to  treat  red  as 
seriously  as  the  case  oftentimes  requires 
to  avoid  serious  accidents.  The  signal 
problem  of  up-to-date  roads  governing 
high-speed  trains  is  a  very  important  one. 
Signals  should  be  so  located  that  their 
view  would  not  be  obstructed  from  the  en- 
ginemen seeing  them  plainly,  which  is  very 
often  the  case. 

I  would  prefer  red  for  danger  at  all 
times,  green  for  safety,  and  yellow  for 
caution,  I  also  think  it  possible  that  when 
two  lights  are  shown  on  one  pole  govern- 
ing two  different  movements,  that  they 
should  be  placed  on  the  pole  at  least  25 
ft.  apart,  so  that  the  engineman  could  tell 
as  to  whether  the  signal  was  displayed 
against  him  or  giving  him  right-of-way. 
If  placed  far  enough  apart  on  poles,  it 
would  seem  to  me  that  the  light  giving 
him  the  right-of-way  could  be  displayed 
only,  and  the  other  signal  governing  the 
diverging  route  could  be  covered  by  blind 
lens,  therefore,  there  would  be  only  one 
signal  displayed  and  he  would  not  have  to 
run  against  other  lights. 

John  R.  T.vlty, 
Road  Foreman  of  Engines.  D.  L.  &  W. 

Buffalo.  N.  Y. 


Prefer  Position  Day  and   Night. 

Editor  : 

I  have  noticed  your  article  "The  Appeal 
of  the  Railway  Signal"  in  the  May  num- 
ber of  the  Railway  and  Locomotive  En- 
gineering, page  190;  also  your  editorial 
"What  do  you  think  of  Signals,"  inviting 
expression  of  men  who  have  to  obey  the 
signals.      Having    run    .1    locomotive    for 


over  13  years,  and  been  a  road  foreman 
of  engines  over  double  that  time,  I,  in 
accordance  with  your  kind  invitation,  will 
endeavor  to  give  my  impression  of  the 
systems  of  railway  signals. 

The  systems  discussed,  as  presented  on 
page  190,  have  many  points  of  merit  that 
are  common  to  all ;  many  of  each  system 
having  the  same  and  meaning  tlie  same 
to  the  man  in  the  cab.  Signals  should  be 
as  few  in  number  and  kind  as  possible. 
For  on  2,  4  and  soon,  there  will  be  6  track 
railroads,  tliere  must,  of  necessity,  be 
many  automatic  and  interlocking  signals, 
therefore  the  signals  should  be  of  the  kind 
most  easily  seen  and  read ;  as  few  as  pos- 
sible in  number  and  the  indications  for 
similar  movements  to  be  the  same  at  all 
points.    Of  the  3  systems  discussed  I  think 


cannot  be  seen  as  far.  If  the  yellow  signal 
is  light  enough  to  be  distinguished  from 
the  red  it  may  be  mistaken  for  a  white 
light  or  some  light  not  in  use  as  a  signal, 
and  be  passed  unnoticed  as  a  caution 
signal.  If  the  yellow-  light  is  of  a  shade 
so  dark  that  it  cannot  be  mistaken  for 
white,  it  may  be  mistaken  for  a  red  light 
and  an  unnecessary  slow  up  or  stop  be 
made,  cr  time  lost  in  properly  reducing 
speed  approaching  such  colored  signals  by 
night  until  their  color  or  indication  can  be 
positively  determined.  A  light  through 
the  Si's-ins.  circles  in  the  semaphore  arm 
cannot  be  seen  distinctly  at  any  great  dis- 
tance or  angle  as  it  should,  particularly 
when  it  is  a  colored  light  or  your  train  is 
approaching  it  on  a  curve.  The  man  in 
the  cab  cculd  not  see  a  light  through  an 


i;xi'i<i;.s.>  (ix  Tin:  sr.  goth 

that  interlocking  home  signals  should 
only  indicate  the  route  through  the  inter- 
locking, and  the  condition  of  the  track  be 
indicated  by  an  advanced  signal. 

On  all  railroacis  there  are  many  lights, 
both  on  the  track  and  along  the  road,  ex- 
posed to  view  from  the  cab :  many  of 
these  could,  and  should  be  kept  from  view 
of  approaching  trains,  as  they  tend  to  con- 
fusion in  locating  and  correctly  interpret- 
ing signals,  and  to  overcome  the  mistaking 
of  white  lights  for  white  signals.  The 
colors  of  lights  for  signals  have  been 
changed  on  many  railroads,  and  probably 
will  be  changed  on  many  more.  The 
colors  likely  to  be  used  are :  green  for 
clear,  yellow  for  caution,  red  for  danger 
or  stop.  These  changes  do  not  give  clear 
indications  to  the  man  in  the  cab,  for  the 
following  reasons : 

Any  colored  light  is  more  or  less  indis- 
tinct   compared    with    a    white    light    and 


.\Rn    1-!AIL\VAV    IN    THE    .\Lr>. 

iipen  keyhole  as  soon  nor  as  well  as  he 
could  through  an  open  window. 

Enginemen  and  firemen  try  to  observe 
the  position  of  semaphore  blades  at  night 
just  as  they  do  in  daytime,  to  have  it  con- 
firm the  indication  given  by  the  light,  and 
it  is  also  a  practice  of  many  road  foremen 
of  engines  and  many  others  who  are  in- 
terested in  this  subject,  and  it  is  also  my 
own  habit  to  do  so,  but  often  it  cannot  be 
done  on  account  of  the  rpced  of  the  train 
and  poor  light. 

The  stop  position  or  color  should 
always  be  observed  and  be  absolute  when 
there  are  2  or  more  semaphore  signals  on 
a  post  governing  a  track  on  which  a  train 
is  approaching,  and  also  signals  on  other 
tracks  running  in  the  same  direction,  I  re- 
gard as  a  help  to  the  engineer  to  locale 
the  signal  he  is  to  get ;  and  such  signals 
being  in  the  stop  position,  or  red  by  night, 
is  no  objection  because  they  are   not   his 
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signals.  Getting  a  clear  signal  for  proceed 
by  its  position  or  color,  and  the  signals  he 
should  not  get  being  in  the  stop  position, 
shows  him  that  he  is  getting  the  proper 
signal  for  the  route  he  desires  to  use. 

If  we  could  do  away  with  colored  signs 
altogether  and  have  larger  signals  than  we 
obtain  by  colored  lights  at  night,  as  seen 
through  the  Sf^-in.  circle,  and  the  signals 
protected  so  they  could  not  be  confused 
with  other  lights  the  relief  to  the  man  in 
the  cab  would  be  very  great  indeed.  This, 
none  of  the  signal  systems  noted  in  your 
May  issue  contemplate :  however,  the 
World  Signal  Company's  system  over- 
comes the  above  objection  more  fully  than 
any  system  I  have  noted.  It  does  away 
with  colored  lights  altogether.  The  signals 
are  read  by  day  and  night  by  position, 
using  lamps  for  lighting  up  the  white  back 
ground  at  night,  making  the  signal  position 
to  be  more  clearly  seen  by  night  than  by 
day.  The  whole  of  the  semaphore  signal 
arm  (over  6  ft.  in  length)  can  be  seen  in 
its  full  length  in  any  of  its  various  posi- 
tions at  any  distance  the  eye  will  enable 
you  to  see  objects  of  such  size.  The 
location  of  the  signal  can  be  seen  farther 
by  the  reflection  from  the  white  back 
ground,  as  it  is  still  larger  than  the  sema- 
phore arm.  It  elitninates  the  confusing  of 
other  lights  with  signals.  It  gives  a  per- 
fect background  to  all  the  signal  indica- 
tions, which  is  a  great  benefit  as  they  can 
be  seen  at  a  greater  distance  and  more  dis- 
tinctly. It  does  not  require  any  change  of 
semaphore  signals  now  in  use,  but  elim- 
inates colored  lights  by  night.  It  can  be 
used  wherever  semaphore  blades  are  in 
service  by  adding  the  proper  background, 
and  it  is  a  much  better  and  safer  signal. 

„.,,  ,        ,     D  H.  A.  W.  P. 

Pittsburgh,  Pa. 


Front   End   Arrangement. 

Editor, 

The  object  of  the  front  end  herein  de- 
scribed as  an  improvement  over  those  in 
use  at  present  is  to  reduce  the  waste  of 
fuel,  and  the  nuisance  of  fire,  smoke  and 
cinders.  The  figures  on  the  consumption 
and  waste  of  fuel  by  American  locomo- 
tives is  too  well  known  to  need  considera- 
tion here. 

The  commonly  accepted  theory  of 
forced  draft  in  a  locomotive,  the  piston 
action  of  the  exhaust  steam,  has  been  dis- 
carded as  a  fallacy,  and  the  theory  of  the 
entraining  movement  is  a  questionable 
one.  That  is,  while  it  is  known  that  the 
exhaust  steam  docs  not  fill  the  stack,  the 
question  is,  should  it  not?  It  is  known 
that  with  the  stack  in  use  at  present  there 
is  a  downward  column  of  air  at  the  side 
which  has  a  tendency  to  destroy  the 
vacuum,  and  that  in  order  to  make  an  en- 
training movement  create  draft,  the  nozzle 
must  be  choked  to  give  the  exhaust  steam 
sufficient  velocity,  and  that  ■  choking  the 
nozzle  is  seriouslv  detrimental  to  the  free 


working  of  the  engine,  causing  back  pres- 
sure and  consequent   high   compression. 

Supporting  the  theory  that  the  exhaust 
should  fill  the  stack  at  or  near  the  top 
instead  of  at  the  base,  I  recommend  a 
stack  i8  ins.  in  diameter  at  the  base  and 
tapered  to  a  point  about  6  ins.  from  the 
top  and  then  straight.  The  exact  pro- 
portion of  the  stack  at  the  choke  has  not 


above  the  nozzle  to  clean  the  table  plate. 
If  it  is  too  low  it  will  give  the  plate  a 
polished  appearance.  At  the  top  the  draft 
pipe  should  be  level  with  the  base  of  the 
stack. 

The  diaphragm  plate  should  extend 
nearly  straight  from  the  connection  at  the 
flue  sheet  across  the  steam  pipes,  then 
turned  down   to   a   point  about  half  way 


FRONT  END  .\RRANGEMENT  USED  ON  THE  D..  N.-\V.  i  P. 


been  sufficiently  demonstrated  to  give  ab- 
solute figures,  but  about  J^?  the  diameter 
of  the. cylinder  has  given  the  best  results. 
The  nozzle  should  have  the  same  area  as 
the  steam  port,  but  authorities  differ  on 
this.  It  is,  however,  intended  that  the 
nozzle  shall  be  sufficiently  large  to  relieve 
the  engine  of  back  pressure. 

I  advise  a  high  nozzle  for  three  rea- 
sons: first,  to  line  the  exhaust  more 
nearly  central  to  the  stack ;  second,  that 
the  diaphragm  plate  can  be  extended 
from  the  connection  at  the  flue  sheet 
across  the  steam  pipes  and  nozzle  and  not 
obstruct  the  draft  through  the  top  flues 
as  the  present  method  of  turning  the  plate 
down,  back  of  the  steam  pipes,  certainly 
does ;  third,  to  give  a  superheating  effect 


FIRE  DOOR  WITH  .MR  OPENINGS, 
to  the  steam  pipes,  which  is  beneficial. 
.\fter  the  necessary  amount  of  draft  has 
been  created,  it  having  an  intermittent 
action,  must  be  equalized  to  give  it  a 
steady  pull  on  the  fire.  To  do  this,  an 
extension  front  end  is  used  as  an  equaliz- 
ing pressure  drum,  the  points  of  equali- 
zation being  the  openings  of  the  draft 
pipe  and  the  lower  edge  of  the  plate.  The 
draft    pipe    should     be     set     high    enough 


between  the  nozzle  stand  and  front  end 
with  extended  wings  giving  an  opening  of 
about  15  ins.  vertical  and  30  ins.  across 
for  the  adjustable  plate.  This  plate 
sliould  be  made  adjustable  from  the  cab 
where  the  fireman  can  regulate  it  to  dif- 
ferent qualities  of  coal  and  conditions  of 
service.  To  arrange  this  so  it  will  not 
fire-burn  or  corrode,  a  rod  crossing  the 
front  end  resting  on  lugs  outside  of  the 
smoke  box  with  a  lever  and  connecting 
rod  to  a  rachet  in  the  cab  and  the  plate 
to  be  fastened  in  such  a  way  that  it  can 
be  raised  or  lowered  in  a  circle,  will  work 
free.  It  should  be  proportioned  so  as  to 
give  15  ins.  opening  when  wide  open  and 
5  ins.  when  closed  and  fireman  should 
use  it  as  low  as  possible,  lowering  it  to 
stop  any  tear  of  the  fire  at  front  end  of 
the  firebox  or  any  filling  up  of  smoke- 
box  with  cinders,  etc. 

A  great  many  master  mechanics  object 
to  an  outside  operated  diaphragm  plate, 
and  by  putting  cleats  on  the  wings  of 
the  solid  plate  with  a  single  hole  at  each 
side  and  a  number  of  holes  in  the  ad- 
justable plate  for  key  bolts  will  do  very 
well  as  a  slide  where  one  grade  of  coal  is 
used.  .Autliorities  agree  that  while  the 
main  draft  should  pass  through  the  grates, 
an  auxiliary  draft  should  be  given  above 
the  fire.  The  firebox  door  shown  in 
drawings  was  patented  in  1854,  is  very 
simple  and  easily  applied.  The  Denver 
North-Western  and  Pacific  are  using  this 
front  end  arrangement.  J.  A.  EsoN. 

Denver,  Co], 
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Anti-Rail  Spreader. 
Editor : 

I  herewith  send  you  a  print  of  a  pat- 
ent issued  to  the  tenant  on  my  farm, 
Mr.  C.  H.  Magruder,  of  Shelbina,  Mo. 
I  would  be  much  pleased  to  see  this  pub- 
lished in  Railway  and  Locomotive  En- 


rails   TIED   TO   PREVEXT   SPREADING. 

GiNEERiNG.     I   have   not   missed   an   issue 
of  "R.  &  L.  R"  since  its  publication  com- 
menced and  could  not  do  without  it. 
Moberly,  Mo.  M.  W.  Burke. 

The  method  of  preventing  rail  spread- 
ing to  which  Mr.  Burke  refers  in  his  let- 
ter, consists  of  a  rail  clamping  device,  as 
shown  in  the  illustration.  The  rails  are 
spiked  to  the  ties  in  the  usual  way  along 
the  inner  edge  of  the  rail-flange.  On  the 
outside  of  the  rail,  however,  there  is  a 
specially  made  angle  brace  which  is  ap- 
plied so  that  it  rests  on  the  top  of  the 
rail-flange  and  fills  the  space  between  a 
pair  of  adjacent  ties.  Between  these 
angle  braces  and  from  rail  to  rail  a  tie- 
bar  is  placed  which  when  the  end  nut  is 
tightened,  holds  the  rails  together  at  the 
proper  gauge  and  closely  against  the 
spikes  on  the  inner  side.  This  clamping 
arrangment  is  repeated  every  second  tie, 
and  where  the  angle  brace  is  used  there 
are  no  spikes  on  the  outside  of  the  rails. 
A  block  hollowed  to  receive  the  tie-bar 
is  placed  between  the  ties.  Patent  No. 
922928  has  been  issued  covering  this  de- 
vice.— Editor.] 


Efforts  for  Economy  of  Fuel. 
Editor : 

With  reference  to  President  Vaughan's 
remarks  in  the  Master  Mechanics'  con- 
vention in  regard  to  the  enormous  con- 
sumption of  fuel  for  the  locomotives  of 
the  United  States,  amounting  in  round 
numbers  to  about  200,000,000  tons  annu- 
ally, and  at  a  cost  of  about  $80,000,000, 
and  his  recommendation  that  superintend- 
ents of  motive  power  should  give  their 
attention  to  decreasing  the  consumption 
of  fuel  on  locomotives.  This  is  surely 
timely  and  good  advice.  It  is  a  well- 
known  fact  that  the  duties  of  a  superin- 
tendent of  motive  power  are  so  numerous 
that  it  is  ne.xt  to  impossible  for  him  to 
take  time  to  look  into  what  might  be  of 
great  assistance  in  accomplishing  the  pur- 
pose recommended  by  Mr.  Vailghan  in 
his  address. 

It   is    a   well-known    fact    that    a   great 


amount  of  labor,  time  and  ingenuity  has 
been  spent  on  improving  the  engine  part 
of  the  locomotive  for  economical  work- 
ing; but  it  would  appear  to  me,  that  we 
shall  have  to  look  more  to  the  boiler  than 
to  the  engine  in  the  future.  The  fire- 
bo.xes  of  locomotive  boilers  have  been  ex- 
tended, as  well  as  the  grate  surface,  in 
order  to  get  results,  at  the  expense  of 
fuel.  What  is  requisite  for  economy  is 
not  to  increase  the  size  of  the  firebox  and 
the  grate  surface,  but  to  increase  the  di- 
rect heating  surface  in  the  regular  size 
fireboxes  and  tube  plates.  It  has  been 
conclusively  proved  that  this  can  be  done 
by  flanging,  to  an  extent  of  from  20  to 
30  per  cent,  and  in  flanging,  as  is  shown 
en  the  fireboxes  which  I  have  designed, 
the  natural  effort  of  the  steel  to  expand 
and  to  contract  is  fully  taken  care  of,  and 
by  its  formation  the  box  is  made  over 
50  per  cent,  stronger  than  if  made  in  the 
regular  form  with  flat  plates,  to  be  bound 
up  with  stays,  so  that  the  natural  be- 
havior of  steel  cannot  exert  itself. 

We  have  here  an  example  that  is  in  ac- 
cord with  President  Vaughan's  remarks, 
in  regard  to  the  saving  of  fuel,  for  un- 
doubtedly we  shall  have  to  look,  as  be- 
fore stated,  to  the  boiler  for  economy  in 
fuel  in  the'  future.  It  must  not  be  lost 
sight  of  that  we  shall  have  to  devote  our 
attention   to   eliminate   all   horizontal   and 


made  from  one  sheet.  In  conclusion  I 
may  state,  with  what  I  have  done  in  re- 
gard to  my  studies  to  get  this  increased 
surface  in  the  firebox  and  tube  plates,  re- 
ducing the  number  of  stays  and  econo- 
mizing on  fuel  to  an  extent  of  at  least 
15  to  20  per  cent,  is  a  great  satisfaction  to 
Wm.  H.  Wood, 
Media,  Pa.  Engineer. 


Four-Cylinder  Simples. 

Editor : 

Some  important  changes  have  been  tak- 
ing place  in  British  railway  practice  dur- 
ing the  last  two  or  three  years.  Not  the 
least  interesting  of  these  is  the  introduc- 
tion by  the  English  Great  Western  Rail- 
way of  a  design  of  locomotive  which  un- 
til recently  cannot  be  said  to  have  passed 
out  of  the  experimental   stage. 

In  thus  characterizing  the  4-cylinder 
simple  express  engine  we  may  say  that 
several  such  engines  have  been  employed 
on  the  fast  and  heavy  non-stop  express 
traffic  between  London  and  Bristol  at  an 
average  speed  of  slightly  under  60  m.p.h. 
This  type  of  locomotive  was  introduced 
experimentally  in  1892  by  three  compan- 
ies, the  Glasgow  &  Southwestern  Railway, 
the  L.  N.  &  W.  Railway,  and  the  L.  & 
S.  W.  Railway,  within  a  few  months  of 
one  another.      Since   then   multiple   cylin- 


FROXT  STREET,  COLOX— IN  THE  C.\N.\L  ZONK. 


vertical  riveted  seams  in  fireboxes,  that 
can  be  dispensed  with,  in  order  to  allow 
the  strains  set  up  by  contraction  and  ex- 
pansion, to  be  neutralized ;  and  the  reduc- 
tion of  stays  is  an  important  factor,  con- 
sistent with  taking  care  of  the  heavy  pres- 
sures at  which  boilers  are  worked.  It 
will  be  noted  that  such  firms  as  Worth 
Brothers'  Company,  and  the  Otis  Steel 
Company,  especially,  are  increasing  the 
size  of  their  rolls,  so  as  to  roll  firebox 
sheets  146  ins.  wide.  This  fact  it  shows 
that  there  is  to  be  a  demand  for  fireboxes 


dered  simples,  though  few  in  number, 
liave  been  experimented  with  by  several 
lines,  one  of  the  latest  in  the  field  being 
llie  Lancashire  &  Yorkshire  Railway.  The 
most  numerous  and  successful  form  yet 
produced  is  to  be  found  on  the  G.  W.  R., 
probably  the  most  go-ahead  line  in  the 
country,  from  a  locomotive  point  of  view. 
In  the  case  of  this  company  the  inter- 
regnum of  the  "Atlantic'  between  the 
older  4-4-0  and  the  newer  4-6-0  type  was 
very  short,  for  after  a  few  had  been 
built  it  was  decided  to  discard  that  type 
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in  favcr  of  the  4-6-0  design,  existing  ex- 
amples being  converted  to  the  newer  form 
in  view  of  its  superior  adhesion. 

The  first  4-cylinder  simple  appeared  in 
1906  in  the  shape  of  an  "Atlantic,"  named 
"North  Star,"  similar  to  the  others,  ex- 
cept that  it  had  4  h.p.  cylinders  instead 
of  two,  the  dimensions  being   14%   x  26 
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POSITION    OF    CRANKS    ON    ENGLISH 
4-CYLINDER    SIMPLE     ENGINE. 

ins.  stroke.  This  experiment  was  so  sat- 
isfactory that  during  1907  ten  4-6-0  ex- 
press engines  known  as  the  "Star"  class 
appeared ;  they  have  four  cylinders  with 
piston  valves,  1454  x  26  ins.,  driving 
wheels  6  ft.  8j4  ins.  in  diameter,  a  work- 
ing pressure  of  225  lbs.,  a  total  heating 
surface  of  2,143  sq.  ft.  and  a  total  adhe- 
sive weight  of  58.75  tons. 

Divided  driving  is  adopted,  the  inside 
cylinders  driving  the  leading,  and 
the  outside  cylinders  driving  the  middle 
coupled  axle.  The  year  1908  saw  ten 
more,  known  as  the  "Knight"  class,  with 
Swindon  type  superheaters,  a  kind  of 
modified  Schmidt  and  early  in  the  same 
year  an  engine  appeared  which  is  still 
the  last  word  in  English  locomotive  con- 
struction ;  it  is  of  the  "Pacific"  type  4-6-2, 
a  new  wheel  arrangement  for  Great  Brit- 
ain. 

The  "Great  Bear"  is  easily  the  largest 
locomotive  in  the  country,  with  4  cylin- 
ders 15  X  26  ins.,  piston  valves,  and  driv- 
ing wheels  of  6  ft.  8J^  ins.  in  diameter. 
The  total  heating  surface  including  super- 
heater and  four  brick  arch  tubes  amount- 
ing to  just  over  3,400  sq.  ft.,  with  a  grate 
area  of  41.8  sq.  ft.  The  boiler  is  of  the 
Belpaire  wide  fire-box  type,  as  is  usual 
on  this  line.  The  working  pressure  is  225 
lbs.  and  with  a  total  adhesive  weight  of 
60  tons,  practically  the  limit  load  of  some 
20  tons  per  axle  has  been  reached,  the 
weight,  exclusive  of  tender,  being  96  tons. 
The  valve  gear  between  the  frames  is  of 
the  Walschaerts  type,  seldom  used  in 
Great  Britain,  especially  in  this  position; 
as  in  all  the  G.  W.  R.  4-cylinder  engines 
there  are  only  two  sets  of  valve  gear, 
since  the  outside  valves  are  driven  by 
levers  from  tail  rods  on  the  inside  ones. 

In  1908  there  were  upward  of  20 
4-cylinder  simples  in  constant  use  and  we 
believe  there  are  more  on  order  or  about 
to  appear,  so  the  type  may  fairly  be  con- 
sidered as  adopted.  The  outstanding  fea- 
tures of  the  design  must  now  be  consid- 
ered ;  the  cranks  are  all  at  90  dcgs.  to 
one  another,  the  diagram  here  presented 
shows  the  actual  arrangement  in  the 
"Great  Bear."  The  right  hand  crank 
leads,  cranks  on  the  same  side  of  tlie  en- 


gine are  at  80  degs.  to  one  another,  and 
the  shaft  for  the  inside  cylinders  is  of  the 
built-up  type. 

For  the  sake  of  comparison  we  may 
consider  one  of  the  G.  W.  R.  "Star" 
class  and  an  engine  of  exactly  the  same 
dimensions,  but  having  only  two  cylinders 
which  would  be  about  20>:j  ins.  in  diam- 
eter to  give  equal  power  and,  of  course, 
would  drive  one  axle  only.  One  of  the 
first  objections  to  the  4-cyIinder  design  is 
complication  of  machinery,  but  it  by  no 
means  follows  that  a  4-cylinder  engine  re- 
quires twice  as  many  parts  as  one  with 
only  two  cylinders,  for  it  may  well  be 
questioned  whether  a  locomotive  designer 
would  use  2ol4  ins.  pistons  without  tail 
rods,  these  being  unnecessary  with  pis- 
tons i4;4  ins.  in  diameter.  The  number 
of  cylinder  glands,  stuffing  boxes,  etc., 
would  be  the  same  in  each  case,  and  only 
two  sets  of  valve  gears  are  required. 

The  question  of  steam  and  fuel  econ- 
omy comes  up  for  consideration,  two 
departments  in  which  the  locomotive  is 
conspicuously  deficient  at  the  best  of 
times.  These  two  questions,  however, 
can  best  be  disposed  of  by  asking  whether 
the  improvement  in  mechanical  and  gen- 
eral efficiency  by  the  adoption  of  4  cylin- 
ders compensates  for  any  diminution  in 
those  or  any  other  respects,  such  as  in- 
creased cost  of  construction  and  rebuild- 
ing. The  answer  is  to  be  found  chiefly 
in  one  consideration,  namely  that  of  bal- 
ancing,  it   is  in   this   direction   that  the   4 


culty  lies.  If  we  could  have  our  two 
cranks  at  180  degs.  to  one  another  ex- 
cellent 'balance  might  be  obtained;  but 
other  evils  such  as  swaying  couples 
would  appear  in  an  exaggerated  degree. 
In  practice,  however,  the  cranks  must 
be  set  at  90  degs,  to  one  another  in  or- 
der to  avoid  dead  centres  so  the  recip- 
rocating masses  (piston,  piston-rod,  cross- 
head,  etc.)  cannot  balance  themselves. 
The  revolving  masses  are  balanced  by 
adding  weights  to  the  wheel  rim,  leaving 
it  in  equilibrium.  The  same  thing  is  done 
lo  balance  the  reciprocating  masses,  but 
unfortunately  this  destroys  the  equilib- 
rium of  the  wheel.  If  weights  are  added 
to  the  rim  in  such  a  position  that  when 
the  reciprocating  masses  are  moving  in 
one  direction,  the  weights  are  moving  in 
the  opposite  direction,  then  balancing  will 
be  effected  when  the  weights,  though 
necessarily  moving  in  a  circle,  have  a 
mean  direction  of  motion  in  a  line  fore 
and  aft  of  the  locomotive,  i.  e.  in  the  top 
and  bottom  portions  of  their  circum- 
ferential path,  which  is  the  path  of  the 
wheel  rim.  C.  S.  Stock. 

Fiiisbury  Park,  London,  Eng. 


Railways  in  the  Philippines. 

Editor: 

Manila  is  30  days  from  San  Francisco, 
?nd  a  railroad  man  coming  this  way  has 
an  opportunity  of  seeing  Hawaii,  Japan, 
and  China.  At  Hawaii  he  will  find  sev- 
eral   small    American    roads    with    Bald- 
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cylinder   design   vindicates   its   superiority 
over  the  2  cylinders. 

Balancing  is  a  rather  complex  subject, 
especially  secondary  balancing,  due  to  ob- 
liquity of  connecting  rod,  etc.,  but  viewed 
from  a  practical  standpoint  the  main 
facts  arc  sufficient.  In  our  2  cylinder  en- 
gine the  balancing  of  the  revolving  masses 
presents  little  difficulty.  It  is  in  dealing 
witli  the  reciprocating  masses  that  the  diffi- 


win  engines,  but  jobs  are  scarce  except 
to  skilled  mechanics,  as  their  engineers 
are  mostly  made.  In  Japan  the  entire 
motive  power  officials  are  Japanese  from 
A  to  Z,  and  I  have  not  seen  a  foreigner 
on  a  Japanese  railroad.  The  wages  paid 
tor  mechanics  range  from  30  cents  to 
$1.50  in  gold  per  day.  Their  system  is 
entirely  English ;  still  they  have  quite  a 
number   of   Baldwin  engines,  and   all   re- 


August,   1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


339 


ports  to  the  contrary,  these  engines  seem  The    wages    range    for    mechanics    up    to 

to  be  doing  the  best  work.  3.00  'pesos,    and    engineers    75    pesos    per 

In   China  the   roads   are   fast  becoming  month.     This  company  has  concessions  to 

Chinese;   it  is  the   rare   exception   to   find  build  about  one  thousand  miles   of  road. 
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ICXGLISII  ENGINE  USEH  ' 
an  American  master  mechanic  or  civil  en- 
gineer. The  wages  range  from  10  cents 
to  $1.25  in  gold  per  day  for  mechanics 
and  engineers,  and  by  the  way,  it  costs 
any  kind  of  an  American  $2.50,  gold,  to 
live,  unless  he  wishes  to  live  like  the 
Chinese;  so  do  not  go  to  China  unless 
you  have  enough  to  bring  you  back  safe 
home  again. 

In  Manila,  Island  of  Luzon,  where  the 
American  flag  flies,  the  railroad  man  finds 
300  miles  of  road,  and  about  75  locomo- 
tives. This  is  an  English  company,  and 
their  trains  are  run  under  the  Spanish 
system.  Mr.  C.  W.  Broxup  is  their  able 
locomotive  superintendent.  The  main 
shops  are  at  Caloocan,  where  about  300 
men  are  employed,  all  natives,  doing  the 
mechanical  work,  with  but  two  or  three 
Englishmen  as  various  superintendents.   ' 

Here  you  will  find  an  up-to-date  Eng- 
lish shop,  locomotives  and  cars ;  all  seem 
to  be  in  flrst-class  condition  and  neatly 
painted  and  polished.  While  I  was  there 
they  were  putting  in  two  150-h.p.  station- 
ary engines  to  run  their  car  and  locomo- 
tive shops,  also  a  new  transfer  table.  Mr. 
Broxup  has  something  to  be  proud  of 
with  this  plant  and  liis  fine  machinery. 


.\       111!.      \L\ML.\      1.'A1L\\_\     . 

In  Manila  you  will  also  find  an  up-to-date 
electric  street  car  system  with  about  40 
miles  of  track ;   ice  plants,  saw  mills  and 


plant  and  general  offices  of  any  railway  in 
the  East.  This  company  is  building  rail- 
roads on  the  islands  of  Cebu,  Negros  and 
Panay,  which  will  be  over  350  miles  in 
all,  when  complete.  The  lines  on  the  isl- 
and of  Cebu  are  completed,  and  40  miles 
are  in  operation.  On  the  island  of  Panay 
are  the  main  shops  for  the  three  islands, 
which  are  under  the  superintendence  of 
Mr.  W.  D.  Holland.  While  I  was  there 
he  was  practically  rebuilding  three  Dutch 
locomotives,  which  at  one  time  belonged 
to  the  Spanish  Government.  These  en- 
gines had  been  in  the  islands  for  over 
18  years.  They  were  entirely  stripped  by 
the  Insurrectos  during  the  late  war.  These 
engines  were  purchased  by  the  Philippine 
Railway  and  they  are  now  being  used  as 
switching   and   construction   engines. 

The  buildings  here  are  magnificent,  be- 
ing constructed  of  iron  and  concrete,  with 
the  most  beautiful  native  hardwood  finish. 
The  plant  is  complete  and  modern  and  a 
locomotive  can  be  built  in  these  shops  as 
easily  as  in  any  of  our  modern  .\merican 
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various  other  plants,  where  a  good  Amer- 
ican machinist  can  always  get  a  job. 

Leaving    Manila    for   the    Southern   Isl- 
ands,  you    find   the   two   second   cities    in 
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A    BALDWIN    MUiGUL   ON    THE    PIIILII'I'IXE    HAILWAV." 

This  work  is,  as  I  said  before,  entirely     the    archipelago,    Iloilo    and    Cebu.       The 

done  by  native  mechanics,  and  their  loco-      former    city    is    the    headquarters    of    the 

motive  engineers  are  natives,  with  but  one      Philippine    Railway     Company,     and     no 

or     two     English     locomotive     inspectors,     doubt   ynu    will    find    the   most   up-to-date 


shops.  There  are  17  locomotives  at  pres- 
ent in  service,  and  when  the  roads  are 
completed  there  will  probably  be  double 
this  number.  The  mechanics  are  mostly 
native,  and  the  wage  scale  conforms  to 
that  of  the  Manila  Railroad.  There  are 
quite  a  few  American  and  English  loco- 
motive engineers,  the  wage  schedule 
running  from  $3.75  in  gold  to  $4.00. 
Twelve  hours  constitute  a  day  for  engine 
men  and  ten  hours  for  shop  men.  Mr. 
Holland  informed  me  that  there  will  be, 
for  a  few  years  to  come,  an  opportunity 
here  for  locomotive  machinists,  boiler 
makers  and  cnginemen,  and  I  believe  that 
hard  working,  industrious  young  mechan- 
ics would  make  no  mistake  in  coming 
here.  This  applies  only  to  first-class  men. 
as  there  are  plenty  of  native  mechanics 
and  engineers. 

I    was   agreeably   surprised   to    sec   that 
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INO  was  in  the  hands  of  all  the  engineers 
and   firemen   on   the   various   divisions   of 
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the  Philippine  Railway,  and  upon  making 
further  inquiry  learned  that  the  chief 
clerk  of  the  mechanical  department  rep- 
resented your  company  in  the  capacity  of 
agent,  and  had  interested  himself  to  the 
extent  of  disposing  of  quite  a  large  num- 
ber of  your  mechanical  books,  as  well. 
These  books  have  been  of  great  assistance 
to  the  engineers  and  mechanics,  as  men 
who  had  fired  from  four  to  eight  months 
were  able  with  hard  study  to  pass  the  ex- 
amination on  air  and  machinery,  and  in 
riding  behind  some  of  these  men  they 
handled  their  trains  as  well  as  it  can  be 
done  anywhere.  To  mechanics  and  en- 
gineers I  would  like  to  say  that  the  cli- 
matic conditions  here  are  as  healthful  as 
anywhere  else  and  the  expense  of  living 
is  about  the  same  as  in  our  Western 
States.  I  enclose  some  photographs, 
which  will  probably  be  of  interest. 

Eastern  Correspondent. 
Manila,  Isla  de  Luzon. 


of  an  apron  to  attach  around  the  stack  to 

catch  the  cinders  which  could  be  used  in 

the    manufacture    of   briquettes    for    fuel. 

I  hope  that  these  pictures  will  be  of  some 

interest    to    your    readers,    especially    the 

older  enginemen  on  the  Union  Pacific. 

H.\RRY  A.  Riley. 
Spalding.  Neb. 


Method  of  Indexing  Subjects. 

l-'ditor : 

Xext   to   knowing   a   thing   is   knowing 
where  to  find  it.     This  applies  with   spe- 


Decimal  System,  and  is  of  universal  ap-- 
plication,  as  there  is  literally  a  place  for 
every  subject  in  the  universe.  This  sounds, 
complicated,  but  it  is  really  extremely 
simple.  By  this  system  all  human  knowl- 
edge is  divided  into  10  main  divisions, 
numbered  from  o  to  g.  o  is  general  and 
contains  matter  which  cannot  be  grouped 
under  the  other  heads.  Each  of  these 
groups  is  further  divided  into  10  divisions, 
the  o  of  which  is  general,  and  the  divisioa 
may  be  carried  out  indefinitely,  placing  a 
decimal  point  even,-  three  figures.  This  point 
has  no  value,  and  dimply  divides  the  fig-- 


Old-Timers  on  the  U.  P. 

Editor : 

As  you  have  been  publishing  pictures  of 
some  old  diamond  stack  engines  I  send 
you  one,  and  also  two  pictures  of  Cong- 
don  stack  engines  that  were  in  use  only 
about  20  years  ago  on  the  Union  Pacific. 

These  engines  are  a  great  contrast  to 
our  modern  power  on  Mr.  Harriman's 
up-to-date  railroad.  These  little  engines 
carried  130  to  135  lbs.  of  steam,  and  it  is  a 
wonder  how  much  work  they  could  do 
and  how  fast  they  could  run,  having  only 
a  5l-in.  wheel  center,  yet  they  made  a 
mile  in  sixty  minutes  w'ith  light  train 
many  a  time. 

We  put  in  many  hours  between  runs 
working  on  these  engines.  You  may  see 
some  evidences  of  "homesteading"  on  en- 


OLD  TAUNTON  ENGINE  ON  THE  UNION  PACIFIC. 


cial  force  to  an  engineering  library,  the 
value  of  which  is  in  direct  proportion  to 
the  readiness  with  which  information  may 
be  obtained  at  short  notice.  The  mechan- 
ical publications  and  trade  catalogues  are 
mines  of  valuable  facts,  but  the  facts 
that  a  man  wants  are  buried  among'  those 
that  he  has  no  use  for  at  the  moment. 
When  he  wants  them  he  wants  them 
quick,  and  unless  he  can  pick  them  out 
easily  and  surely,  they  are  practically 
useless. 

There  nrv  nianv  wavs  of  indexing  d;ita 
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gine  338.  The  Congdon  stack  was  pat- 
ented by  the  superintendent  of  motive 
power  at  that  time  to  prevent  fires  in  this 
thinly  settled  pioneer  country.  At  that 
time  we  were  burning  very  light  coal. 
These  engines  were  not  free  steamers, 
but  I  assure  you  they  were  about  as  nearly 
fire-proof  as  it  was  possible  to  make 
them.  In  fact,  very  few  cinders  ever  left 
the  right  of  way  unless  on  some  patron 
or  in  an  employees'  eye  or  down  his 
back. 

I  have  often  wondered  how  much  mon- 
ey I  had  lost  by  not  getting  out  some  sort 


and  each  has  its  advantages  and  disad- 
vantages. The  following  is  a  method 
which  has  been  used  by  the  writer  for 
some  time,  and  he  has  found  it  very  con- 
venient. The  fact  that  it  is  the  standard 
method  used  in  most  of  the  libraries  in 
the  country  speaks  well  for  its  efficiency. 
When  you  ask  for  a  library  book  you 
ask  for  it  by  number.  With  the  possible 
exception  of  the  symbol  denoting  the  au- 
thor, you  would  use  the  same  number 
from  Maine  to  California  and  this  num- 
ber alone  tells  just  what  the  book  is 
about.     This  system  is  called  the  Dewey 


ure  into  convenient  groups.  To  illustrate- 
more  clearly,  I  will  follow  out  the  com- 
plete number  for  locomotive  wheels  in. 
the  accompanying  table. 

Everything  on  the  subject  of  wheels, 
boxes,  cellars,  tires,  etc.,  would  be  grouped 
under  the  number  621. 135.2,  and  all  this. 
matter  would  be  kept  together  instead  of 
being  scattered  through  the  index  from 
.\  to  Z.  If  necessary,  the  subject  could- 
be  further  subdivided  into  nine  more  di- 
visions, as  tires,  wheel  centers,  journals,  etc. 

The  table  gives  the  complete  headings 
for  the  line  leading  up  to  locomotive  run- 
ning gear  and  gives  a  very  good  idea  of 
the  system,  showing  how  any  particular 
subject  can  be  carried  out  to  as  fine  a  de- 
tail as  necessary.  The  numbers  are  not 
bard  to  remember.  It  is  second  nature- 
to  think  of  mechanical  engineering  as  621, 
and  the  smaller  subdivisions  are  memo- 
rized very  soon.  If  you  wish  to  index  aa 
article  on  injectors  you  very  likely  know 
without  thinking  that  621.133  is  locomo- 
tive boilers,  and  it  is  but  a  step  more  to 
621. 133.8,  "miscellaneous  fittings."  If  you 
are  in  doubt  where  to  place  a  given  sub- 
ject the  system  places  it  for  you  almost 
automatically.  An  article  on  spark  ar- 
resters goes  under  621. 13  without  an  in~ 
stant's  hesitation ;  boilers  is  the  only  rea- 
sonable sub-heading,  and  it  is  quickly  lo- 
cated under  C21. 133.4.  smoke-box  and' 
stack. 

Often  a  subject  may  be  considered  from 
^  number  of  standpoints,  and  may  have 
several  numbers  in  the  system.  In  this 
ease  the  proper  number  to  use  would  de- 
pend upon  the  general  heading  under 
which  the  subject  was  usually  considered'. 
Thus,   electric   signals,   considered'   simply 
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«s  an  application  of  electricity,  would  be 
filed  under  537.88,  but  from  the  railroad 
man's  standpoint  they  would  take  some 
subdivision  under  656.25. 

It  was  stated  in  the  first  part  of  this 
■article  that  the  number  gave  an  accurate 
description  of  the  book  to  which  it  was 
applied.  The  number  656.25  will  serve 
.as  an  illustration.  65  is  the  Communica- 
tion and  Commerce  Division  of  Useful 
Arts ;  656  is  Transportation ;  656.2  is 
Transportation  by  Railways,  and  the  final 
^  refers  to  Safety  Appliances.  This  sub- 
ject is  further  subdivided  into  the  main 
types  of  signals,  etc.  Whether  the  title 
is  known  or  not,  it  is  evident  that  any 
took  bearing  this  number  deals  with  rail- 
way signals. 

The  author  uses  a  card  index,  and  each 
.article  in  the  magazines  is  indexed  under 
the  proper  number.  All  data,  tables  and 
formulas  in  the  catalogues  are  indexed  in 
the  same  way.  When  reference  is  made 
to  any  given  subject  the  cards  show  at 
a  glance  all  the  data  available  on  that 
subject,  and  these  cards  are  together  in- 
stead of  being  scattered  through  the  files. 
Sidney  C.  Carpenter. 

PlainvUle,  Conn. 

ILLUSTRATING      DEWEV      DECIM.AL 
SYSTEM, 
t)     iGeneral    works. 

1  Philosophy. 

2  Religion. 

3  Sociologj*. 

4  Philology. 

5  Natural   science. 
*6     Useful  arts. 

7  Fine     arts. 

8  Literature. 

9  History. 

60  Useful    arts. 

61  Medicine. 
'^62     Engineering. 

63  Agriculture. 

64  Domestic    economy. 

65  Communication   and   commerce. 

66  Chemical  technology. 

67  Manufactures. 

68  ilechanic  trades. 

69  Building. 
620  Engineering. 

*62i  Mechanical. 

622  Mining. 

623  Military. 

624  Bridge   and   roof. 

625  Road  and  railroad. 

626  Canal. 

627  River    and   harbor. 

628  Sanitary. 

629  Other   branches. 

621.0     Mechanical    engineering. 

•  .1      Steam   engineering. 

.2     Water    engines    and    motors. 
.3     Electrical   engineering. 
.4     Air,    gas   and   other   engines. 
.5     Air   compression;    refrigerators. 
.6     Blowing    and    pumping   engines. 
.7     Manufactories:    engineering    works. 
.8     Transmission  machinery:  machine  design 
.9      Machine  tools. 
621.10     Power   plants. 

1  Steam    engine    design. 

2  Marine  engines. 

•  3     Ix)Comotives. 

4  Traction   engines. 

5  Portable  engines. 

6  Stationary   engines.    , 

7  Steam     economy. 

8  Steam    generation:    boilers. 

9  Steam   heating. 
621.130     Locomotives, 

1  Theory. 

2  Types. 

3  Boilers. 

4  Engine. 

•  5  Running  gear. 

6  Tenders. 

7  Management. 

8  Maintenance    and    repair. 

9  Supplies. 

621. 13s. o     Running    gear. 
.  1      Frames. 

•  .2     WTieels,  boxes,  axles. 

.3     Springs,   equalizers,   saddles. 
.4    Trucks 
.5     Brakes. 


Railway  FatJilities. 

It  is  very  gratifying  to  observe  from  the 
advance  reports  just  published  that  the 
fatalities  to  railway  passengers  and  em- 
ployes in  the  United  States  during  1908 
short'S  a  remarkable  decrease  over  that  of 
1907,  a  decrease  amounting  to  nearly  50 
per  cent.  It  may  be  thought  at  first 
glance  that  this  is  owing  to  the  decline  in 
passenger  traffic,  but  this  is  not  the  case 
as  the  passenger  mileage  traffic  for  the 
year  ending  June  30,  1907,  amounted  to 
28,000,000,000,  whereas  in  the  year 
ending  June  30,  1908,  the  passenger  mile- 
age was  over  29,000,000,000  and  the 
report  for  the  year  ending  June  30, 
1909.  tlie  traffic  again  amounts  to  about 
28,000,000,000.  It  \vill  be  generally 
conceded  that  the  decrease  in  the  number 
of  accidents  is  owing  largely  to  the 
greater  deliberation  and  more  careful  ob- 
servance of  regulations  on  the  part  of  all 
connected  with  transportation. 

In  regard  to  similar  statistics  in  Great 


Effect  of  Grade  Reduction. 

-A  record  achievement  in  the  movement 
of  a  heavy  freight  train  has  been  accom- 
plished on  the  Pennsylvania  Railroad  be- 
tween Altoona  and  Enola,  near  Harris- 
burg,  Pa.  To  determine  what  could  be 
done  in  actual  road  service  85  steel  gon- 
dola cars  loaded  with  a  total  of  4,451  tons 
of  coal  were  attached  to  locomotive  Xo. 
1 1 13,  a  freight  engine  of  the  most  im- 
proved type. 

The  total  weight  of  the  train  was  6,151 
tons,  and  its  length  from  the  pilot  of  the 
locomotive  to  the  rear  platform  of  the 
caboose  was  3,000  ft.,  or  nearly  three- 
fifths  of  a  mile.  The  run  of  approximate- 
ly 124  miles,  and  was  made  in  7  hrs.  and 
15  mins.,  the  average  speed  of  the  train 
being  17  miles  per  hour.  The  heaviest 
trains  moved  between  Altoona  and  Enola, 
prior  to  this  record  run,  were  six  freight 
trains,  the  lightest  being  4,922  tons,  total 
weight,  and  the  heaviest  5,307  tons.  These 
runs  had  been  made  possible  by  the  fact 
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Britain  it  is  a  well-known  fact  that  the 
British  railways  have  long  held  a  most 
enviable  reputation  in  regard  to  the  safety 
of  a  passenger  on  railways.  A  close  com- 
parison will  show  that  .\merican  railways 
approach  very  nearly,  in  point  of  safety 
to  passengers,  the  record  of  the  British 
railways.  In  1908  the  total  fatal  accidents 
to  railway  passengers  in  Great  Britain, 
from  all  causes,  was  107,  while  during  the 
same  period  in  the  United  States,  the 
number  of  passengers  killed  on  railways 
was  125.  In  comparing  these  figures  the 
difference  in  mileage  should  be  noted;  the 
railway  mileage  of  Great  Britain  amounts 
to  23,108  miles,  while  that  of  the  United 
States  amounts  to  more  than  230.000 
miles.  -Another  fact  must  also  be  remem- 
bered in  making  comparisons  between  the 
two  countries.  .Although  railway  track 
mileage  here  is  greater  than  in  the  United 
Kingdom  the  volume  of  passenger  traffic 
there  is  much  greater  than  it  is  here. 


N  THE  UNION  P.A.CIFIC. 
that  all  grades  had  been  reduced  and 
compensated  curves  put  in  on  the  middle 
division  on  the  main  line  between  New 
York  and  Pittsburgh,  so  that  the  ruling 
grade  there  is  only  .2  of  one  per  cent.,  or 
less  than  12  ft.  to  the  mile.  Formerly  it 
was  necessary  to  have  a  pusher  engine  to 
help  long  freight  trains  over  heavy  grades. 


Lighting  the  Pennsylvania  Tunnels. 

The  Pennsylvania  Tunnel  &  Terminal 
Company,  operating  the  Pennsylvania 
railroad  tunnels  under  New  York  City 
and  the  rivers,  are  installing  in  the  Long 
Island  City  power  house  two  Westing- 
house  turbine-alternator  sets  of  2,500 
kilowatts  capacity  each,  for  lighting  the 
timnels  and  terminals.  This  service  de- 
mands that  every  precaution  be  taken  to 
insure  absolute  continuity  of  operation  in 
the  generating  and  distributing  systems. 
The  alternators  will  supply  three-phase, 
6o-cycle  current  at  440  volts. 


342 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


August,  1909. 


NEW  OPERATING  SYSTEM   ON  THE  HARRIMAN  LINES 

Correspondence    between    Dr.    Angus   Sinclair   and 
Mr.  Julius  Kruttschnitt,    Director  of  Maintenance. 


The  new  system  of  management  of  the 
Harriman  Lines  has  occupied  the  earnest 
attention  of  the  editorial  staff  of  Rail- 
way AND  Locomotive  Engineeking  be- 
cause it  appeared  to  be  calculated  to  re- 
ward merit  and  efficiency  wherever  found. 
For  reasons  explained  in  the  letter,  Angui 
Sinclair  addressed  the  following  letter  to 
Mr.  Kruttschnitt,  director  of  maintenance 
and  operation  of  the  lines  named,  which 
brought  out  a  courteous  reply: 

LETTER   FROM   DR.    SINCLAIR. 

As  the  greater  proportion  of  the  readers 
of  Railway  and  Loco.motive  Engineer- 
ing are  connected  with  the  mechanical  de- 
partment of  railways,  and  as  most  of  my 
experience  has  been  on  that  side,  I  natur- 
ally cherish  changes  or  improvements  in 
railway  management  calculated  to  confer 
benefits  or  advantages  upon  shopmen,  en- 
ginemen,  trainmen  and  others.  Major 
Hine  was  kind  enough  to  escort  me  about 
the  Union  Pacific  offices  at  Omaha  a  few- 
weeks  ago,  when  he  took  occasion  to  ex- 
plain, as  far  as  the  short  time  would  per- 
mit, the  practical  working  of  the  new 
system  of  management.  The  information 
then  obtained  and  your  admirable  paper 
read  at  the  New  York  Railroad  Club, 
have  supplied  me  with  material  for  ear- 
nest study  that  I  am  pursuing  to  the  best 
of  my  ability.  But  there  are  some  things 
that  I  am  anxious  to  obtain  more  light 
upon,  and  I  am  writing  to  you  in  hopes 
that  you  will  help  me. 

Considering  the  number  of  people  em- 
ployed upon  it,  the  mechanical  department 
ought  to  supply  half  of  the  operating  offi- 
cials, but  it  has  always  fallen  far  short 
of  that  proportion,  although  those  chosen 
from  the  mechanical  department  have 
proved  themselves  particularly  efficient, 
as  might  be  expected  from  the  character 
of  their  training.  I  expected  that  a  new 
system  of  railroad  management  would 
provide  means  of  identifying  the  men  of 
ability  in  the  mechanical  department,  who 
have  been  overlooked  under  the  old  sys- 
tem, which  gives  undue  favor  to  the  office 
class,  because  such  men  come  constantly 
within  the  observation  of  the  officials.  In 
your  paper  you  say : 

"The  consulting  engineer,  among  his 
many  advisory  activities,  takes  young  civil 
engineers  from  the  lines  for  service  in 
his  office,  and  with  this  supplementary 
training  returns  them  to  their  properties 
better  qualified  for  official  positions.  A 
student  course  of  practical  training  for 
division  officials  and  sub-officials  is  being 
worked  out  on  the  various  properties." 

That  is  fine  for  the  engineering  de- 
partment and  the  student  course  would 
naturally  favor  the  office  class  blessed 
with  regular  hours  and  the  opportunity  to 


attend  classes;  but  where  Jul':  the  a.nbi- 
tious  engineer  or  conductor  of  ability 
come  in,  tlic  men  whose  daily  duties 
constitute  the  best  kind  of  traming  for 
filling  official  positions  in  the  operating 
department?  A  student  course  ought  to 
take  in  the  shopmen  of  ability,  many  of 
whom  would  become  excellent  officials, 
but  the  tendency  would  be  to  leave  my 
trainmen  in   the  cold. 

The  new  scheme,  as  I  understand  it, 
aims  to  place  all  railway  employees  on  an 
equal  footing,  so  far  as  their  future  is 
concerned,  which  is  really  a  revolutionary 
movement ;  but  what  puzzles  me  is  your 
method  of  identifying  the  man  likely  to 
be  of  the  greatest  service  to  the  company. 
If  the  facts  bear  me  out,  I  am  anxious 
to  tell  the  mechanical  men  of  the  Harri- 
man Lines,  that  they  have  the  finest  pros- 
[lects  of  any  railway  men  in  the  world 
belonging  to  their  class,  and  I  am  bother- 
ing you  for  more  particulars  of  how  the 
mill  grinds  out  its  work  of  fate. 

MR.    KRUTTSCHNITt's    REPLY. 

The  answer  returned  by  Mr.  Krutt- 
schmitt  is  very  encouraging  to  all  young 
railway  men  ambitious  to  rise  in  the  ser- 
vice by  the  forces  of  industry,  ability  and 
attention  to  business.     It  reads : 

"I  have  your  letter  of  July  l,  and  am 
glad  to  see  the  interest  that  you  take  in 
these  matters,  and  hope  you  will  point  out 
to  the  many  readers  of  Railway  and 
Locomotive  Engineering  that  what  we 
have  done  on  the  Harriman  Lines  is  to 
throw  the  doors  of  promotion  open  to  all 
employees. 

"The  'Outline  of  Work  and  Reading  for 
Students  in  Railroad  Operation,'  a  copy 
of  which  I  enclose,  supplemented  by  what 
is  properly  known  as  the  Hine  system  of 
organization,  it  seems  to  me,  should  prove 
to  the  young  man  entering  railroad,  serv- 
ice, whether  a  graduate  of  a  technical 
school,  or  one  who  enters  the  ranks  with 
very  little  more  than  a  common  school  edu- 
cation, that  he  may  aspire  to  and  evenlually 
reach  any  position  in  the  railroad  service. 

"We  have  for  some  years  been  offer- 
ing inducements  to  graduates  of  universi- 
ties and  technical  schools  in  our  territory 
to  enter  our  service  and  fit  themselves  for 
positions  of  petty  officers.  These  young 
men  reach  us  with  a  certain  amount  of 
theoretical  training,  but  are  deficient  in 
practical  knowledge  of  the  operations  of 
the  railroad.  It  is  our  purpose  to  train 
llicni  while  paying  them  fair  living  salar- 
ies. The  pamphlet  shows  a  practical 
work,  as  well  as  the  reading  expected  of 
them. 

"In  making  this  effort  to  recruit  our 
ranks  from  college  graduates  we  do  not 
wish  to  check  the  ambition  of  or  discour- 


age employees  who  have  started  in  the 
sliops,  motive  power,  maintenance  of  way, 
or  train  service.  We  wish  the  intelligent 
and  capable  locomotive  engineer,  firemen, 
shopmen,  conductor,  brakeman,  agent,  or 
transportation  clerk  that  if  he  fits  him- 
self for  promotion  he  can  get  it,  but,  in 
such  cases,  we  would  expect  him  by  some 
study  to  equip  himself  to  understand  the 
elements  of  railroad  acounting,  use  of  sta- 
tistics, analysis  of  operating  results,  etc., 
etc. 

"In  the  case  of  the  man  from  the  ranks 
rntrained  in  office  work  the  practical  work 
prescribed  in  the  pamphlet  would  be  cut 
out  because  he  would  be  familiar  with  it, 
but  he  would  be  expected  to  follow  the 
course  of  reading  as  outlined.  All  of  the 
works  named  are  of  a  nature  that  can  be 
understood  by  anyone  of  fair  intelligence 
with  a  common  school  education. 

"I  think  the  above  answers  your  ques- 
tions as  to  the  opportunity  afforded  prac- 
tical  men    for   advancement. 

"Under  Major  hine's  system,  which  we 
are  now  using  on  a  number  of  our  divi- 
sions, we  practically  say  to  the  superin- 
tendent's staff  of  assistants,  to-wit :  his 
trainmaster,  master  mechanic  and  division 
civil  engineer,  that  at  the  date  we  inau- 
gurate the  system  we  propose  to  start 
them  all  together  as  assistant  superin- 
tendents, each  one  of  them  clothed  with 
authority  co-extensive  "with  that  of  a  di- 
vision superintendent,  i.  e.,  over  all  divi- 
sion employees.  Each  is  given  to  under- 
stand that  he  is  to  take  steps  to  educate 
himself  in  those  branches  of  the  service 
in  which  he  is  weak  or  deficient.  The 
master  mechanic  must  familiarize  himself 
v.ith  track  work,  train  dispatching,  hand- 
ling of  cars  and  study  of  statistics.  The 
division  civil  engineer  must  post  himself 
on  locomotive  and  equipment  construc- 
tion and  design,  and  with  track  work. 
The  trainmaster  must  make  good  his 
shortcomings  in  the  mechanical  and  main- 
tenance line.  We  shall  be  patient  w-ith 
these  gentlemen  and  give  them  ample  time 
to  fit  themselves  to  broader  duties,  but 
we  expect,  and  on  this  point  we  shall 
insist,  that  after  reasonable  delay  each 
one  that  fails  to  grasp  the  opportunity 
and  prove  himself  fitted  for  promotion 
must  expect  to  drop  out  and  make  way  for 
better  material. 

"Allow  me  to  suggest  that  your  paper, 
reaching,  as  it  does,  so  many  engineers, 
firemen,  conductors  and  brakemen,  could 
render  them  and  the  management  the 
greatest  service  by  clearly  pointing  out 
that  our  system  is  affording  them  an  op- 
portunity which  I  do  not  think  any  other 
system  has  heretofore  offered :  that  it  is, 
therefore,   incumbent   on   them   to   justify 
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the  management  in  the  course  it  has  taken 
by  the  manner  in  which  they  receive  and 
profit  by  it,  at  the  same  time  facing 
them  with  the  fact  that  if  they  fail  they 
must  expert  some  one  else  to  step  into 
their  places. 

"I  write  as  I  do  because  I  understand 
some  of  the  gentlemen  recently  promoted 
to  the  position  of  assistant  superintend- 
ents have  spoken  rather  flippantly  of  the 
system  and  of  their  new  titles,  and  have 
indicated  by  remarks,  and  even  acts,  that 
it  was  too  much  to  expect  a  master  me- 
chanic while  looking  out  for  the  motive 
power  and  equipment,  to  btirden  himself 
with  questions  pertaining  to  maintenance 
of  track  and  train  service;  and,  in  some 
cases,  even,  officers  as  high  as  superin- 
tendents of  motive  power  have  comment- 
ed in  the  same  flippant  and  disapproving 
spirit  forgetting  that,  eventually,  under 
the  logical  development  of  the  system 
they  must  expect  to  appear  on  the  pay- 
rolls first  as  assistant  general  managers, 
then  as  general  managers,  vice-presidents 
and  presidents. 

"Under  rate  and  industrial  conditions 
of  fifteen  or  twenty  years  ago  railroads 
could  be  run  successfully  by  almost  any- 
one, but  the  small  roads  have  disappeared 
to  such  an  extent  and  merged  into  larger 
systems,  and  the  margin  between  revenue 
and  expenses  has  shrunk  to  such  small 
proportions  that  mncli  more  is  demanded 
of  the  railroad  manager  of  the  present 
day.  New  methods  of  operation  are  nec- 
essary, and  if  they  are  to  be  successful 
men  must  be  trained  to  fully  meet  the 
larger  responsibilities  thrown  upon  them. 

"If  the  system  we  have  devised,  and  on 
which  we  are  now  working,  fails  it  will 
fail  because  of  the  incapacity  or  unfitness 
of  the  individuals,  and  not  because  of  the 
system,  so  that  whatever  you  can  do  to 
bring  this  point  out  clearly,  will,  as  I 
have  said,  be  of  inestimable  value  both 
to  the  rank  and  file  and  the  management." 


•  Centre-Casting  Liners. 

The  forging  of  iron  or  steel  liners  for 
locomotive  or  car  truck  centre-castings 
involves  considerable  work  when  forged 
in  the  usual  w-ay  (by  bending  over  the 
horn  of  the  anvil).  It  is  also  difficult  to 
make  a  half  circle  anything  nearly  perfect 
unless  more  time  is  taken  with  the  opera- 
tion than  the  job  is  worth.  A  clever  de- 
vice has  been  brought  into  operation  by 
Mr.  William  Low,  foreman  blacksmith  of 
the  shops  of  the  Interborough  Railroad, 
New  York,  which  not  only  produces  an 
exact  semi-circle,  but  in  the  way  of  output 
performs  many  times  more  work  than  by 
the  old  process  of  hammering. 

-■^s  will  be  seen  in  the  accompanying 
illustration,  the  device  consists  of  a  wheel 
the  diameter  of  which  corresponds  to  the 
inner  diameter  of  the  liner  that  may  be 
desired.  This  wheel  is  firmly  attached  to 
a  strong  iron  plate  which  may  be  at- 
tached to  a  portable  table  or  other  heavy 


object.  A  movable  lever  three  or 
four  feet  in  length  is  attached  to  the 
center  of  the  wheel  and  attached  to  this 
lever  is  another  smaller  lever.  Both 
wheels  are  grooved  in  their  outer  rims, 
and  are  adjusted  sufficiently  apart  from 
each  other  to  admit  the  iron  or  steel  bar 
of  which  the  liners  are  to  be  made.  The 
pieces  of  which  the  liners  are  made  are 
cut  the  length  necessary  and  heated,  and 
on  being  inserted  in  the  opening  between 
the  two  wheels  the  lever  is  moved  a  half 
revolution  and  the  liner  is  quickly  and 
perfectly  bent  into  shape.  It  will  be 
noted  in  the  illustration  that  there  is  an 
attachment  fastened  to  the  iron  plate  at 
the  point  where  the  heated  bar  is  inserted 
between  the  two  wheels.  This  attachment 
is  provided  with  several  notches  or  teeth 
so  set  that  they  hold  the  heated  bar  in 
place  when  the  lever  is  moved.  It  may 
be  added  that  for  different  sizes  of  liners 
there  are  different  levers  with  wheels 
adjusted  to  suit  the  particular  size  re- 
quired.    In  the  case  of  thinner  liners  the 
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grooves  in  the  edges  of  the  wheels  are 
slightly  bevelled  and  two  or  three  thin 
bars  may  be  admitted  at  once.  When  the 
liners  are  cooled  the  projecting  points  are 
readily  cut  off  in  a  jig  which  presents  the 
superfluous  metal  to  the  shears.  It  is  a 
noteworthy  fact  that  the  crushing  of  the 
heated  metal  on  the  outer  edge  by  the 
small  wheel  has  the  effect  of  thickening 
the  outer  edge  almost  as  much  as  is  shown 
by  the  contraction  of  the  inner  edge.  As 
a  labor-saving  device  it  is  a  great  success. 


Care  of  Lubricators. 

Among  the  many  thoughtful  members  of 
the  Traveling  Engineers'  Association,  Mr. 
W.  H.  Corbett  of  the  Michigan  Central 
has  gained  prominence  as  an  advocate  of 
good,  sensible  methods  in  locomotive 
management.  Talking  on  that  trouble- 
some matter,  care  of  lubricators,  he  said; 
From  my  past  experience  and  watching 
the  feeds  of  the  lubricators,  I  feel  quite 
confident  that  it  is  absolutely  necessary 
to     start     the     lubricator     feeding     from 


twelve  to  fifteen  minutes  before  leaving 
time.  It  is  for  this  reason :  The  drops  of 
oil  as  they  leave  the  lubricator  pass  along 
down  through  the  pipe  and  adhere  to  the 
inside  of  the  pipe,  and  if  you  have  a 
glass  at  the  steam  chest  you  will  discover 
that  a  drop  of  oil  does  not  appear  at  the 
glass  until  nearly  fifteen  minutes  from  the 
time  that  you  start  to  lubricate.  There- 
fore I  say  that  it  is  absolutely  necessary 
to  educate  the  men  that  they  should  start 
the  feeds  at  least  fifteen  minutes  before 
leaving  time.  It  is  not  necessary  to  open 
thein  wide,  but  it  is  essential  to  get  the 
oil  pipe  lubricated  on  the  inside  so  that 
the  oil  will  pass  into  the  steam  chest 
when  you  are  ready  to  start  up,  and  get 
the  cylinders  lubricated  and  valves  oiled 
also.  After  doing  so,  do  not  blame  the 
lubricator  or  the  oil  if  the  cylinders 
groan.  On  the  road  with  which  I  am  con- 
nected we  received  some  new  engines 
with  i2-in.  water  glasses,  and  the  cylinders 
would  groan  at  times  and  the  valves  get 
dry.  Mr.  McBain,  the  superintendent  of 
motive  power,  had  a  lo-in.  glass  put  on 
every  one  of  those  engines,  and  I  want  to 
assure  you  that  the  engines  are  going  up 
and  down  the  road,  and  there  is  very  lit- 
tle trouble  unless  some  young  engineer  is 
in  charge  who  happens  to  fill  the  boiler 
to  the  top  of  the  glass  and  works  water. 
It  is  not  only  water  that  you  work  out 
of  the  stack,  but  it  is  the  saturated  steam 
that  you  have  to  avoid.  Educate  your 
men,  and  also  help  them  by  fixing  up 
their  engines  so  that  this  will  not  occur. 
I  know  from  experience  that  it  is  nec- 
essary to  start  the  lubricator  feeding 
early.  The  hand  oiler  is  also  a  very  good 
feature  on  the  engines.  It  is  not  abso- 
lutely necessary,  but  in  case  the  valves 
and  cylinders  are  dry,  you  have  a  chance 
to  get  the  oil  into  the  cylinders  and  valves 
immediately  without  increasing  or  dis- 
turbing the  feeds  of  the  lubricator,  and 
you  have  overcome  that'  difficulty  imme- 
diatelv. 


In  order  to  simplify  details  in  connec- 
tion w'ith  correspondence,  telephoning, 
etc.,  the  Quincy,  Manchester,  Sargent 
Company,  of  Plainfield,  N.  J.,  have 
deemed  it  advisable  to  change,  their  name 
and  hereafter  will  operate  under  the  cor- 
porate name  of  the  "The  Q.  M.  S.  Co." 
This  change  has  been  under  consideration 
for  some  time,  many  friends  and  cus- 
tomers   having    practically    demanded    it. 


The  Wabash  Railroad  people  are  said 
to  be  considering  the  adoption  of  the 
Baker-Pilliod  valve  gear  for  all  multi- 
coupled  locomotives  in  which  outside 
valve  motion  is  highly  desirable.  Mr.  F. 
A.  Dolan,  president  of  the  Wabash  Rail- 
road, himself  an  old  superintendent  of 
motive  power,  examined  very  carefully 
the  mode!  of  the  Baker-Pilliod  valve  gear 
shown  at  Atlantic  City  during  the  rail- 
road convention. 
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Even  Chance  for  All  on  the  Harriman 
Lines. 

We  have  noticed  lately  that  oftentimes 
when  a  few  railroad  men  happen  together 
with  leisure  for  social  conversation,  that 
the  new  system  of  management  intro- 
duced upon  the  Union  Pacilic  and  other 
Harriman  lines  frequently  comes  up  for 
talk  and  discussion.  Railroad  men,  more 
especially  those  engaged  in  the  operating 
department,  are  the  most  conservative 
class  of  people  we  have  ever  met  outside 
of  hard  shell  Baptists  and  naturally  they 
do  not  regard  with  favor  new  rules  and 
regulations  formulated  to  replace  the 
rules  of  practice  that  have  controlled  the 
destinies  of  thousands  of  earnest  workers 
for  over  fifty  years.  The  fact  that  a  sys- 
tem or  practices  have  the  reputation  of 
being  old,  does  not  by  any  means  imply 
that  they  cannot  be  improved.  Not  only 
has  the  original  system  of  selecting  men 
for  promotion  on  most  railways  become 
obsolete  and  unfair,  it  never  was  just  to 
the  great  mass  of  men  who  displayed  zeal 
and  developed  commanding  ability  in  the 
performance  of  duties  that  naturally 
recommended  them  for  ijromotion  to  offi- 
cial positions. 

These  discriminating  conditions  have 
always  been  actively  at  work  against  the 
able  men  in  the  mechanical  and  those  en- 
gaged in  the  train  operating  departments. 


The  duties  performed  by  these  classes  of 
railroad  people  are  of  the  character  that 
tend  to  develop  the  most  valuable  human 
faculties,  the  qualities  that  render  the 
holders  peculiarly  useful  railroad  officials. 
It  might  naturally  be  supposed  that  men 
belonging  to  these  classes  would  be  noted 
for  the  cordial  support  which  they  ex- 
tended to  the  officials  introducing  a  re- 
form calculated  to  extend  justice  to  people 
who  have  long  labored  under  grevious 
disabilities;  but  the  letter  from  Mr.  Krutt- 
schmitt,  published  in  another  column  of 
this  paper,  indicates  that  appreciation  of 
favors  received,  has  not  been  manifested 
with  the  readiness  that  might  have  been 
expected. 

We  would  like  to  believe  that  the  op- 
position shown  on  the  Union  Pacific 
against  the  new  system  of  management, 
arises  from  ignorance  of  the  benefits  in 
store  for  deserving  employes,  and  through 
misunderstanding  the  purposes  of  those 
instituting  the  change.  The  new  schemv: 
aims  to  put  every  person  who  has  entered 
railway  service  with  the  view  of. making 
it  the  field  of  his  career,  on  the  same 
footing  so  that  advancement  shall  depend 
upon  the  ability  and  zeal  displayed.  The 
(Jcpartment  of  work  they  are  engaged  on 
will  naturally  make  employes  expert  on 
certain  lines  of  responsibility  and  deficient 
on  others.  The  beneficial  plan  of  the 
management  proposes  to  provide  all  am- 
bitious employes  with  opportunities  for 
acquiring  knowledge  in  the  lines  their 
duties  did  not  reach.  No  part  of  the  new 
.irrangement  will  be  permitted  to  chei.k 
tlie  ambition  or  discourage  employes  who 
have  started  in  the  shops,  motive  power, 
maintenance  of  way  or  train  service.  The 
intelligent  and  capable  locomotive  en- 
gineer, fireman,  shopman,  conductor,  sta- 
t.on  agent  or  transportation  clerk  may 
feel  with  assurance,  that  if  he  fits  himself 
for  promotion  he  can  get  it ;  but  in  such 
cases  the  management  would  expect  the 
candidate  by  study  to  equip  himself  with 
the  knowledge  that  their  daily  work 
brings  to  those  engaged  in  clerical  duties 
(3n  the  other  hand,  the  station  agent  and 
transportation  men  would  be  required  to 
familiarize  themselves  with  work  now  be- 
longing to  the  mechanical  and  to  the 
maintenance  of  way  departments. 

At  first  thought,  the  ordinary  railroad 
man  is  inclined  to  believe  such  training 
or  study  as  preparation  for  promotion  to 
be  impracticable ;  but  that  is  because  he 
has  encountered  something  out  of  the 
beaten  path.  There  are  numerous  lines  of 
business  wherein  efficient  workers  have  to 
master  many  more  details  than  an  all- 
round  railroad  superintendent  must  do  to 
become  familiar  with  the  new  organiza- 
tion of  the  Harriman  Lines.  Those  who 
face  the  new  problems  with  confidence 
that  they  can  be  easily  solved,  have  fought 
more  than  half  the  battle.  Skulking  or 
holding  back  will  place  the  conservative 
or    kicking    element    at    a    disadvantage 


alongside  of  those  who  display  willingness 
to  give  the  new  order  of  things  their 
hearty  support. 

Those  who  swim  ahead  on  the  new 
wave  of  progress  will  encounter  novel 
conditions  that  ought  to  be  met  in  a  fair 
and  manly  spirit.  Each  Superintendent 
has  a  staff  of  assistants  holding  the  title 
of  Assistant  Superintendents  who  per- 
form the,  duties  previously  done  by  Train 
Masters,  Road  Foremen  of  Engines,  Mas- 
ter Mechanics  and  Division  Civil  En- 
gineers, each  of  them  having  authority 
over  all  division  employes.  It  has  been 
necessary  in  consolidating  the  office  busi- 
ness to  take  away  stenographers  and  secre- 
taries from  some  of  the  officials,  which 
has  caused  some  soreness,  but  there  was 
no  intention  to  infringe  upon  the  dignity 
of  the  individual  and  the  wounds  will  no 
doubt  heal  leaving  no  disfiguring  scars, 
for  their  duties  are  widened  sufficiently 
to  bring  consolation  to  healthy  minded 
men.  Consolidating  the  office  work  has 
greatly  reduced  the  volume  of  correspond- 
ence with  decided  benefits  to  the  inter- 
ests of  the  company. 

The  company's  officials  are  actuatel  with 
charity  to  all  and  malice  towards  none, 
which  makes  it  the  bounden  duty  of  the 
officials  bearing  the  new  names  to  give 
their  management  hearty  and  cordial  sup- 
port. They  are  in  the  position  of  Sydney 
Smith,  the  famous  humorist,  when  he  was 
under  examination  for  entering  the  min- 
istry. The  question  was  asked.  Can  you 
subscribe  to  the  thirty-nine  articles?  Cer- 
tainly, was  the  reply,  to  forty  if  that  will 
give  you  greater  satisfaction.  Try  to  give 
satisfaction  and  all  will  be  well. 


The  Signal  Question. 

Our  readers  will  see  in  the  correspond- 
ence columns  of  this  issue  two  letters 
from  men  well  qualified  to  give  an  opin- 
ion in  the  signal  question.  One  of  these 
men,  a  road  foreman  of  engines,  habitually 
viewing  signals  from  the  engine  cab,  is  of 
the  opinion  that  good  practice  would  'be 
to  make  the  red  light  absolute.  That  is 
that  red  should  always  and  under  all  cir- 
cumstances be  the  railway  color  for  an 
absolute  stop. 

This  idea  would  involve  the  changing 
of  many  signal  lights  and  also  modifying 
the  interlocking  principle.  He  suggests  the 
obscuring  of  the  red  light  at  a  junction 
point  when  the  red  light  does  not  indicate 
the  route  for  the  oncoming  train.  He  also 
would  like  to  see  advance  signals  used  at 
interlocking   plants. 

While  we  do  not  wish  to  express  an 
opinion  just  now  on  the  pros  and  cons  of 
this  proposal,  it  is  nevertheless  a  frank 
and  valuable  expression  of  opinion  and 
we  invite  others  to  discuss  the  whole 
question  in  the  same  practical  way.  Tell  us 
what  you  think  of  existing  systems.  They 
are  not  perfect  and  what  you  tell  us  of 
how  you  regard  the  whole  matter  may 
lead  some   signal   engineer  or   other   rail- 
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road  man  to  devise  a  valuable  improve- 
ment. 

Another  correspondent,  also  a  traveling 
engineer  on  a  prominent  railway,  believes 
that  engineers  and  firemen  prefer  to  see 
the  semaphore  arm  when  they  can  at  night 
just  as  they  do  in  day  time.  We  want  a 
full  expression  of  opinion  from  engineers 
and  firemen,  for  the  latter  will  be  en- 
gineers a  little  later  on.  Tell  us  if  the 
sight  of  the  semaphore  arm  at  night  is 
more  satisfactory  to  you  than  the  colored 
light. 

The  signal  system  on  American  rail- 
ways, while  it  is  the  product  of  expert 
minds  and  is  altogether  a  wonderfully 
efficient  and  practical  safety  "feature  in 
modern  railroading,  yet  it  is  not  so  per- 
fect that  it  is  beyond  improvement  and  we 
believe  that  the  men  who  look  out  for 
these  signals  from  the  windows  of  the  cab 
are  the  men  who  can  tell  some  things  that 
the  signal  engineers  and  the  managers  of 
railways  would  like  to  know.  Read  what 
has  been  written  on  the  subject  and  let 
us  hear  from  vou  without  delav. 


French  Railway  Men. 

The  improvement  in  the  condition  of 
railway  men  in  France  is  one  of  the 
marked  features  of  the  advance  of  the 
industrial  classes  under  the  republic. 
Apart  from  the  simple  question  of  in- 
crease of  wages,  which,  when  contrasted 
with  a  larger  increase  in  the  cost  of  neces- 
sities, is  often  no  increase  at  all,  there 
has  been  much  real  gain  in  the  shortening 
of  the  hours  of  labor.  In  regard  to  en- 
gineers and  firemen  having  charge  of 
direct  passenger  service  it  is  rarely  that 
over  5  hours  is  spent  in  actual  traction 
service  each  day,  and  the  entire  day's 
work  never  exceeds  8J4  hours.  Regular 
intervals  of  rest  on  each  eighth  or  ninth 
day  is  established  on  all  roads,  the  rest 
extending  to  more  than  30  hours.  There 
are  also  12  consecutive  days'  holiday  a 
year,  during  which  time  their  wages  are 
paid. 

Quite  a  number  of  small  concessions 
are  made  to  the  railway  men  and  their 
families,  such  as  cheap  rates  at  restau- 
rants, coal  at  cost  price,  reduced  railway 
fares  for  the  families  of  railway  men,  an- 
nual allowances  for  large  families,  schol- 
arships and  other  gratuitous  aids  which  in 
the  aggregate  give  railway  men  quite  an 
advantage  over  the  employes  of  other 
corporations.  The  most  important  mat- 
ter, however,  is  the  national  pension  fund, 
all  railway  employes  paying  4  per  cent,  of 
their  wages  into  this  fund,  the  company 
paying  15  per  cent,  on  the  fixed  wages. 
Every  man  has  a  right  to  a  pension  on 
reaching  his  fifty-fifth  year,  after  having 
served  the  company  for  twenty-five  years. 
After  that  period  of  service  the  pension 
is  equal  to  the  half  of  the  average  pay  of 
the  six  years  during  which  the  pay  was 
the  highest.  If  the  railway  man  prefers 
to  continue  longer  in  the  service  his  pen- 


sion is  correspondingly  increased.  It  is 
a  noteworthy  fact  that  many  of  the  super- 
annuated railway  men  have  a  larger  pen- 
sion than  many  of  the  petty  State  officials, 
who  had  to  undergo  heavy  outlays  in  or- 
der to  qualify  for  their  positions.  It  may 
be  added  that  while  the  actual  wages  in 
France  do  not  exceed  one-half  what  are 
paid  in  America,  many  of  the  French  rail- 
way men  are  in  receipt  of  pensions 
amounting  to  3,300  francs  or  nearly  $700 
a  year,  a  sum  which  is  in  every  way  a 
very  comfortable  competence  to  a  retired 
working  man  resident  anywhere  in 
Europe. 


Machine  Shop  Management. 

Those  of  us  who  have  been  railroading 
a  long  time  cannot  fail  to  be  struck  with 
the  marked  improvement  observable  in 
machine  shop  management  that  character- 
izes the  method  in  vogue  at  our  chief  rail- 
road centers  nowadays  in  comparison  with 
the  method,  or  rather  the  want  of  meth- 
od, in  use  thirty  or  forty  years  ago.  A 
peculiarity  of  these  earlier  times  was  the 
incessant  meddling  by  men  in  higher  au- 
thority over  those  in  subordinate  positions. 
It  seemed  that  after  some  capable  me- 
chanic had  been  selected  from  among  the 
others  to  take  charge  of  a  certain  section 
of  the  work  he  was  not  to  be  altogether 
trusted.  It  would  have  been  a  lowering 
of  the  dignity  of  the  higher  official  if  his 
assistant  had  been  allowed  a  full  oppor- 
tunity to  superintend  the  part  of  the  work 
that  was  allotted  to  him.  The  individu- 
ality of  the  subordinate  was  not  to  be 
permitted  to  blossom  and  ripen  into  fru- 
ition. The  result  was  that  the  promise 
of  hope,  as  far  as  the  capabilities  of  the 
subordinate  was  concerned,  was  unful- 
filled. The  highest  value  of  the  man  was 
never  realized.  Like  a  recruit  forever  at 
drill  he  was  simply  marking  time  when 
he  should  have  been  marching  bravely 
onward. 

We  recall  in  memory  several  master 
mechanics  and  shop  foremen  of  this  kind. 
Their  periodical  visitations  were  a  terror 
not  only  to  evildoers  who  knew  of  their 
coming  and  got  busy  when  they  came, 
but  it  was  a  source  of  irritation  to  the 
gang  foremen  whose  nerves  were  on  edge 
and  whose  plans  were  so  systematically 
and  completely  upset  that  the  more  as- 
tute among  them  usually  set  some  trifling 
operations  awry  in  order  to  engage  the 
attention  of  the  supercilious  supervisor 
and  so  permit  the  chief  operations  to  pro- 
ceed unhampered.  Usually  when  the  "old 
man"  came  on  his  unwelcome  rounds  the 
day's  disasters  could  be  seen  in  his  morn- 
ing's face.  A  word  of  encouragement 
never  fell  from  such  a  man.  Importance 
sat  upon  his  dark  brows.  He  was  the 
fountain  of  all  knowledge.  He  and  he 
alone  was  infallible,  or  seemed  to  think 
he  was,  and  in  this  delusion  such  men 
lived  and  moved  and  had  their  narrow 
being. 


Higher  education  has  done  away  with 
this  class  of  railroad  men.  A  few  fos- 
silized barnacles  may  remain  here  and 
there,  but  they  belong  to  a  defunct  period 
and  are  really  no  part  of  the  broad,  kind- 
ly, systematic  management  of  the  twen- 
tieth century  railroad  machine  shop.  The 
new  system  is  manifesting  itself  every- 
where, and  is  begetting  a  feeling  of  self- 
respect  and  self  reliance  among  this  im- 
portant class  of  railway  men.  Men  know 
better  than  before  what  their  duties  are. 
Officials  realize  more  fully  than  they  ever 
realized  before  that  there  is  a  limit  to 
their  authority.  Improvement  in  system 
is  keeping  pace  with  improvements  in 
mechanism,  and  if  moral  lessons  may  be 
learned  from  inanimate  things  it  must  be 
admitted  that  there  are  fine  illustrations 
in  mechanism  where  each  part  has  its  de- 
fined work  and  its  limitations. 

Any  system  that  leads  toward  harmoni- 
ous action  and  at  the  same  time  leaves 
opportunities  for  the  development  of  the 
latent  qualities  of  the  earnest,  conscien- 
tious mechanic  is  the  system  that  should 
be  encouraged.  The  spirit  engendered  by 
the  adoption  of  such  systems  is  one  of 
the  most  cheering  signs  of  the  time  in 
which  we  live. 


The  Valve  Rod. 

In  the  hurry  and  bustle  incident  to  the 
completion  of  the  repairs  of  locomotives, 
machinists  are  apt  to  overlook  the  cor- 
rect adjustment  of  the  valve  rod.  It 
should  never  be  taken  for  granted  that 
the  valve  rod  is  of  the  correct  length. 
It  should  rather  be  borne  in  mind  that,  in 
the  case  of  general  repairs  to  the  engine, 
the  valve  rod  must  necessarily  require 
to  be  re-adjusted.  Several  causes  lead  to 
this.  In  the  first  place  the  refitting  of  the 
rocker  boxes  have  the  effect  of  throwing 
the  bolt  holes  out  of  line  with  those  in 
the  frame.  This  requires  that  one  or  other 
of  the  bolt  holes  in  the  rocker  must  be 
slotted  to  admit  the  bolting  of  the  rocker 
box  in  position.  It  is  immaterial  which 
of  the  holes  is  changed ;  the  position  of 
the  rocker  box  is  no  longer  exactly  as 
before,  the  centre  having  changed  its  lo- 
cation backward  or  forward  along  the 
frame.  Then  the  refitting  of  the  valve 
yoke,  or  the  attachment  of  new  ends  on 
the  valve  rod  or  other  organic  changes  all 
tend  to  affect  in  a  greater  or  less  degree 
the  required  length  of  the  valve  rod. 

The  best  method  of  accomplishing  its 
exact  adjustment  is,  after  attaching  the 
valve  rod  to  the  valve  stem  and  rocker, 
to  mark  the  valve  openings  on  the  valve 
rod  with  a  tram.  It  should  then  be 
noticed  whether  the  engine  is  exactly  level 
or  not.  It  will  be  generally  found  that 
the  locomotive  has  a  tendency  to  be  lower 
in  front.  This  tendency  is  generally  rec- 
tified when  the  boiler  is  filled  with  water. 
In  any  event  the  locomotive  should  be 
carefully  leveled,  and  a  double  plumb  may 
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be  hung  over  the  rocker  arm,  and  the 
center  of  the  rocker  moved  to  the  central 
point  between  the  two  lines  of  the  plumb. 
A  mark  on  the  valve  rod  by  the  tram 
while  the  rocker  is  in  this  position  will 
readily  show  whether  the  valve  is  in  the 
central  position  or  not.  The  lengthening 
or  shortening  of  the  valve  rod  should 
be  carefully  marked  by  the  machinist 
for  the  guidance  of  the  blacksmith, 
and  the  entire  experiment  should  be 
repeated  in  order  to  prove  beyond 
a  doubt  that  the  valve  rod  is  correct 
It  should  also  be  observed  that  there  is  no 
twist  on  the  valve  yoke,  and  it  is  well  that 
the  valve  rod  should  be  tried  on  the 
rocker  end,  and  note  that  the  rod  points 
centrally  to  the  valve  stem. 

These  directions  in  regard  to  the  valve 
rod  are  made  with  special  reference  to 
locomotives  equipped  with  the  Stephenson 
shifting  link  and  D-slide  valve,  but  in  a 
general  way  the  method  of  ascertaining 
the  exact  length  of  the  valve  rod  may  be 
applied  to  any  kind  of  valve  gearing, 
and  no  kind  of  valve  gearing  can  be 
properly  adjusted  unless  the  valve  rod  is 
exactly   fitted   to   its  place. 


Real  Inventor  of  the  Steam  Engine. 
Our  national  tendency  towards  hero 
w^orship  has  moved  our  people  to  bow 
many  times  in  heart-felt  adoration  to  sup- 
posed deities  that  were  really  images  of 
clay.  The  American  people  have  been 
peculiarly  unfortunate  in  their  choice  of 
industrial  heroes  and  have  given  devotion 
to  many  persons  for  services  to  the  world 
which  they  never  performed.  A  move- 
ment is  in  a-ction  at  present  to  make  people 
overexert  themselves  directly  in  shouting 
for  Fulton,  while  Watt,  Stephenson  and 
others  have  been  applauded  in  the  past  for 
achievements  which  others  executed. 

With  all  that  miscarriage  of  sentimental 
justice,  the  silent  pleadings  of  a  real  hero 
of  invention,  a  genuine  benefactor  of  the 
human  race  are  ignored  because  others, 
who  were  mere  laborers  helping  in  com- 
pleting the  work  originated  by  Thomas 
Xewcomen,  the  real  inventor  of  the  prac- 
tical steam  engine,  have  stepped  in  and 
claimed  credit  for  the  invention.  The 
problem  of  making  the  immense  potential 
power  of  heat  through  steam  carry  the 
burdens  of  mankind,  occupied  the  minds 
of  men  for  at  least  twenty  centuries  and 
was  at  last  solved  by  an  ingenious  English 
blacksmith  named  Thomas  Newcomen, 
whose  name  is  almost  to  become  un- 
known. 

There  have  been  periods  of  great  mental 
awakenings  in  the  world's  history,  times 
when  men's  minds  were  excited  by  spasms 
of  powerful  emotion  that  produced  various 
fruits  of  righteousness,  utility  or  iniquity, 
that  exerted  mighty  influences  upon 
human  affairs.  These  periods  of  intense 
heart  inspiration  generally  brought  forth 
new  ideas  and  startling  revelations  con- 
cerning    religion;      but     sometimes      they 


brought  increasing  light  upon  such 
mundane  matters  as  science,  mathematics, 
mechanics  and  other  departments 
of  learning.  A  time  of  this  kind 
which  twentieth  century  people  would 
call  a  "revival"  and  the  earnest  thinkers 
of  three  centuries  earlier  would  have 
called  "a  rustling  of  the  dry  bones,"  hap- 
pened about  twenty  centuries  ago  and 
brought  to  the  world  particulars  of  an 
apparatus  through  which  the  inventor 
supposed  that  the  force  of  expanding 
steam  might  be  converted  into  work. 

For  a  period  of  several  centuries  that 
began  about  three  hundred  years  before 
the  Christian  era,  the  city  of  Alexandria 
in  Egypt  was  the  principal  seat  of  learn- 
ing in  the  world.  Tremendous  intellectual 
vigor  prevailed  and  all  sorts  of  soul- 
stirring  enterprises  were  promoted.  Philo- 
sophical speculations  became  fashionable 
among  the  leaders  of  society  and  preten- 
sions of  imposing  knowledge  moved  the 
people  into  unheard  of  field  of  inquiry. 
Here  a  philosopher  named  Hero  compiled 
a  treatise  in  which  numerous  useful  and 
curious  machines  were  illustrated  and 
described,  among  them  a  form  of  engine 
that  was  operated  by  compressed  air  or 
expanding  steam.  The  apparatus  was  a 
mere  toy  incapable  of  application  to  use- 
ful purposes,  but  it  demonstrated  the  fact 
that  steam  could  be  used  to  produce  mo- 
tion. 

In  the  ages  that  have  elapsed  since  the 
glory  of  Egypt  departed,  intellectual 
awakenings  came  at  irregular  ifitervals, 
and  scientific  speculations  concerning  the 
potential  possibilities  of  steam  have  been 
ventilated,  but  not  until  the  eighteenth 
century  was  anything  done  that  paved  the 
way  for  real  progress. 

When  the  art  of  war  had  ceased  to  form 
popular  occupation  and  mental  diversion 
for  the  English  speaking  people  many  of 
them  turned  their  attention  to  science  and 
invention  which  brought  into  considera- 
tion the  possibility  of  making  steam  lighten 
the  burdens  of  mankind.  It  is  useless  to 
detail  even  the  names  of  the  workers 
whose  devotion  and  labor  cleared  the 
rough  road  that  gave  the  world  the 
blessings  brought  by  the  steam  engine. 

Probably  the  world  discovered  long  be- 
fore Hero's  time  that  terrible  force  wa^; 
generated  when  boiling  water  was  corked 
up  without  means  of  escape.  The  thrifty 
housewife  who  tried  to  hold  in  the  fumes 
of  the  boiling  broth  by  putting  a  stone 
upon  the  lid  of  the  kale  pot,  occasionally 
had  an  explosion  which  spread  consterna- 
tion and  mystery.  The  wise  men  of  the 
world  proceeded  to  find  means  of  har- 
nessing this  mysterious  force  of  steam. 
Thomas  Newcomen  was  the  first  to  ac- 
complish the  feati 

For  generations  inventors  had  tried  to 
make  steam  perform  the  work  of  raising 
water  by  putting  pressure  directly  upon 
the  surface  of  the  body  to  be  raised,  the 
way  that  compressed  air  is  now  used  to 


raise  water  in  a  sleeping  car.  That  plan 
caused  immense  loss  of  steam  in  con- 
nection with  many  other  very  perplexing 
operations.  Newcomen  applied  a  piston 
inside  of  a  cylinder  and  used  the  steam 
to  move  the  piston.  That  was  the  combi- 
nation which  produced  the  first  success- 
ful steam  engine.  It  was  a  crude  appara- 
tus, but  it  was  the  pattern  on  which  Watt, 
Evans  and  other  improvers  worked  to 
develop   the  modern  steam   engine. 

Thomas  Newcomen  patented  his  so- 
called  "fire  engine"  in  1705.  but  there 
were  so  many  delays  in  construction  and 
so  many  changes  and  experiments  to  be 
made  in  working  out  details  of  the  novel 
machine,  that  it  was  not  ready  for  doing 
the  work  of  pumping  water  until  1709,  so 
this  is  the  second  anniversary  of  the  most 
important  invention  of  modern  times. 

This    invention    of    Newcomen    was   no 
fruitless  attempt  to  provide  the  means  for 
making  steam  do   useful   work;   it  was  a 
practical    steam    engine    that    became    ex- 
tensively used  for  pumping  water  out  of 
mines   and    for    supplying  power    to   city 
water   stations.     When  James   Watt,   the 
Scotch  instrument  maker,  had  his  attention 
first  directed  to  the  Newcomen  engine  in 
1763,    through    being    requested   to    repair 
a  model  of  that  engine  belonging  to   the 
University   of   Glasgow,   there   were,   at   a 
conservative  estimate,  seventy  Newcomen 
engines    running  into   hundreds   of   horse 
power,     at     work    in    different    parts    of 
Europe.     Watt  performed  important  serv- 
ices to  the  cause  of  human  progress  by 
the    improvements    he    effected    upon   the 
Newcomen  engine,  but  Watt's  work  was 
nothing  as  compared  to  that  of  the  orig- 
inal inventor  who  devised  the  mechanism 
that   brought   the    force   of   steam    within 
man's    dominion,    the    force    that    the    in- 
ventors of  twenty  previous  centuries  has 
failed  to  subdue. 

Surely  Thomas  Newcomen  deserves  to 
have  the  second  centenary  of  his  success 
a.5  the  inventor  of  the  steam  engine  pro- 
claimed  to   the   world. 


BooK  Notice 


How  TO  Use  Slide  Rules.     By  D.  Petri- 
Palmedo.       Published    by     Kolesch    & 
Company,   New   York.     Second  edition. 
-2  pages,  flexible  covers.    Price  50  cents. 
The  slide  rule  has  kept  pace  with  the 
spirit  of  the  age,  and  it  has  been  greatly 
improved   since  the  days   of  the  original 
Gunter  Scale.    It  is  one  of  the  most  prac- 
tical and  time-saving  mechanical  contriv- 
ances, not  only  to  the  engineer  and  sur- 
veyor, but  also  to  the  machinist  and  elec- 
trician as  well  as  to  the  bookkeeper  and 
salesman.     The   work   before   us   has   al- 
ready  met   with    popular   favor,   and   de 
scrvedly  so,  because  it  contains  almost  all 
that  can  be  learned  in  regard  to  the  use 
of  the  slide  rule  in  a  clear,  compact  and 
handy  form. 
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Simple  4-4-0  {or  the  Idaho  Northern. 

The  Baldwin  Locomotive  Works  have 
recentl}'  completed  far  the  Idaho  North- 
ern Railway  Company  a  4-4-0  type  loco- 
motive which  is  of  interest  chiefly  because 
it  is  equipped  with  a  smoke-box  super- 
heater.     This    engine    exerts    a    tractive 


ins.  outside  diameter  at  the  smoke  box 
end,  and  the  dome  course  is  64J4  i"5.  in 
diameter.  The  heating  surface  amounts 
to  1,639  sq.  ft.,  the  firebox  providing  147, 
and  the  tubes  contributing  1,492  sq.  ft.; 
the  grate  area  is  18.6  sq.  ft.,  and  this 
gives  a  ratio  of  grate  to  heating  surface 


of   the   tender   is   added,   the   total   length 

over  all  becomes  48  ft.  ol/i  in.    The  tender 

carries  4,000  gallons  of  water  and  9  tons 

of  coal.     Some  cf  the  principal  dimensions 

are  appended   for   reference : 

Boiler. — Tvpe   Wagon   Top 

Mat.  rial    Steel 

Thickntss  of  sheets 9/16"  &   ^" 


SIMPLE    4-40    WITH    SCPERIIE.ATKK    FOR    THE    ID.SHO    XORTHERN 
J.   S.   Hickey,  Superintendent  of  Motive  Power.  .  Baldwin   Locomotive   Works.    Inc., 


Builders. 


force  of  17,050  lbs.,  and  is  employed  in 
passenger  service. 

In  its  general  features,  the  locomotive 
follows  established  practice  for  engines 
of  its  type.  The  boiler  is  arranged  for 
burning  bituminous  coal,  and  has  a  deep 
fire-box  placed  between  the  driving  axles. 
The  barrel  is  built  with  three  rings,  and 
is  of  the  extended  wagon-top  form.  In 
accordance  with  approved  practice  in  lo- 
comotives using  superheated  steam,  a 
moderate  pressure  is  carried.  The  super- 
heater contains  a  total  of  200  tubes,  so 
arranged  that  the  steam  in  flowing  from 
the  dry  pipe  to  the  cylinders,  passes  suc- 
cessively through  five  groups. 

Our  illustrations  of  the  superheater 
show  the  general  arrangements  of  tubes, 
drums  and  deflecting  plates.  The  ex- 
haust nozzles  are  double,  they  are  of  mod- 
erate height,  and  they  are  placed  under  a 
petticoat  pipe  which  is  extended  into  the 
stack.  Using  previous  experience  as  a 
guide,  the  smoke-box  fittings  of  these 
locomotives  are  now  so  arranged  that 
they  are  practically  self-cleaning.  This 
engine  is  equipped  with  balanced  slide 
valves,  driven  by  the  Stephenson  link  mo- 
tion, .^s  a  moderate  degree  of  superheat 
is  attained,  no  special  lubricating  devices 
are  necessary.  The  tender  is  provided 
with  a  U-shaped  tank,  and  the  frame  is 
built  of  steel  channels,  with  wood  bump- 
ers. The  trucks  are  of  the  arch-bar 
type,  with  steel  bolsters  and  chilled  cast 
iron  wheels. 

The  cylinders  are  18x24  ins.  and  the 
driving  wheels  are  62  ins.  in  diameter. 
The  working  pressure  of  steam  is  160 
lbs.   per   sq.   in.     The  boiler   measures   56 


as  I  is  to  88.  The  weight  of  the  engine 
itself  is  114.500  Ibb.,  of  which  71,800  is  on 
the  drivers.  With  the  tractive  effort  as 
stated  above,  the  ratio  of  adhesion  is  as 
I  is  to  4.21,  which  shows  a  very  satisfac- 
tory proportion.  The  length  of  the  en- 
gine is  23  ft.  II  ins.  The  driving  wheel 
base  is  9  ft.   I   in.,   and   when  the   length 


Fuel   Soft  coal 

Staying    Radial 

Fire  Box. — Material    Steel 

Length     78" 

Width -.  . . .   34^^" 

Depth    front.   Si^i" back,   8oji" 

Thickness    of    sheets:    Sides.    ,t/i6'';    back. 
5/16";  crown,   ^";  tube,  l/z". 

li'atcr  Space. — Front   4" 

Sides  and  back    3" 


CROSS-SECTION   OF   SMOKEBO.X   SHOWING   DEFLECTOR    PL.\TE.    NETTING   .AND 
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Tubes. — Material   Steel  vania.     The   maximum   business   prevails 

Wire  Eaugc   No.  12  .  ,  ,  ^,  i  v  •  e 

Number  246  in  cold  weather  and  it  is  a  frequent  occur- 

Diameter    ," ,*'  I"  rence  to  move  1,500  cars  of  coal  daily  out 

Driving  journals    rJ^xXSVi"  of    Scranton.      The    system    in    vogue    on 

Engine  Truck  Wheels. — Diameter 28"  this    road    is    that    the    power    needed    for 

Journals S"Xio"  j      >     \_      -  •  j        j     ^ 

a  day  s  busnicss  is  ordered  at  one  time,  24 

Weight. — On    driving   wheels 71,800  lbs.  ,  .  ,  r     -,         1  ,  .1 

On  truck,  front  42,700    "  hours    in    advance    of    its    departure,    the 

Total   ensine    .............  114.500    "  movement  being  distributed  more  or  less 

Total  engine  and  tender,  about   194,000  ° 

Tender.— WheeH,  diameter .I.-!"  evenly  Over  the  daylight  and  dark  hours. 

Journals     4^i  X8" 


Notwithstanding  this  handicap  Mr.  Shoe- 
maker and  his  assistants,  Mr.  M.  A. 
Quinn,  chief  engine  dispatcher,  and  Mr. 
!•'.  Hart,  general  roundhouse  foreman, 
have  every  reason  to  be  pleased  with  the 
record  they  have  establi.-ihed,  a  copy  of 
which  we  give  below.  It  .should  be  under- 
stood that  in  the  Lackawanna  system  of 
records,    an    engine    counts    as    once    dis- 


creditable Record  on  the  D.  L.  &  W. 

The  advent  of  the  si.Kteen  hour  law  reg- 
ulating the  length  of  train  crew  .service 
has  awakened  operating  officials  to  the 
importance  of  conserving  every  minute 
of  the  permitted  period  of  duty  and  has 
emphasized  in  their  minds  not  only  the 
desirability,  but  the  great  importance  of 
getting  trains  started  on  time  at  initial 
terminals.  The  Delaware,  Lackawanna  & 
Western  officials  have  gone  into  this 
matter  with  the  serious  intention  of 
utilizing  the  time  at  their  disposal  to  the 
very  utmost. 

Prior  to  1908  one  of  the  greatest  causes 
for  terminal  delays  was  the  late  delivery 
of  engines  from  the  roundhouse  to  the 
yard,  this  being  particularly  the  case  in 
freight  service,  where,  when  business  was 
heavy  and  shortage  of  power  prevailed, 
it  was  the  common  practice  to  permit  en- 
gine and  train  crews  to  remain  on  duty 
several  hours  waiting  for  an  engine  to 
be  made  ready  to  begin  their  run.  Aside 
from  the  e-xpensive  features  of  this  plan 
it  was  found  that  too  often  a  delay  at  the 
initial  terminal  meant  the  shortening  of 
the  run  and  the  cutting  of  engine  milage 
before  the  completion  of  the  trip.  To 
eliminate  such  delays,  and  to  provide  that 
most  of  the  16  hours  go  in  on  train  move- 
ment, caused  many  changes  in  dispatching 
methods  to  be  made  and  much  improve- 
ment has  been  effected  along  that  line. 

Our  attention  has  been  called  to  the 
very  favorable  showing  made  in  this 
direction  by  the  Lackawanna,  especially 
on  the  Scranton  division  of  which  Mr. 
H.  H.  Shepard  is  superintendent,  and  Mr. 
Harvey  Shoemaker  is  master  mechanic. 
On  that  division  the  commodity  handled 
is  the  coal  mined  in  the  territory  con- 
tiguous to  Scranton,  Wilkes-Barre  and 
other    points    in    North-Eastern    Pennsyl- 


VIEVV    OF   SMOKEBOX    WITH    SUPERHE.XTER    IN    PLACE. 


There  is  a  fixed  hour  of  departure  set  for 
each  train.  This  system  works  out  very 
well,  but  occasionally  when  wrecks,  etc., 
tie  up  the  incoming  power  the  mechanical 
department  finds  itself  badly  handicapped 
in  adhearing  to  the  order  given,  as  in 
busy  times  all  available  power  ie  engaged 
and  passes  in  and  out  steadily,  there  be- 
ing no  appreciable  margin  left  to  take  up 
any    interruptiims    in    traffic    movements. 


patched  for  every  complete  day's  service 
performed  by  it.  No  credit  is  taken  for 
extra  coaling,  cleaning  or  fire,  sanding 
and  turning  or  other  attention  given  to  an 
engine  during  the  performance  of  a  day's 
service.  In  the  table  of  delays  there  are 
two  very  significant  lines;  these  are 
number  of  engines  delayed  in  1908  and 
in  1909,  and  tlie  number  of  engines  dis- 
patched to  one   delayed. 


SUMM-\Ry   or   ENGINES    DEI-WED   .".T  TERMIN.VLS — SCR.VN'TON 


Scranton 

Rd.  House 


Year  ending 

March  31st.  1909.  '08  '09 

No.  of  engines  dispatched  59,658  54.790 

No  of  engines  delayed 1,325  499 

Engines  dispatched   to  one 

delayed    45  'i" 

No.   of  hours   delayed. 


f  858  hrs.     305  hrs. 
29    mill.     12      mill. 


Aver,  length  of  delays...  39  inin.  37  miii. 
Aver,  detention  on  every 

engine  dispatched   51  sec.  20  sec. 

An       engine       dispatched  f    8  min.  9  min. 

every  •'•   1  SO  min.  36  sec. 


Hailstead 

Rd.  House 


'08 
9,686 
24 

404 
II  hrs. 
30    min. 
29    mill. 

4  sec. 
54  niin. 
25     sec. 


09 
9,073 
9 

1.008 

5  111"'- 
50    min. 
39    mill. 

2     sec. 

57    min- 
s6     sec. 


Kingston 

R.  House 
'08  '09 

10.748 


8,700 
28 

3' I 
14  hrs. 
o    min. 
30   min. 


15 

717 
4  hrs. 
0    min. 

min. 


6  sec.  lYi  sec. 
60  min.  48  min 
32    sec.     54    sec. 


DIVISION. 

Gravel  Place 
Rd.  House 

'08  '09 

5.346  4,292 

35  12 

153  358 

18  hrs.  7  hrs. 

I    min,  4    min. 

31    mill.  35    min. 

12    sec.  6    sec. 

98   min.  122   min. 

18    sec.  28    sec. 


Scranton  Division 
Total 
'08  '09 

83,396        78,903 
1.412  535 

59  147 

go2  hrs.  322  hrs. 

o   min.  6   min. 

38    min.  36   min. 


39    sec. 
6   min. 


IS    sec. 
6   min. 


19     sec.     40     sec. 
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The   Walschaerts  Valve  Gear. 

III. — Construction. 

In  view  of-  the  fact  that  the  Wal- 
schaerts valve  gearing  does  not  possess 
that  flexibility  of  adjustment  tommon  to 
shifting  link  valve  gearings,  there  is 
greater  need  for  perfect  accuracy  in  con- 
struction. Not  only  must  the  design  be 
carefully  laid  out,  but  in  fitting  up  the 
gearing  a  degree  of  exactness  must  be 
attained  that  approaches  as  nearly  as  pos- 
sible to  perfection.  As  a  general  rule  it 
is  very  safe  to  presume  that  the  design, 
as  far  as  the  draftsman's  work  is  con- 
cerned, is  correct,  but  the  same  cannot 
always  be  said  of  the  machinists'  work. 
Shopmen  are  well  aware  that  in  the  proc- 
es.s  of  hardening  the  wearing  parts 
of  machines  there  is  a  tendency  to  irregu- 
larities, owing  to  the  variations  in  the 
sizes  of  the  parts.  This  is  particularly 
true  in  regard  to  the  parts  where  the 
greatest  degree  of  exactness  is  required, 
and  it  should  be  carefully  observed  that 
the  radial  link  attachment,  extending  as 
it  does  some  distance  beyond  the  link 
proper,  has  not  moved  in  one  direction 
or  the  other  during  the  hardening  proc- 
ess. The  application  of  a  turnbuckle  or 
other  device  to  the  eccentric  rod,  although 
not  now  used,  was  a  ready  corrective  to 
variations  of  this  kind,  but  it  was  not  a 
complete  remedy,  as  it  will  be  readily  un- 
derstood that  any  variation  in  the  paths 
described  by  the  moving  parts  have  some 
disturbing  effect  on  the  constructor's 
design. 

Errors  of  this  kind  are  more  easily  de- 
tected than  remedied,  and  it  may  be  ac- 
cepted as  a  rule  that  organic  defects  in 
the  construction  of  the  Walschaerts  valve 
gearing  can  rarely  be  altogether  reme- 
died. It  is  a  well-known  fact  among  shop 
men  that  in  the  construction  of  locomo- 
tives there  is  a  tendency  to  what  may 
properly  be  called  dramatic  flourishes  in 
the  beginning  of  the  building  of  a  loco- 
motive. The  frames  and  saddle  and  cyl- 
inders are  bolted  together  with  a  degree 
of  rapidity  that  fills  the  eye  that  is 
pleased  with  superficial  appearances.  The 
exact  alignment  of  the  parts,  however,  is 
never  correct  by  chance.  Whatever  is 
correct  in  mechanism  is  always  difficult 
of  accomplishment,  and  it  is  time  well 
spent  to  note  that  the  pedestal  jaws  of 
the  frames  are  not  only  exactly  square 
to  each  other,  but  that  the  shoes  arc  also 
perfectly  parallel.  It  should  not  be  sup- 
posed that  the  simple  matter  of  adding 
or  subtracting  a  certain  quantity  of  met- 
al to  or  from  the  shoes  will  restore 
or  maintain  a  just  relation  of  the  parts 


to  each  other.  The  least  variation  in  the 
setting  of  the  frames  has  the  pernicious 
effect  of  throwing  the  bolt  holes  in  the 
frames  out  of  position,  and  braces  and 
guide  yokes  and  rocker  boxes  are  more 
or  less  strangers  to  the  truth  from  the 
first  day  of  their  industrial  existence,  and 
no  amount  of  temporary  tinkering  can 
ever  bring  them  back  to  where  they  prop- 
erly belong.  This  is  especially  true  of 
the  relation  of  the  center  of  the  main 
driving  axles  to  the  various  parts  of  the 
Walschaerts  valve  gearing,  and  it  can- 
not be  too  strongly  instilled  into  the 
minds  of  those  who  are  engaged  in  this 
important  work  that  every  precaution 
should  be  taken  to  maintain  the  exact 
mathematical  relation  of  the  parts  to 
which  tlie  valve  gearing  is  attached  and 
from  which  it  derives  its  accuracy  of 
movement.  This  is  the  highest  kind  of 
constructive  work,  and  to  which  the  work 
of  the  draughtsman  is  merely  preliminary. 
It  is  a  singular  circumstance  that  error 
multiplies  as  it  proceeds  from  point  to 
point,  and  that  which  is  only  a  small  frac- 
tion at  the  main  axle  becomes  a  consid- 
erable quantity  by  the  time  that  it  has 
reached  the  valve  opening. 

In  the  designing  of  the  Walschaerts 
valve  gearing  the  length  of  the  piston 
stroke  being  given,  together  with  the 
amount  of  valve  travel  and  the  extent  to 


so  constructed  that  the  combination  lever 
will  be  in  the  perpendicular  position  when 
the  piston  is  in  the  center  of  the  cylinder. 
The  radial  link  is  so  constructed  that  its 
arc  or  curve  corresponds  to  the  circle  de- 
scribed by  the  length  of  the  radius  bar ; 
that  is,  measuring  from  the  point  to 
where  the  radius  bar  is  attached  to  the 
combination  lever  along  to  the  center  of 
the  link  block.  The  radius  bar  should 
be  at  least  eight  times  the  length  of  the 
space  in  which  the  link  block  is  designed 
to  travel.  The  longer  the  radius  bar  is 
the  more  direct  its  thrust  will  be  on  the 
valve  rod,  and  consequently  less  subject 
tu  the  disturbing  and  distorting  effect  of 
a  short  angular  movement.  The  length 
of  the  link  is  such  as  when  oscillated  by 
the  eccentric  rod  the  radius  bar  will 
move  the  slide  valve  the  desired  amount 
of  travel ;  that  is,  when  the  link  block 
which  is  attached  to  the  radius  har  and 
moves  freely  in  the  link  is  at  either  end 
of  the  link. 

As  we  have  already  stated  in  the  case 
of  engines  equipped  with  the  ordinary 
slide  valve  or  with  outside  admission  pis- 
ton valves,  the  radius  bar  is  connected 
to  the  combination  lever  below  the  valve 
stem,  and  in  the  case  of  piston  valves 
where  the  steam  is  admitted  from  the  in- 
ner edge  of  the  valve,  called  inside  ad- 
mission, the  connection  of  the  radius  bar 


FIG.    :.      FORWARD    GE.\R,    LINK  I.I  ■ 

which  the  valve  overlaps  the  steam  ports, 
and  also  the  amount  of  opening  or  lead 
which  may  be  deemed  necessary,  the  com- 
bination lever  is  designed  in  such  propor- 
tion as  to  move  the  valve  the  exact 
amount  of  lap  and  lead  away  from  the 
central  position  at  the  time  that  the  pis- 
ton is  at  the  extreme  end  of  the  stroke. 
The    uninn    link    and    crosshead   arm    are 


.\T    BOTTOM    OF    LINK. 

is  above  the  valve  stem.  It  should  be 
noted  that  in  order  to  maintain  the  per- 
fect equality  of  the  valve  travel  both  in 
tile  fcirward  and  backward  motions  the 
suspension  point  of  the  link  should  be  in 
line  with  a  point  between  the  combina- 
tion lever's  connection  with  the  radius  bar 
and  valve  rod,  the  line  being  drawn 
parallel    with    the    valve    rod.      The    same 
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alignment  should  be  maintained  as  nearly 
as  possible  in  regard  to  the  eccentric  rod 
and  the  center  of  the  driving  axle.     The 
point  of  connection  of  the  eccentric  rod 
with  the  link  should  be  parallel  with  the 
axle  centers.     In  the  construction  of  some 
classes     of    locomotives,     especially     with 
the  largest  kind  of  cylinders,  the  perfect 
alignment  of  these  points  would  necessi- 
tate an  extra  extension  of  the  link  arm, 
which  in  turn  would  require  an  excessive 
amount  of  eccentric  throw,  and  hence  the 
point  of  eccentric  rod  connection  with  the 
link  arm  is  often  at  some  distance  above 
the  centre  line.     The  distorting  influence 
cf  these  variations  is  reduced  to  a  mini- 
mum  by   the   action   of    the    combination 
lever,  which  being  attached  to  the  cross- 
head,  maintains  the  position  of  the  valve 
with  a  degree  of  accuracy  rarely  equalled 
by  any  kind  of  mechanism  where  circular 
motion   is   changed   to   linear   or    recipro- 
cating motion. 

A   working   model   of   tlie    Walschaerts 
valve   gearing   is   a  good   aid   to   a  clear 
understanding    of    the    mechanism,     and 
readily  reveals  not  only  its  essential  fea- 
tures   and    advantages,    but    shows    at    a 
glance    some   of    the    seeming   contradic- 
tions to  other  valve  gearings  that  its  ac- 
tions exhibit.     Thus,  in  Fig.  i  an  illustra- 
tion of  the   model   before   us,   it  will   be 
noted  that  in  the  forward  motion  the  link 
block  is  in  the  bottom  of  the  link.     This 
is  opposite  to  what  occurs  in  the  Stephen- 
son shifting  link,  but  it  will  be  observed 
at  once  that  it  is  the  link  block  and  at- 
tached   radius    rod   that   moves,    and   the 
action  is  direct  and  simple  in  comparison 
with    a    floating    link   passing   through    a 
variable  arc,  disturbing  the  exact  position 
of   the   valve   as   it  passes   from  point  to 
point.      It    may    be    stated    here    that    in 
Walschaerts'   valve   gear   in   the   position 
shown  in  Fig.  i  the  reverse  lever  may  be 
moved    from   one   end   of   the   sector    or 
quadrant   to   the   other   end   without   dis- 
turbing the  position  of  the  valve.     If  the 
eccentric   rod  is  of  the  proper   length  it 
v/ill   be   readily  proved   at   either   end  of 
the  piston  stroke  by  moving  the  reverse 
lever  and  thereby  moving  the  link  block 
in  the  link.     If  the  valve  remains  station- 
ary the  rod  referred  to  is  of  the  correct 
length.     If  the  piston  is  at  the  extreme 
front  end  of  the  cylinder  and  the  valve 
moves  forward  as  the  link  block  rises  in 
the  link  the  eccentric  rod  is  too  short.    If 
on  the  other  hand  the  valve  moves  back- 
ward the  eccentric  rod  is  too  long     The 
eccentric    rod    controls    the   position    and 
motion   of    the    link,    and    should    be    so 
adjusted  in  point  of  length  that  the  link 
block  and  accompanying  radius  bar  sliould 
not  disturb  the  valve  when  the  piston  is 
ai  the  extreme  ends  of  the  stroke. 

A  peculiarity  of  the  gearing  may  be 
noted  at  this  point  which  affects  the 
movemem  of  the  valve  advantageously. 
As  shown  in  Fig.  i.  the  eccentric  rod  is 
on  the  bnttnni  (-enter,  and  when  in  motion 


moves   the   link   at    a   comparatively   high 
rate  of  speed,  the  motion  of  the  link  be- 
ing reduced  to  a  minimum  as  the  eccen- 
tric   rod   passes    around   what   are   prop- 
erly  called   the   dead   centers    in   its   cir- 
cular path.     It  will  thus  be  seen  that  at 
the  moment  when  the  eccentric  or  return 
crank   is    at   the    lowest  or   highest  point 
of   its  path  the  valve,  having  its   motion 
conveyed  to  it  by   the  oscillating  link,  is 
traveling  at  its  highest  velocity.     This  is 
at  the  exact  point  where  the  opening  of 
the  valve  occurs,  and  coincident  with  the 
rapid   movement   induced  by  the   location 
of  the  eccentric  or  return  crank  the  veloc- 
it\    of  the  valve  travel  is  further  induced 
h_\    the    action   of   the   combination   lever, 
which,   acting  on   the   radius   bar  connec- 
tion as   a   fulcrum,   has   moved  the  valve 
in  its  path  the  increased  distance  required 
to   overcome   the    space   occupied   by   the 
lap  and  lead.     The  opening  of  the  valve, 
therefore,  occurs  more  rapidly  on  account 
of    the    movement    of    the    combination 
lever,    and    if    we    follow    the    movement 
until  the  middle  of  the  piston  stroke  has 
been  reached  it  will  be  found  that  there 
is  a  diminution  of  speed  not  only  on  ac- 
count   of    the    return    crank    passing    the 
dead  center,  but  this  pause  in  the  valve's 
motion  is  further  accentuated  by  the  com- 
bination  lever   passing   the   vertical    dead 
center  of  its  connection  to  the  radius  bar 
and  valve  rod.     This  double   eccentricity, 
as  has  been  stated,  emphasizes  the  rapid 
opening   and   closing   of   the   steam   ports 
and  prolongs  the  period  of  full  opening. 
These  features  are  of  decided  advantage 
in  any  kind  of  valve  gearing  used  in  steam 
engines. 

In   overcoming   defects    in   construction 
the    eccentric   rod   is   usually   the   part   in 
which  any  change  is  made.    This  rod  may 
be  lengthened  or  shortened  to  correct  er- 
rors   in    the    location    of    the    main    axle 
center    or   link   center.      The   central   po- 
sition of  the  valve  or  the  exact  amount 
of  opening  of  the  steam  port  at  each  end 
of  the  piston   stroke   can   readily  be  ad- 
justed  by   lengthening  or    shortening,  the 
valve  rod,  which  is  usually  fitted  with  ad- 
justable threaded  nuts.     It  may  be  added 
that  the  slightest  variation  of  the  return 
crank    from   its   proper   position   at    right 
angles  to  the  main  crank  will  be  readily 
discovered    by    comparing    the   action    of 
the  valve  as  shown  in  the  forward  move- 
ment of  the  engine  with  the  action  and 
position    of    the    vaWe    in    the    backward 
movement.     Referring  again  to  Fig.   i.  it 
will  be  readily  recognized  that  in  the  event 
of   the  valve   showing  a   greater   amount 
of  opening  in  the  forward  motion  than  in 
the   backward   motion   the  variation   may 
be   divided   by   moving  the   return   crank 
connection  the  required  amount  nearer  to 
the  main  crank,  or  by  moving  the  point 
of   suspension  of   the   link   nearer   to   the 
valve;  both  of  these  organic  changes  hav- 
ing   the    same    effect,    neither    of    these 
changes    should    be    made    except    under 


very    pressing    conditions,    and    after    re- 
peated experiment  and  identical  results. 


Celebrated  Steam  Engineers. 

\XI.     James   .\asmviii. 
The    adaptability   of   the    steam   engine 
to  almost  every  kind  of  mechanical  under- 
taking   was    such    that    it    soon    brought 
about   an   industrial  revolution    in  manu- 
facturing    and     transportation.       In     the 
hands  of  clever  engineers  the   locomotive 
and   steamboat   soon   took   practical   form 
and  it  is  a  noteworthy  fact  that  the  call 
for    large    shafting,    suitable    for    the    in- 
creasing size  of  steamships  called  into  be- 
ing the  steam  hammer.     James  Nasmyth, 
the  inventor  of  the  steam  hammer,  came 
of    a    Scottish    family    of    artists,    and    at 
an  early  age  displayed  a  strong  bent  to- 
wards  engineering.     He  made  models  of 
engines     and     in     1834     he     engaged     in 
machine   construction  and   was   eminently 
successful  as  a  builder  of  engines,  boilers 
and  machine  shop  tools.     He  was  particu- 
larly   successful    in    the    manufacture    of 
special  machine  tools,  and  was  among  the 
first  to  bring  the  turning  lathe  and  plan- 
ing machine  near  to  that  degree  of  per- 
fection  which    these   machine   shop    tools 
have   subsequently   attained. 

It  was,  as  we  have  stated,  on  the  occa- 
sion of  the  necessity  arising  for  the 
forging  of  a  shaft  which  was  to  be  used 
in  a  steamboat  that  Nasmyth's  inventive 
mind  produced  the  steam  hammer.  It 
immediately  came  into  general  use,  and 
the  original  design  is  still  closely  adhered 
to.  The  success  which  attended  the  intro- 
duction of  the  steam  hammer,  seemed  to 
act  as  an  incentive  to  Nasmyth's  con- 
structive ability.  In  rapid  succession  he 
produced  the  steam  pile-driver,  thereby 
effecting  an  incalculable  saving  in  the 
construction  of  building  foundations, 
docks  and  wharves  and  other  work,  and 
also  the  flexible  shaft,  steam  and  torpedo 
rams,  and  finally  the  hydraulic  press. 

In  addition  to  his  skill  as  an  engineer 
he  gave  much  attention  to  the  science  of 
astronomy,  and  although  his  discoveries 
in  connection  with  that  science  were  not 
remarkable,  he  was  among  the  first  to 
create  an  interest  in  the  phenomena 
known  as  sun  spots.  He  was  much  en- 
grossed in  these  speculations  and  many 
admiring  friends  regretted  that  he  did 
not  keep  his  fine  intellect  at  work  nearer 
the  surface  of  the  earth.  He  retired 
from  active  engineering  at  an  early  age, 
and  devoted  the  latter  half  of  his  life  to 
what  may  be  called  the  pleasures  of  ar- 
tistic and  scientific  speculation.  It  must 
be  admitted  that  he  did  enough  real  work 
of  the  most  enduring  quality  to  entitle 
him  to  whatever  pleasure  he  could  find  in 
wandering  among  the  stars.  He  was 
born  at  Edinburgh  in  1808.  and  died  in 
i8go.  He  was  a  fine  gentleman,  a  delight- 
ful companion,  and  his  high  intellectual 
qualities  were  enhanced  by  a  purity  of 
life  that  kept  his  heart  young  and  sweet. 
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Questions  Answered 


LEAK    AT    THE     H-5    BRAKE    VALVX. 

54.  F.  E.  A.  Spencer,  N.  C.,  asks :  What 
disorders  can  cause  a  blow  at  the  emer- 
gency exhaust  port  of  the  H-5  brake 
valve? — A.  We  may  say  in  answer  to  this 
that  a  leaky  slide  valve  in  the  distributing 
valve  or  a  leaky  rotary  valve  in  the  auto- 
matic or  independent  brake  valve  are  the 
most  common  causes  It  can  also  be 
caused  by  a  leaky  plug  valve  in  the  double 
cut-out  cock  under  the  brake  valve,  a 
leaky  body  gasket  in  the  automatic  brake 
valve  and  it  might  be  caused  by  a  leak 
from  port  to  port  through  the  pipe 
bracket  gaskets  in  either  brake  valve  or 
in  the  gasket  between  the  distributing 
valve  and  reservoir  or  by  any  crack  or 
defect  of  the  distributing  valve  reservoir 
that  would  allow  a  leak  into  the  applica- 
tion chamber. 


ACCIDENT  TO   WALSCHAERTS   GEAR. 

55-  G.  C.  C,  Plainville,  Conn.,  asks : 
What  course  should  be  taken  in  the  care 
of  a  broken  eccentric  crank  or  eccentric 
rod  with  a  locomotive  equipped  with  the 
Walschaerts  valve  gear? — A.  Disconnect 
the  eccentric  rod  from  the  link  and  crank, 
and  also  disconnect  the  suspension  bar 
from  the  radius  bar,  and  the  radius  bar 
from  the  combination  lever.  The  forward 
end  of  the  radius  bar  should  then  be 
raised  beyond  possible  interference.  The 
valve  should  then  be  placed  centrally  and 
the  valve  rod  clamped  to  prevent  the  value 
from  moving.  The  link  block  may  be 
blocked  in  any  position  preferably  at  the 
bottom  of  the  link.  In  moving  the  engine 
it  is  well  to  watch  the  action  of  the  com- 
bination lever,  as  its  action  is  not  the 
same  as  when  attached  to  the  radius  bar. 
The  lubrication  of  the  cylinder  should 
be  continued.  The  cylinder  cocks  on  the 
disabled  side  should  be  blocked  open. 


CALCULATIXG    HEATING    SERVICE, 

56.  Constant  Reader,  Philadelphia, 
Pa.,  writes:  Please  explain  in  arith- 
metic how  to  calculate  the  heating  sur- 
face of  a  firebox  and  flues  of  a  boiler. — 
A.  The  calculation  of  the  heating  sur- 
face of  a  locomotive  boiler  is  a  com- 
paratively easy  matter  when  }-ou  have 
the  data  concerning  the  boiler.  The  flue 
heating  surface  is  found  by  taking  the  out- 
side diameter  of  the  tube,  finding  it.-; 
circumference  in  inches,  multiplying  that 
by  the  length  of  the  tube  in  inches  and 
bringing  the  result  to  square  feet,  then 
multiplying  by  the  number  of  tubes. 
Some  authorities  take  the  distance 
between  the  flue  sheets  as  the  length 
of  the  tube,  but  others  include  the 
part  of  the  tube  in  the  tube  sheets, 
as  a  sort  of  oflFset  to  the  fact  that  no 
account  is  taken  of  the  front  flue  sheet. 
For  example,  in  our  description  of  the 


C.  &  A.  4-6-2  engine  on  page  283,  July 
issue,  the  back  tube  sheet  is  J^  in. 
and  the  front  ^  in.;  that  leaves  a  flue 
length  of  15  ft.  iiJi  ins.  This  makes 
a  difference  of  about  18  sq.  ft.  The 
firebox  heating  surface  is  found  by  as- 
certaining the  area  in  square  feet  of 
inside  side  sheets,  the  inside  back  head, 
minus  the  area  of  the  fire  door,  and 
the  area  of  the  tube  sheet,  minus  the 
combined  area  of  all  the  flue  holes. 
The  sheets  are  usually  measured  to  the 
grate  level,  though  some  authorities 
measure  from  the  top  of  the  mud-ring. 


MID-GEAR   VALVE  TRAVEL. 

57.  J.  C.  S.,  Clovis,  N.  M.,  asks :  When 
an  engine  is  running,  and  the  reverse 
lever  is  in  the  centre,  what  causes  the 
valve  to  move,  and  why? — A.  The  valve 
moves  because  the  link  is,  even  when  the 
link-block  is  in  the  centre,  under  the  in- 
fluence of  two  eccentrics.  Both  the  ec- 
centrics are  on  the  same  side  of  a  line 
drawn  through  the  centre  of  the  axle. 
Each  one  has  an  angular  advance  suffi- 
cient to  move  the  valve  a  distance  equal 
to  the  lap  and  lead  ^f  the  valve,  so  that 
in  the  position  you  speak  of  the  valve 
moves  over  a  distance  equal  to  twice  the 
lap  and  twice  the  mid-gear  lead.  The 
mid-gear  lead  is  greater  in  the  Stephen- 
son motion  than  the  full  gear  lead  by 
reason  of  the  fact  that  the  curve  of  the 
Stephenson  link  is  of  a  radius  which  can- 
not be  made  to  coincide  with  any  fixed 
point  which  is  an  element  of  the  valve 
motion. 


BROKEN    RESERVOIR    PIPE. 

58.  M.  E.  L.,  Chicago,  III,  writes ;  Can 
a  passenger  train  be  handled  over  the  road 
with  the  air  brake  if  the  reservoir  pipe  is 
broken  ofT  at  the  brake  valve  and  cannot 
be  connected  again,  engine  equipped  with 
the  standard  high  speed  brake? — A.  It 
might  be  done  on  a  very  short  train,  but 
from  the  conditions  under  which  a  con- 
nection must  be  made  between  the  main 
reservoir  and  the  brake  pipe  it  will  be 
seen  that  it  is  impracticable  and  would 
be  only  an  emergency  brake  at  the  best. 
Both  ends  of  the  break  could  be  plugged 
and  the  signal  and  brake  pipe  hose  on  the 
pilot  connected,  main  reservoir  pressure 
could  then  flow  through  the  signal  re- 
ducing valve  into  the  brake  pipe  and  if 
there  is  no  brake  pipe  leakage  a  few 
cars  could  be  charged  up.  The  brake 
valve  handle  would  remain  in  running 
position  and  the  feed  through  the  reduc- 
ing valve  is  not  likely  to  unseat  the  equal- 
izing discharge  valve,  but  by  comparing 
the  opening  through  the  reducing  valve 
with  the  feed  groove  of  the  P-2  (F-29) 
triple  valve  you  will  appreciate  how  diffi- 
cult the  release  of  a  brake  would  be  3 
or  4  cars  back  in  a  train.  Sometimes  lo- 
comotives are  equipped  with  a  "double 
heading    pipe,"    running    from    the    main 


reservoir  to  the  pilot  and  to  the  rear  of 
the  tender.  In  a  case  of  this  kind  the 
connection  to  the  brake  pipe  could  be 
made  at  the  pilot  and  the  brake  valve 
exhaust  fitting  plugged  and  the  appli- 
cation made  by  going  slowly  to  emer- 
gency position. 

Should  the  engine  and  tender  be 
equipped  with  the  combined  automatic 
and  straight  air  brake  a  connection  from 
the  main  reservoir  to  the  brake  pipe  could 
be  made  by  coupling  the  hose  on  the 
brake  cylinder  pipe  on  the  rear  of  the 
engine  with  the  brake  pipe  hose  on  the 
tender,  the  brake  could  be  applied  and 
released  on  the  tender  and  train  with  the 
straight  air  brake  valve,  but  there  W'Ould 
be  no  driver  brake. 


MAIN     RESERVOIR    VOLUME     IN     INCHES. 

55.  Constant  Reader,  Philadelphia,  Pa., 
asks:  Why  are  the  dimensions  of  the 
main  reservoir  and  air  equipment  given 
in  cubic  inches? — A.  Because  it  is  the 
most  convenient  way  to  state  the  capac- 
ity or  contents  of  an  air  brake  reservoir 
or  cylinder  and  avoids  the  use  of  fractions 
and  decimals.  Reservoirs,  cylinders  and 
air  pumps  are  always  of  a  cylindrical 
form,  and  their  dimensions  are  usually 
given  in  inches.  To  determine  the  capacity 
il  is  necessary  to  square  their  diameter, 
multiply  by  .7854  and  again  multiply  by 
the  length  in  ins.  and  the  result  is  in  cubic 
inches.  To  state  this  result  in  cubic  feet 
requires  an  additional  calculation.  If  a 
reservoir  or  storage  tank  was  of  a  rectan- 
gular form  exactly  so  many  feet  long,  so 
many  feet  high  and  so  many  feet  wide 
on  the  inside,  it  would  be  simpler  to  state 
the  capacity  in  cubic  feet,  but  in  air  brake 
practice  such  is  not  the  case  and  it  is 
more  intelligible  to  say  that  the  8-in. 
freight  auxiliary  reservoir  contains  1620 
cu.  ins.  than  to  say  that  it  contains  0.973 
of  a  cubic  foot.  There  are  1728  cu.  ins.  in 
I  cu.  ft. 


SIZE  OF  DRIVING   WHEELS. 

60.  Fireman,  Oakland,  Cal.,  writes :  I 
would  like  a  question  over  which  there 
has  been  quite  a  dispute  out  here  on  the 
Southern  Pacific.  Has  the  New  York 
Central  Railroad  a  locomotive  with  an  18- 
ft.  driving  wheel  or  has  such  a  locomo- 
tive ever  been  built  by  any  other  rail- 
road in  the  United  States  either  for  ex- 
periment or  otherwise? — A.  The  New 
York  Central  has  no  such  driving  wheels 
on  any  of  their  engines;  "9  ins.  is  a  good 
sized  wheel  for  passenger  engines,  some- 
times 80  and  84-in.  wheels  are  used.  We 
do  not  know  of  any  18- ft.  driving  wheel 
on  a  locomotive  here  or  elsewhere.  Some 
engines  in  England  were  built  with  9  ft. 
single  drivers,  but  very  large  wheels  are 
not  popular.  An  i8-ft.  wheel  would  be 
I.ighcr  than  the  top  of  the  smoke  stack 
of  many  large  and  powerful  engines  now 
built.     See  sizes  given  in  our  July  paper. 
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Air  Brake  Department 


Conducted  by  G.    W.  Kiehm 


H6  Equalizing  Discharge  Valve. 

The  equalizing  discharge  valves  of 
all  Westinghouse  brake  valves  are  con- 
structed and  operated  upon  the  same 
principle,  and  when  subjected  to  a  vari- 
ation in  the  pressures  surrounding 
them  their  action  is  always  the  same. 


sures,    and    the    dividing    line    between  dibtributiiig  valve  when  the  brake  valve  is 

brake     pipe     and     equalizing     reservoir  in    emergency    position,    and    in    the    H6 

pressures  is  the  equalizing  piston  pack-  valve,   it   is   allowed   to   escape   directly 

ing   ring.     The  pressures   remain  sepa-  to  the  atmosphere  by  a  port  especially 

rated,  as  the  handle  reaches  service  ap-  provided  for  the  purpose,  and  used  for 

plication     position.       When     equalizing  no  other. 


reservoir  pressure  is  reduced  the  escape 
of  air  weakens  the  pressure 
and  the  pressure  under  the 
equalizing  piston  becomes 
predominant  and  the  brake 
pipe  pressure,  which  has 
not    been    distributed,    lifts 


The  disposition  of  this  pressure  dur- 
ing emergency  applications  is  of  very 
little  consequence,  and  about  the  only 
particularly  noticeable  effect  is  the  re- 
lease of  the  driver  brake,  or  sometimes 
both  driver  and  tender  brakes  if  the 
brake  valve  handle  of  the   D8,  D5,   E6 


the    equalizing    piston    and     F6  or  G6  valves  are  moved  to  emergency 


H.6.    AUTOM.-\TIC    BRAKE    VAL\'E, 

It  is  merely  a  repetition  to  state  that 
the  object  of  the  equalizing  reservoir 
used  in  conjunction  with  the  equali- 
zing discharge  valve  is  simply  to  en- 
large the  space  and  increase  the  vol- 
ume of  compressed  air  above  the  equal- 
izing discharge  valve,  we  use  the 
equalizing  reservoir  pressure  to  oper- 
ate the  equalizing  valve  or.  equalizing 
piston,  which  in  turn  uses  the  brake 
pipe  pressure  to  operate  the  distribu- 
ting valve  on  the  locomotive  and  the 
triple  valve  pistons  throughout  the 
train.  As  the  Westinghouse  brake 
valve  handle  is  placed  in  train  brake 
release  position,  the  equalizing  reser- 
voir is  supplied  with  compressed  air 
through  a  suitable  port  directly  from 
the  main  reservoir,  and  in  an  indirect 
way  from  the  main  reservoir  tlirough 
the  brake  pipe,  as  the  handle  is  moved 
to  running  position  direct  communica- 
tion is  cut  off  by  the  movement  of  the 
brake  valve  rotary,  and  air  can  only 
enter  the  equalizing  reservoir  by  the 
way  of  the  brake  pipe,  the  pressure  at 
this  time  being  controlled  by  the  brake 
pipe  feed  valve. 

As  the  handle  is  turned  to  lap  po- 
sition, the  movement  of  the  rotary 
valve  separates  main  reservoir,  brake 
pipe,     and     equalizing     reservoir     pres- 


reduces  brake  pipe  pressure, 
a  like  amount,  the  air  es- 
caping to  the  atmosphere. 
Closing  off  the  escape  of 
the  •  equalizing  reservoir 
pressure  allows  this  pres- 
sure to  remain  stationary, 
and  by  acting  on  the  piston 
and  packing  ring  it  forces 
down  the  piston,  and  closes 
the  brake  pipe  exhaust 
when  the  brake  pipe  pres- 
sure has  reduced  to  a  point 
slightly  below  the  remain- 
ing equalizing  reservoir 
pressure. 
When  the  handle  is 
placed  in  emergency  position  the  flow  of 
equalizing     reservoir     pressure     depends 


position  for  an  instant  and  then 
promptly  back  to  lap.  This  movement, 
while  leaving  brake  pipe  and  au.xiliary 
reservoir  pressures  equal,  does  not  give 
sufficient  time  for  equalizing  reservoir 
pressure  to  reduce,  and  it  is  free  to 
equalize  with  the  brake  pipe  pressure 
by  flowing  past  the  equalizing  piston 
packing  ring,  and  with  a  short  brake 
pipe  it  sometimes  equalizes  at  a  pres- 
sure high  enough  to  kick  off  or  release 
the  driver  brake.  With  the  H5  and  H6 
brake  valves  the  flow  of  air  is  the  same, 
but  an  increase  of  brake  pipe  pressure 
cannot  release  the  locomotive  brake 
while  the  automatic  brake  valve  is  on 
lap  position,  even  if  the  equalizing  res- 
ervoir pressure  flowing  into  the  brake 
pipe   after  a   quick   emergency  applica- 


upon  the  pattern  of  the  brake  valve  in  tion  and  a  rapid  return  to  lap  position, 
use,  with  the  D8  valve  the  equalizing  does  move  the  equalizing  valve  of  the 
reservoir  pressure  cannot  escape,  and  distributing  valve  to  its  release  posi- 
at  a  certain  point,  shortly 
after  the  direct  application 
port  is  opened,  main  reser- 
voir pressure  can  reach  the 
equalizing  reservoir,  while 
in  the  Ds,  E6,  F6  and  G6, 
valves,  equalizing  reservoir 
pressure  was  permitted  to 
escape,  and  the  groove  in 
the  seat  of  the  rotary  valve 
through  which  it  escaped 
overlapped  both  the  emer- 
gency exhaust  port  and  the 
feed  port,  and  it  is  safe  to 
assume  that  a  considerable 
amount  of  equalizing  reser- 
voir pressure  at  this  time 
escaped  by  the  way  of  the 
feed  valve  into  the  brake 
pipe,  then  to  the  emergency 
exhaust  port,  as  the  feed  valve 
open  promptly  upon  a  reduction  of  brake 
pipe  pressure,  and  the  exhaust  port 
would  naturally  be  filled  with  escap- 
ing brake  pipe  pressure.  In  the  H5  brake 
valve  equalizing  reservoir  pressure  is  ex- 
panded into  the  application  chamber  of  the 


PLAN  OF  ROTARY  VALVE  H.6.  EQUIP.MENT. 

would  tion.  It  will  be  remembered  that  such 
manipulation  of  the  brake  valve  is 
wrong,  regardless  of  the  results,  as  it 
conflicts  with  the  Westinghouse  .•\ir 
Brake  Company's  instructions.  These 
instructions  read:  "In  case  of  emer- 
gency, place  the  brake  valve  handle  in 
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emergency  position,  and  allow 
it  to  remain  there  until  the 
train  stops  or  until  the  danger 
is  past." 

Having  traced  the  flow  of 
air  to  and  from  the  equaliz- 
ing reservoir  during  the  dif- 
ferent positions  of  the  brake 
valve,  we  will  return  to  and 
consider  the  H6  and  G6  brake 
valves  only,  but  before  doing 
so  it  might  be  well  to  consider 
the  work  of  the  equalizing 
piston  or  the  amount  of  air 
that  must  be  expanded  from 
the  brake  pipe  on  a  long  train 
when  a  service  reduction  is 
desired.  The  equalizing  res- 
ervoir pressure  escapes 
through  an  opening  5/64  of  an 
inch  in  diameter,  when  the 
brake  valve  is  in  service  posi- 
tion, and  it  is  essential  to  a 
correct  operation  that  this 
preliminary  exhaust  port  is 
neither  enlarged  nor  restrict- 
ed in  the  opening,  it  should  re- 
d  u  c  e  equalizing  reservoir 
pressure  from  no  to  90  lbs. 
in  from  5  to  6  seconds,  and 
from  70  to  so  lbs.  in  from  6 
to  7  seconds. 

If  the  pressure  is  reduced 
in  less  time,  or  if  the  black 
hand  on  the  air  gauge  falls 
faster  than  the  time  given 
it  indicates  an  enlarged  pre- 
liminary exhaust  port,  leakage 
from  the  equalizing  reservoir 
volume,  or  a  reduced  volume 
if  the  hand  falls  at  a  more 
rapid  rate,  with  a  tendency 
to  build  up  again  on  the  gauge,  it  indi- 
cates a  restriction  in  the  pipe  connections 
to  the  equalizing   reservoir. 

If  the  fall  of  the  hand  on  the  gauge 
is  slower  than  the   time   given,   it   indi- 
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SECTION  OF  THE  H6   BRAKE   VALVE. 

the  fact  that  the  G6  valve  was  designed 
to  operate  the  brakes  on  trains  of 
from  30  to  50  cars,  while  the  H6  equip- 
ment   is    designed    for    all    classes    of 
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service,  and   especially  for  locomotives 
cates  a  restricted  opening  through  the     that    can    handle    from    80    to    120    cars; 

this  looks  very  inconsistent  at  the 
first  glance;  however,  the  rate  of  dis- 
charge from  both  brake  valves  is  the 
same,  in  spite  of  the  difference  of  1/32 
of  an  inch  in  the  opening,  as  the  air  in 
escaping  from  the  angle-fitting  of  the 
G6  valve  makes  two  right  angle  turns, 
while  in  escaping  from  the  H6  valve  it 
makes  but  one  turn  at  a  right  angle. 
When  we  realize  that  the  resistance  to 
the  flow  of  air  by  adding  an  elbow  is 
increased,  even  in  this  short  distance, 
by   an    amount    equal    to    reducing    the 


branch  pipes,  but  because  of 
the  extreme  length  of  pipe 
between  the  last  car  and  the 
brake  valve,  and  on  account 
of  the  resistance  offered  by 
the  hose  couplings.  The  best 
designed  couplings  used  on 
freight  cars  compel  the  flow 
of  air  to  turn  approximately 
at  right  angles  twice  between 
each  car  in  the  train. 

In  fact,  if  the  triple  valves' 
do  not  assist  in  the  reduction 
of  brake  pipe  pressure  it  can 
be  withdrawn  from  the  entire 
train  of  80  or  100  cars  as 
rapidly  with  the  service  re- 
duction as  it  can  with  the 
emergency.  If  all  the  triple 
valves  in  a  train  were  cut 
out,  the  brake  pipe  pressure 
can  be  exhausted  in  practical- 
ly the  same  time  whether  the 
brake  valve  is  placed  in  serv- 
ice application  position  to  do 
so,  or  whether  the  angle 
cock  on  the  pilot  is  opened. 
The  whole  question  is  simply 
a  matter  of  expanding  the 
compressed  air  in  the  brake 
pipe  and  getting  it  out 
through  the  various  crooks 
and  turns  in  the  pipe,  and  it 
requires  just  so  much  time. 
While  the  size  of  the  brake 
pipe  exhaust  port  is  propor- 
tioned, to  a  certain  extent, 
to  the  size  of  the  service 
port  in  the  triple  valve,  the 
desire  to  obtain  a  uniform 
reduction  has  not  been  lost 
sight  of.  A  3/32  in.  opening 
in  the  brake  pipe  exhaust  port  will  result 
in  a  more  uniform  reduction  throughout 
the  long  train  than  from  a  '4  in.  opening; 
however,  this  is  too  small  when  the  size 
of  the  feed  grooves  are  taken  in  con- 
sideration. 
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I.       VARIATION     OF     BRAKE 
PRESSURE   IN   LONG  TRAIN. 


PIPE 


FIG.  2. 


PRESSURE  IN  LONG  TRAIN 
SEC.  AFTER  RELEASE. 


preliminary     exhaust     or     leakage     into 
the      equalizing      reservoir      from      some 


.■\  larger  exhaust  port  than  34  will  not 

original  opening  1/32  of  an  inch  when  run  the   reduction  through  the   train   any 

other  source;  the  leakage  may  be  from     that  opening  is  but  9/32  in.,  every  el-  faster   and   would   only   tend   to   increase 

the  brake  pipe  past  the  equalizing  pis-     bow    used    is    about    equal   to    an    addi-  the    liability    to    undesired    quick    action, 

ton  packing  ring  or  through  the  brake     tional  15  ft.  of  pipe  in  frictional  resist-  Deciding  upon  the  present  size  of  exhaust 

valve   body   gasket,   or   from   the   main     ance,    we    can    readily    appreciate    the  port   takes   into   consideration   uniformity 

reservoir  port  through  the  brake  valve     difficulties    encountered    in    conducting  of  reduction,  and  a  reduction  rapid  enough 

body  gasket.  compressed  air  to  and  from  the  8oth  or  to  operate  the  triple  valves  and  not  rapid 

The   maximum   opening  through   the     looth  car  in   a  train.     The  difficulty  is  enough  to  throw  them  into  quick  action 

brake    pipe    exhaust    of   the    G6    brake     not  because  there  are  any  elbows  used  whether  the  brake  pipe  to  which  the  brake 

valve    is   9/32    of   an    inch;    in    the    H6     in    the   brake   pipe   on   the   modern   car,  valve   is   connected    is   one   of  2   cars   or- 

valve   it   is   ^   of  an   inch.     In   view   of     nlthough     they    may    be    used     in     the  one  of   100  cars. 
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Particular  reference  to  the  rise  and 
fall  of  brake  pipe  pressure  is  unintention- 
al, but  the  work  of  the  equalizing  dis- 
charge valve  is  to  reduce  the  pressure, 
and  reference  to  the  subject  cannot  be 
entirely  avoided.  It  is  well  known  that 
the  most  difficult  place  to  reduce  brake 
pipe  pressure  on  a  long  train  is  at  a 
point  just  back  of  the  middle  of  the  train, 
which  is  due  to  the  forward  rush  of  air 
having  a  tendency  to  build  up  at  this 
point.  The  difficulties  encountered  in 
■  forcing  compressed  air  into  the  long 
brake  pipe  have  been  mentioned  and  if  the 
engineer  wishes  to  operate  the  brakes 
successfully  on  long  modern  trains  it  is 
absolutely  necessary  that  he  should  real- 
ize and  bear  in  mind  that  with  a  large 
capacity  air  pump  and  a  large  main  res- 
ervoir volume,  at  140  lbs.  pressure  it  re- 
quires about  20  seconds  time  from  the 
movement  of  the  brake  valve  handle  to 
release  position  until  compressed  air  can 
flow  out  of  the  open  angle  cock  on  the 
rear  of  a  lOO-car  train,  and  when  the 
train  of  cars  is  charged  and  a  lo-lb.  re- 
duction in  brake  pipe  pressure  is  made  it 
will  require  over  50  seconds  time  for  the 
auxiliary  reservoir  and  brake  pipe  pres- 
sure to  equalize  on  the  looth  car.  Wlion 
the  brake  is  to  be  released  after  the  10- 
Ib.  reduction  the  brakes  on  the  80th  car 
in  the  train  will  not  start  to  release  until 
about  40  seconds  after  the  brake  valve 
handle  is  moved  to  release  position.  This 
is  '"ot  to  be  construed  to  mean  that  the 
brake  valve  handle  should  be  allowed  to 
remain  in  release  position  for  such  a 
length  of  time,  but  merely  to  show  the 
time  required  for  air  to  flow  back  into  a 
long  train. 

The  variation  of  air  pressure  in  the 
brake  pipe  on  a  long  train  can  best  be  il- 
lustrated by  a  diagram,  or  a  rough  sketch. 
Fig.  I.  The  lines  may  be  slightly  exag- 
gerated, but  they  will  serve  to  convey  the 
idea  and  leave  a  more  lasting  impression 
on  the  minds  of  those  who  may  not  have 
given  the  subject  any  serious  considera- 
tion. The  irregular  line  is  intended  to 
represent  brake  pipe  pressure  through- 
out the  train,  original  brake  pipe  pressure 
of  80  lbs.  This  diagram  is  intended  to 
show  approximately  the  manner  in  which 
the  brake  pipe  pressure  is  inclined  to  fall 
about  25  seconds  after  a  lo-lb.  brake  pipe 
reduction  has  been  made. 

The  second  diagram,  Fig.  2,  is  intended 
to  convey  an  idea  of  the  distribution  of 
pressure  throughout  a  long  train  about  20 
seconds  after  the  brake  valve  handle  is 
placed  in  release  position  and  allowed  to 
remain  there.  Large  capacity  air  puinp, 
main  reservoir  capacity  of  about  60,000 
cu.  ins.,  at  a  high  pressure,  and  no  pres- 
sure in  brake  pipe  before  movement  of 
valve  handle.  This  has  no  reference 
whatever  to  type  K  triple  valves,  as  con- 
ditions of  this  kind  made  necessary  the 
designing  of  type  K  valves,  and  if  the 
diagrams    convey    the   idea    they    are    in- 


tended to  convey  the  necessity  for  quick 
service  and  uniform  recharge  will  not 
be  questioned.  If  the  diagrams  are  re- 
garded in  the  manner  in  which  they 
snould  be,  they  practically  constitute  a 
complete  air  brake  lesson  in  themselves, 
and  are  a  clear  answer  to  some  of  t]ie 
so-called  mysterious  actions  ut  the  aii 
brake. 

'1  he  diagram.  Fig.  2,  answers  in  a  lan- 
guage plainer  than  words,  problems  such 
as  the  following :  "After  an  application 
of  the  brake,  the  brake  valve  handle  was 
placed  in  release  position  to  release  tlic 
brakes  on  the  train  and  after  about  25 
or  30  seconds'  time  the  handle  was  re- 
turned to  running  position  and  a  few  sec- 
onds afterward  brake  went  on  in  the 
emengency,  am  unable  to  locate  the  dis- 
order," or  again  stating  it  another  way ; 
"While  running  at  a  moderate  rate  of 
speed,  brake  valve  handle  in  running  po- 
sition, brake  applied  in  quick  action  am 
unable  to  assign  the  cause."  The  dia- 
gram practically  explains  the  why  in  both 
these   cases. 

To  return  to  the  subject,  when  the 
brake  valve  handle  is  placed  on  lap  posi- 
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tion,  thereby  dividing  main  reservoir, 
equalizing  reservoir  and  brake  pipe  pres- 
sures, it  naturally  follows  that  if  any 
leakage  from  the  equalizing  reservoir 
creates  a  difference  of  pressure  be- 
tween it  and  the  brake  pipe  the  equali- 
zing piston  will  be  unseated  and  dis- 
charge brake  pipe  air  to  the  atmosphere 
and  this  leakage  is  bound  to  create  a 
difference  if  the  packing  ring  is  a 
proper  fit. 

The  leakage  could  occur  in  the  equal- 
izing reservoir  itself,  in  the  pipe  leading 
to  it,  in  the  branch  pipe  leading  to  the 
air  gauge,  from  a  burst  tube  in  the  gauge, 
from  the  brake  valve  body  gasket,  or 
from  the  gasket,  past  the  bolt  heads  at 
the  bottom  of  the  brake  valve,  or  from  a 
cut  on  the  face  of  the  rotary  valve  or  its 
seat.  In  the  G6  valve  the  leak  may  be 
from  the  stud  with  which  the  brake  valve 
is  fastened  to  the  bracket,  but  with  the 
116  valve  the  stud  is  differently  placed. 

The  effect  of  any  of  the  leaks  men- 
tioned depend  upon  the  amount  of  leak- 
age, condition  of  packing  ring,  and  vol- 
ume of  air  in  the  brake  pipe.     By  placing 


the  brake  vane  handle  on  lap  position 
and  opening  an  angle  cock  in  the  brake 
pipe  the  fall  of  the  black  hand  of  the 
large  gauge  will  show  the  amount  of 
equalizing  piston  packing  ring  leakage, 
assuming  that  there  is  no  leakage  from 
the  equalizing  reservoir  to  the  atmos- 
phere. 

An  increase  of  a  few  pounds  in  equali- 
zing reservoir  pressure  during  the  time 
the  brake  pipe  exhaust  port  is  open,  indi- 
cates leakage  past  both  the  packing  ring 
and  lower  body  gasket,  which  would  per- 
mit the  higher  brake  pipe  pressure  to  en- 
ter the  equalizing  reservoir.  The  equal- 
izing piston  packing  ring  in  the  H6  valve 
is  usually  fitted  neatly  and  is  as  nearly 
an  air  tight  fit  as  it  is  possible  to  make 
it.  Leakage  past  the  ring  enables  the 
black  hand  of  the  large  gauge  to  show 
brake  pipe  pressure  when  the  valve  handle 
is  on  lap  position,  but  the  black  hand  tube 
of  the  small  duplex  gauge  is  connected 
directly  with  the  brake  pipe  and  shows 
this  pressure   at   all   times. 

In  a  two-application  stop,  with  a  pas- 
senger train,  a  slightly  leaky  packing  ring 
may  really  be  of  some  small  advantage, 
as  it  will  allow  the  equalizing  reservoir 
pressure  to  equalize  with  the  brake  pipe 
during  the  short  space  of  time  that  elapses 
between  the  first  and  second  application, 
or  as  the  first  application  is  released, 
equalizing  reservoir  and  brake  pipe  charge 
together  and  high  enough  to  release  the 
brakes,  the  handle  is  then  quickly  re- 
turned to  lap  position  and  the  auxiliary 
reservoirs  absorb  the  surplus  of  brake 
pipe  pressures,  while  the  increased  equal- 
izing reservoir  pressure  cannot  escape  ex- 
cept through  ring  leakage,  and  it  follows 
that  if  it  does  not  escape  the  much  de- 
sired prompt  response  of  brakes  on  the 
second  application  cannot  be  obtained  as 
the  surplus  must  first  be  drawn  from  the 
equalizing  reservoir. 


Exchanging   Locomotives. 

The  London  and  Xortli  Western  and 
the  Great  Northern  of  England,  says 
the  Raikvay  Engineer,  have  loaned  to  each 
other  a  locomotive.  The  G.  N.  R.  is  try- 
ing the  "Marquis,"  one  of  the  4-4-0,  or 
"Precursor"  type,  while  the  L.  and  North 
Western  R.  is  <vorking  a  4-4-2,  or  "At- 
lantic" engine.  Both  companies  will  profit 
by  the  experience  gained,  and  the  ar- 
rangement is  such  a  wise  one  that  it  seems 
strange  that  it  was  not  tried  long  ago 
instead  of  resorting  to  the  costly  one  of 
building  types  of  engines  for  more  or 
less   experimental   purposes. 

This  interchanging  and  loaning  between 
railway  companies  might  be  carried  on  to 
a  much  greater  extent,  e.  g.,  there  is  no 
reason  why  patterns  should  not  be  loaned, 
as  they  are  most  expensive  to  make,  and 
very  often  patterns  which,  if  not  exactly 
alike,  would  be,  or  ought  to  be,  quite 
near  enough  to  be  borrowed. 
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Electrical  Department 


Automatic  Signals  for  Direct  and  Al- 
ternating Current  Railroads. 
By  W.  B.  Kouwenhoven. 
On  electric  railroads  where  trains  are 
propelled  by  direct  current  the  rails  of 
the  track  form  the  return  circuit  tor  the 
electric  power.  Now  as  the  Tsasis  of  all 
automatic  block  signal  systems  is  the 
track  circuit,  some  form  of  electric  cur- 
rent must  be  chosen  to  operate  the  sig- 
nal mechanism  which  will  not  be  affected 
by  the  presence  of  the  direct  current 
flowing  along  the  rails,  on  its  re- 
turn to  the  power  house.  The  signals 
must  respond  to  the  signal  current  only. 
Under  these  conditions,  alternating  cur- 
rent has  been  chosen  as  the  best  current 
for  operating  automatic  signals.  There 
are  two  methods,  the  single  rail  system 
and  the  double  rail  system,  of  employing 
alternating  current  for  signal  purposes 
on  roads  where  the  trains  are  propelled 
by  direct  current. 

SINGLE    R.ML    SYSTEM. 

In  the  single  rail  system  one  rail  is 
used  as  the  retiirn  circuit  for  the  pro- 
pulsion current,  and  is  called  the  return 
rail.  The  other  rail  is  divided  into 
block  sections  that  are  insulated  from 
each  other,  and  this  rail  is  known  as  the 
block  rail.  The  trains  receive  direct  cur- 
rent power  either  from  a  third  rail  or 
trolley,  and  only  the  return  rail  serves  to 
carry  the  electricity  back  to  the  power 
stations,  the  other  rail  being  depended 
upon  to  operate  the  signals.  The  alter- 
nating current  for  operating  the  signals 
is  supplied  at  a  comparatively  high  volt- 
age, usually  about  500  volts,  by  live  wires, 
which  are  ordinarily  strung  on  the  tele- 
graph poles.  Fig.  I  illustrates  the  typical 
arrangement  of  a  single  rail  signal  cir- 
cuit system.  The  full  arrows  indicate  the 
direction  in  which  the  direct  current  or 
propulsion  current  flows,  and  the  dotted 
arrows  show  the  path  of  the  signal  cur- 
rent. The  high  voltage  signal  current  is 
taken  from  the  alternating  current  signal 
mains  and  is  sent  through  a  transformer 
wliich  lowers  the  voltage  to  a  few  volts. 
This  transformer  is  called  a  track  trans- 
former. The  current  at  a  few  volts  is 
fed  from  the  secondary  of  the  trans- 
former through  a  non-inductive  resist- 
ance coil  and  a  fuse  to  the  rails  at  one 
end  of  the  block.  .At  the  other  end  of  the 
block  is  placed  the  alternating  current 
track  relay.  A  non-inductive  resistance 
and  a  fuse  are  connected  in  series  with  this 
relay,  and  an  impedance  coil  of  very  low 
resistance  is  connected  or  shunted  across 
the  terminals  of  the  relav.    At  this  end  of 


tiie  Ijlock  tiiere  is  placed  another  trans- 
former, known  as  a  signal  transformer, 
which  steps  down  the  voltage  to  a  value 
which  is  suitable  for  operating  the  sema- 
phore mechanism  and  lighting  the  signal 
lights.  The  current  from  the  signal  trans- 
former is  controlled  by  the  movement  of 
the  armature  of  the  track  relay.  The 
track  transformers  in  this  system  takes 
the  place  of  the  two  or  three  gravity  cells 
that  supply  the  signal  current  in  the  di- 
rect current  signal  system  described  in 
last  month's  paper,  and  the  signal  trans- 
former takes  the  place  of  i5  caustic 
potash  batteries  that  operate  the  signal 
mechanism  in  that  system. 

When  there  is  no  train  in  the  block  the 
armature  of  the  relay  is  held  up  by  the 
signal  current  flowing  through  the  rails 
and  the  semaphore  indicates  proceed. 
When  a  train  enters  the  block  it  short 
circuits  the  two  rails,  and  because  of  the 
low  resistance  offered  by  the  wheels  and 
axles,  practically  all  of  the  alternating 
signal  current  will  flow  through  them. 
The  small  remaining  current  which 
passes    through    the    track    relay    is    not 


caused  by  the  propulsion  current  flowing 
through  the  resistance  offered  by  the  rail. 
This  drop  in  voltage  produces  a  differ- 
ence in  voltage  between  the  points  A  and 
B.  Some  of  the  propulsion  current  will 
flow  at  B,  through  the  secondary  of  the 
track  transformer  to  the  block  rail,  along 
the  block  rail  to  A,  where  it  will  pass 
through  the  track  relay  and  back  to  the 
return  rail  because  of  this  difference  in 
voltage  between  the  points  A  and  B.  If 
this  current  is  powerful  enough  it  will 
operate  the  track  relay  and  the  relay  will 
then  retain  its  armature  whether  there 
is  a  train  in  the  block  or  not,  and  the 
signal  will  at  all  times  indicate  a  clear 
track  ahead.  To  prevent  this  and  to  re- 
duce as  far  as  possible  the  propulsion  cur- 
rent that  may  flow  through  the  block 
rail,  non-inductive  resistances  are  placed 
in  service  with  the  track  transformer 
and  the  track  relay,  as  stated  above.  In 
addition  to  these,  an  impedance  coil  of  low 
resistance  is  connected  across  the  termi- 
nals of  the  track  relay.  The  track  relay 
is  of  a  much  higher  resistance  than  the 
impedance   coil.     This   impedance   coil   or 
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FIG.   I.     SINGLE  RAIL  ALTERNATING  TRACK  CIRCUIT. 


strong  enough  to  hold  up  its  armature. 
The  armature  drops  and  the  semaphore 
arm  immediately  goes  to  the  stop  position, 
indicating  that  the  block  is  occupied.  In 
case  of  the  breaking  of  any  rail  in  the 
section,  the  track  circuit  would  be  inter- 
rupted, and  in  consequence  the  signal 
current  would  be  cut  off  from  the  relay, 
allowing  its  armature  to  drop  and  the 
signal  to  assume  the  stop  position.  It  will 
thus  be  seen  that  the  operation  of  the  al- 
ternating and  the  direct  current  signal 
systems  are  very  much  alike. 

Almost  all  of  the  direct  current  used 
in  the  propulsion  of  trains  flows  through 
the  return  rail  and  very  little  through 
the  block  rail.  The  result  is  that  there 
is  a   drop   in   voltage   in   the   return    rail. 


choke  coil,  as  it  is  usually  called,  offers 
a  very  high  resistance  to  only  the  alter- 
nating signal  current  and  forces  it  to  pass 
through  the  relay.  This  impedance  coil, 
however,  permits  any  direct  propulsion 
current  that  may  get  through  the  two 
non-inductive  resistances  to  pass  easily 
through  it.  The  path  of  the  propulsion 
current  that  manages  to  pass  the  non-in- 
ductive resistance  is  shown  by  the  broken 
or  dotted  arrows  in  Fig.  I.  Thus  it  will 
be  seen  that  the  propulsion  current  does 
not  pass  through  the  relay,  but  leaves  the 
relay  free  to  perform  its  proper  function. 
The  action  of  this  impedance  coil  may 
be  compared  to  a  by-pass  valve  that  will 
permit  the  flow  of  only  one  given  fluid. 
The   impedance  coil,   like   the   valve,   will 
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not  permit  the  alternating  current  to  go 
through  it,  and  the  only  path  remaining 
is  the  relay,  through  which  the  current 
must  pass.  The  impedance  coil,  like  the 
valve,  will  permit  the  flow  of  any  pro- 
pulsion current  that  may  leak  past  the  two 
barriers  in  the  form  of  the  non-inductive 
resistances.  The  fuses  serve  to  protect 
the  signal  apparatus  from  very  heavy  cur- 
rents. 

One  of  the  best  examples  of  the  appli- 
cation of  single  rail  automatic  block  sys- 
tem is  to  be  found  in  the  Interborough 
subway  system  in  New  York  City.  In  the 
New  York  subway,  in  addition  to  the 
system  just  described  there  is  provided  an 

Ttolte  /  o' 


power  house,  the  single  rail  system  is  not 
applicable,  and  what  is  known  as  the  dou- 
ble rail  system  is  employed.  In  this  sys- 
tem the  track  is  divided  into  sections  by 
what  are  called  inductive  bonds,  and 
which  are  simply  large  impedance  or 
choke  coils.  Choke  coils  are  described 
on  jiage  351  of  the  August,  1908,  issue  of 
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These  inductive  bonds  consist  of  two  sep- 
arate coils  which  are  connected  together 
at  their  centres  by  heavy  copper  conduct- 
ors. Each  coil  consists  of  a  number  of 
turns  of  heavy  copper  wire  wound  on  an 
iron  core.  One  coil  is  connected  between 
the  rails  on  one  side  of  the  insulated  rail 
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FIG.    2.     DOUBLE    RAIL   ALTERN.\TIXG    TRACK    CIRCUIT. 


automatic  stop.  When  the  signal  indi- 
cates stop,  an  automatic  trip  is  raised, 
and  if  a  train  attempts  to  pass  the  stop, 
it  will  strike  against  a  projection  from  an 
air  brake  dummy  coupling,  and  apply  the 
brake  in  the  emergency  on  the  car,  and 
will  cut  off  the  power..  We  are  informed 
that  the  record  of  signal  performance  in 
the  New  York  subway  is  one  failure  in 
every  400,000  signal  operations,  and  dur- 
ing some  months  it  is  even  better  than 
this. 

Alternating  current  is  growing  in  fa- 
vor for  the  operation  of  signals  on  steam 
roads,  because  it  does  away  with  the  ne- 
cessity of  batteries.  The  main  objection 
to  the  use  of  alternating  current  is  to  the 
placing  of  the  high  tension  mains  for  the 
carrying  the  current  on  the  telegraph 
poles.  In  case  of  the  breakage  of  a  wire 
a  large  number  of  signals  may  be  put  out 
of  commission.  A  separate  pole  line  is 
sometimes  provided  for  carrying  the  sig- 
nal mains.  However,  if  the  voltage  is  not 
higher  than  500  volts,  and  if  the  mains 
are  placed  above  the  telegraph  wires  so 
that  in  case  of  breakage  of  the  latter,  they 
will  not  come  in  contact  with  the  live 
wires.  When  the  electric  current  is  used 
it  is  customary  to  replace  the  oil  signal 
lamps  with  small  incandescent  lamps  of 
from  two  to  four  candle  power.  These 
small  lamps  have  a  very  long  life,  do  not 
smoke  the  glass  or  blow  out,  and.  gen- 
erally speaking,  give  far  better  illumina- 
tion than  the  average  oil  lamp. 

DOUBLE   RAIL    SYSTEM. 

On  railroads  where  both  rails  are  used 
to    return   the   propulsion    current   to   the 


joints,  and  the  other  coil  on  the  other 
side.  The  two  coils  are  connected  to- 
gether at  their  centres,  as  was  exfJlained, 
thus  completing  the  bond.  These  bonds 
offer  but  very  little  resistance  to  the  flow 
of  the  direct  current,  but  they  ofifer  a 
very  high  impedance,  as  it  is  caUed,  to 
the  alternating  signal  current,  and  im- 
pedes its  flow.  Impedance  is  a  form  01 
resistance  that  is  offered  to  alternating 
currents  only,  and  which  does  not  effect 
direct  current  in  the  least.  Its  value  de- 
pends upon  the  number  of  turns  of  wire 
that  there  are  in  a  circuit,  and  upon  the 
amount  of  iron  upon  which  those  turns  are 
wound. 

.A  typical  double  rail  system  is  illustra- 
ted in  Fig.  2.  The  full  arrows  indicate 
the  direction  of  the  propulsion  current, 
and  the  dotted  arrows  show  the  signal 
current.  The  inductive  bonds  permit  the 
passage  of  the  direct  current  from  one 
section  to  the  other,  but  effectually  insu- 
late the  sections  from  each  other,  as  far 
as  the  alternating  signal  current  is  con- 
cerned. The  alternating  current  is  taken 
from  the  mains  and  reduced  to  a  low  volt- 
age by  the  track  transformer,  which  feeds 
it  to  the  rails  at  one  end  of  the  block.  At 
the  other  end  of  the  block  the  track  relay  is 
placed  with  its  armature  for  operating  the 
sigiwls.  The  operation  of  this  .system  is 
similar   to  that  of  the  single   rail   system. 

In  this  system,  as  both  the  rails  carry 
practically  equal  currents,  there  is  almost 
no  difference  of  voltage  between  them,  and 
therefore  very  little  tendency  for  the  pro- 
pulsion current  to  flow  from  one  rail  to 
the    other    through    the    signal    apparatus. 


For  this  reason,  the  resistances  in  series 
with  the  transformer  and  relay  are  omit- 
ted, as  is  also  the  impedance  coil  which 
shunts  the  relay  in  the  single  rail  system. 
This  system  works  best  where  the  rails, 
serve  as  the  sole  return  conductors  for 
the  propulsion  current  to  the  power  house, 
and  where  the  blocks  are  long.  Under  the 
opposite  condition  the  single  rail  system 
is  preferable.  The  frequency  of  the  al- 
ternating signal  current  is  usually  25. 
cycles  per  second;  that  is,  it  changes  its. 
direction  50  times  a  second. 

DOUBLE    B.ML     SYSTEM     WITH     .ALTERN.\TING 
CURRENT    PROPULSION. 

On  railroads  where  alternating  current 
is  used  to  propel  trains  the  double  rail 
system  in  a  slightly  modified  form  is  gen- 
erally employed  to  operate  the  automatic- 
block  signals.  The  New  York,  New 
Haven  &  Hartford  Railroad  uses  this, 
system  for  operating  their  automatic  sig- 
nals. The  system  is  almost  identical  with, 
the  double  rail  system,  described  above, 
except  in  three  particulars.  The  relays, 
and  bonds  are  of  slightly  different  con- 
struction, and  a  high  frequency  current 
is  employed  as  the  signal  current.  The 
method  of  using  alternating  current  for 
the  propulsion  of  trains  and  alternating 
current  for  the  operation  of  signals,  both 
currents  in  the  same  rails  at  the  same 
time  calls  for  two  different  frequencies, 
and  that  of  the  signal  current  must  be  the 
higher  of  the  two.  The  operation  of  the- 
system  depends  upon  the  fact  that  the 
impedance  offered  by  an  inductive  bond 
to  alternating  current  increases  directly 
as  the  frequency.  That  is  a  bond  that 
will  offer  but  little  impedance  to  a  cur- 
rent at  a  frequency  of  25  cycles,  but 
will  form  an  almost  absolute  barrier  to  a 
current  at  60  cycles. 

The  frequency  of  the  propulsion  current 
is  usually  15  or  25  cycles,  and  that  of  the 
signal  current  60  cycles.  The  inductive 
bonds  are  smaller  than  those  used  on  di- 
rect current  roads,  and  they  will  permit 
the  passage  of  the  25  cycles  propulsion 
ci  rrent  on  its  return  to  the  power  sta- 
tion, but  will  block  the  signal  current  at 
\U  higher  frequency  of  60  cycles  per  sec- 
ond. The  relays  are  constructed  so  that 
they  will  work  on  the  60  cycle  current. 
Fig.  2  illustrates  also  this  system.  The  only 
changes  necessary  are  the  substitution  of 
a  15  or  25  cycle  alternating  current  gene; 
rator  for  the  direct  current  generator, 
and  a  60  cycle  alternater  for  the  present 
signal  machine.  The  bonds  would  be  sim- 
ilar only  slightly  lighter  in  construction. 
The  operation  would  be  the  same. 


No  treatment  tones  the  skin  so  sooth- 
ingly after  a  fatiguing  trip  as  lavish- 
anointment  with  1826  Farina  Cologne. 
This  brand  is  made  according  to  the 
formula  of  Johann  Maria  Farina,  whose 
product  made  Cologne  more  famous  than 
its  cathedral.  The  sales  headquarters  are 
at  744  Broadway,  New  York. 


August,   1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING 


357 


THE  JACOBS-SHUPERT  SECTIONAL  FIREBOX 


A  decidedly  interesting  experiment  in 
firebox  construction  has  recently  been  car- 
ried out  on  the  Atchison,  Topeka  &  Santa 
Fe  Railway.  The  firebox  is  usually 
■called  the  Jacobs-Shupert  box,  'Mr.  H.  W. 
Jacobs,  assistant  superintendent  of  the 
road  at  Topeka,  Kan.,  being  one  of  the 
■designers,  and  Mr.  Shupert,  the  other,  is 
■a  practical  foreman  of  boilermakers.  The 
firebox  produced  by  these  men  is  a  radical 
•departure  from  the  ordinary  form  used  in 
locomotive  boilers.  The  usual  flat  fiTre- 
'box  sheets  and  outer  shell  are  replaced 
by  sets  of  channel  sections  securely  riv- 
eted together,  and  the  common  form  of 
«taybolt  is  replaced  by  staysheets,  except 
■at  the  front  and  door  sheets. 

Our  illustrations  show  each  section  to 
be  composed  of  an  inner  and  an  outer 
■channel  tied  together  by  two  radial  stay- 
sheets.  Each  radial  sheet  serves  two  ad- 
jacent sections  and  large  rectangular 
openings  are  cut  through  the  staysheets 
to  permit  circulation  of  water.  The  edges 
of  the.  staysheets  form  caulking  strips  for 
making  tight  joints  between  adjacent  sec- 
tions. The  channel  sections  are  applied 
v;ith  their  flanges  away  from  the  fire, 
thus  submerging  the  seams  and  facilita- 
ting the  work  of  riveting.  The  rivet  heads 
are  all  submerged  and  there  are  no  bolt 
heads  exposed  to  the  heat  of  the  fire  or 
hot  gases. 

At  the  lower  ends  of  the  sections,  the 
flanges   of   the   channels   are    so   modified 


by  welding  the  parts  together  by  the 
autogenous  process.  This  form  of  con- 
struction changes  the  corrugated  surface 
into  a  continuous  smooth  surface  to 
which  a  mud  ring  of  ordinary  type  is  ap- 
plied. We  are  informed  that  this  joint 
at  the  mud  ring  has  proved  very  effective 


tangular  sheets  of  steel  98}^  ins.  long  by 
S(,  ins.  wide.  For  simplicity  in  construc- 
tion and  economy  of  material,  each  radial 
sheet  is  made  in  three  pieces,  and  the 
pieces  forming  the  water  leg  stays  are 
cut  from  the  waste  material  within  the 
arch  of  the  crown  stay.     The  contour  of 
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in  service  and   has  given   no   evidence  of 
leaking. 

The  channel  sections  forming  the  outer 
shell  and  the  firebo.x  proper  were  made  at 
the  Topeka  shops  from  long,  narrow- 
strips   of   steel.     Each   channel    section   is 


INTERIOR    OF   THE   JACOBS-SHUPERT    FIREBOX. 


as  to  form  a  continuous  smooth  surface 
for  the  application  of  the  mudring.  The 
flanges  are  partially  straightened  and  re- 
verse lapped  in  such  a  manner  that  the 
lap  of  one  flange  fits  snugly  into  the  lap 
of  the  adjacent  flange.  The  joint  is  se- 
cured by  three  patch  bolts  through  the 
lapped   flanges,   and    still    further    insured 


formed  from  the  straight  strip  by  press- 
ing hot  in  formers  under  the  hydraulic 
flanging  press.  The  straight  channel  is 
then  bent  by  formers,  also  operated  by  the 
hydraulic  flanging  press  to  conform  to 
the  contour  of  the  outer  shell  or  of  the 
firebox. 
The  radial  staysheets  are  cut  from  rec- 


each  radial  staysheet  is  made  to  conform 
to  the  contour  of  the  inner  and  outer 
channels.  The  throat  sheet  is  made  from 
a  single  piece,  and  the  throat  sheet  and 
back  head  are  formed  by  special  formers 
under  the  hydraulic  flanging  press.  All 
of  the  parts  are  formed  by  standard  dies 
and  formers,  so  that  all  similar  parts  are 
exactly  alike.  All  rivet  holes  through 
the  channel  flanges  and  the  corresponding 
holes  through  the  edges  of  the  staysheets 
are  drilled.  No  preliminary  laying  out  is 
necessary,  as  the  holes  are  all  drilled  ac- 
cording to  standard  jigs  or  templets, 
Holes  through  the  templets  are  bushed 
with  case  hardened  bushings  made  from 
soft  steel.  The  sections  of  the  firebox 
are  riveted  together  by  a  special  hydraulic 
riveter  designed  for  operating  in  close 
quarters.  This  riveter  was  designed  and 
built  at  the  Topeka  shops  of  the  Santa 
Fe.  The  riveter  is  hung  from  a  point 
immediately  above  its  center  of  gravity, 
and  is  therefore  readily  manipulated  by 
the  operator. 

The  Jacobs-Shupert  firebox  has  been 
devised  for  the  purpose  of  introducing 
certain  definite  improvements  in  locomo- 
tive boilers,  and  while  the  boiler,  with  this 
firebox  has  been  in  service  only  a  com- 
paratively short  time,  its  behavior  so  far 
makes  the  indications  most  favorable. 
The  firebox  represents  years  of  careful  in- 
vestigation and  study  on  the  part  of  men 
in  position  to  very  closely  observe  loco- 
motive boiler  operation  and  maintenance. 

.'\mong  the  several  advantages  claimed 
for  the  sectional  form  of  construction, 
the  principal  are :  .'\n  unusual  element 
of    safety;    provision    for    expansion    and 
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contraction  due  to  variations  in  tempera- 
ture ;  improved  vertical  circulation  of 
water;  acceleration  of  scrubbing  action 
of  water  against  the  hot  metal  surface; 
increased  heat  transmission;  greater 
evaporation  per  unit  of  heating  surface 
and  increased  area  of  heating  surface. 

In  the  sectional  firebox  a  possible  rup- 
ture is  confined  to  a  single  section,  and 
the  destructive  effects  of  an  explosion 
would  be  confined  to  the  simple  escape 
of  the  contents  of  the  boiler.  It  is  the 
sudden  tearing  away  of  a  large  area  in 
case  of  failure  of  the  ordinary  crown 
sheet,  that  causes  a  violent  explosion 
with  disastrous  results.  In  the  sectional 
firebox  the  tearing  away  of  a  large  area 
is  impossible,  as  the  rupture  cannot  ex- 
tend from  one  section  to  the  next. 

The  arched  sectional  form  of  con- 
struction provides  for  expansion  and  con- 
traction due  to  variations  in  temperature. 
Each  section  is  free  to  expand  or  con- 
tract without  producing  excessive  local 
stresses  or  transmitting  undue  stress  to 
adjacent  sections.  The  entire  structure 
is  more  or  less  flexible,  and  while  expan- 
sion and  contraction  occur,  the  form  of 
each  section  allows  it  to  expand  without 
straining  the  next  one,  thus  relieving  any 
stresses  induced  by  temperature  varia- 
tions. 

The  holes  for  horizontal  circulation 
through  the  radial  staysheets  are  of  suf- 
ficient area  to  allow  the  free  inflow  of 
water  over  what  we  may  call  the  crown 
sheet  as  fast  as  it  is  evaporated.  The 
enlarged  space  within  the  individiinl   sec- 
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set  up  brings  successive  volumes  of  hot 
gases  in  contact  with  the  metal.  This  mo- 
tion of  the  gases  produces  high  efficiency 
in  transmitting  heat  as  well  as  in  break- 
ing through  the  film  of  inert  gas.  which 
tends  to  collect  along  the  surface  of  the 
metal.  The  performance  of  the  engine 
with  this  boiler  will  be  watched  with  great 
intcrc-t- 


tions  encourages  rapid  vertical  circulation 
and  the  more  rapid  this  circulation  is  the 
greater  the  scouring  action  of  the  water 
against  the  hot  metal. 

The  corrugated  surface  of  the  firebox 
tends  to  cause  a  turbulent  motion  of  the 
hot    gnsps.    and    the   wliirlina;   motion   thus 


The    Quebec    Bridge. 

The  reconstruction  of  the  Quebec 
Bridge  over  the  St.  Lawrence  is  to  go  on. 
tl.is  time  with  greater  care  than  was  taken 
with  the  former  structure.  Oh  the  vote 
of  $150,000  to  provide  for  the  preparation 
of  plans  for  the  reconstruction  of  the 
Quebec  Bridge,  the  Canadian  Minister  of 
Railways  made  the  statement  that  the 
three  men  employed  to  prepare  the  plans 
were  probably  the  most  prominent  eng'- 
necrs  to  be  found  in  the  world. 

Messrs.  Vautelet.  Fitzmaurice  and  Mod- 
jeski,  the  three  engineers  referred  to, 
were  being  paid  $i,coo  a  month  for  their 
services.  The  Government  idea  was  that 
when  the  plans  were  finished  Mr.  Vautelet 
would  be  retained  for  this  work,  with  Mr. 
Fitzmaurice  and  Mr.  Modjeski  as  con- 
sulting engineers. 


KIVETINT.    THE    SECTIONS    TOGETHER.      JACOBS-SIILTERT    FIREBOX. 


A  very  valuable  series  of  tests  of  coal 
has  been  carried  out  by  Mr.  W.  B.  Lan- 
don,  chemist  of  the  Erie  Railroad.  The 
test  demonstrates  the  heat  producing  prop- 
erties of  the  various  coals  used  by  the  Erie 
Railroad,  and  is  likely  to  result  in  ar- 
r.u-gemcnts  whereby  the  purchase  price 
will  he  based  upon  the  quality  of  the  coal, 
a  very  important  reform. 
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The  Susquehanna  Shops  of  the  Erie  Railroad 


The  length  of  the  journey  from  New 
York  to  Chicago  over  the  Erie  Railroad 
is  exactly  one  thousand  miles,  as  near  as 
it  can  be  figured,  and  there  is  not  a 
stretch  of  five  miles  on  the  whole  route 
that  a  traveler  could  regard  as  tame  or 
lacking  in  scenic  attractions.  The  first 
two  hundred  miles,  how,ever,  which  trav- 
erse  the   scenes   watered   by   the    Passaic, 


By   Angus   Sinclair 

York  in  1832,  but  work  was  not  begun 
until  1836.  The  original  eastern  terminus 
was  Piermont,  on  the  Hudson  River,  that 
inconvenient  spot  having  been  decided 
upon  through  the  force  of  political 
and  proprietory  pulls.  The  same  in- 
fluence located  large  shops  at  Pier- 
mont for  the  repairing  of  rolling 
stock,    and    some   bargain    was    made    but 


VIEW    OF    SUSQUEHANNW    IN    1855. 


the  Ramapo,  the  Delaware  and  the  Sus- 
quehanna rivers,  are  so  rich  in  natural 
attractions  that  I  doubt  if  scenery  equal 
in  grandeur  can  be  found  on  the  same 
distance  in  any  country.  Some  parts  on 
the  Delaware  division  may  be  fitly 
described  in  Scott's  eulogy  of  Scotland's 
most  famous  scenes  when  the  poet  ex- 
claims : 

"O,  Caledonia!  stent  and  zmld, 
Meet  nurse  for  a  poetic  child! 
Land  of  hroiun  heath  and  shaggy  zuood, 
Land  of  the  mountain  and  the  flood." 

The  pleasure  of  witnessing  the  magnifi- 
cent scenes  that  greet  the  eye  on  every 
turn  through  this  most  romantic  region 
must  excuse  flights  away  from  the  more 
prosaic  thoughts  of  a  man  whose  mind 
is  running  not  upon  fancies  of  the  imagi- 
nation, but  upon  the  details  of  an  estab- 
lishment reared  in  a  mountain  pass  on 
the  side  of  a  mighty  river  for  the  pur- 
pose of  regenerating  worn-out  locomo- 
tives and  dilapidated  cars. 

Susquehanna  has  always  been  a  particu- 
larly alluring  spot  to  me,  partly  on  ac- 
count of  its  romantic  location  and  partly 
on  account  of  the  repair  shops  there 
having  been  the  pioneer  railroad  repair 
shops  of  any  magnitude  in  this  country, 
which  made  them  the  models  on  which 
nearly  all  other  railroad  repair  shops 
were  built  for  forty  years. 

Most  of  our  readers  may  be  aware  that 
the  Erie  was  one  of  the  first  railroads 
put  under  construction,  and  that  when  it 
was  completed  from  New  York  to  Dun- 
kirk, in  1852.  the  distance  of  460  miles 
made  it  the  longest  railroad  in  the 
world. 

The  Erie  Railroad  Company  was  in- 
corporated   by    the    Legislature    of    New 


broken  after  a  few  years,  that  these 
should  always  be  the  principal  repair 
shops  of  the  Erie  Railroad.  The  people 
who  made  that  arrangement  insisted  that 
the  terminus  of  a  railroad  was  the  proper 
point  for  assembling  cars  and  locomotives 
needing  repairs,  as  dragging  them  along 
three  hundred  miles  or  so  cost  nothing. 
Pome  railroads  still  keep  to  that  policy. 


iiitude  can  scarcely  be  conceived  by  the 
leaders  of  our  most  important  modern 
engineering  enterprises.  State  credit  sup- 
ported to  some  extent  the  project  of  con- 
structing the  Erie  Railroad,  but  very  se- 
vere financial  embarrassment  was  en- 
countered and  successfully  overcome  not 
without  protracted  delays  to  the  great 
work. 

The  building  of  the  Erie  Railroad  at- 
tracted the  services  of  many  of  the  bright- 
est and  ablest  business  men  in  the  country. 
There  were  many  serious  blunders  made 
and  not  a  few  failures  of  alluring  proj- 
ects ;  but  the  iron  road  kept  drawing  out 
month  after  month,  and  twelve  years  af- 
ter the  first  sod  was  cut,  if  such  a  useless 
ceremony  was  performed,  a  locomotive 
noted  for  its  huge  smokestack,  passed 
over  the  imposing  cascade  bridge,  long 
vanished,  went  past  the  handsome  Starr- 
bussa  viaduct,  and  dropped  down  the 
long,  steep  grade  from  Summit  into  the 
station  at  Susquehanna.  That  notable 
event  happened   in    1847. 

The  place  was  originally  called  Har- 
mony, but  Major  Brown,  the  chief  engi- 
neer, called  it  Susquehanna,  and  the  name 
adhered. 

Susquehanna  was  a  convenient  division 
point,  being  the  end  of  the  rugged  moun- 
tain stretches  and  a  breathing  spot  for 
eastbound  trains  to  start  upon  the  moun- 
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The  building  of  a  railroad  from  the 
ocean  to  the  lakes,  through  a  region  of 
forest,  mountain  and  rugged  defiles,  with 
few  human  settlements  and  very  limited 
facilities  for  transporting  supplies,  was 
a    tremendous    undertaking,    whose    mag- 


tain  grade.  The  disadvantage  of  the  lo- 
cation was  that  there  was  no  level  ground 
worth  mentioning,  but  there  was  enough 
for  the  foundation  of  a  roundhouse  and 
machine  shop.  The  most  optimistic  of 
the  company's  officials   could   not   foresee 
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the  day  when  the  gullys  and  ravhies 
branching  from  the  river  would  be  in- 
truded upon  to  hold  dwellings  for  the 
people  drawn  to  Susquehanna  by  the  re- 
pair shops  which  developed  piece  by  piece 
to  meet  the  needs  of  growing  business. 

In  the  course  of  a  few  years  the  first  re- 
pair shops  at  Susquehanna  became  utterly 
unequal  to  the  requirements,  and  the  abso- 
lutely necessary  work  was  done  at  high 
cost,  poverty  tying  the  company  to  the 
assortment  of  overgrown  shanties  that 
sheltered  the  workmen  from  the  howling 
winter  winds  that  scoured  the  mountain 
pass  cut  by  the  river.  In  1862  there  was 
a  reorganization  of  the  company's  finances 
under  President  Nathaniel  Marsh,  and  one 
of  the  much  needed  improvements  carried 
out  was  the  building  of  repair  shops  on  a 
grand  scale,  calculated  to  meet  the  re- 
quirements for  many  years. 

Up  to  this  time  no  acknowledged  ar- 
rangement of  railroad  repair  shops  had 
been  agreed  upon.  Those  familiar  with 
the    repair    shop;    of    tlie    pioneer    rail- 


roundhouse  of  32  stalls  abuts  on  the  end 
of  the  main  buildings  . 

The  erecting  shop  consists  of  28  cross 
stalls,  that  are  served  by  a  transfer  table. 
Of  course,  time  has  brought  great  changes 
in  the  character  and  location  of  the  ma- 
chine tools,  the  present  locations  being 
selected  for  pushing  the  work  along  as 
expeditiously  as  possible.  The  tools  are 
powerful,  of  the  most  modern  patterns, 
many  of  them  being  driven  by  electric 
motors. 

Since  these  shops  were  built  warm  con- 
troversies have  arisen  about  the  relative 
value  of  longitudinal  and  of  cross  pits, 
and  able  advocates  have  appeared  on  both 
sides.  There  has  also  been  sentiment  in 
favor  of  what  was  called  radial  pits  of 
the  kind  used  in  the  Frankfort  shops  of 
the  West  Shore  Railway.  The  different 
plans  have  been  the  reaching  out  for  the 
easiest  way  of  doing  work ;  of  the  sys- 
tem that  entailed  the  minimum  handling 
of  material  and  the  smallest  interruption 
to    the   workmen    engaged    doing   the    re- 
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roads  will  remember  that  the  most 
important  problem  seemed  to  be  the 
means  of  getting  the  engines  in  and  out, 
'\  and  that  the  work  of  repairing  had  often 
to  be  done' on  engines  standing- in  badly 
lighted  corners,  while  the  machine  tools 
were  placed  without  regard  to  the  expe- 
ditious handling  of  material. 

In  designing  the  Susquehanna  shops 
consideration  had  to  be  given  to  the  space 
to  be  occupied  and  the  nature  of  the 
ground,  which  greatly  hampered  the  de- 
signer. But  the  work  was  splendidly  per- 
formed, when  we  reflect  that  the  plan 
was  purely  original.  The  buildings  are  all 
of  excellent  stone  quarried  in  the  vicinity. 
The  machine  and  erecting  shops,  which 
constitute  the  main  building,  have 
a  floor  space  716  x  140  ft.  and  the 
other  shops  flank  the  main  build- 
ing in  very  convenient  locatio'ns.     A  large 


pairs.  After  all  methods  have  been  tried 
and  the  advantages  and  disadvantages'  of 
each  worked  through  the  test  of  experi- 
ence, the  cross  pit  plan  first  introduced  in 
these  Susquehanna  shops  has  more  than 
held  its  own.  If  the  roof  of  these  shops 
could  be  raised  to  provide  room  for  over- 
head traveling  cranes  the  establishment 
would  compare  favorably  with  any  rail- 
road repair  shop  on  this  continent. 

The  Susquehanna  shops  were  built  from 
plans  drawn  by  Mr.  John  Derrick,  w-ho 
also  superintended  the  erection  of  the 
buildings.  The  design  of  the  shops  was 
settled  on  largely  at  the  advice  of  Horatio 
G.  Brooks,  then  superintendent  of  the 
Western  division. 

Mr.  Charles  Minot  was  general  super- 
intendent of  the  road  at  the  time  these 
shops  were  built.  Mr.  H.  B.  Smith,  su- 
perintendent,  Mr.  James   B.   Gregg,  mas- 


ter mechanic.  Mr.  R.  Richardson  super- 
intended the  brick  and  stone  work  in  a 
general  way.  He  came  from  Boston, 
Mass.  Jerry  Foley  was  the  foreman  in 
charge  of  the  stone  work;  J.  Bosworth 
foreman  of  all  the  bricklayers  and  brick 
work. 

A  man  by  the  name  of  Bishop,  from 
Owego,  N.  Y.,  had  charge  of  the  car- 
penter work.  Bishop  was  at  that  time 
superintendent  of  bridges  and  buildings 
of  the  entire  system  from  New  York  to 
Buffalo  and  Dunkirk.  I  am  unable  to 
secure  information  showing  the  Chris- 
tian name  or  initials  of  Mr.  Bishop. 
Work  was  commenced  on  the  shop  the 
eighth  day  of  April,  1864.  The  rod 
shop  was  the  first  department  completed 
and  opened  for  business,  and  was  placed 
in  charge  of  Foreman  Griffith  Williams. 
This  occurred  in  the  fall  of  1865.  Mr. 
Thomas  Bourke  put  up  the  line  shafting 
in  the  machine  shop,  finished  the  pits, 
floor,  etc.,  and  installed  the  machinery. 
The  shop  was  ready  for  occupancy  some 
time  in  the  spring  of  1866.  The  large 
brick  chimney  or  stack  at  the  boiler 
plant  was  finished  in  the  fall  of  1864,  and 
upon  completion  a  dinner  was  served  on 
top  by  the  contractors  to  the  master  me- 
chanic  and   invited  guests. 

The  different  shops  vie  with  each  other 
in  cleanliness  and  good  order,  a  sure  indi- 
cation of  active  business.  Mr.  H.  H. 
Harrington,  master  mechanic  in  charge, 
deserves  credit  for  the  manner  in  which 
the  different  departments  are  run.  The 
men  in  charge  are :  L.  R.  Laizure,  gen- 
eral foreman ;  D.  J,  Sullivan,  assistant 
general  foreman ;  J.  VV.  Adams,  assistant 
to  general  foreman;  B.  F.  Walle,  techni- 
cal instructor  of  apprentices;  R.  S.  Hoff- 
man, practical  instructor  of  apprentices ; 
Wm.  Heller,  foreman  machine  depart- 
ment; A.  Hadley,  foreman  wheel  gang; 
Leonard  Smith,  foreman  tank  shop;  Les- 
lie Stead,  foreman  machinery  repair  gang; 
James  Burrell,  foreman  fitting  up  depart- . 
ment ;  H.  Seth  Smith,  foreman  erecting 
gang  No.  I ;  Frederick  D.  Bates,  foreman 
erecting  gang  No.  2 ;  Thos.  Dennett,  fore- 
man erecting  gang  No.  3 ;  F.  L.  Lothrop, 
foreman  boiler  shop;  J.  B.  Hassett,  fore- 
man blacksmith  shop ;  Chas.  Burrhus, 
foreman  carpenter  shop ;  C.  R.  Wallace, 
foreman  paint  shop;  T.  J.  Griffin,  fore- 
man tin  and  copper  shop ;  James  J.  Ho- 
gan,  foreman  stripping  gang;  Thos.  Lan- 
non,  foreman  shop  laborers ;  J.  T.  Haller, 
general  roundhouse  foreman  ;  J.  O.  Jones, 
night  roundhouse  foreman ;  Geo.  Thibaut, 
track  foreman,  new  roundhouse ;  O.  J. 
Kelly,  track  foreman  new  roundhouse; 
Wm.  Keeley,  Jr.,  engine  house  foreman, 
old  terminal. 

Some  particulars  concerning  the  round- 
houses on  the  road  and  the  cinder  pits 
originally  designed  by  Mr.  J.  C.  Stuart, 
general  manager,  deserve  particular  at- 
tention, but  I  shall  reserve  them  for  an- 
other article. 
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Items  of  Personal  Interest 


Mr.  Wm.  M.  Saxton  has  been  appointed 
the  master  mechanic  of  the  North  Coast 
Railroad  with  office  at  Spokane,  Wash. 

Mr.  C.  E.  Chambers,  formerly  master 
mechanic  on  the  Central  Railroad  of  New 
Jersey,  has  been  appointed  to  general 
master  mechanic  on  that  road. 

Mr.  R.  R.  Been  has  been  appointed  gen- 
eral agent  on  the  Chicago  Great  Western 
Railway  with  headquarters  at  Omaha, 
Neb.,  vice  Mr.  J.  A.  Ellis,  promoted. 

Mr.  G.  Reid,  locomotive  foreman  on 
the  Canadian  Pacific  Railway  at  Fort 
William,  Ont.,  has  been  transferred  to 
Vancouver,  B.  C,  as  locomotive  foreman. 

Mr.  J.  H.  De  Salis  has  been  appointed 
road  foreman  of  engines  on  the  Western 
Division  of  the  New  York  Central  Rail- 
road with  headquarters  at  East  Syracuse, 
N.  Y. 

Mr.  John  Morton  has  been  appointed 
night  locomotive  foreman  on  the  Can- 
adian Pacific  Railway  with  offices  at  Ken- 
ora,  Ont.,  vice  Mr.  -\.  J.  Gibbons, 
resigned. 

Mr.  John  A.  Conley  has  been  appointed 
master  mechanic  on  the  Atchison,  Topeka 
&  Santa  Fe  Railroad  with  headquarters  at 
Raton,  N.  Mex.,  vice  Mr.  James  Kiely. 
transferred. 

Mr.  G.  Pratt,  formerly  general  foreman 
on  the  Canadian  Pacific  Railway,  has  been 
appointed  locomotive  foreman  on  the 
same  road  with  headquarters  at  Fort 
WiUiam,  Ont. 

Mr.  H.  J.  Varlow,  formerly  erecting 
shop  foreman  on  the  Canadian  Pacific 
Railway,  has  been  appointed  general  fore- 
man on  that  road  with  headquarters  at 
Fort  William,  Ont. 

Mr.  J.  T.  Connor,  acting  superintendent 
of  motive  power  and  machinery  of  the 
Houston  East  and  West  Texas,  has  been 
appointed  the  superintendent  of  motive 
power  and  machinery. 

Mr.  C.  R.  Dobson,  formerly  car  fore- 
man of  the  Chicago,  Rock  Island  &  Pacific 
at  Dalhart,  Texas,  has  been  appointed 
district  car  inspector  on  the  road,  vice  Mr. 
C.   Stetzknrn,  promoted. 

Mr.  J.  A.  Jenson,  formerly  car  foreman 
on  the  Canadian  Pacific  Railway  at  Stett- 
ler,  Alta.,  has  been  appointed  car  foreman 
on  that  road  at  Swift  Current,  Sask.,  vice 
Mr.  D.  Smyth,  transferred. 

Mr.  L.  A.  Mattimore  has  been  appointed 
master  mechanic  of  the  Arizona  Division 
of  the  Atchison,  Topeka  &  Santa  Fe  Rail- 
road with  office  at  Needles,  Ariz.,  vice 
Mr.  H.  S.  Wall,  promoted. 

Mr.  C.  H.  Temple,  formerly  master  mfe 
chanic  of  the  central  division  of  the  Can- 
adian Pacific  Railway,  has  been  appointed 


assistant  superintendent  of  motive  power 
with  office  at  Winnipeg,  Man. 

The  recently  elected  president  of  the 
International  Railway  General  Foremen's 
.\ssociation,  Mr.  T.  H.  Ogden,  was  born 
in  Wayne  county,  Ohio.  He  began  rail- 
v.ay  service  with  the  Pennsylvania  at 
Crestlin,  Ohio,  in  1878.  His  first  appoint- 
ment on  the  L'nion  Pacific  was  that  of 
roundhouse  foreman  at  Salt  Lake  City. 
.After  serving  this  company  for  a  number 
of  years  Mr.  Ogden  was  made  general 
foreman  of  the  Kansas  City,  Pittsburgh 
&  Gulf  at  Kansas  City.  Later  he  went 
with  the  Mexican  Central  in  Mexico,  on 
which  system  he  filled  a  similar  position 
and  later  on  that  of  master  mechanic.  On 
returning  to  this  country  a  few  years  ago 
he  took  service  with  the  Chicago,  Peoria 
&-  St.  Louis  at  Springfield,  III.,  and  from 


T.    H.    OGDEN, 
Boivman  Studio,  Chicago,  III. 

there  he  went  with  the  A.  T.  &  S.  F.  as 
general  foreman  at  Dodge  City,  Kan., 
which  position  he  now  holds.  His  bright, 
practical  ideas  and  conservative  methods 
make  him  specially  fit  for  the  executive 
head  of  the  association  which  has  just 
chosen  liim  president.  He  is  a  charter 
member  of  the  organization  and  has  al- 
ways been  a  zealous  worker  for  the  good 
of  the  association. 

Mr.  D.  J.  Redding,  formerly  master 
mechanic  of  the  Pittsburgh  &  Lake  Erie, 
has  been  made  assistant  superintendent 
of  that  road.  The  position  of  master 
mechanic  has  been  abolished. 

Mr.  M.  F.  McCarra  has  been  appointed 
the  general  foreman  of  the  Kingsville 
shops    of    the    St.    Louis,    Brownsville    & 


Mexico    with  office   at  Kingsville,   Texas, 
vice  Mr.  A.  J.  Conrad,  resigned. 

Mr.  D.  Smyth,  formerly  car  foreman 
on  the  Canadian  Pacific  Railroad  at  Swift 
Current,  Sask.,  has  been  appointed  car 
foreman  on  that  road  at  Stettler,  Alta., 
vice  Mr.  J.  A.  Jenson,  transferred. 

Mr.  C.  F.  Richardson  has  been  ap- 
pointed the  assistant  to  the  superintend- 
ent of  motive  power  of  the  Chicago,  Rock 
Island  &  Pacific  in  charge  of  fuel  econ- 
omy with  headquarters  at  Chicago,  111. 

Mr.  J.  Moore,  formerly  district  master 
iticchanic  on  the  Pacific  Division  of  the 
Canadian  Pacific  Railway  at  Revelstoke, 
B.  C,  has  been  appointed  foreman  of  re- 
pair track  on  that  road  at  Winnipeg,  Man. 

Mr.  T.  L.  Roberts,  formerly  general 
fuel  and  locomotive  inspector  on  the  Can- 
adian Pacific  Railway,  has  been  appointed 
acting  master  mechanic  on  the  road  dur- 
ing the  absence  of  Mr.  S.  Phipps,  on 
leave. 

Mr.  E.  E.  Austin,  formerly  district  mas- 
ter mechanic  on  the  Canadian  Pacific 
Railway  at  Nelson,  B.  C,  has  been  ap- 
pointed district  master  mechanic  at  Revel- 
stoke, B.  C,  vice  Mr.  J.  Moore,  trans- 
ferred. 

Mr.  S.  S.  Stiffey,  general  superintendent 
of  motive  power  of  the  Toledo  &  Ohio 
Central,  the  Hocking  Valley  and  the 
Zanesville  &  Western,  has  resigned  as  the 
general  superintendent  of  motive  power 
of  the  Hocking  Valley. 

Mr.  D.  W.  Fitzgerald,  master  mechanic 
of  the  Galveston,  Harrisburg  &  San  An- 
tonio at  El  Paso,  Texas,  has  been  ap- 
pointed the  assistant  general  superintend- 
ent of  motive  power  of  the  St.  Louis  & 
San  Francisco  with  office  at  Springfield, 
Mo. 

Mr.  D.  Smith,  formerly  shop  foreman 
on  the  Grand  Trunk  Pacific  Railway  at 
Rivers,  Man.,  has  been  appointed  locomo- 
tive foreman  at  West  Fort  William,  Ont., 
in  charge  of  the  locomotive  and  car  works 
at  that  point,  vice  Mr.  W.  P.  Agnew, 
resigned. 

Mr.  Chas.  T.  Banks  having  resigned  as 
superintendent  of  the  W.  M.  &  P.  Di- 
vision of  the  Chicago  Great  Western  Rail- 
way, the  jurisdiction  of  Mr.  C.  E.  Dafoe, 
superintendent  of  the  Northwest  Division, 
will  be  extended  to  include  that  division 
with  headquarters  at  St.  Paul,  Minn. 

Mr.  B.  D.  Lockwood,  formerly  mechan- 
ical engineer  of  the  Cleveland,  Cincinnati, 
Chicago  &  St.  Louis  Railway,  at  Indian- 
apolis, Ind.,  has  resigned  to  accept  a  posi- 
tion as  assistant  chief  engineer  of  the 
Pressed  Steel  Car  Company.     Mr.  Lock- 
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wood   has   had   a   railway    experience    of 

many  years. 

Mr  James  Kiely,  master  mechanic  of 
the  New  Mexico  Division  of  the  Western 
lines  of  the  Atchison,  Topeka  &  Santa  Fe 
with  office  at  Raton.  N.  Mex.,  has  been 
appointed  the  master  mechanic  of  the  Rio 
Grande  Division  with  office  at  Clovis,  N. 
Mex.,  vice  Thos.  Booth,  granted  an  in- 
definite leave  of  absence. 

Mr  H  S.  Wall,  the  master  mechanic 
of  the  Arizona  Division  of  the  Atchison, 
Topeka  &  Santa  Fe  Railroad  with  office 
at  Needles,  Ariz.,  has  been  appointed  the 
superintendent  of  shops  on  that  road  at 
San  Bernardino,  Cal.,  with  jurisdiction 
over  all  mechanical  department  facilities 
excepting  the  roundhouse. 

Mr  Hugh  M.  Wilson,  formerly  editor 
and  publisher  of  The  Railway  Age,  has 
become  associated  with  The  Barney  & 
Smith  Car  Company  of  Dayton,  Ohio  He 
has  been  elected  a  director  and  also  a 
vice-president.  Mr.  Wilson  disposed  of 
his  publishing  business  over  a  year  ago, 
and  has  only  recently  returned  to  the 
United  States  after  nearly  a  year  spent 
m  foreign  travel. 

At  the   recent   meeting  of   the   Interna- 
tional Railway  General  Foremen's  Asso- 
ciation,   held    in    Chicago,    the    following 
officers     were     elected:     President      Mr. 
T    H    Ogden,   of   the   Atchison,   Topeka 
&    Santa    Fe,    Dodge    City,    Kan.;    vice- 
presidents,    Messrs.    C.    H.    Voges     Big 
Four,    Bellefontaine,    O. ;    T.    H     Griffin, 
Big  Four,  Indianapolis,  Ind.;  Wm.  Hall, 
Chicago    &      North-Western,     Escanaba, 
Mich  ;  J.  A.  Boyden,  Erie,  Cleveland,  O. ; 
Mr    L.  H.   Bryan,  Two   Harbors,   Minn., 
was  elected  secretary-treasurer.    The  new 
members  of  the  executive  committee  are 
Messrs.  H.  D.  Kelly,   Chicago  &  North- 
Western,    Chicago,    and    T.    J.    Finerty, 
I.  &  G.  N.,  Spring,  Tex. 

Mr.  B.  V.  H.  Johnson,  formerly  with 
the     ScuUin-Gallagher     Iron     &     Steel 
Co.,    has    been    elected    a    vice-president 
of  the  Commonwealth  Steel  Co.  of  St. 
Louis,  Mo.     Mr.  Johnson  is  a  graduate 
of    the    Manual    Training    School    of 
Washington    University.      He   was    for 
several  years  in  the  employ  of  the  Pull- 
man  Co.,  and  afterwards  he   was   con- 
nected with   the   New  York,  New   Ha- 
ven &  Hartford  Railroad.    Later  he  be- 
came connected  with  the  Safety  Car  Heat- 
ing and  Lighting  Co.    Mr.  Johnson  is  very 
happy  in  his  connection  with  the  Com- 
monwealth Steel  Co.,  as  the  president 
and  two  of  the  vice-presidents  of  that 
concern    were    schoolmates    of    his    at 
the   Manual   Training   School. 

The  firm  of  Burnham,  Williams  & 
Company,  which  consisted  of  Messrs. 
George  Burnham,  John  H.  Converse, 
William  L.  Austin,  Samuel  M.  Vauclain 
and  Alba  B.  Johnson,  and  which  owned 
the  Baldwin  Locomotive  Works  of  Phil- 
adelphia, recently  dissolved  by  mutual 
consent.  The  firm  have  sold  its  entire 
property  and  interests  in  the  locomotive 


business     to     the     Balduin     Locomotive 
Works,  Inc.    This  concern  is  now  a  cor- 
poration organized  under  the  laws  of  the 
State  of   Pennsylvania   and  has   assumed 
the  assets  and  liabilities  of  the  late  busi- 
ness  firm.     The   officers   of   the   Baldwin 
Locomotive  Works,  Inc.,  are  Mr.  John  H. 
Converse,     president;     Mr.     Wilham     L. 
Austin,  vice-president  and  engmeer;  Mr. 
Alba     B      Johnson,     vice-president     and 
treasurer;  Mr.  Samuel  M.  Vauclain,  gen- 
eral superintendent,  and  Mr.  William  De 
KrafTt,  secretary  and  assistant  treasurer. 

Major  Hine,  who  is  engaged  as  special 
assistant  to  Mr.  J.  Kruttschnitt,  Director 
of    Maintenance    and    Operation    of    the 
Harriman  lines,  has  had  a  very  notable 
career      He  made  his  mark  as  an  army 
officer   by  his  work  as  a  bitter   and   un- 
compromising  foe  of  needless   formality, 
so  it  need  not  be  thought  that  m  giving 
military    organization    to    railway    forces 
he  is  bringing  into  play  what  is  known  as 
•Ted   tape."      Indeed,    he    says    that    rail- 
ways  have   far   more   red   tape   than   the 
government.      Major   Hine   was  born   at 
Vienna,    Va„    a    suburb    of    Washington, 
March    15,    1867.     While    in    the    employ 
of    a   contractor   he   won   a   cadetship   at 
the  United  States  Military  Academy,  was 
graduated  in  the  class  of  1891,  and  while 
serving   as    a    lieutenant    of    infantry    he 
found   time   to    study   law   and   was    ad- 
mitted to  the  bar  in   1893.     He  resigned 
his   commission   in   1895   and  began   rail- 
way  work   as    a    freight   brakeman.      He 
has  also  filled  the  positions  of  switchman, 
yardmaster,  conductor,  chief  clerk,  train- 
master, assistant  superintendent,  right-of- 
way    agent,    and    general    superintendent, 
besides   filling  various   unique   staflf  posi- 
tions.   The  knowledge  which  he  acquired 
in  the  subordinate  grades,  enables  him  to 
speak  authoritatively  on  the   subjects  he 
has  in  hand.     It  is  doubtful  whether  any 
railroad    man    in    the    country    is    better 
qualified    than   he   to    deal   with   railroad 
questions.    He  has  investigated  and  made 
reports  upon  such  roads  as  the  Alton,  the 
Rock  Island,  the  Frisco,  and   Chicago  & 
Eastern  Illinois,  the  Burlington,  the  Erie, 
the  Delaware  &  Hudson,  the  Intercolonial, 
the    Prince    Edward    Island,    the    Union 
Pacific  and  the  Southern  Pacific. 


and  treasurer  since  its  organization.  He 
was  a  man  of  exceptional  business  ability, 
honorable  and  upright  in  all  of  his  deal- 
ings, and  his  loss  will  be  keenly  felt  by 
his  business  associates  and  all  who  knew 
him. 


Sellers   Wheel   Lathe. 

A    very    remarkable    lathe    for    turning 
car   wheel   tires  has   lately   been   designed 
by  William   Sellers  &  Company,   Inc.,  of 
Philadelphia.    A  short  time  ago  the  com- 
pany  gave   a   demonstration  before   some 
representatives   of  the  technical   press  of 
this  and  other  cities.    Through  the  cour- 
tesy of  Mr.  H.  D.  Taylor,  superintendent 
of 'motive  power  and  rolling  stock  of  the 
Philadelphia  &  Reading,  the  operator  who 
manipulated  the    Sellers   new   extra   high 
power   car   wheel   lathe   on  this   occasion 
was    Mr.    William    Anthony,    from    the 
Reading  shops  of  the  P.  &  R. 

The  tool  itself  shown  in  our  illustra- 
tion is  among  other  things  intended  to 
simplify  manipulation  so  that  the  least 
possible  time  and  labor  would  be  expend- 
ed in  setting  the  wheels  and  in  doing  the 
work  of  tire  turning.  The  capacity  of  the 
lathe  is  from  28  to  42-in.  wheels  and  it 
provides  for  axles  having  either  outside 
or  inside  journals. 

The  driving  mechanism  is  cleverly  de- 
vised. It  is  really  a  short  lever  pivoted 
a  little  nearer  one  end  than  the 
other.  The  pivot  casting  being  carried 
on  the  face  plate,  can  be  moved  from 
or  toward  the  centre  of  the  lathe  accord- 
ing as  the  diameter  of  the  wheels  to  be 
turned,  varies.  The  toothed  cam  at  the 
lower    end    of    the    lever    is   brought   into 


Obituary. 

A     Bradshaw    Holmes,    secretary    and 
treasurer   of   the   Independent   Pneumatic 
Tool    Company    and    Aurora    Automatic 
Machinery    Company,    Chicago.   111.,   died 
on  June  30,  1909,  from  injuries  sustained 
by    accidentally    falling    from    the    piazza 
of   his   hotel.     He  was   31   years   of   age 
and    was    unmarried.     Mr.    Holmes    was 
well  known  in  the  pneumatic  tool  busi- 
ness,   having    been    connected    with    the 
Standard  Pneumatic  Tool    Company   and 
the    Rand    Drill    Company  for  a  number 
of  years  prior  to  his  connection  with  the 
Independent    Pneumatic    Tool    Company, 
of    which    corporation    he    was    secretary 


UUCGU    LUT.    ll.VU  l.NUl    1-EliD    RECORD 
OF    NINETEEN    MINUTES. 

contact  with  the  side  of  the  tire,  by  a 
slight  turn  of  a  small  wrench.  The  upper 
end  of  the  grip  is  thus  also  pressed  against 
the  tire  Any  tendency  to  slide  due  to  the 
first  application,  the  tool  tends   to  cause 
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the  cam  to  revolve  and  so  more  firmly 
imbed  its  teeth  in  the  tire,  and  at  the 
same  time  tightening  the  grip  of  the  up- 
per contact.  In  this  way  all  chance  of 
slip  is  eliminated  and  the  drive  is  con- 
stant, powerful  and  well  maintained. 
There  are  three  drivers  on  each  face 
plate,  they  are  made  of  steel  and  as  all 
bear  equally  upon  the  wheel,  all  tendency 
to  distort  the  wheels  or  axle  is  eliminated. 

The  bed  of  this  lathe  is  substantial  and 
heavy.  There  is  a  fixed  and  a  moveable 
head.  Each  head  carries  a  face  plate,  the 
two  are  driven  in  unison  by  a  large  cross 
shaft.  The  main  casting  of  each  head  is 
extended  forward  along  the  bed,  this  ar- 
rangement provides  a  support  for  the 
slide  rest.  The  face  plates  are  carried 
on  large  sleeves  with  ample  bearing  sur- 
faces. 

The  method  of  centreing  here  employed 
has  some  advantages  as,  where  possible, 
the    bearing    surface    of    the    journal    is 


FACE    PLATE,   TOOL   POST   AND   TURRET, 
SELLERS    CAR    WHEEL    LATHE. 

used,  and  not  the  axle  centre.  Within 
each  face  plate  sleeve  is  placed  a  sliding 
spindle  having  a  tapered  hole  at  its  front 
end.  This  is  to  hold  clamping  bushings 
for  centreing  by  the  journal.  This  meth- 
od is  preferable  from  the  fact  that  if 
there  should  be  any  eccentricity  of  the 
axle,  the  tread  of  the  wheel  must  be  con- 
centric with  it.  In  the  case  of  axles  hav- 
ing inside  journals,  ordinary  lathe  centres 
are  used. 

The  turret  holds  the  four  tools  neces- 
sary for  the  operation  of  tire  turning. 
The  turret  is  of  new  design,  and  is  so 
made  that  a  partial  turn  of  a  wrench  is 
all  that  is  required  to  tighten  or  loosen 
the  turret.  When  the  proper  tool  is 
placed  for  use,  a  double  cam  stop  is  laid 


over  behind  the  turret  and  this  effectu- 
ally prevents  its  rotation.  This  design 
requires  the  least  possible  projection  of 
the  tools.  The  finishing  and  forming 
tools  are  bolted  directly  to  the  turret. 
The  roughing  tool  is,  however,  held  in  a 


three  locomotives,  being  built  by  the  Bald- 
win Locomotive  Works.  The  Ann  Arbor 
Railroad  have  specified  this  iron  for  four 
engines,  and  the  Detroit,  Toledo  &  Iron- 
ton  Railroad  intend  to  use  it  in  eight 
locomotives     recently    ordered    from    the 


.MODERN   EXTRA  POWERFLT.   C,\R   WHEEL  L.\THE. 


sort  of  tunnel  and  is  held  in  place  by  four 
clamps.  If  this  tool  should  become  dull 
or  broken  while  in  use  it  can  be  passed 
out  backwards  and  replaced  without  stop- 
ping the  lathe  or  moving  the  turret. 

In  the  test  at  which  Dr.  Sinclair  of 
Railw.\y  and  Locomotive  Engineering 
was  present  the  first  pair  of  wheels  was 
turned  in  19  minutes  28  seconds,  from 
which  should  be  deducted  27  seconds  for 
replacing  a  burned-out  tool.  The  second 
pair  took  18  minutes  27  seconds.  The 
third  pair,  19  minutes  51  seconds.  The 
fourth  pair,  truck  wheels,  with  inside 
journals,  was  turned  up  in  15  minutes  9 
seconds.  This  makes  a  total  for  the  four 
pair,  floor  to  floor,  of  72  minutes  28 
seconds.  The  change  in  the  lathe  for 
turning  the  last  pair  of  wheels,  that  is. 
from  outside  to  inside  journals,  consumed 
just  6  minutes.  In  ordinary  practice  in 
the  shop  an  operator  would  not  make 
such  changes  from  pair  to  pair,  but  would 
group  his  wheels  so  as  to  turn  all  of  a  size 
or  kind  one  after  another,  and  then  change 
for  a  different  size  or  kind.  An  expert 
operator  doing  this  kind  of  work  every 
day  in  a  railroad  shop  on  this  high-grade 
lathe  would  be  able  to  give  a  very  good 
account  of  himself  and  of  the  machine. 


.\merican  Locomotive  Company,  ^^'e  are 
informed  that  during  the  past  six  months, 
this  company  have  secured  about  fifty 
new  railway  customers  for  Falls  Hollow 
Iron,  in  the  L^nited  States,  Canada  and 
Mexico.  An  order  has  also  been  received 
by  this  company  for  a  large  quantity  of 
Falls  Hollow  Staybolt  Iron  bars  for  ship- 


The  Falls  Hollow  Staybolt  Company, 
of  Cuyahoga  Falls  have  secured  an  order 
from  the  Great  Southern  of  Spain  Rail- 
way Company,  Ltd.,  for  a  carload  of  hol- 
low staybolt  iron  bars,  making  the  second 
carload  order  received  from  this  company 
within  the  year.  The  Great  Northern 
Railway,  we  are  informed  by  the  manu- 
facturer, recently  specified  hollow  stay- 
bolt  iron  in  five  locomotives ;  the  Ameri- 
can Railroad  of  Porto  Rico  is  using  it  in 


SELLERS    WHEEL   GRIP   AND    DRIVE    FOR 
CAR    WHEEL    L.\THE. 

ment  to  the   Northern  Railway  of  Costa 
Rica,  at  Limon,  Costa  Rica. 


There  is  a  wonderful  power  in  honest 
labor  to  develop  latent  energies  and  to 
reveal  to  a  man  his  latent  capacities. 
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Heavy    Switcher   for   the    Lackawanna. 

The  Delaware,  Lackawanna  &  Western 
Railroad  have  recently  received  a  heavy 
eight-wheel  switching  locomotive  from 
the  Schenectady  works  of  the  American 
Locomotive  Company.  The  design  was 
prepared  by  the  builders  from  specifica- 
tions drawn  up  by  the  railroad  officials, 
and  while  presenting  no  unusual  feature 
of  construction,  it  represents  a  well-pro- 
portioned and  satisfactory  engine  for  the 
service  required. 

In  working  order  it  has  a  total  weight 
of  199,000  lbs.,  which  places  it  among 
the  heaviest  engine  of  its  type. 

It  is  intended  to  have  a  maximum  trac- 
tive effort  of  40,400  lbs.  which  gives  a 
large  factor  of  adhesion,  viz.:  4.9,  a  very 
desirable  feature  in  an  engine  of  this  class 
where  a  large  starting  capacity  is  required. 
The  cylinders  are  22  by  28  ins.  They  are 
equipped  with  piston  valves  having  inside 
admission,  and  these  are  operated  by 
Walschaerts  valve  gear.     The  valves  have 


port  the  reverse  shaft ;  directly  beneath 
this  a  heavy  casting  of  the  same  material 
placed  between  the  frames  and  bolted  to 
both  the  top  and  bottom  rails ;  and  the 
heavy  guide  yoke  between  the  first  and 
second  pair  of  driving  wheels.  Wrought 
iron  crossties  spanning  the  upper  front 
rails  are  also  provided  directly  in  front 
and  back  of  the  cylinders. 

The  boiler  is  of  the  radial  stayed  type. 
The  barrel,  which  measures  74  Yz  ins.  in 
diameter  at  the  front  end,  is  built  in  two 
courses,  the  first  course  being  slightly 
conical.  It  contains  379  tubes,  2  ins.  in 
diameter  and  14  ft.  35^  ins.  long  arranged 
so  as  to  allow  water  spaces  of  ^  in.  be- 
tween the  tubes.  The  total  heating  surface 
of  the  boiler  is  2,996  sq.  ft.,  of  which  the 
tubes  contribute  2,816.5  sq.  ft.,  and  the 
firebox  the  remainder.  With  this  amount 
of  heating  surface  the  B.  D.  factor  is  769 
or  about  the  normal  figure  for  an  engine 
of  this  class.  This  factor  is  obtained  by 
multiplying  the  tractive  power  of  the  en- 


bustion  chamber  6  ins.  deep  which  serves 
to  increase  the  volume  of  the  firebox  and 
also  to  remove  the  bottom  rows  of  flues 
from  the  hottest  part  of  the  fire. 

The  tender  is  of  the  railroad  company's 
standard  design.  It  is  equipped  with  a 
U-shape  tank  having  a  capacity  of  6,000 
gallons  of  water  and  a  coal  capacity  of  10 
tons.  The  tender  frame  is  of  steel ;  13-in. 
channels  being  used  for  the  center  sills 
and  lo-in.  channels  for  the  side  sills.  The 
tender  is  carried  on  two  four-wheel 
centre-bearing  arch-bar  frame  trucks 
equipped  with  cast  steel  bolsters. 

Some  of  the  principal  dimensions  and 
ratios  of  the  design  are  as  follows : 

Weight  on  drivers  ~  tractive  efirort..  =  4.93 
Tractive  effort    X    dia.  drivers   -f-   heat 

ing    surface ^  76Q. 

Total    heating  surface    -^    grate   area..  =     51.47 
Firebox  heating   surface    -7-    total   heat- 
ing   surface    per    cent =       5.99 

Weight    on     drivers     -^     total     heating 

surface     =     66.4 

Volume   both   cylinders,    cu.    ft ^     12.33 

Total  heating  surface  -^  vol.  cylinders.  =  243. 

Grate   area    -i-    vol.    cylinders =       4.72 

Wheel    base,     15     ft.     6     ins.;     total    engine    and 
tender,    47    ft.    854    ins. 


HEAVY    0 
T.   S.   Lloyd,  Superintendent  of  Motive  Power. 

a  maximum  travel  of  sYz  ins.  and  have 
15/16-in.  steam  lap  and  no  exhaust  lap  or 
clearance.  They  are  set  to  give  a  3/16-in. 
lead,  which  with  the  Walschaerts  valve 
gear  is  of  course  constant.  A  very  simple 
arrangement  of  this  form  of  valve  gear 
has  been  employed  in  which  the  reversing 
shaft  arm  is  directly  connected  to  the  back 
end  of  the  radius  bar  by  means  of  a  slip 
block. 

The  frames  which  are  of  cast  steel  with 
double  front  rails  of  soft  steel,  are  5  ins. 
wide.  Advantage  has  been  taken  of  the 
opportunity  afforded  by  the  Walschaerts 
valve  gear  to  provide  a  substantial  system 
of  frame  bracing.  In  addition  to  the  cast 
steel  foot  plate  at  the  back  end  and  the 
heavy  cast  steel  cross  tie  spanning  the  up- 
per rails  of  the  frame  directly  beneath 
the  front  end  of  the  firebox  upon  which 
the  firebox  is  supported;  there  is  a  cross- 
tie  spanning  the  upper  rails  just  back  of 
the  main  pedestals;  another  of  cast  steel 
between  the  second  and  third  pair  of 
driving  wheels,  which  also  serves  to  sup- 
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gine  by  the  diameter  of  the  driving 
wheels  and  dividing  by  the  total  heating 
surface.  It  represents  the  ability  of  the 
boiler  to  deliver  steam  to  the  cylinders. 

The  firebox  is  iiiJi  ins.  long  and  75 
ins.  wide  and  provides  a  grate  area  of 
58.2  sq.  ft.  This  gives  a  ratio  of  one  sq. 
ft.  of  grate  area  to  every  51.47  sq.  ft.  of 
heating  surface,  which  is  unusually  large 
for  an  engine  of  this  size.  Ample  water 
spaces  are  provided  around  the  firebox, 
these  being  s  ins.  wide  at  the  mud  ring  on 
all  sides  and  increasing  to  about  5!/>  ins. 
at  the  crown  sheet  on  the  back  and  sides. 
The  sides  and  crown  of  the  firebox  are 
made  in  one  sheet  as  are  also  the  sides 
and  roof  of  the  boiler.  A  departure  from 
the  usual  practice  will  be  noticed  in  the 
use  of  Tate  flexible  stays  for  the  three 
front  rows  of  crown  stays  instead  of  the 
ordinary  expansion  stays.  Tate  flexible 
staybolts  are  also  liberally  used  in  what 
is  called  the  breakage  zone  in  the  back, 
sides  and  throat  of  the  firebox.  The  fire- 
box   is    provided    with    a    shallow    com- 


Weight,  in  working  order  and  on*  drivers,  199,000 

lbs.;  engine  and  tender,  323,700  lbs. 
Driving  journals,  main,   10  ins.  x  13  ins.;  others, 

^Yi    ins.    X    13    ins.;    tender    truck    journals, 

diameter,    5    ins.,    length    9    ins. 
Boiler — Type,     straight     working     pressure,     200 

lbs.;    fuel,    bituminous  coal. 
Firebox — Thickness  of  crown,    ^   in.;  tube,  9/16 

ins.;    sides,    3g    ins.;    back,    ^    in. 
Tubes— No.    12  B.   W.  G. 
Air   Pump — One   No.    11    ins.;   reservoirs,   2254    x 

66    and    2254    x   t2. 
Piston   rod  diameter,   4   ins;   priston   packing,   cast 

iron    rings. 
Smokestack — Diameter,    1 8    ins.;    top    above    rail, 

15    ft.    o5^    ins. 
Wheels — Driving   diameter   outside   tire,    57    ins.; 

material,    main    annealed    cast   steel;    others, 

steeled  cast   iron. 


"Graphite,"  July,  1909,  issued  by  the 
Joseph  Dixon  Crucible  Co.,  Jersey  City, 
for  the  purpose  of  establishing  a  better 
understanding  in  regard  to  the  different 
fcrms  of  graphite  and  their  respective 
uses,  ably  sustains  its  character  as  a 
breezy,  interesting  periodical.  The  con- 
tinuation of  the  articles  on  preventing  cor' 
rosion  of  steam  machinery  is  particularly 
noteworthy  and  is  well  worth  the  atten- 
tion of  all  interested  in  the  maintenance 
of  machines. 
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Among  the  Railroad  Men  in  the  East 


By   James   Kennedy 


Old-Timer 
Talks  No.  1 

Now  it's  possible  to  avoid 
all  hot  crank  pins  or  bear- 
ings, groaning  cylinders, 
troublesome  valves,  and  the 
like.  It's  just  a  simple 
matter  of  treatment. 

Where  there's  a  groaning 
or  squealing  or  heating-up, 
you  can  know  for  certain 
that  the  treatment  ain't 
right.  Bearings  and  pins 
always  behave  if  you  feed 
'em  as  you  should.  Add  a 
little  of  Dixon's  Flake 
Graphite  to  the  oil  and  see 
how  the  hot  bearings  or 
pins  cool  off,  every  time. 

And  you  can't  fool  'em 
with  "just  as  good"  graph- 
ite either — it's  Dixon's  they 
want. 

Course,  by  using  Dixon's 
Flake  Graphite  regularly, 
you  can  leave  friction 
troubles  for  the  other  fellow. 

My  advice  is  to  write  the 
Dixon  people  for  free  sam- 
ple can  No.  69-C. 

Joseph  Dixon  Crucible  Go. 

Jersey  City,  N.  J. 


AT   HARTFORD^  CONN. 

The  early  engineers  of  the  railroad  be- 
tween Springfield  and  Hartford  must 
have  known  the  high  water  mark  of  the 
occasional  floods  of  the  Connecticut  river. 
As  we  came  along  the  beautiful  valley  in 
one  of  the  finely  equipped  passenger 
trains,  the  recent  rains  had  raised  the 
river  twenty-five  feet.  Scores  of  build- 
ings showed  only  the  roofs  above  the 
wilderness  of  waters.  Tree  tops  green  in 
the  glow  and  glory  of  summer  looked  out 
like  islets  of  emerald  in  a  sea  of  silver. 
Riverside  Park  at  Hartford  was  fifteen 
feet  deep  and  every  kind  of  floating 
craft  was  busy.  The  railroad  was  always 
high  and  dry,  although  sometimes  so  near 
the  brink  of  the  far-spreading  river  that 
the  flying  train  was  reflected  in  the  waters 
beneath,  like  the  swan  that  swam  on  still 
St.  Mary's  Lake,  and  as  the  poet  Words- 
worth tells  us,  "floats  double — swan  and 
shadow." 

At  the  extensive  shops  and  yards  of  the 


Boilers  were  being  washed  by  the  use 
of  Mack  injectors  that  had  evidently  seen 
much  service  but  were  still  being  cleverly 
and  effectively  used.  A  double-action 
Worthington  pump,  a  relic  of  last  century, 
was  doing  excellent  work  in  testing  boil- 
ers. Mr.  Collins  does  not  believe  in  four 
or  five  men  wasting  their  energies  on  a 
force  pump  when  steam  pressure  is  at 
hand.  Labor  saving  devices  were  much 
in  evidence,  and  the  result  is  that  the  90 
locomotives  that  pass  through  the  round- 
house every  day  are  kept  in  a  degree  of 
efficiency  that  would  be  difficult  to  sur- 
pass. The  thorough  cleanness  of  the 
freight  engines  were  in  marked  contrast 
with  much  that  can  be  seen  rattling 
around  in  a  mantle  of  mud  on  other 
roads.  It  is  much  to  the  credit  of  the 
company  to  know  that  during  the  dull 
times  through  which  we  have  been  passing 
there  has  been  no  discharging  or  suspend- 
ing of  the  lowest  paid  class  of  railway 
men,  and  that  during  a  short  period,  while 
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New  York,  New  Haven  and  Hartford 
railroad,  Mr.  J.  W.  Collins,  the  recently 
appointed  master  mechanic,  was  busy  per- 
fecting a  very  complete  system  of  fire 
quenching  apparatus.  He  did  not  seem  to 
have  any  fear  of  the  swelling  flood.  He 
seemed  to  be  rather  pleased  to  know  that 
in  the  event  of  a  fire  there  would  be 
plenty  of  water  at  hand.  Mr.  Collins  has 
a  great  faculty  for  utilizing  old  material. 
Under  his  skillful  eye  the  round  house 
which  contains  about  50  stalls,  and  which 
has  seen  many  years'  service,  was  becom- 
ing transformed  into  a  thing  of  beauty. 
The  car  sheathing  usually  given  up  to  the 
flames,  when  no  longer  serviceable,  was 
being  fitted  around  the  base  of  the  inner 
side  of  the  roundhouse  wall,  and  when 
crowned  with  a  neat  coping  and  freshly 
painted  a  degree  of  elegance  and  comfort 
was  given  to  the  structure  which  we  have 
not  observed  in  any  other  of  the  numerous 
old  roundhouses  that  we  have  visited. 
There  was  no  hurry  about  this  job,  the 
carpenters  worked  at  it  when  they  had 
little  else  to  do,  and  which  was  at  rare 
intervals. 


the  skilled  mechanics  were  working  on  re- 
duced time,  the  laborers  and  wipers  were 
kept  in  full  time  to  enahle  them  to  earn 
their  regular  wages,  which  the  officials 
properly  considered  were  small  enough  al- 
ready. The  result  has  been  the  maintain- 
ing of  the  kindliest  feeling  between  the 
employer  and  employees,  while  the  effect 
of  the  extra  work,  if  it  may  be  so  classi- 
fied, manifests  itself  in  the  marked  degree 
of  neatness  and  cleanness  that  are  such 
strong  features  of  the  entire  establish- 
ment. 

Among  the  devices  noticed  in  the 
roundhouse  was  a  pumping  apparatus  used 
in  circulating  oil  through  a  reservoir 
filled  with  cotton  waste  used  in  packing 
journal  boxes.  The  saturation  of  the 
waste  was  of  the  proper  degree  of  con- 
sistency ready  for  use,  and  precluded  the 
necessity  of  the  roundhouse  men  wander- 
ing from  place  to  place  in  search  of  the 
necessary  ingredients.  The  material  for 
packing  journal  bo.xes  is  always  ready. 
Tlie  same  remarks  apply  to  the  material 
used  in  kindling  fires.  Shavings  soaked 
in  crude  oil  are  on  hand  at  all  hours. 
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A  snow  plough,  formidable  as  a  battle- 
ship, was  resting  on  its  laurels  in  a  corner 
of  the  roundhouse.  It  was  equipped  with 
a  long,  low  beak  that  was  said  to  have 
successfully  cleared  its  way  through  the 
heaviest  snow  drifts  of  last  winter.  There 
■was  no  jamming  of  the  snow  into  a 
hardened  mass  and  running  a  mile  or  two 
for  the  purpose  of  acquiring  new  mo- 
mentum and  then  bringing  everything  to 
a  racking  standstill.  The  Hartford  snow 
plough  cuts  its  way  through  the  snow 
like  a  shearing  machine  in  a  clover  field. 
The  snow  went  up  into  the  air  and  by 
reason  of  the  angle  of  inclination  at  which 
it  was  projected  skyward  when  the  fleecy 
shower  fell  to  the  earth  again  it  did  not 
fall  on  the  tracks  of  the  New  York,  New 
Haven   and   Hartford   railroad. 

Among  the  fine  locomotives  that  have 
done  excellent  service  there  are  a  number 


to  admit  of  the  main  rod  being  connected 
to  the  front  driver. 

AT   STATEN   ISLAND,    N.  Y. 

The  Staten  Island  Rapid  Transit  rail- 
road blossoms  into  a  popular  institution 
during  the  summer  months.  Standing  as 
the  island  does  in  the  great  gateway  of  the 
western  world  and  washed  by  the  waves 
of  the  Atlantic  on  one  side  and  within 
easy  hail  of  the  imperial  city  on  the  other 
side,  thousands  of  excursionists  crowd 
the  railroad  to  its  fullest  capacity.  There 
are  now  about  50  locomotives,  and  Mr.  J. 
H.  Clark,  master  mechanic,  has  every  one 
of  them  in  the  best  possible  condition  so 
that  when  the  rush  to  the  sea  shore  began 
the  motive  power  was  ready.  In  this 
work  he  is  abljf  assisted  by  Mr.  John 
O'Connor,  the  shop  foreman,  and  a  fine 
body  of  skilled  mechanics.     Mr.  O'Connor 


liUJWOIl-"    VALVE   FOR    BOILERS. 


of  the  balanced  compound  class.  The 
wheels  are  6  feet  in  diameter,  and  the 
high  and  low-pressure  cylinders  drive  on 
the  leading  axle,  the  eccentrics  being  at- 
tached to  the  second  axle.  The  valves 
are  immediately  above  the  frames  admit- 
ting of  the  valve  rod  reaching  behind  the 
leading  driver.  The  balancing  is  arranged 
so  that  when  the  crank  pin  is  on  the  bot- 
tom quarter  as  shown  in  the  illustration, 
the  right  high-pressure  crank  on  the  axle 
is  on  the  top  quarter,  so  that  when  the 
engine  is  running  the  two  pistons  are 
moving  in  opposite  directions.  The  cylin- 
ders are  placed  further  ahead  than  usual 


in  aiklition  to  being  one  of  the  most  skilled 
railway  mechanics  in  the  vicinity  of  New 
York,  has  earned  the  reputation  of  being 
an  inventor  of  many  clever  and  useful 
devices.  Some  time  ago  we  had  the  op- 
portunity of  describing  an  improved  pis- 
ton rod  of  his  invention  that  has  stood  the 
test  of  time  by  proving  that  piston  break- 
ages can  be  entirely  avoided  as  far  as  tlieir 
connection  with  the  crosshead  is  con- 
cerned. It  may  be  remembered  that  Mr. 
O'Connor's  improvement  consisted  of  a 
filleted  band  around  the  piston  at  the 
point  where  the  piston  and  crosshead  join 
each  other,  the  projecting  point  of  the  pis- 


GOLD 

Car 
Heating 


& 


Lighting 
Company 


Manufacturer!  o( 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
APPARATUS 

FOR    RAILWAY    CARS 

IMPROVED 
SYSTEM  OF 
ACETYLENE 
CAR  LIGHT- 
ING 


Largest    Manutaclurert    in    the    World    of 
Car  Heating  Apparatus 

Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main   Office,  Whitehall    Building 

17   BATTERY   PLACE 

NEW    YORK 
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ANEWETAIR 
BRAKE  BOOK 

CONTAINING  COLORED  PLATES  AND  DIAGRAMS 
JUST  ISSUED 

Westinghouse 

ET 

Air  Brake 

INSTRUCTION  POCKET  BOOK 

By   WM.    W.    WOOD 


Air  Brake  Instructor 


FULLY  ILLUSTRATED 
WITH  COLORED  PLATES 


Price  $2.00 


WESTINGHO"^^ 
[     WOOD 


Here  is  a  book  for 
the  railroad  man,  and 
the  man  who  aims  to 
be  one.  It  Is  without 
doubt  the  only  com- 
plete work  published 
on  the  WESTING- 
HOUSE  ET  LOG  O- 
MOTIVE  BRAKE 
EQUIPMENT.  Writ- 
ten by  an  Air  Brake 
Instructor,  who  knows 
just  what  is  needed. 
It  covers  the  subject 
thoroughly.  Every- 
thing  alKiut  the  New 
Westlnghouse  Engine 
and  Tender  Brake 
Equipment,  including 
the  Standard  No.  5 
and  the  Perfected  No. 
6  Style  of  brake,  is  treated  in  detail.  Writ- 
ten in  plain  English  and  profusely  Illustrated 
with  COLORED  PLATES,  which  enables  one 
to  trace  the  flow  of  pressures  throughout  the 
entire  equipment.  The  best  book  ever  pub- 
lished on  the  Air  Brake. 

Contains  Examination  Questions 
and  Answers  on  the  ET  Equipment. 
Covering  wtiat  the  ET  Equipment 
IS.  How  it  should  be  OPERATED. 
What  to  do  when  DEFECTIVE. 
Not  a  question  can  be  asked  of  the 
Engineman  up  for  Promotion  on 
either  the  No.  5  or  the  No.  6  ET 
Equipment  that  is  not  asked  and 
answered. 

FILLED  WITH  COLORED   PLATES 
SHOWING  VARIOUS  PRESSURES 

If  you  want  to  thoroughly  understand  the 
ET  Equipment  get  a  copy  of  this  book.  It 
covers     every     detail.  Makes     Air     Brake 

Troubles  and  Examinations  easy. 

t^^  Send   at    once   for   a   copy. 
^^  Sent  prepaid  on  receipt  of  price. 

AGENTS  WANTED 

Write  for  our  Spec  al  Terms.  An 
exceptional  chance  to  make  money. 


ton  being  threaded  and  held  in  place  by  a 
slotted  nut.  Not  a  single  piston  breakage 
lias  occurred  since  the  adoption  of  Mr. 
O'Connor's  device  some  years  ago.  Since 
then  other  devices  have  come  from  his 
skillful  hand.  We  reproduce  an  illustra- 
tion of  a  boiler  blow  oflf  valve  w^hich 
should  come  into  general  use  for  other 
purposes  besides  blow  off  cocks.  As  will 
be  noted  the  valve  is  readily  detachable 
and  its  chief  merit  lies  in  the  fact  that  the 
valve  seat  and  valve  are  also  readily  re- 
movable, the  valve  seat  being  of  a  thimble 
formation  with  projecting  shoulder,  while 
the  disc  is  also  easily  removed,  both  be- 
ing of  chilled  steel,  no  grinding  is  re- 
quired, and  no  kind  of  sediment  or  scale 
has  any  effect  on  the  hardened  surfaces 
of  the  valve  seat  or  valve  disc.  Ordinary 
copper  or  other  metallic  gaskets  secure 
the  outer  ends  of  the  valve.  The  simplicity 
and  durability  of  the  contrivance  have 
been  fully  tested,  and  Mr.  O'Connor  has 
patented  his  clever  invention. 


THE  NORMAN  A.  HENLEY 
PUBLISHING  CO. 

132  Nassau  Straet,  NEW  YORK,  U.  S.  A. 


New  Era  Products. 

The  New  Era  Manufacturing  Com- 
pany, of  Kalamazoo,  Mich.,  have  quite  a 
number  of  useful  specialties  for  railroad 
work.  For  example,  they  have  a  metal- 
lic packing  which  has  some  interesting 
peculiarities.  The  expanded  granules  of 
metallic  alloy,  of  which  the  packing  is 
made,  are  pliable  and  may  be  easily 
formed  into  any  desired  shape  by  hand. 
When  the  packing  is  approximately 
shaped  to  suit  the  stuffing  box,  the  pack- 
ing is  forced  in  by  the  pressure  of  the 
fingers  and  the  gland  is  screwed  up  tight 
so  as  to  increase  the  pressure.  If  the 
stuffing  box  is  not  filled  in  this  way  by 
the  first  application,  the  gland  may  be 
slacked  off  and  more  packing  put  in. 
When  once  properly  packed,  it  is  only 
necessary  to  close  up  on  the  gland  suffi- 
ciently to  secure  a  steam-tight  joint. 
When  refilling  the  stuffing  box  it  is  not 
necessary  to  remove  the  remnants  of  the 
metallic  packing,  it  is  good  until  worn 
out.  Just  put  in  new  packing  as  required. 
This  New  Era  packing  is  said  to  be  a  com- 
bination of  inflated  metal  granules  and 
lubricants  (oils  and  graphite),  united  in 
such  manner  as  to  produce  a  self-lubri- 
cating, flexible  metallic  substance,  which 
reduces  friction  to  minimum  point.  This 
flexible  anti-friction  metal,  as  'made  by 
this  concern,  conforms  to  any  size  or 
shape  of  stuffing  box.  This  company  will 
be  happy  to  send  descriptive  circular  or 
any  information  required  by  anyone 
writing  to  them  direct.  From  what  the 
makers  say  of  it,  it  is  just  the  kind  of 
packing  that  one  would  like  to  give  a 
trial  to. 

The  New  Era  people  also  issue  two  lit- 
tle booklets,  one  of  them  is  called  "All 
.About  Babbitt  Metals."  It  is  not  merely 
a  description  of  the  company's  own  prod- 
uct, but  it  contains  information  useful  to 
j     the   shop   man,   master   mechanic,   or   in- 


deed, anyone  who  has  to  do  with  anti- 
friction metals.  In  this  booklet  all  the 
interesting  physical  properties  of  babbit 
are  explained  and  tables  of  quantities  of 
ingredients  of  babbitts  for  various  serv- 
ices are  given.  The  book  is  free  for  the 
asking. 

Another  New  Era  free-for-all  booklet 
is  "Valuable  Information  for  Superin- 
tendents and  Foundry  Foremen."  This 
pamphlet,  like  the  one  just  mentioned, 
is  pocket  size  and  deals  with  iron,  copper, 
brass  and  bronze.  The  cause  of  porous 
or  unsound  castings  is  discussed  and 
remedies  set  forth.  A  number  of  receipts 
for  making  many  useful  alloys  are 
given.  The  use  of  metallic  phosphoro 
for  tempering  bronze  or  improving  bab- 
bitt, and  as  a  flux  for  deoxidizing  pur- 
poses in  brass,  bronze  and  copper  cast- 
ings is  explained.  The  books,  as  we  have 
said,  are  free,  and  to  the  enquirer  so  is 
any  information  the  company  have  re- 
garding their  specialties,  among  which 
may  be  mentioned  white  brass  for  making 
metal  patterns,  aluminized  zinc  used  in 
zinc  baths  for  galvanizing  purposes. 
Their  soluble  metallic  boiler  compound 
and  their  new  railroad  tie  and  rail  fast- 
ening devices.  Write  to  the  New  Era 
Manufacturing  Company,  of  Kalamazoo, 
^Mich.,  about  any  of  their  products.  Some 
are  sure  to  interest  you. 


The  Consolidated  Railway  Lighting  and 
Equipment  Company  of  New  York,  have 
recently  issued  Bulletin  No.  8.  This  is 
an  illustrated  pamphlet,  uniform  in  siz" 
with  their  other  publications  and  per- 
forated for  insertion  in  the  regular  cata- 
logue series.  Bulletin  No.  8  contains  gen- 
eral instructions  for  the  maintenance  and 
operation  of  this  company's  Type  D  and 
Type  F  lighting  equipments,  with  the 
Kennedy  regulator.  The  system  used  by 
the  Consolidated  Company  is  an  axle  light 
system,  and  what  is  known  as  the  Ken- 
nedy regulator  is  one  of  the  most  in- 
genious and  efficient  pieces  of  mechanism 
we  have  seen  for  a  long  time.  The  axle 
light  system  has,  of  course,  a  storage 
battery  in  connection  with  it.  The  light- 
ing of  the  cars  is  maintained  constant  and 
steady  whether  the  train  is  standing  still, 
slowing  down,  starting  up  or  traveling 
at  full  speed.  Under  all  these  varying 
conditions  the  current  charging  the  bat- 
tery is  kept  constant,  and  the  light  is 
even  and  steady  no  matter  whether  the 
source  of  light  changes  from  the  genera- 
tor under  the  car  to  the  storage  battery. 
The  Kennedy  regulator  takes  care  of  all 
the  changing  conditions  incident  to  the 
axle  system,  and  automatically  cuts  resist- 
ance coils  in  or  out  as  is  required  to 
produce  the  desired  result.  The  bulletin 
may  be  obtained  from  the  company  by 
direct  application.  We  hope  to  have  a 
more  detailed  description  of  this  interest- 
ing device  in  a  later  issue  of  this  paper. 
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Outing  of  a   British   Railway   Club. 

As  railway  clubs  are  very  scarce  in  the 
British  Isles  we  avail  ourselves  of  the 
opportunity  to  show  the  appearance  of 
the  members  of  the  Leicester  Railway 
Club  which  we  are  enabled  to  do  through 
the  courtesy  of  Mr.  Clement  E.  Stretton, 
who  sent  us  a  photograph  taken  when  the 
club   was   visiting  the   Bardon   Hill   quar- 


pay  was  received  in  working  over  mat-  v 
ters  which  would  probably  never  concern 
me.  At  the  time  it  was  not  apparent  how 
this  extra  work  and  study  would  be  of 
special  value,  as  I  was  then  endeavoring 
to  take  up  studies  leading  to  a  course  in 
mechanical  engineering  with  the  the  ex- 
pectation of  going  into  the  mechanical  de- 
partment of  some  railroad. 


LEICESTER     R.MLWAY 

ries.  Mr.  Stretton's  familiar  form  is  seen 
in  the  engine  cab  with  his  head  uncovered. 
The  "wagons"  that  carried  the  crowd 
are  of  the  form  in  which  nearly  all 
freight  is  carried  on  European  railways. 


Accepting  New  Responsibilities. 

Railway  men  often  blunder  through 
timidity  to  undertake  new  or  extended 
duties.  In  an  address  which  he  delivered 
at  Purdue  University,  Mr.  Edwin  M. 
Herr,  of  the  Westinghouse  Electric  Com- 
pany, gave  a  good  illustration  of  the  wis- 
dom of  being  ready  to  accept  responsibili- 
ties thus : 

"In  the  early  part  of  my  railroad  work, 
which  began  some  time  before  my  tech- 
nical studies  at  college,  I  had  some  ex- 
perience as  a  telegraph  operator.  In  this 
capacity  the  responsibility  of  equipping 
and  opening  an  oflSce,  including  the  set- 
ting up  and  connecting  of  batteries,  in- 
struments, wires,  etc.,  fell  to  my  lot.  With 
a  boy's  enthusiasm,  everything  obtainable 
which  would  give  any  information  about 
the  instruments  and  apparatus  in  a  tele- 
graph office,  together  with  all  I  could 
learn  about  that  strange  and  wonderful 
medium,  electricity,  was  eagerly  absorbed. 
In  this  way  knowledge  was  gained  which 
at  the  time  was  useful  in  meeting  the  re- 
sponsibilities then  upon  me.  Apparently, 
however,  time  was  being  spent  on  elec- 
trical studies,  and  learning  about  the  con- 
struction, adjustment  and  operation  of  in- 
struments for  which  no  compensation  was 
received,  and  many  times  I  was  told  that 
it  was  foolish  to  put  in  time  for  which  no 


CLUB    ON    AN    OUTING. 

"An  opportunity  to  take  up  mechanical 
engineering  studies  finally  came.  After 
graduating,  work  was  taken  up  as  an  ap- 
prentice in  the  repair  shops  of  a  railroad. 
From  there  progress  through  the  draught- 
ing room  to  the  test  department  was  but 
natural,  and  in  those  days  was  far  re- 
moved from  any  contact  with  electrical 
work.  Much  to  my  surprise,  and  with 
not  a  little  trepidation,  notice  was  one 
day  received  that  the  responsibility  of  the 
telegraph  department  of  the  road  would 
devolve  upon  me  as  soon  as  I  could  be 
relieved  from  my  work  in  the  test  de- 
partment. I  promptly  notified  the  gen- 
eral manager,  from  whom  this  appoint- 
ment came,  of  my  entire  lack  of  experi- 
ence in  handling  anything  more  than  a 
single  office  in  the  telegraph  department. 
His  answer  was,  'You  can  learn,  can't 
you?'  Fortunately  I  could,  and  still  more 
fortunately,  I  had  already  learned  many 
things  in  my  early  telegraphic  work 
which  were  of  the  greatest  value  in 
making  the  larger  responsibilities  bear- 
able. The  ability  to  learn  greatly  assists 
in  making  us  capable  of  increased  respon- 
sibilities." 


Safety  Car   Heating  and  Lighting   Co. 

We  are  informed  by  the  Safety  Car 
Heating  and  Lighting  Company  of 
New  York  that  the  improvement  in 
business  during  the  past  two  months 
has  been  greater  than  in  any  similar 
previous  period  in  the  history  of  the 
industry.  It  is  stated  that  although  the 
demand  for  some  lines  of  supplies  is 
considerably     below     normal,     in     others 
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WELD 
FRAMES 
WITHOUT 
DISMANTLING 


Why  go  to  the  bother  and 
expense  of  taking  down  a 
locomotive  frame  to  weld  it  ? 
Thermit  enables  you  to  weld  it 
in  place  and  return  your  engine 
to  service  with  the  least  pos- 
sible delay.  Some  shops  are 
making  a  regular  practice  of 
doing  the  entire  job  in  twelve 
hours  or  less.  The  process  is 
equally  advantageous  for  re- 
pairing driving  wheel  spokes, 
connecting  rods,  mud  rings, 
crank  shafts  and  for  general 
repair  work. 

Write  for  pamphlet  No.  25-B 
and  for  "Reactions,"  the  Ther- 
mit Quarterly  which  give  full 
information. 


90  West  St.,  New  York 

482-486    Folsom    St..    San    Francisco,    Calif. 
103    Hichmond    St.    W.,    Toronto,    Ont. 


SINCLAIR'S  LOCOMOTIVE  ENGINE 

RUNNING  AND  MANAGEMENT 

Is  itill  popular.         We  have  it.         Price  $2.00 

ANGUS  SINCLAIR  CO..    114  Liberty  St..  N.  Y. 


A  BORING  TOOL 

Ilka  this  iB  ALWAYS  readj  for 
use.  It  needs  no  forglnt  or  tem- 
P«rlnc  »Bd  saTM  70  per  cent,  of  Grinding  tod  90 
per  cent,   of  Tool  Steel   used   In   Forged  Tools. 


Patented 
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:\ 
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'eople" 
Chieaco,    V.    B.    i 


it  is  very  good,  and  in  a  few,  some- 
what above  the  level  of  1907.  Judging 
by  the  amount  of  improvement  in  the 
way  of  new  rolling  stock  and  other 
equipment  projected  by  the  railroads 
for  the  current  year  the  outlook  is  as 
good,  if  not  better,  than  at  this  time 
two  years  ago. 

Safety  Car  Heating  and  Lighting  Co. 
now  have  70  Pintsch  Light  gas  plants 
in  as  many  different  sections  of  the 
country.  These  are  all  running  full 
time.  With  the  exception  of  1908,  in 
which  the  consumption  of  gas  by  the 
railroads  was  about  the  same  as  in 
1007,  the  average  annual  increase  in 
this  branch  of  the  company's  business 
is  said  to  be  about  10  per  cent. 

The  Pintsch  Lighting  system,  which 
the  company  owns,  is  now  appHed  to 
over  33,000  cars  in  the  United  States, 
Canada  and  Mexico,  and  to  approxi- 
niately  165,000  cars  throughout  the 
world.  Another  system  of  lighting, 
which  it  has  taken  the  company  some 
years  to  develop  and  which  is  rapidly 
coming  into  favor  with  the  railroads, 
embodies  the  axle-driven  dynamo,  to- 
gether with  the  lamp  voltage  regulator. 
The  company  say  that  this  system  of 
lighting  has  been  ordered  for  the  Chicago, 
Rock  Island  &  Pacific  for  157  cars;  the 
Southern  Railway,  125;  the  New  York 
Central.  25;  the  Lehigh  Valley,  15;  and  the 
Pullman   Co.,   10. 


have  already  stated  it  will  be  interesting 
to  note  how  the  mechanism  operates  under 
the  more  severe  conditions  that  will 
arise  during  the  winter  season,  and  we 
hope  to  have  the  opportunity  of  recording 
X)ur  observations  of  their  operation  later 
in  the  season. 


B.   &   M.   Shallow   Ash   Pan. 

.'\n  illustration  of  the  details  of  the 
shallow  ash  pans  being  fitted  on  a  certain 
class   of   the   locomotives   on   the    Boston 


A  new  book,  of  about  104  pages,  entitled 
"Twenty-Fve  Years  of  Rope  Driving," 
has  been  received  at  this  office.  It  re- 
views the  development  of  the  system  of 
rope  transmission  from  its  introduction 
by  The  Dodge  Manufacturing  Company 
of  Mishawaka,  Ind.,  in  1883  to  the  present 
time.  It  contains  valuable  information 
for  the  mechanical  engineer  and  the  power 
user  generally.  The  book  is  profusely  il- 
lustrated with  views  of  actual  installations, 
and  has  numerous  line  drawings  showing 
the  design  and  arrangement  of  the  drives. 
It  will  be  sent  free  on  application  to  all 
who  are  interested  in  the  mechanical 
transmission  of  power.  We  may  say  that 
The  Dodge  Manufacturing  Company  is 
now  in  the  midst  of  plant  extension  work 
at  their  factory  in  Mishawaka,  Ind.  The 
main  or  south  machine  shop  is  being  ex- 
tended by  the  erection  of  a  large  addition 
which,  when  ready  for  occupancy,  will  be 
a  complete  building  itself.  It  is  280  ft. 
long  and  122  ft.  wide,  like  the  older  por- 
tions of  the  shop,  but  the  side  bays  will 
be  higher  so  as  to  accomodate  a  second 
floor  or  gallery.  The  frame  work  of  the 
structure  is  of  steel,  the  supporting  col- 
umns resting  on  concrete  foundations. 
Cream  brick  is  being  used  for  the  walls 
and  the  windows  are  supplied  with  metal 
sashes.     This    company   believes    in    light 
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DOORS  ON  SHALLOW  ASH  PAN  ON  THE  B.  &  M. 


&  Maine  Railroad  will  be  of  interest  to 
our  readers.  As  will  be  seen  there  are 
two  openings  each  15  inches  in  length, 
which  afford  ample  room  for  the  ashes  to 
be  cleared  from  the  ash  pan.  The  ash 
pans  are  said  to  be  meeting  the  require- 
ments of  the  new  Federal  law.  The  sides 
and  bottoms  of  the  ash  pans  being  strongly 
constructed,  it  is  believed  that  the  sliding 
doors  will  retain  their  easy  movement 
under  the  most  trying  conditions.    As  we 


and  ventilation,  and  the  new  building  will 
contain  158  windows  and  two  good  sized 
doorways.  When  the  old  shop  is  thrown 
into  that  now  under  construction,  the  total 
length  will  be  585  ft.  on  the  crane  run- 
way in  the  center  bay.  Two  electric 
traveling  cranes,  25  and  10  tons,  respec- 
tively, will  serve  the  main  middle  bay, 
where  all  machines  are  placed  and  where 
all  heavy  work  is  done.  In  the  side  bays 
several  lighter  electric  cranes  will  handle 
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the  smaller  work.  The  traveling  cranes 
are  made  by  the  Whiting  Foundry  Equip- 
ment Co.  of  Harvey,  111.,  and  by  the 
Niles-Bement-Pond  Co.  of  New  York. 
They  have  a  speed  of  300  ft.  per  minute 
and  much  time  and  labor  is  saved  by  their 
use  in  moving  heavy  products  and  placing 
them  in  cars  which  are  brought  directly 
into  the  plant  for  this  purpose.  The  top 
floor  will  be  devoted  to  the  production  of 
Dodge  split  friction  clutches,  this  depart- 
ment of  the  works  being  overcrowded  by 
the  continued  growth  of  the  business,  even 
though  at  this  time  it  covers  a  space  of 
more  than  12,000  sq.  ft.  Elevators  will 
be  used  between  the  two  floors  for  trans- 
portation of  material,  etc. 


Power  Rail  Bender. 

The  use  of  power  in  bending  large  num- 
bers of  rails  effects  a  considerable  saving 
of  time  occupied  in  doing  this  work.  With 
an   ordinary   hydraulic    bender,    two    men 


This     pressure     is     obtained     from     an 
hydraulic  cylinder  receiving  its  power  in 
turn   from   a   small   hand  pump   mounted 
on  the  frame.     The  two  fixed  roll  centres 
are  34  ins.  apart     A  set  of  bending  rolls 
three  for  C.  E.  standard  and  six  for  other 
sections  is  required  for  each  shape  of  rail 
to  be  bent.    The  other  bending  rolls  are 
changed    by    loosening    set    screws    and 
pulling  out   the   pins.     The   ram   holding 
the  middle  bending  roll  can  be  worked  in 
and  out  by  a  lever  without  the  aid  of  the 
pump  if  the  release  valve  is  open.     The 
pump  is  therefore  necessary  only  when  the 
ram  is  under  load.     The  work  of  bending 
is  facilitated  by  providing  roller  runways 
to  support  the  ends  of  the  rail  as  it  passes 
through   the  machine.     For  this   purpose 
the  Watson-Stillman  screw  jack  rolls  will 
be  found  convenient,  as  they  permit  ad- 
justment  to  the   correct  height  when   set 
on  uneven  ground. 

These  machines  are  made  by  the  Wat- 
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will  bend,  say,  forty  30-ft.  90-lb.  rails 
in  a  day,  and  six  with  the  best  of  screw 
benders  cannot  do  the  same  work  on  more 
than  twenty  rails  per  day.  The  Watson- 
Stillman  Tower  Bender,  shown  in  our 
illustration,  when  once  adjusted,  bends 
such  rails  at  the  rate  of  about  one  per 
minute  and  is  suitable  for  rails  of  any 
section.  It  has  been  used  a  great  deal 
on  construction  work,  for  in  addition  to 
having  great  capacity,  the  machine  can  be 
loaded  onto  a  car  and  taken  wherever  re- 
quired. A  is-h.p.  motor  is  used  for  driv- 
ing. Where  electric  power  is  not  avail- 
able, the  machine  is  furnished  with  belt 
drive.  In  either  instance,  there  is  little 
manual  labor  required,  and  the  solidity 
of  the  heavy  cast  steel  base  insures  a  reg- 
ularity of  curvature,  not  so  easily  ob- 
tained with  a  hand-operated  bender. 

The  power  driven  bender  roll  is 
mounted  in  a  frame  which  is  forced  for- 
ward, by  any  pressure  up  to  50  tons,  as 
required,   to   give   the    desired   curvature. 


GARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


Trade 

MARK 


son-Stillman  Company,  of  New  York,  who 
make  a  large  line  of  hydraulic  tools  for 
railroad  use.  Any  further  information 
may  be  had  by  applying  direct  to  the 
makers. 


We  are  informed  by  the  Hicks  Loco- 
motive and  Car  Works  of  Chicago  that 
they  have  on  hand  several  lots  of  flat 
cars,  ranging  in  length  from  34  ft.  to 
41  ft.  and  in  capacity  from  so/doo  lbs. 
to  80,000  lbs.  There  are  also  a  num- 
ber of  34  ft.  and  36  ft.  gondola  cars,  both 
6o,ooo-lbs.  and  8o,ooo-lbs.  capacity.  All  of 
these  have  been  rebuilt  and  are  in  first- 
class  condition,  and  as  far  as  servicea- 
bility is  concerned,  they  may  be  said  to 
be  as  good  as  new.  These  cars  are  held 
at  low  prices,  but  business  is  pick- 
ing up  and  prices  are  bound  to  advance 
in  tlie  near  future.  The  Hicks  Company 
can  make  quick  delivery  of  any  of  these 
cars. 


RUBEROID 
ROOFING 


JiRegUI'd 
l-U.  S.  P»t. 
1  office 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 
Outlasts  Metal 
SPARK  PROOF,  CINDER  PROOF, 
QAS  PROOF,  WEATHER  PROOF 

Write  for  samples,  prices  and  booklet  N©.  WJ. 

THE     STANDARD     PAINT    OO. 
1  00  William  Street  New  York 

Chicago,    Philadelphia.    Boston,    Kansae  Cltr. 
Memphis,    Atlanta. 


The  Flue  Cleaner  with 
Always  Sharp  Knives— 

THE 


a 


PERFECTION 


V 


This  comos  about  because  of  the  peculiar 
knife  arrangement — wbile  in  operation, 
they  sharpen  themselves.  The  positive 
cleaner  tor  welded  or  drawn  Hues  in  any 
quarter  and  especially  In  places  where 
there  is  little  elbow  room.  Removes  all 
of  the  scale,  leaves  all  of  the  tubes. 

TRY  IT  FOR  30  DAYS  ON  THE  BASIS 
OF  SATISFACTION  OR  NO  PAr. 

SCULLY  STEEL  AND 
IRON  COMPANY 

CHICAGO.  ILLINOIS 


rNAMELED    IRON    FLUSH    OR  DRY   CLOSETS 

DUNER 
CAR    CLOSETS 

DUNER   CO. 

lie  a.  CLINTON  ST.,  cHic«ao 
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Swift  and  True 


ARROW 
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TOOL 
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For 

Railroad  Repair 
Shop  Work 

American  Selling  Agents 

JOHNA.CROWLEY&CO. 

120-122  Liberty  Street 
NEW  YORK 

G.  FRED.  COLLINS 

Manager    Railroad   Department 


ESTABLISHED    1884 

Sipe's 
Japan  Oil 


Among  high  speed  drills  quite  a  not- 
able one  is  what  the  makers  call  the 
"Paragon."  It  is  twisted  from  flat  stock, 
with  a  shank  forged  and  ground  to  size 
from  the  original  bar,  without  weld  or 
joint.  This  shank  has  a  uniform  taper 
on  the  flat  sides  as  well  as  on  the  round- 
ed edges.  The  attractive  feature  of  the 
shank   lies   in   its  strength   and   simplicity. 


Is  su]3crior  to  Linseed  Oil 
anil  Dryers  for 

ALL  KINDS  Of  PAINTING 

In    Daily   Use    by 

.MI  the  leading  Railroads 

In   the   United   States 


Manufactured   solely  by 

JAMfS  B.  SIPf  &  (0. 


scattered  through  the  pages  suggest  many- 
time  and  labor  saving  uses  for  these  effi- 
cient little  power  devices ;  among  them 
are  the  motor-driven  adding  machine, 
mailing  machine,  eraser,  graphophone,  en- 
velope sealer,  vacuum  cleaner,  buffing  and 
polishing  wheel,  blower,  sign-flasher,  box- 
covering  machine,  hand  drill,  hack  saw, 
coffee  grinder,   etc.     These   instances  are 


North  Side, 


PITTSBURGH 


THE  PARAGON   FLAT  STOCK  TWIST  DRILL. 


It  is  the  natural,  one  may  even  say  the 
logical  method  of  driving  a  flat  twisted 
drill.  A  regular  taper  shank  sleeve  out- 
side, with  a  flat  tapered  hole  inside  to 
correspond  with  the  shank,  is  all  that  is 
required  to  hold  the  drill.  A  good  true 
fit  is  thus  secured,  resulting  in  a  firm  and 
accurate  drive,  with  the  strain  distributed 
over  the  entire  length  of  the  shank,  leav- 
ing no  weak  point  to  break  or  twist  off. 
The  sockets  are  simple  and  inexpensive, 
and  are  furnished  in  either  rough,  fitted, 


selected  at  random  from  the  large  num- 
ber of  uses  where  the  electric  motor  pro- 
vides the  power.  The  booklet,  "Westing- 
house  Electric  Motors  for  the  Office, 
Store  and  Shop,"  will  be  sent  to  anyone 
who   applies   for  a  copy. 


SOCKET  FOR  THE  PARAGON  DRILL 

or  sleeve  styles.  The  drill  and  the  socket 
are  both  clearly  shown  in  our  illustrations. 
These  specialties,  so  useful  in  the  rail- 
road shop  are  made  by  the  Cleveland 
Twist  Drill  Company,  of  Cleveland.  Ohio. 
Further  information  and  prices  may  be 
secured  by  writing  direct  to  the  makers. 


We  have  received  a  copy  of  tlie  lit- 
tle catalogue  recently  issued  by  the 
Storrs  Mica  Co.,  of  Owego,  N.  Y.  This 
company,  as  is  well  known,  makes  the 
"never  break"  mica  head  lamp  chim- 
neys, and  indeed  mica  chimneys  for  all 
sorts  of  railroad  lamps.  The  catalogue 
is  well  illustrated  and  shows  a  great 
variety  of  never  break  chimneys.  Each 
kind  illustrated  is  made  in  several  sizes. 
A  special  chimney  for  the  use  of  the 
acetylene  headlight  is  on  the  market, 
;i.s  well  as  chimneys  for  Pintsch  lamps. 
Anyone  who  is  interested  in  the  econ- 
omy of  railway  lamp  chimneys  of  all 
kinds  ought  to  obtain  a  copy  of  this 
neat  little  booklet.  A  post  card  sent 
to  the  company  at  Owego,  N.  Y.,  will 
bring  the   desired   information. 


J-M  Air  Brake  Packing  Ring. 

A  packing  ring  for  air  brake  cylinder 
leathers  is  shown  in  our  engraving.  In 
fact,  the  illustration  shows  what  is  called 
by  the  makers  the  old  and  the  new  way. 
The  old  way  is  a  ring  of  per- 
fectly circular  section  which 
holds  the  packing  leather  out 
against  the  cylinder  wall,  but 
being  circular  in  section  it  bears 
practically  on  one  line  all  round. 
The  new  way,  according  to 
the  H.  W.  Johns-Manville  Co., 
of  New  York,  consists  of  a 
ring  which  is  flat  on  one  side  and 
terminates  in  a  circular  bulb.  With 
this  form  of  ring  the  leather  packing  is 
held  against  the  cylinder  wall,  and  makes 
close  contact,  not  on  a  line,  but  with  a 
fiat  surfacee.  The  illustration  very  clearly 
shows  the  difference  between  the  old  and 
the  new  way,  and  the  advantage  of  the 
new  is  apparent. 


The  Westinghouse  Electric  &  Manu- 
facturing Company,  Pittsburgh,  Pa.,  have 
issued  a  handsomely  printed  little  booklet 
describing  the  applications  of  their  line  of 
small  motors  to  office,  store  and  shop 
services.       The     numerous      illustrations 


PACKING    RINGS    SHOWING   THE    OLD    AND 
NEW   WAY. 

The  ring  is  made  of  the  best  spring 
steel,  and  with  ordinary  care  in  handling 
will  probably  outlast  the  other  parts  of 
the  brake  equipment.  It  is  designed  to 
prevent  brake  failures  due  to  packing 
leather  leakage,  and  it  increases  the  life 
of  the  leather  by  pressing  a  large  surface 
of  leather  against  the  walls  of  the  cylin- 
der,   thus    distributing   the    wear    over   a 
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MICA 

Caboose  Lamp  Chimneys 

Save  50  per  cent. 

STORRS  MICA  CO., 

R.  R.  Depl.  OWLGO,  N.  Y. 


Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 

Dukesmitb  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THE  DUKESMITH  SCHOOL 
OF  AIR  BRAKES 

MEADVILLE,    PA. 


"IfBESTHAKOSOAPKKff*' 


Agent  Wanieti 

In  every  Railroad  Shop  and  Round   House 
in  the  United  States  to  sell 

SKAT 

The  best  hand  soap  known  lor  removing 
grease,  oil,  soot,  dust  and  dirt.  Guaranteed 
pure  and  beneficial  to  skin — 

Send  postal  (or  free  sample  and  terms. 
THE  StCAT  MFQ.  GO. 

807  Park   Street  Hartford,    Conn. 


Patents. 

QEO.  P,  WHITTLESEY 

McQILL  BUILDING  WASHINGTON,  D.  C. 

Term*  Reasonable  Pamphlet  Sent 


larger  area  of  leather.  Packing  leathers 
now  considered  unfit  for  service,  on  ac- 
count of  very  small  bearing  surface 
against  the  walls  of  the  cylinder,  may  be 
used  again  wMth  the  new  ring.  The  com- 
pany will  be  happy  to  give  further  infor- 
mation on  application. 


Activity  on  the  B.  &  O. 

The  Baltimore  &  Ohio  Railroad  is 
receiving  bids  on  6,000  freight  cars,  70 
passenger  cars  and  65  locomotives,  involv- 
ing in  all,  an  expenditure  of  between 
$9,000,000  and  $10,000,000.  All  of  this  equip- 
ment is  for  delivery  as  soon  as  the  manu- 
facturers can  turn  it  out,  which  should  be 
begun  in  about  three  months.  The  or- 
ders for  freight  cars  includes  2.000  steel- 
end,  self-clearing  coke  cars,  designed  for 
the  most  expedious  handling  of  coke ; 
1,000  drop-end  gondolas  for  hauling 
structural  steel,  rails  and  long  building 
material,  1,000  box  cars,  500  ventilated 
box  cars  for  the  shipment  of  produce  in 
late  fall  and  winter  traffic  and  500  of  the 
latest  design  refrigerator  cars.  The 
passenger  equipment  includes  5  parlor 
cafe  cars  of  most  modern  design  and  45 
of  the  latest  type  vestibule  passenger 
coaches,  the  remainder  of  the  order  being 
made  up  of  combination  passenger  and 
baggage,  baggage  and  postal  cars.  In 
the  locomotive  order  will  be  30  Atlantic 
type  engines  for  use  on  through  express 
trains  and  designed  for  hauling  heavy 
trains  at  high  speed;  also  35  consolidation 
freight  engines. 


Houghton's  Vim  Leather  is  said  to  be 
stronger  than  oak-tanned  leather,  and 
its  merits  are  duly  and  ably  set  forth  in 
their  little  periodical,  which  is  now  before 
us,  as  well  as  the  other  excellent  products 
of  the  Houghton  Company  of  Philadelphia. 
Their  editor  is  a  philosopher.  Page  after 
page  of  wit  and  wisdom  from  his  facile 
pen  illumines  the  pithy  pamphlet.  The 
great  bulk  of  advertising  publications  find 
their  way  to  the  waste  basket  with  a  de- 
gree of  rapidity  that  needs  no  accelerator, 
but  "The  Houghton  Line"  should  be  kept 
in  camphor  and  bound  in  morocco. 


New  High-Speed  Steel  in  England. 

Recent  tests  of  high-speed  tool  steel 
made  in  Sheffield,  England,  showed  that 
in  cutting  forged  steel  with  a  cutting 
speed  of  50  ft.  per  minute,  depth  of  cut 
3/16  in.,  traverse  1/16  in.,  the  weight  of 
metal  removed,  before  the  tool  was  unfit 
for  further  use,  was  50  lbs.  in  25  minutes. 
Two  ordinary  brands  of  tempered  steel 
were  used  up  in  little  over  4  minutes, 
and  removing  9  lbs.  Tests  were  also 
made  with  twist  drills  working  on  hard 
cast  iron,  3  ins.  thick,  the  drills  making 
435  revolutions  per  minute,  with  a  feed  of 
6}4  ins.  per  minute.  The  drills  were  15/16 
in.    in    diameter.      One    of    the    ordinarj- 


TOOL 


Die  Blocks 
Steel  Forgings 


First  Prize  awarded  at  the  Loui- 
siana Purchase  Exposition,  at  St. 
Louis,  for  our  TOOL  STEEL 
when  placed  in  competition  with 
the  best  makes  in  England  and 
Germany. 

Write  lor  Information  and  Prices. 

Specify     Mctnnes    Tool     Steel     when 

ordering. 


McINNES 
STEEL   CO. 

CORRY,  PA. 

Agents 
SCHROCK    &    SQUIHES, 

291   Pearl    St..    New   York. 

BOY    MACHINEEY    CO.. 

Minneapolis.    Minn. 


STANDARD  MECHANICAL  BOOKS 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.50 


New  York  and 
Westinghouse  Air  Brakes 


Price,  $1.50 


One  Thousand  Pointers  for 
Machinists  and  Engineers 


Price,  $la50 


All  books  bound  In  fine  clolh 


AGENTS  WANTED  everywhere;  write  for 
terms  and  descriptive  circulars.  Will  be 
sent  prepaid  to  any  address  U]>on  receipt 
of   price. 

GRirrifN  &WI1NTERS 

171  La  Salle  Street,  CHICAGO 
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high-speed  drills  bored  one  hole  3  ins.,  and 
another  drilled  one-and-a-half-in.  holes, 
while  the  drill  made  of  the  new  steel 
drilled  nearly  i6  holes,  or  a  total  thickness 
of  48  ins.  The  tests  were  made  before  the 
members  of  the  Manchester  Association 
of  Engineers. 


Without   Seams. 

"We  Want  You  to  Know"  is  the  title 
of  a  neat  pamphlet  issued  by  the  Detroit 
Seamless  Steel  Tubes  Co.,  makers  of  the 
Detroit  locomotive  flue.  The  bulk  of  the 
matter  in  the  present  issue  is  a  report  sub- 
mitted bv  Mr.  B.  F.  Sarver  of  the  P.  R.  R. 


One  Year  and 
Eleven  Months' 

SERVICE 

WITHOUT    REP.XCKING,    OX 

High-Pressure  Locomotives 


style  300  TV. 

A  throttle  failure  is  an  absolute 
impossibility     where     Cran- 
dall's  Throttle  Valve  pack- 
ing is  used. 


IT   WILL  NOT  BLOW  OUT 


Crandall  Packing  Co. 

IWCTORY    AND    GENEB.\I.    OFFICE 

PALMYRA,       .       NEW  YORK 

BR.VNCHES 

New  York  Cleveland 

13G  Liberty  St.  9  So.  Water  St. 

Cbicji^o 

5!    West    Washlnjton    St. 


to  the  Master  Boiler  Makers'  Association 
at  their  convention  held  in  Louisville  last 
April.  The  matter  is  well  worthy  the  at- 
tention of  all  engaged  in  locomotive  con- 
struction and  repair.  It  may  not  be  gen- 
erally known  that  seamless  cold  drawn 
steel  tubing  is  used  almost  entirely  in  the 
construction  of  the  boilers  of  the  modern 
battleship. 


M.  M.  Subjects  and  Committees,  1910. 

A  meeting  of  the  Executive  Committee 
of  the  Master  Mechanics'  Association  was 
held  at  Cleveland,  O.,  July  20,  1909,  at- 
tended by  President  Wildin,  Messrs.  H.  T. 
Bentley,  T.  H.  Curtis,  D.  F.  Crawford. 
J.  F.  Walsh,  A.  Stewart,  D.  R.  McBain, 
Le  Grand  Parish  and  Dr.  Angus  Sinclair. 
Considerable  routine  business  was  done, 
after  which  the  selection  of  committees 
to  report  at  next  convention  was  proceeded 
with,  and  the  appointment  of  members  to 
carry  out  the  investigations.  The  sub- 
ject and  the  personnel  of  the  committees 
are: 

Lumber  Specifications — Messrs.  R.  E. 
Smith,  Wm.   Moir,  T.  W.  Demarest. 

Consolidation  of  Associations — Messrs. 
F.  H.  Clark.  D.  F.  Crawford,  W.  A.  Net- 
tleton,  H.  H.  Vaughan,  G.  W.  Wildin. 

Design,  Construction  and  Inspection  of 
Boilers— Messrs.  T.  H.  Curtis,  D.  R. 
McBain,  A.  E.  Manchester,  A.  W.  Gibbs, 
W.  H.  V.  Rosing,  W.  E.  Symons,  G.  H. 
Emerson. 

Mechanical  Stokers — Messrs.  T.  Rum- 
iicy,  E.  D.  Nelson,  C.  E.  Gossett,  J.  A. 
Carney,   Geo.   S.   Hodgins. 

Safety  Appliances — Messrs.  C.  A.  Seley, 
T.  H.  Curtis,  C.  B.  Young,  L.  G.  Parish, 
H.    Bartlett. 

Air  Brake  and  Signal  Equipment — 
.Messrs.  A.  J.  Cota,  F.  H.  Scheffer,  R.  K. 
Reading,  E.  W.  Pratt,  R.  B.  Kendig,  T.  L. 
Burton,  R.  L.  Ettinger. 

Revision  of  Standards — Messrs.  W.  H. 
V.  Rosing,  T.  W.  Demarest,  F.  M.  Gilbert, 
J.  D.  Harris,  H.  T.  Bentley. 

Motive  Poiver  Development — Messrs. 
C.  E.  Fuller,  R.  N.  Durborow,  Angus 
Sinclair,  J.  G.  Neuffer,  G.  W.  Wildin, 
C.  H.  Quereau,  R.  Quayle. 

Superheaters — Messrs.  L.  R.  Johnson, 
F.  F.  Gains,  R.  D.  Hawkins,  H.  W. 
Jacobs,  W.  J.  Tollerton. 

Widening  Gauge — Messrs.  F.  M.  Whytt, 
W.  H.  Lewis,  F.  C.  Cleaver. 

Steel  TiVw— Messrs.  A.  S.  Vogt,  A. 
Stewart,  Wm.  Moir,  E.  D.  Bronner,  H.  D. 
Taylor. 

Locomotive  and  Shop  Operating  Costs 
— Messrs.  H.  H.  Vaughan,  L.  G.  Parish. 
W.  C.  A.  Henry,  G.  W.  Seidel,  M.  J. 
^rcCarthy. 

Fuel  Economies — Mr.  W.  C.  Hayes. 

Design  of  Driving  Boxes,  etc. — Mr. 
H.  T.  Bentley. 

Engineering  Department  Stations — Prof. 
L.  P.   Breckenridge. 

Arrangements — Mr.  G.  W.  Wildin. 


MONARCH 
GrindingWheels 


ARE  NOTED  FOR  THEIR  HIGH 
STANDARD  OF  QUALITY  AND 
UNIFORMITY.  WE  HAVE  A 

WHEEL  TO  SUIT  YOUR  PAR- 
TICULAR CLASS  OF  GRINDING 

Monarch  E.  &  Cor.  W.  Co. 

CAMDEN,  N.  J. 


"HOMESTEAD" 
VALVES 

Are  constructed  upon  mechanicaJly  cor- 
rect principles — they  are  leak  proof  under 
steam,  air  or  hydraulic  pressures.  They 
are  practically  indestructible  because  the 
seats  are  protected  from  wear.  The  plug 
is  balanced  and  held  in  place  by  pressure 
when  open,  and  when  closed  it  is  locked 
on  the  seat  by  our  patent  wedging  cam. 
"Homestead"  Valves  are  the  quickest  acting, 
simplest,  most  easily  operated  and  longest 
lived  of  any  made. 

Homestead    Valves   are    opened    wide    and 
closed  tight  by  a  quarter  turn. 


LOCOMOTIVE  BLoW-OFF 

Write  for  catalogue  of  Homestead  Goods. 

HOMESTEAD  VALVE  M'F'G  CO. 

Brass  Foundars.  Works  at  Homestaad,  Pa. 
P.  O.  Box  1754.  PITTSBURG.  PA. 
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Perfect 
Service 


. 


It  is  impossible  to  obtain  perfect  air-brake 
service  unless  your  brakes  are  equipped  with 
VIM  LEATHER  AIR-BRAKE  CUP 
PACKINGS. 

This  is  because  perfect  service  means 
sure  service. 

VIM  is  not  only  more  durable  because 
of  the  superiority  of  the  leather  itself,  but 
being  furnished  formed  in  cups  there  is  but 
one  way  in  which  the  cup  can  be  installed 
and  that  is  the  RIGHT  way;  then  there  are 
many  other  reasons,  all  made  perfectly  plain 
in  our  AIR-BRAKE  LEATHER  catalog, 
which  it  will  well  pay  you  to  obtain. 

E.  F.  HOUGHTON  &  CO. 

240-250  W.  Somersel  SI.,  Philadelphia 

175-177  Lake  St.,  Chicago 

120  Liberty  SI.,  New  Yorit 

46  Cornhill,  Boston 


PIIIUADEUPm-^,  PA. 

MODERN  MAGHINETOOLS 


The  Improved  Self-Acting  Injector 

ALL  Engineers  who  have  used 
ALL  kinds  of  Injectors  say 
this    is    the    best   of    ALL 
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Early   Engines,   Northern   France. 

Until  quite  recently  there  were  many 
examples  of  early  locomotive  types  to  be 
seen  on  the  French  railways.  The  first 
railway  schemes  being  promoted  by  Eng- 
lish engineers,  Stephenson  and  others'  in- 
fluence is  the  reason  for  so  many  of  the 
earliest  locomotives  being  built  to  English 


gave  them  a  very  smart  appearance,  espe- 
cially when  new.  Some  of  them  were 
afterwards  converted  into  four-coupled 
engines.  In  1849  the  celebrated  Cramp- 
ton  engines  made  their  appearance.  One 
of  these  as  rebuilt  is  shown  in  our 
frontispiece.  A  total  of  si.xty  were  built, 
the  last  of  them  being  put  into  service  in 


to  the  trailing  a.xle  under  the  engine. 
They  were  used  for  express  and  long 
distance  traffic.  Figs.  3  and  4.  The  total 
wheelbase  of  these,  engine  and  tender, 
was  only  about  25  ft. 

In  1875  a  number  of  four-wheel  coupled 
express  locomotives  with  6  ft.  6  in. 
drivers,    were   built   by   Koechlin.     These 


OLD    CRAMPTON   TYPE.    4.2-0    EJ^GINE,    CIIEMIN-DE-FER    DU    NORD.     FR.^NCE. 


designs.  The  first  type  Fig.  2.  known  as 
"Clapyron,"  it  will  be  noticed,  bore  many 
characteristics  common  to  British  prac- 
tice of  the  period,  1846.  Several  engines 
of  this  class  were  built  for  the  Chemin 
de  Fer  du  Nord,  by  Cave  Koechlin, 
Hallet  &  Cail.  Their  boilers  and  fire- 
boxes   were    clothed    with    brass,    which 


built   by   Cail,   and 
W'alschaerts    valve 


1855.  Tliey  were  al! 
were  fitted  witli  [hv 
gear. 

In  1862  VVillielm  Engerth,  an  Austrian 
engineer,  introduced  a  type  embodying 
many  peculiar  features.  The  engine  was 
built  on  a  separate  frame  to  the  tender, 
the  frames  of  the  latter  being  prolonged 


were  somewhat  similar  to  a  series  of  en- 
gines designed  by  Mr.  Archibald  Stur- 
rock  for  the  Great  Northern  Railway  of 
England.  Some  of  these  are  still  in  ser- 
vice, modified,  of  course.  (Figs.  5  and 
6.)  Very  soon  after  they  were  put  into 
service,  bogies  replaced  the  leading  pair 
of  wheels.—/}.  R.  Bell. 
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The    Personal    Equation    Counts. 

The  remarks  of  Mr.  H.  A.  Gilhs  on 
'Efficiency,  System,  and  the  Personal  Ele- 
ment in  Dealing  with  Labor,"  at  a  recent 
meeting  of  the  Richmond  Railroad  Club, 
were  well  considered  and  timely.  Mr. 
Gillis  was  formerly  superintendent  of  the 
Richmond  Locomotive  Works,  before  and 
after  the  concern  was  absorbed  by  the 
American  Locomotive  Company.  The  pa- 
per he  presented  on  this  occasion  is  a  plea 


erate  it  until  they  can  get  something  eiae 
to  do,  or  if  times  get  good  and  men  scarce, 
labor  trouble  ensues.  .-Ml  sentiment  and 
esprit  dc  corps  has  been  wiped  out,  the 
company  or  shop  has  a  bad  name  among 
mechanics,  and  only  those  who  cannot  find 
employment  elsewhere  will  work  for  it. 

The  piece-work  system,  with  guaranteed 
day  wages,  with  a  careful  study  of  prices, 
which  the  accounting  officers  or  their 
subordinates  work  together  with  the  fore- 


FIG.    2.     THE   "CL.APYRON"   AS    RKIiUlI.T. 


for  the  establishment  and  maintenance  of 
the  close  personal  relation  which  ought 
to  exist  between  the  foreman  and  the  shop 
staff.  He  dealt  with  several  systems 
which  he  thinks  have  a  tendency  to  kill 
out  good  feeling,  and  he  urged  those  in 
charge  of  men  to  resist  any  such  tendency 
and  to  get  in  close  and  sympathetic  touch 
with  those  who  work  under  them.  He 
spoke  as   follows  : 

The  modern  bonus  system  is  one  of  the 
latest  developments,  and  consists  in  mak- 
ing time-studies  of  the  various  operations 
and  detennining  accurately,  or  more  prop- 
erly inaccurately,  in  many  instances,  the 
length  of  time  a  man  should  take  to  per- 
form certain  work,  and  then  give  him  a 
bonus  in  proportion  to  the  amount  of 
saving  in  time  and  money  he  can  make. 
It  guarantees  day's  wages,  and  a  man  by 
unusual  effort  can  make  twenty  per  cent. 
in  addition  to  his  wages.  If  he  should 
make  over  this  amount  it  is  generally  con- 
sidered that  the  time  allowance  should  be 
adjusted.  This  system  is  kept  up  by  elab- 
orate office  records  and  a  small  army  of 
clerks,  and  the  foremen  or  assistant  fore- 
men have  practically  little  to  say  about  it 
in  any  way,  and  in  some  instances  these 
men,  who  have  been  interested  and  satis- 
factory foremen,  lose  all  interest  in  their 
work  and  influence  on  those  under  llicm. 
The  men,  themselves,  as  a  rule,  have  little 
confidence  in  the  system,  and  simply  tol- 


men,  and  practical  men  who  are  especially 
skilled  themselves,  or  have  knowledge 
gained  by  years  of  experience,  is  in  my 
opinion  the  simplest  and  most  promising. 


others  equally  too  low,  with  the  usual  pre- 
determined earnings  which  the  man  was 
going  to  be  allowed  to  make  and  the  cul- 
ling of  prices  every  time  he  ran  over  the 
amount ;  better  day  work  than  any  such 
^ystem.  As  an  example  of  such  a  system 
worked  in  regular  practice,  I  once  worked 
alongside  of  a  very  fair  man  who  was 
running  a  "brass  lathe.  This  man  had  de- 
cided to  leave  the  shop,  and  the  month 
before  leaving  speeded  up  to  the  highest 
limit  for  quantity  (not  quality),  as  we  af- 
terwards discovered.  The  result  was  that 
he  made  one  hundred  and  forty-seven  dol- 
lars for  the  month  against  his  usual  pay  of 
from  sixty-five  to  seventy.  He  had  about 
ruined  his  machine,  and  a  large  part  of  the 
work  that  lie  had  turned  out  had  after- 
wards to  be  scrapped.  The  master  me- 
chanic, when  lie  scrutinized  the  pay-roll, 
arbitrarily  cut  the  price  on  this  work  about 
seventy  per  cent.,  simply  saying  "We  don't 
want  these  fellows  to  make  over  seventy- 
five  or  eighty  dollars  per  month."  Those 
of  us  who  were  working  in  the  shop  soon 
got  wise  to  the  fact  that  the  '"old  man" 
had  set  a  Hmit,  and  we  were  particular  not 
to  give  him  any  cause  to  complain  of  our 
making  too  much.  The  shop  afterwards 
was  put  on  a  day  work  basis,  with  proper 
supervision,  and  turned  out  more  work  at 
less  cost  than  it  had  been  doing  piece 
work. 

The  Taylor  system  is  another  system 
which  has  its  good  points  and  bad  ones. 
It  is  very  elaborate,  and  practically  con- 
sists of  a  "planning  bureau"  where  every 
detail  of  operation  is  worked  out  from  the 
ordering  of  materials  to  the  shipping  of 
the  finished  products.  The  speed  and  feeds 
of  machines,  the  time  of  transporting  ma- 


I'lG. 


KNCKRTII    r.OODS    KXCIN'i: 


I  do  not  mean  the  old  piece-work  system 
such  as  I  worked  under  twenty-five  years 
ago,  where  prices  were  guessed  at  in  a 
great  measure,  some  very  nuich  too  high. 


tcrials  from  one  machine  to  another,  and 
the  sequence  of  operation  and  assi  mbling 
is  all  systematically  worked  over  in  ad- 
vance.    All  of  this  is  good,  but  i'   has  a 
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tendency,  if  not  watched,  to  be  carried  to 
extremes  and  take  away  all  initiative  on 
the  part  of  foremen  and  workmen.  The 
principle  seems  to  be  that  the  brains  are 


a  great  leader  of  men?  Because  of  senti- 
ment. And  why  do  thousands  to-day  bend 
the  knee  and  lay  down  their  lives,  if  nec- 
essary, in  the  name  of  religion  ?     Because 


I'TG.   4.     ENGERTH 

in  the  office  or  "planning  bureau"  and  the 
muscle  in  the  shop.  As  originally  carried 
cut  by  Mr.  Taylor,  there  is  no  place  for 
compromise  or  judgment  to  be  used  by 
foremen  or  men.  The  bureau  is  absolute. 
The  system  has  certainly  improved  the  out- 
put of  a  number  of  manufacturing  estab- 
lishments, has  much  in  it  of  merit,  but 
also  has  the  serious  fault  of  killing  sym- 
pathy and  mutual  confidence  and  respect 
between  the  shop  proper  and  the  office, 
the  employed  and  the  employees.  No  sys- 
tem which  does  not  take  in  these  funda- 
mental factors  can,  in  the  long  run,  stand 
and  be  successful. 

The  trouble  with  nearly  all  these  sys- 
tems is  that  they  widen  the  broach  between 
employers  and  employed,  instead  of  bring- 
ing them  closer  and  closer  together  in  a 
relatiojjship  of  mutual  confidence  and  re- 
spect ;  yes,  and  in  my  opinion,  a  still  closer 
union  of  brotherly  love  and  sympathy. 
This  is  ideal,  I  will  admit,  but  it  is  only 
by  striving  after  ideals  that  the  permanent 
and  really  good  things  are  accomplished. 

We  often  hear  that  there  should  be  no 
sentiment  in  business,  but  this  is  not  so ; 
there  is  more  or  less  sentiment  in  every- 
thing. If  you  want  to  lead  a  lot  of  men 
m  a  fight,  you  have  got  to  have  these  men 
with  you,  you  have  got  to  hold  them  with 
sentiment.  Why  did  the  Japanese  make 
such  a  splendid  showing,  and  the  Russians 
just  as  equally  a  poor  showin.g  in  the 
Russo-Japanese  War?  One  fought  for 
love  of  the  Emperor,  and  the  other  had  no 
such  sentiment,  but  in  many  instances  were 
simply  like  dumb-driven  cattle.  Why  do 
men  lay  down  their  lives  for  their  flags? 
Because  of  sentiment.  \\'h.\-  was  Napoleon 


EXPRESS   ENGINE. 

of  sentiment.  What  God  Almighty  has 
put  in  the  hearts  of  men  as  a  factor  to  be 
leckoned  with  in  dealing  with  men,  even 
such  able  men  as  Taylor,  Gant  and  Emer- 
son cannot  ignore. 


is  a  clerk  or  office  boy,  let  him  feel  that 
some  day  he  will  be  chief  clerk.  An  occa- 
sional kind  word  or  word  of  encourage- 
ment will  often  make  a  man  who  is  only 
a  fair  man  an  excellent  one.  Every  man 
likes  encouragement,  and  needs  it.  I  once 
worked  for  a  man  who  for  eighteen 
months  never  spoke  a  kind  word  to  me.  I 
would  have  to  tell  him  every  once  in 
awhile  how  well  I  was  doing,  and  finally 
he  said  to  me  one  day :  "You  make  me  tired. 
You  are  all  the  time  patting  yourself  on 
the  back,"  and  I  said,  "I  do  not  know  what 
I  would  do  if  I  did  not  pat  myself  on  the 
back.  I  have  been  here  eighteen  months 
and  you  have  never  given  me  any  encour- 
agement or  patted  me  on  the  back,  and  I 
I'.eed  it,  and  therefore  have  to  encourage 
myself." 

Now,  another  thing:  When  you  see  a 
young  man  going  wrong  or  displeased  with 
liis  work,  don't  let  him  continue  a  moment 
longer  after  you  discover  it,  but  stop  him 
then  and  there,  before  he  goes  too  far, 
and  give  him  a  chance  to  right  himself. 
1  don't  believe  there  is  a  single  man  in  this 
room  who  can  honestly  say  that  he  ever 
did,  day  after  day,  a  full  day's  work.  I 
know  that  I  can't  say  it.  And  even  now, 
when  I  am  practically  working  for  myself, 
and  have  no  one  over  me  to  tind  fault  or 
to  administer  rebuke,  I  have  a  hard  time 
treating  myself  right.  My  tendency  is  to 
get  out  doors  and  have  a  good  time,  and 
my  inclination  is  frequently  to  cut  my 
business  and  enjoy  myself,  and  I  do  not 


I  I.-,.   3.      I..\I'RKSS  KNi;iNK 

Now  to  you  men  who  may  be  employing 
other  men,  I  want  to  give  a  word  of  coun- 
sel. Know  your  men ;  get  close  to  them ; 
take  an  interest  in  them  and  encourage 
them.  Let  every  man  and  boy  feel  that  he 
has  some  hope  of  a  better  job;  let  him  see 
tliat  vou  are  interested  in  him.  and  if  lie 


liUll.T   IIV  KUECHL1N. 

think  that  I  am  very  different  from  other 
men. 

Now  let  me  say  once  more,  it  does  not 
matter  what  kind  of  a  system  you  may 
have  for  your  shops  and  offices,  you  must 
appreciate  and  realize  that  the  old  funda- 
iiu-ntal  principle  of  sentiment  and  consid- 
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eration  between  man  and  man,  anil  as  I 
liave  said  before,  even  brotherly  love  and 
affection  at  times,  cannot  be  ignored. 


Curious  Basis  of  Firemen's  Wages. 

The  wages  received  by  the  locomotive 
firemen  on  several  British  railways  is,  to 
some  extent,  influenced  by  the  heating 
surface  of  the  engines  they  work  upon. 
Those  firing  locomotives  with  1,500  sq.  ft. 
or  more  of  heating  surface  receive  three 
pence  per  day  more  than  the  men  em- 
ployed firing  engines  with  smaller  heating 
surface.  Complaints  are  heard  that  the 
classification  is  not  fair.  We  have  en- 
joyed the  acquaintance  of  locomotives 
having  2,000  sq.  ft.  of  heating  surface  that 
gave  less  labor  to  the  firemen  in  keeping 
up  steam  than  engines  with  500  sq.  ft. 
less  heating  surface. 

There  is  no  real  or  satisfactory  basis 
in  proportions  of  a  locomotive  to  indicate 
the    amount    of    w-ork    the    fireman    must 


is  ambitious  to  enjoy  the  privileges  and 
instruction  of  a  metropolis.  That  am- 
bition for  instruction  moved  the  men 
of  Marathon  to  demand  that  certain 
fast  trains  on  the  Delaware,  Lackawan- 
na &  Western  Railroad  should  stop  at 
Marathon  to  take  up  the  passengers 
who  might  occasionally  display  a  de- 
sire to  visit  pastures  more  verdant  than 
those  that  grace  its  own  borders.  As 
the  railroad  company  turned  a  deaf 
ear  to  that  demand,  the  Public  Service 
Commission  was  appealed  to,  when  the 
following    reply    was    returned: 

"The  road  is  entitled  in  the  first  in- 
stance to  schedule  its  trains  as  seems 
to  it  most  advantageous  both  as  to 
time  and  stops  to  be  made.  The  Com- 
mission should  not  interfere  with  this 
arrangement  unless  the  change  asked 
for  will  serve  the  convenience  of  a  con- 
siderable number  of  people  and  will 
not    inconvenience    a    greater    number: 


FIG.   6.      PASSENGER    ENGINE   BUILT  BY    KOECHLIN. 


•perform  in  maintaining  the  required  pres- 
sure of  steam.  Some  engineers  think  that 
the  fairest  basis-  would  be  on  the  grate 
area,  while  others  think  that  cylinder 
capacity  and  heating  surface  might  be 
combined  into -a  unit  that  would  indicate 
fairly  the  work  required  by  the  firemen. 
For  ourselves,  we  believe  that  a  close  rec- 
ord of  the  amount  of  coal  consumed  on 
different  runs  would  establish  a  just  basis 
on  which  to  reckon  the  work  of  the  fire- 
man. That  gets  at  positive  facts.  The 
other  methods  leave  the  way  open  for  too 
onany  variables. 


Village  With  a  Famous  Name. 

Marathon  is  famous  in  history  as  the 
place  where  a  small  body  of  Greek 
warriors  hurled  back  an  invading  host 
of  Persians,  vindicating  for  all  time 
Athenian  valor  and  preserving  un- 
scathed the  freedom  of  their  country. 
There  is  another  Marathon  in  the  New- 
World  located  on  the  Tioughnioga 
river  with  one  leg,  and  on  the  Dela- 
ware, Lackawanna  &  Western  Railroad 
•with  the  other.    Marathon  is  proud  and 


also  that  it  will  not  seriously  interfere 
with  the  running  of  trains  and  with  the 
general  operating  plans  of  the  railroad 
considered  as  an  entire  system.  .  .  . 
The  principal  petitioner  has  chosen  to 
locate  its  business  in  a  small  village  of 
1 100  inhabitants.  It  undoubtedly  had 
its  reason  for  doing  so:  in  small  taxes, 
lessened  cost  of  living  of  employees, 
and  the  cheapness  of  manufacturing, 
etc.  Having  chosen  to  locate  at  that 
place  it  must  take  the  disadvantages  as 
well  as  the  advantages  of  such  a  loca- 
tion. 

"\N'e  think  that-  the  railroad  has  a 
rifjlit  to  pursue  this  policy,  but  not  to 
the  extent  of  seriously  inconveniencing 
a  large  number  of  people,  and  that  has 
not  been  shown  to  be  the  case  in  this 
mstance." 


New  Peace  Scheme. 

From  Lynn,  Mass.,  comes  news  of  a 
plan  that  has  been  devised  to  put  an  end 
once  for  all  to  labor  disputes  that  have  so 
often  led  to  strikes,  lockouts  and  other 
disasters.     The  plan  calls  for  the  organ- 


ization of  a  fraternal  body  in  which  both 
the  employers  and  the  employees  are  to 
be  members  and  the  grand  lodge  of  which 
is  to  be  the  supreme  tribunal  in  settling 
all  questions  of  disagreement  that  may 
arise  between  the  workmen  and  the 
owners  of  the  plants. 

The  scheme  is  based  on  good  intentions 
but  a  most  undesirable  region  is  said  to 
be  paved  with  that  form  of  concrete.  We 
wait   patiently   for   its   consummation. 


A   Brassy   Expert. 

Mr.  Brass,  introducing  himself  to  a 
well-known   railroad  president : 

"Mr.  President,  I  have  some  valuable 
information  that  you  ought  to  be  inter- 
ested in.  My  specialty  is  that  of  a  man- 
ufacturing e.xpert,  with  particular  knowl- 
edge of  railroad  shop  operation.  I  have 
called  to  make  your  company  an  offer. 
If  you  will  give  me  full  and  entire  con- 
trol of  all  your  repair  shops,  I  shall  un- 
dertake to  save  you  $1,478,520  a  year." 

The  President :  "You  appear  to  have 
got  your  figures  down  fine.  Have  you 
examined  our  shops  to  ascertain  the  use 
the  master  mechanics  and  others  are 
making  of  Our  tools  and  repairing  facili- 
ties?" 

Mr.  Brass:  "No.  I  have  not  visited 
any  of  your  shops.  My  figures  are  based 
on  the  general  incompetency  of  railroad 
mechanics   in  production  operations." 

The  President :  "You  did  not  neglect 
to  carry  your  cheek  along  with  you,  Mr. 
lirass.  I  happen  to  be  an  engineer  fa- 
miliar with  manufacturing  operations,  and 
nur  shops  and  tools  are  as  well  managed 
as  the  best  contract  shops  are.  You  have 
come  to  the  wrong  office,  and  the  best 
things  you  can  do  is  to  get  out  now." 


Explosives. 

It  should  be  borne  in  mind  that  any 
kind  of  solid  that  will  burn  will  also  ex- 
plode when  suspended  in  the  air,  after 
being  reduced  to  powder  and  ignited. 
Explosions  of  this  kind  are  frequently  of 
great  violence,  /fmong  the  most  common 
explosives  are  coal,  chaff  from  grain,  fine 
sawdust,  powdered  sugar,  starch,  flour, 
cork  and  similar  substances.  Vapors  of 
inflammable  liquids,  if  allowed  to  accu- 
mulate, readily  explode  if  a  spark  or  flame 
is  present.  This  accounts  for  the  so-called 
explosions  of  dust  that  have  now  and 
then  taken  place  in  factories. 


A  book  of  proverbs  says :  "A  fool  is 
fond  of  writing  his  name  where  it  should 
not  be."  This  reminds  us  of  a  fool  ap- 
prentice who  took  to  writing  his  name 
upon  newly  painted  tenders.  The  fore- 
man chased  him  from  the  shop  on  his 
third  off'ence,  and  he  checked  his  career 
by  writing  his  name  to  a  check  used  to 
draw  money  from  an  employee.  He  ij 
now  working  in  an  institution  where  the 
means  of  fool  writing  is  severely  re- 
stricted. Moral — Keep  your  hands  off 
wet  tenders. 
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Electric    Locomotive   with   Side   Rods. 

Our  illustration  shows  a  novel  type  of 
electric  locomotive  which  has  been  de- 
signed jointly  by  the  General  Electric  and 
by  American  Locomotive  Gimpanies  for 
trying  a  scheme  of  transmitting  power 
from  the  motors  to  the  drivers  through 
side  rods  instead  of  by  the  ordinary  direct 


v>ear  of  the  wheels  and  also  that  of  tlie 
railhead.  The  placing  of  the  motors  in  the 
cab  facilitates  inspection  and  repairs,  and 
the  renewal  of  the  commutator  brushes. 
The  maintenance  charges  fnr  the  motors 
will  also  be  greatly  reduced  and  practically 
all  road  dust  and  other  foreign  material  can 
be  kept  out.     The  centre  of  gravity  of  the 


SKELETON    DIAGRAM    OF   ELECTRIC   LOCOMOTIVE. 


gear  methods.  The  locomotive  is  designed 
to  produce  a  tractive  effort  of  30,000  lbs. 
at  a  speed  of  18  miles  an  hour  and  with 
ability  to  attain  a  maximum  speed  of  50 
miles  an  hour.  The  locomotive  will  oper- 
ate equally  well  in  either  direction.  It  has 
been  tried  with  temporary  motors  of  a 
somewhat  smaller  capacity  and  the  tests 
have  demonstrated  conclusively  that  the 
design  is  satisfactory  in  every  way.  It  is 
proposed  to  extend  the  cab  over  the  entire 
length  of  the  machine  when  the  proper 
motors  are  installed  on  the  locomotive. 
The  present  cab  and  guards  are  only  for 
the  temporary  protection  of  the  apparatus 
now   installed. 

One  of  the  principal  advantages  found 
in  this  type  of  construction  is  that  a  motor 
of  large  diameter  and  small  air  gap  can 
be  used  in  conjunction  with  small  diani 
eter  of  driving  wheels,  and  at  the  same 
time  the  motor  can  be  spring  supported. 
The  motor  bearings  can  be  very  easily  de- 
signed to  maintain  the  small  air  gap.  Such 
a  form  of  construction  will  also  secure  a 
marked  economy  in  the  construction  of  the 
motors  as  the  same  horsepower  can  be  ob- 
tained in  two  motors  at  a  less  cost  and 
for  less  weight  than  in  four  smaller 
motors.  The  same  motor  equipment  can 
also  be  used  on  locomotives  with  different 
diameters  of  driving  wheels.  This  feature 
makes  possible  the  interchange  of  equip- 
ment on  roads  where  both  freight  and  pas- 
senger locomotives  of  this  type  are  em- 
ployed. This  type  of  locomotive  is  as  well 
adapted  for  operation  with  direct  current 
motors  as  with  those  of  the  alternating 
current  type. 

Tlic  motors  in  such  a  locomotive  can  be 
placed  so  as  to  concentrate  a  greater  pro- 
portion of  the  weight  near  the  center  of 
the  machine  with  the  attendant  advantage 
that  the  moment  of  inertia  of  the  loco- 
motive around  its  vertical  axis  will  be  as 
small  as  possible.  This  will  reduce  the 
rail  pressures  at  the  leading  and  trailing 
wheels  and  will  tend  to  reduce  the  flange 


machine  can  be  kept  high.  This  is  a  point 
which  Railw.\y  and  Locomotive  En- 
gineering has  always  looked  on  as  a  very 
desirable  feature  in  electric  locomotive 
construction. 

The  electrical  control  is  arranged  in 
such  a  manner  that  the  motors  start  as 
repulsion  motors  with  short  circuited  ar- 
matures and  are  changed  over  to  series 
repulsion  motors  for  the  higher  speeds. 
This  arrangement  eliminates  running  with 
a  short-circuited  armature  on  high  volt- 
age and  at  the  same  time  gives  a  high 
torque  at  starting.  In  fact,  the  tractive 
effort  is  about  twice  as  great  with  re- 
pulsion motor  connections  as  with  series 
repulsion  connections  for  a  corresponding 
cii.rrent  value. 


introduces  the  working  torque  when  the 
motor  is  connected  as  a  repulsion  motor. 
.AH  parts  of  the  running  gear  such  as 
wheels,  driving  boxes,  axles,  springs, 
spring  rigging,  trucks,  etc.,  follow  stand- 
ard steam  locomotive  practice. 

The  arrangement  of  the  side  rods  is 
shown  in  the  illustrations  and  it  will  be 
noticed  that  each  motor  is  coupled  to  a 
jack  shaft  and  thence  to  the  drivers.  The 
jpck  shaft  bearings  are  rigid  in  the  spring 
supported  locomotive  frame  and  their  cen- 
tres are  on  a  level  with  those  of  the  driv- 
ers. The  object  of  this  jack  shaft  is  to 
permit  a  horizontal  drive  between  the 
spring  supported  part  of  the  locomotive 
and  the  driving  wheels  and  is  necessary  in 
order  to  allow  a  vertical  play  of  the  spring- 
supported  part  with  a  neglig'ble  variation 
in  the  distance  between  the  crank  centres. 
The  drive  is  effected  by  a  pair  of  connect- 
ing rods.  Counterweights  are  used  on  the 
driving  wheels  to  balance  the  side  rods, 
and  it  should  be  noticed  that  as  there  are 
no  reciprocating  parts  a  more  perfect  bal- 
ance can  be  had.  Another  interesting  me- 
chanical feature  is  shown  in  our  illustra- 
tions. It  is  the  flexible  coupling  inserted 
between  the  armature  shaft  of  the  motor 
and  the  motor  crank.  This  consists  of  a 
series  of  leaf  springs  arranged  radially 
around  the  motor  shaft  and  designed  of 
such  strength  as  to  carry  the  entire  torque 
of  the  motor  flexibly,  with  an  amount  of 
deflection  which  will  reduce  the  effect  of 
the  pulsating  torque  of  a  single-phase  al- 
ternating current  motor  to  a  minimum. 

The  more  important  data  are  given  be- 
low : 

Trolley     voltage     10,000 

Cycles     15 

Rated  tractive   effort    33.0°°  '°s- 

Speed      18  m.p.h. 


ELECTRIC  LOCO.MOTI 

The  armatures  are  similar  to  those  of  an 
ordinary  direct  current  machine  with 
equalizer  rings.  They  have  multiple  drum 
windings  with  the  bars  soldered  directly 
into  the  commutator  segments.  The  field 
of  stationary  windings  are  of  the  distrib- 
uted type  and  are  made  in  two  sections, 
viz. :  the  exciting  and  the  inducing  wind- 
ings. The  former  has  the  same  function 
as  the  field  winding  in  an  ordinary  series 
wound  motor,  while  the  inducing  winding 


VE  WITH    .SIDE   RODS. 

Total    H.P 1.600 

Number   of  motors    z 

Type   of   motor    GEAZ-43 

Diameter  of  driving  wheels   49  ins. 

Number    of    driving    wheels 6 

Diameter  of  pony  wheels    36  ins. 

Total    wheel    base    33'  6" 

Rigid   wheel   base    10' 

Height   of   locomotive    13'  8" 

Weight  on   drivers    162.000  lbs. 

Weight  per  axle  (driving)    54,000  lbs. 

Total    weight     '. .  250,000  lbs. 

To  keep  your  secret  is  wisdom,  but 
to  expect  others  to  keep  it  is  folly. — 
Holmes. 
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Heavy  Virginian  Switcher. 

For  switching  service  in  their  yards  at 
Sewell's  Point,  Roanoke  and  Princeton, 
the  Virginian  Railway  have  recently  re- 
ceived three  heavy  eight-wheel  coupled  lo- 
comotives from  the  American  Locomotive 
Company,  one  of  which  is  shown  in  our 
illustration.  In  working  order  this  engine 
has  a  total  weight  of  182,300  lbs.  The 
cylinders  are  22  by  28  ins.  and  with  a 
boiler  pressure  of  200  lbs.  and  driving 
wheels  51  ins.  in  diameter,  the  theoretical 
maximum  tractive  power  is  45,200  lbs. 
This  tractive  power  makes  them  the  most 
powerful  engines  of  their  type  so  far  con- 
structed by  the  builders. 

Steam  is  distributed  to  the  cylinders  by 


straight-top  type,  with  sloping  back  head 
and  vertical  throat  sheet.  The  barrel, 
which  is  made  in  two  courses,  measures 
74  ins.  in  diameter  outside  at  the  first 
course.  It  contains  354  tubes  2  ins.  in 
diameter  and  15  ft.  long.  The  total  heat- 
ing surface  of  the  boiler  is  2,940  sq.  ft., 
of  which  the  tubes  provide  2,763  sq.  ft. 
and  the  firebox  the  remainder.  The  fire- 
box is  narrow  and  is  placed  between  the 
driving  wheels  and  over  the  frames.  It 
is  108  ins.  long  and  42  ins.  wide  and  pro- 
vides a  grate  area  of  31.5  sq.  ft.  The 
ratio  of  grate  to  heating  surfaces  is  there- 
fore as  I  is  to  93.3. 

The  water  spaces  around  the  firebox  are 
4  ins.  wide  at  the  mud  ring  on  the  front 


for  air  circulation,  has  been  placed  be- 
tween the  tank  and  the  steel  frame.  The 
tender  trucks  are  of  the  arch-bar  type, 
with  cast  steel  bolsters.  The  arrange- 
ment of  the  draw-gear  between  engine  and 
tender  is  similar  to  that  employed  in  the 
Mallet  articulated  compound  engines  built 
by  the  American  Locomotive  Company 
for  this  road.  In  the  arrangement  the 
draw-bar  pin  is  horizontal  and  is  in- 
serted through  the  side  walls  of  the  foot- 
plate,  thus  facilitating  its  removal. 

The    general    dimensions,    weights    and 
ratios  of  these  locomotives  are  as  follows : 

Weight  on  drivers  ~-  t.ractive  effort....  4.03 
Tractive    effort     X     diameter    drivers     -r- 

total   heating   surface    781. 

Total  heating  surface   -r   grate  area 93.3 


M.  ^um^ 


■•ander>on. 


HE.WY    SWITCHER    FOR    THE    VIRC.INL\N    R.MLW 
Superintendent    of    Motive    Power. 


means  of  12-in.  piston  valves,  having  in- 
side admission  and  a  maximum  travel  of 
SVi  ins.  The  valves  are  designed  with  a 
15/16-in.  steam  lap  and  with  no  exhaust 
lap  or  clearance.  They  are  set  to  give  a 
^-in.  lead  at  50  per  cent,  cut-off.  They 
are  operated  by  the  Stephenson's  shifting 
link  gear  arranged  with  a  transmission 
bar.  The  valve  chests  are  equipped  with 
by-pass  valves  of  the  P.  R.  R.  standard 
type.  The  frames,  which  are  of  cast  steel, 
with  single  front  rail  are  4V2  ins.  wide. 
Following  the  ordinary  practice  in  this 
type  of  engine,  the  first  and  second  driving 
wheels  on  either  side  are  equalized  to- 
gether and  the  first  pair  are  cross  equal- 
ized, while  the  third  and  fourth  driving 
wheels  are  equalized  together  but  the  cross 
equalization  is  omitted.  This  equalization 
arrangement,  thus  gives  a  three-point  sus- 
pended engine.  Lubricators  for  oiling  the 
driving  wheel  flanges  are  provided  on  the 
front  and  back  driving  wheels.  The  de- 
vice consists  of  a  2-in.  wrought  iron  pipe, 
filled  with  oil  waste,  the  bottom  end  of  the 
pipe  being  cut  out  to  fit  over  the  flange 
of  the  tire.  This  pipe  is  held  in  position 
by  a  wrought  iron  bracket,  which  is 
loosely  pivoted  on  its  point  of  support  so 
as  to  allow  the  pipe  to  accommodate  itself 
to  the  movement  of  the  wheel  relative  to 
the  frame. 
The    boiler    is    of    the    radial     stayed 


and  y/2  ins.  wide  on  the  back  and  sides, 
increasing  in  width  at  the  crown  sheet  to 
4,'/2  ins.  in  the  back  and  about  6^  ins.  on 
the  sides.  A  limited  number  of  flexible 
staybolts  are  used  in  the  back  head  and 
throat  sheet.  In  the  back  head  they  are 
in  the  outside  row  all  around  and  also 
around  the  firebox  door,  while  in  the 
throat  sheet  the  first  three  rows  down 
from  the  waist  are  flexible  stays.  The 
firebo.x  is  supported  by  a  buckle  plate  at 
the  back  end  and  by  sliding  bearings  on 
either  side,  ahead  of  the  center  of  the 
firebox  and  just  back  of  the  rear  driving 
wheels.  Between  the  firebox  and  the  cyl- 
inders the  boiler  is  supported  by  two  waist 
sheets,  one  just  back  of  the  main  driving 
wheels  and  the  other  at  the  guide  yoke. 
The  rear  one  of  these  sheets  extends  down 
to  the  bottom  rails  of  the  frames  and  is 
secured  to  a  cross  tie  between  them,  as 
well  as  to  a  cross  tie  spanning  the  upper 
rails  of  the  frames.  A  similar  arrange- 
ment is  employed  at  the  guide  yoke, 
though  the  waist  sheet  is  not  in  one  con- 
tinuous  piece. 

The  tender  is  equipped  with  a  sloping 
back  tank,  having  a  water  capacity  of 
5,000  gallons  and  space  for  ten  tons  of 
coal.  The  tender  frame  is  built  of  steel, 
with  center  sills  of  15-in.  channels  and 
side  sills  of  lO-in.  channels,  h  pine  floor, 
with  spaces  between  the  beams  to  provide 


.\incrican    Locomotive   Co..   Builders. 

FiVL-ho,\    heating   surface    -7-    total   heating 

surface,   per   cent 6. 

Weight    on    drivers    -r-    total   heating   sur- 
face         62. 

\'olunie  both  cylinders,   cu.    ft 12.3a 

Total  heating  surface  ~-  volume  cylinders  238. 

Grate  area    -^   volume  cylinders    2.56 

Wheel  Base — Driving,  14  ft.;  total,  14  ft. ;  total, 
engine  and  tender,  40  ft.  6  11/16  ins. 

Weight — In  working  order,  182,300  lbs.;  on 
drivers,  182,300  lbs.;  engine  and  tender, 
293,700    lbs. 

Driving  Journals. — Main,  t^Yi  ins  x  12  ins.; 
others,  9  ins.   x   12   ins. 

Fuel — Bituminous   coal. 

Firebox — Type,  narrow;  length,  108  ins.;  wid'.h. 
42  ins.;  thickness  of  crown,  ^  in.;  tube. 
9/16  in.;  sides,  }i  in.;  back,  H  in.;  water 
space,  front,  4  ins.;  sides,  zYz  ins.;  back, 
3'/2   ins.. 

Crown    Staying — Radial. 

Boxes — Driving,    cast    steel. 

Pump — 9V2    ins.;   2   reservoirs,    16   ins.   x   120   ini. 

Piston — Rod    diameter,     4     ins. 

Smokestack — Diameter,  17  ins.;  top  abovj  rad, 
14    ft.    I0j4    ins. 


Real  Cause  of  Boiler  Explosions. 

William  Sellers,  the  famous  machine 
tool  maker,  was  not  noted  as  a  public 
speaker,  but  when  he  ventured  to  say 
anytliing  at  engineering  meetings  his 
words  were  remembered.  At  one  time  years 
ago  Philadelphia  was  much  excited  on 
the  subject  of  boiler  explosions,  several 
accidents  to  boilers  having  wakened  the 
natives.  William  Sellers  attended  one  of 
these  meetings  and  was  asked  to  explain 
his  theory  of  the  cause  of  boiler  explo- 
sions. The  reply  came  promptly:  "Be- 
cause the  pressure  inside  is  greater  than 
the   strength   outside." 
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General  Correspondence 


The   Signal  Question. 
Editor : 

Having  had  about  15  years'  experience 
running  a  locomotive  and  under  many 
different  kinds  of  block  systems,  I  should 
like  to  say  a  few  words  in  the  prevailing 
discussion.  In  regard  to  the  color  of 
night  indications  I  do  not  think  many 
men  of  experience  who  have  run  under 
both  a  "safety  white  "  and  "safety  green " 
indication  will  be  found  to  favor  the 
white.  Those  writers  who  wish  to  see  the 
position  of  the  arm  at  night  must  work 
under  the  "white"  system.  With  this  sys- 
tem any  light  with  a  broken  glass  is  a 
"safety"  (  ?)  signal.  Now  when  we  see  the 
green  we  know  it  is  a  real  safety  indica- 
tion and  never  think  of  looking  for  the 
position  of  the  arm.  Perhaps  the  green 
is  not  visible  quite  as  far  as  the  white, 
if  so  the  difference  is  small  and  either  in 
good  condition  can  be  seen  many  miles. 
In  regard  to  the  caution  indication,  an 
engineer  not  familiar  with  a  yellow  light 
might  mistake  it  for  a  red,  but  I  think 
never  mistake  red  for  yellow.  I,  per- 
sonally, have  never  known  either  mistake 
to  occur. 

In  regard  to  the  interlocking  plant  I 
can  see  some  things  to  be  said  in  favor  of 
the  "absolute  red,"  but  many  more  against 


red  lights,  especially  near  the  ground,  are 
to  stay  at  "caution"  until  three  blocks  in 
objectionable,  while  the  purple  light  can 
not  be  seen  as  far  as  the  red,  the  location 
of  the  home  signal  or  signals  serves  to 
mark  its  location  and  to  indicate  stop 
unless  the  dwarf  is  at  "proceed"  position, 
when  its  green  light  is  plain. 

This  so-called  purple  light  does  not 
show  a  very  clear  purple  at  a  distance — 
a  sort  of  purplish  red — but  it  is  not  easily 
confused  with  a  red  hand  lantern  or  other 
danger  signal  as  a  red  light  on  a  dwarf 
may  be.  For  day  indication  I  like  the 
system  on  the  N.  Y.  N.  H.  &  H.  1st 
block  and  drawbridge;  positive  signal 
red,  square  ended  blade ;  not  to  be  passed 
without  written  authority,  either  by  train 
order  (for  close  in)  ;  clearance  card 
(signal  out  of  order) ;  or  caution  card 
(block  circuits  failed)  ;  2d,  home  and 
route  signals :  Arms  red  with  round  end 
may  be  passed  on  green  hand  signal  from 
tower-man ;  3d,  "Permissive"  signals, 
V-shaped  or  pointed  end  blades :  Stop, 
then  proceed  under  control,  used  for  au- 
tomatic block  signals;  4th,  Distant  or 
caution  signals :  Yellow,  with  fish-tail  or 
forked-ended  blade.  Between  interlock- 
ing plants  the  double  arm  automatic  sema- 
phore block  system  seems  to  me  to  be 
ideal,     especially     where     conditiriis     nr" 


going  off  the  derail  would  be  fully  as 
serious  as  going  off  the  open  draw  (un- 
less the  resulting  obstruction  to  naviga- 
tion is  to  be  taken  into  account).  In 
other  words  they  are  an  additional  dan- 
ger, as  the  derail  may  be  open  when  draw 
is  closed.  Place  them  further  away  and 
in  as  favorable  a  location  for  a  possible 
derailment  as  possible,  in  many  cases  a 
spur  or  y-track  might  be  used  to  answer 
in  place  of  derail ;  2nd,  There  are  many 
pieces  of  road  still  protected  (?)  with  the 
old  style  "banjo"  block  systems  where  the 
blocks  are  not  overlapped.  These  could 
be  overlapped  breaking  distance  at  small 
cost  and  the  protection  afforded  largely 
increased ;  3d,  Where  distant  signals  for 
interlocking  plants  are  located  on  single 
poles  and  the  first  home  signal  is  also  a 
single  signal,  if  the  light  is  out  on  the 
distant  signal  the  home,  if  at  proceed, 
may  be  mistaken  for  the  distant  and  fol- 
lowing signals  approached  at  a  danger- 
ous speed.  Put  the  distant  on  same  pole 
with  last  stop  signal  if  not  too  far  away ; 
if  so  identify  the  distant  at  night  by  hav- 
ing two  lights  instead  of  one.  A  writer 
in  the  August  issue  speaks  of  the  6-track 
railroad  as  something  of  the  future.  We 
have  over  10  miles  in  operation  on  the 
N.  Y.  N.  H.  &  H.  from  Oak  Point  to 
New  Rochelle.  N.   Y.,  and  more  contem- 


.McKEEN    MOTOR    CAR,    200    H.    P.— 70    FT. 

it.  I  believe  in  the  top  arm  for  the  main 
line  route.  Any  other  route  where  speed 
of  25  miles  per  hour  or  more  is  permit- 
ted to  be  represented  by  a  lower  arm, 
or  arms  if  more  than  one  diverging  speed 
route,  second  arm  for  the  route  diverging 
to  the  right,  etc.  For  all  low  speed  routes 
diverging  or  trailing  from  main  line  the 
dwarf  signal  is  very  satisfactory.  I 
would  put  it  about  half  way  up  the  home 
signal  pole  where  conditions  warrant,  so 
it  can  be  seen  in  daylight  a  sufficient  dis- 
tance to  handle  long  freight  trains  ap- 
proaching it.  For  night  "stop"  indication 
of  dwarf  signals  located  on  main  line  I 
like  the  "purple"  light  as  used  on  the 
N.   Y.   N    H.   &   H.   R.   R.,  as   too  many 


LONG,    SIMILAR    TO    CAR    FOR    THE   ERIE 
DR.   ANGUS   SINCLAIR. 

such  that  distant  signal  can  be  arranged 
to  stay  at  "caution"  until  three  blocks  in 
advance  are  clear ;  home  signal  at  stop 
until  two  blocks  are  clear.  This  will  cer- 
tainly lessen  the  chance  for  an  accident, 
as  an  engineer  might  fail  to  see  the  first 
caution  (and  stop)  indication  and  seeing 
the  second  still  be  able  to  prevent  an  acci- 
dent. We  are  all  human  and  anything 
tending  to  lessen  the  liability  of  an  acci- 
dent  being   serious   should   be   adopted. 

I  wish  to  call  attention  to  several  dan^' 
gerous  conditions  existing  at  many  points. 
1st,  Derails  at  drawbridges  and  other 
dangerous  points.  In  many  cases  they 
are  located  on  trestles  or  approaches  to 
drawbridges   so   that   the   consequences   of 


RAILROAD,    RECENTLY    INSPECTED    BY 

plated,  I  hardly  see  how  an  "absolute 
red"  system  could  be  devised  on  roads 
of  this  kind.  Hoping  many  more  engi- 
neers actually  in  the  service  will  have 
something  to  say  on  this  subject,  I  will 
close  P.  S.   Waite, 

Locomotive  Engineer,  N.  Y.,  N.  H.  &  H. 

Springfield,  Mass. 

[Our  correspondent  is  right  when  he 
says  anything  tending  to  lessen  the  liabil- 
ity to  accident  should  be  adopted,  and 
we  agree  with  him  about  the  "derail."  A 
stop  signal  would  be  far  better.  With  re- 
gard to  seeing  the  semaphore  arm  at  night, 
as  we  understand  the  "World"  system, 
there  are  no  lights  on  the  signal,  only  the 
background  is  illuminated — Editor.] 
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Reasons  for  Change  of  Color  Signals. 

Editor: 

In  response  to  your  invitation  for  en- 
gineers to  give  their  views  as  to  what 
they  think  is  the  best  type  of  signals,  I 
herewith  give  you  mine,  which  are :  red, 
for  stop ;  green,  for  caution ;  white,  for 
clear.  I  believe  these  are  the  best  for 
the    following    reasons  : 

Red  can  be  seen  more  distinctly  than 
any  other  color  except  white,  at  night. 
Green,  for  caution,  because  yellow  shows 
red,  pink,  or  yellow  at  different 
distances,  mostly  red  until  one  is  very 
close  to  the  block,  and  when  snow  and 
sleet  covers  the  glass  in  the  semaphore 
arm,  it  completely  obscures  the  liglit. 

This  applies  even  more  strongly  when 
green  is  used  for  a  clear  signal.  I  have 
known  the  glass  in  the  semaphore  arm  to 
be  completely  obscured  by  snow  so  that 
the  light  appeared  to  be  out,  causing 
trains  to  stop  at  every  block.  This  does 
not  occur  when  using  white,  as  the 
glasses  in  the  lamp  are  kept  warm  by  the 
heat  of  the  flame  and  this  prevents  snow 
and  sleet  from  freezing  on  it. 

In  regard  to  stopping  at  interlocking 
plants  when  there  are  two  or  more  arms 
on  same  signal  mast,  I  would  say :  Be 
sure  you  have  the  clear  signal  which  gov- 
erns your  track  and  do  not  stop  for  sig- 
nals which  do  not  govern  your  track  at 
towers  or  other  places  or  you  will  come 
in  late  without  any  necessary  detention  to 
show  for  it. 

I  advocate  having  signals  at  towers 
connected  up  so  when  a  train  is  given  a 
clear  distant  signal,  that  switches  and 
routes  cannot  be  changed,  after  train  has 
passed  the  clear  distant,  until  it  is  past 
the  tower.  Have  the  distant  signal  indi- 
cate clear  order  board  and  home  signal 
on  next  block  in  advance.  This  is  my 
first  attempt  at  writing  for  your  maga- 
zine or  any  other,  but  do  not  forget  that 
I  am  in  favor  of  red,  green  and  white 
for  train  signals,  as  explained  above. 

Scranton,  Pa.  68-in.  Wheel. 

[Our  correspondent  advances  practical 
views  here,  but  the  absolute  obedience  to 
signals  according  to  the  company's  rules 
is  more  important  and  far  beyond  con- 
siderations of  trains  being  late  or  on 
time.  If  you  stop  at  an  interlocking 
home  signal  for  a  red  that  does  not  indi- 
cate your  route  when  the  rules  of  the 
company  are  to  pass  such  a  red,  you  are 
simply  not  carrying  out  ,  instructions. 
What  we  want  to  get  at  in  this  discus- 
sion is.  What  do  you  think  of  the  cus- 
tom of  stopping  at  an  automatic  red  and 
passing  an  interlocking  one?  Answer 
that.  It  has  nothing  to  do  with  being  on 
time  or  late. — Editor.] 


ing  an  idea  of  my  own.  I  have  had  some 
of  these  chucks  rrlade  and  I  find  them  very 
useful.  You  will  no  doubt  see  the  ad- 
vantage of  not  having  to  use  a  carrier. 

You  are  aware  that  in  small  shops  one 
has  not  always  the  tools  for  turning  out 
work  as  quickly  as  in  a  large  shop,  there- 
fore a  foreman  must  keep  his  eyes  open 
and  on  his  business  in  order  to  compete 
with  an  up-to-date  shop,  if  he  wants  to 
make  a  success.  If  he  can  only  save  a 
little  time  on   each  job  he  has   it  counts. 

This  chuck  is  principally  used  for  turn- 
ing bolts  and  pins.  It  can  be  used  for 
he.xagon  head  bolts,  square  heads  or 
round.  Considerable  time  is  generally 
wasted  with  this  class  of  work  in  stopping 
and  changing  tlie  lathe,  taking  out  the 
work,  reaming  the  driver  or  carrier  before 
you  can  finish  the  job  in  the  lathe.     With 
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the  ordinary  catch-plate  and  driver  you 
will  notice  the  catch-plate  can  be  taken 
off  the  lathe  if  desired.  Take  out  the 
centre  of  lathe  spindle.  Make  your  chuck 
same  taper  as  centre  and  place  in  spindle 
as    you    would    your   centre. 

The  friction  chuck  is  bored  taper. f^  in 
3  ins.  Place  your  work  in  the  chuck,  run 
up  your  back  centre,  which  will  press  the 
work  into  the  chuck.  As  the  driving 
always  being  central,  it  will  fit  several 
sizes  of  bolts  or  pins.  There  is  no  need 
to  stop  the  lathe  to  take  the  work  out 
to  change.  As  soon  as  you  release  the 
back  centre  the  work  stops  turning  and 
can  be  removed  or  turned  end  for  end  and 
work  proceeded  with.  A  man  can  do  con- 
siderably more  work  with  this  tool  and 
his  work  is  not  marked  in  any  way. 

At  one  time  when  I  was  in  business  I 
had    taken    a    large   contract    for    turning 
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bolts  and  pins  at  a  low  price  and  I  could 
not  make  it  pay,  but  I  was  obliged  to  ex- 
ecute the  order  a^d  this  is  what  I  did, 
and   I   found  it  very  satisfactory. 

H.   J.   Varlow, 
General  Foreman  C.  P.  R.  Shop. 
Fort    William,   Out.,   Canada. 


your  August  number,  giving  particulars 
of  the  form  of  locomotive  front  end  used 
on  the  Denver,  North-Western  &  Pacific 
Railroad,  is  an  example  of  how  slowly 
important  information  concerning  railway 
appliances  reaches  the  people  who  are 
influential  in  deciding  upon  what  form  of 
draft  appliances  ought  to  be  used. 

The  American  Railway  Master  Me- 
chanics' Association  devoted  much  atten- 
tion for  many  years  to  the  investigation 
of  what  form  of  draft  appliances  produced 
the  best  steaming  locomotives.  Reports 
of  committees  of  decisions  of  the  same 
constituted  an  important  feature  of  the 
Master  Mechanics'  Association  proceed- 
ings for  many  years,  until  three  years  ago 
when  Professor  Goss  submitted  a  report 
that  consisted  largely  of  data  obtained 
from  experiments  made  in  the  testing 
plant  at  Purdue  University.  That  was 
one  of  the  most  exhaustive  engineering 
papers  ever  put  before  the  public,  and  it 
settled  the  design  of  locomotive  front  end 
for  all  forms  of  engines.  It  embraced  the 
discoveries  made  by  several  careful  in- 
vestigators, such  as  Robert  Quayle,  su- 
perintendent of  motive  power  of  the  Chi- 
cago &  North-Western  Railway,  and  left 
nothing  to  be  desired  e-xcept  the  inclina- 
tion to  profit  by  what  had  been  done  in 
that  time.  The  cultivating  of  the  inclina- 
tion to  follow  the  lead  of  others  has  been 
found  diflicult  among  some  railroad  men. 

The  form  of  front  end  recommended 
by  the  Goss  Committee  is  to  be  found  on 
page  240  of  the  Annual  Report  of  the 
Master  Mechanics'  Convention  for  1906 
and  on  page  428  of  Sinclair's  Develop- 
ment of  the  Locomotive  Engine.  All  the 
leading  railroad  companies  have  adopted 
that  form  of  front  end  as  standard. 

A.   MacLeay. 

Philadelphia,  Pa. 


Handy    Lathe    Chuck. 
Editor: 

I  am  enclosing  you  a  sketch  of  a  friction 
chuck.    This  is  a  chuck   I   am   using,  be- 


Front  End  Arrangement. 
Editor : 

The    letter    from    Mr.    J.    A.    Eson    of 
Denver,  Col.,  that  appears  on  page  3.36  of 


The   La  Jolla  Line. 

Editor : 

Enclosed  you  will  find  some  photo- 
graphs of  the  Los  Angeles  &  San  Diego 
Beach  Railway,  comrnonly  known  as  the 
La  Jolla  Line  in  San  Diego,  Cal.  This 
road  runs  from  San  Diego  City  to  La 
Jolla  Beach  and  caves,  passing  through 
Old  Town,  where  the  old  Mission  at  San 
Diego  (the  first  of  the  old  California  mis- 
sions) was  built.  It  was  founded  by 
Padre  Junepero  Serra  in  1769.  The  old 
palms,  and  the  home  of  "Raniona,"  as  de- 
scribed in  Helen  Hunt  Jackson's  famous 
book,  are  situated  there.  From  here  the 
line  continues  on  to  Pacific  Beach  and 
to  La  Jolla  Beach,  where  the  famous  caves 
are.  These  caves  and  rocks  are  a  peculiar 
formation  of  sandstone,  that  extend  in 
and  out,  in  grotesque  shapes  along  the 
shore. 

The  La  Jolla  Line  has  two  little  loco- 
motives. No.  I,  as  shown  in  the  photo- 
graph, is  a  Baldwin  0-4-2,  and  if  I  am 
not   mistaken,   was  built   in    t888,   as   was 
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stated  on  the  plate  in  front  of  the  engine, 
and  is  a  dandy  puller.  The  line  has  quite 
a  number  of  flat  and  box  cars,  and  five 
or  six  open  passenger  cars,  as  shown  in 
the  picture,  and  about  a  dozen  little  closed 
passenger  cars.    These  little  cars  I  noticed 


FIG. 


UALUWIX 


ENGINE. 


were  built  by  Hammond  &  Co..  San  Fran- 
cisco, Cal.,  in  1888. 

The  La  Jolla  Line  also  has  two  new 
gasoline  motor  cars  of  the  Union  Pacific 
type,  which  ply  regularly  between  San 
Diego  City  and  La  Jolla  Beach  as  does  the 
steam  dummy.  They  were  built  by  the 
McKeen  Motor  Car  Co.,  of  Omaha,  and 
they  are  regular  wind-splitters.  The  depot 
at  San  Diego  City  is  situated  at  the  foot 
of  C  street,  near  the  Santa  Fe  station, 
and  the  company's  offices  are  located  at 
Fourth  and   C  streets. 

I  noticed  that  there  was  an  electric  car 
marked  Los  Angeles  to  San  Diego  Beach 
Ry.  No.  I,  and  that  there  were  two  trol- 
ley lines  stretched  above  the  tracks  for 
quite  a  distance  from  San  Diego  City, 
on  line  to  La  Jolla,  and  I  have  no  doubt 
that  in  the  near  future  the  La  Jolla  line 
will  become  an  electric  inter-urban  railway. 

I  was  told  that  the  road  was  built  in 
1888,    and    was    first    known    as    the    San 


Diego,  Old  Town  &  Pacific  Beach  R.  R. 
The  line  then  was  built  only  to  Pacific 
Beach  from  San  Diego  City.  Later  on, 
after  the  line  was  extended  to  La  Jolla,  it 
became  known  as  the  San  Diego,  Pacific 
Beach  &  La  Jolla  Railway;  the  "La  Jolla 
Line"  up  to  a  year  or  two  back,  when  it 
became  known  as  the  present  Los  Angeles 
&  San  Diego  Beach  Ry.  It  has  been  ru- 
mored that  this  railway  will  eventually  be- 
come an  electric  railway,  connecting  Los 
Angeles  with  San  Diego.  I  saw  a  pic- 
ture of  the  old  New  York  &  Manhattan 
Beach  Railroad  train  in  one  of  your 
former  issues,  and  it  put  me  in  mind,  very 
much,  of  this  little  beach  railroad. 

Hoping  these  pictures  will  find  a  space 
in  }'Our  valuable  magazine. 

L.    H.    DE    LUDE. 

Los  Angeles,  Cal. 


Bees  as  Engineers. 
Editor: 

I  have  read  with  interest  your  articles 
on  Celebrated  Engineers  and  it  always 
seemed  curious  to  me  that  inventors  were 
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so  tardy  in  introducing  the  piston  as  a 
mechanical  device,  for  nature  provided 
the  pattern  in  the  tiny  engineering  opera- 
tions performed  by  bees.  In  order  to  store 
honey  in  each  cell  which  is  a  cylinder  set 
in  a  horizontal  position,  the  bees  fabricate 
an  air-tight  piston  of  wax  which  closes 
the  small  cj'linder.  When  a  bee  arrives 
with  a  load  of  honey  she  bores  a  hole  in 
the  piston  with  her  probosis  and  through 
it  injects  the  honey,  then  closes  the  aper- 
ture with  her  feet.  The  piston  is  pushed 
forward  as  the  honey  accumulates  behind 
it,  till  at  last  it  reaches  the  open  end  of 
the  cell,  where  it  remains  a  true  cylinder 
iiead  hermetically  sealing  the  vessel  and 
excluding  the  air. 

With  such  an  example  that  carried  no 

jiatent   rights  or   restrictions  against   imi- 

ions  the  pioneer  engineers  seem  to  have 

•en  short-sighted  in  failing  to  utilize  the 
iston.  WtLU.\M  Arten. 

Pliilad  elf  Ilia.  Pa. 


SANDSTONE  CAVES  AT  LA  .lOLLA  BEAai. 


Cylinder   Lubrication. 

Editor : 

What  is  considered  good  lubrication?  I 
answer  the  affinity  of  the  iron  should  first 
be  considered.  If  the  valves  and  valve 
seats  arc  of  the  same  per  cent,  of  metals 
it  will  require  much  more  oil  than  if  they 
are  not.  I  have  known  of  a  Corliss  en- 
gine of  an  old  make  to  have  valve  seats 


bcred  and  new  valves  put  in,  and  it 
seemed  as  if  no  amount  of  oil  had  any 
eflfect,  on  account  of  the  new  valves  not 
being  the  right  proportions  to  correspond 
with  the  metals  of  the  cylinder.  I  mean 
the  constituents  of  the  iron  and  not  the 
size  of  parts. 

Again  an  engine's  valves  and  valve  faces 
may  be  as  smooth  as  glass  and  no  amount 
of  oil  seems  to  relieve  the  groan,  and  when 
examined  and  the  smoothness  taken  ofl 
with  a  fine  file  is  all  right  as  it  opens  the 
pores  of  the  iron.  Oil  must  have  the 
viscosity  for  the  temperature  of  steam. 
That  is,  oil  for  low  pressure  steam  won't 
do  for  high  pressure  steam  nor  oil  for 
high  temperature  steam  won't  do  at  all 
for  low  pressure  steam  as  it  won't  vapor- 
ize at  that  temperature. 

This  oil  question  as  to  quality  receives 
more  consideration  in  general  among  sta- 
tionary engineers  than  among  locomotive 
engineers,  and  the  results  can  be  more 
closely  watched  in  stationary  than  they 
can  in  locomotive  service.  The  locomotive 
engineer  is  allowed  only  a  small  amount 
of  oil  of  a  grade  sometimes  not  suited  to 
equirements.  as  railroad  companies  furnish 
the  same  oil  for  engines  carrying  150  lbs. 
of  steam  as  for  those  with  superheaters  in 
the  front  end  and  at  some  points  they  use 
water  that  foams  very  badly. 

Stationary  engineers  would  think  it 
strange  to  be  allowed  s  pints  of  valve  oil 
for  a  round  trip  of  130  miles  each  way, 
260  miles  in  all,  for  two  large  cylinders 
using  superheated  steam  and  two  air 
pumps,  and  it  takes  from  10  to  14  hours 
to  go  one  way,  and  from  5  to  8  hours  to 
return,  and  cylinder  oil  costs  15  to  35 
cents  per  gallon  by  the  barrel,  and  a  small 
quantity  would  save  a  ton  of  coal,  there- 
fore there  is  no  economy  in  saving  oil  to 
such  an  extent. 

With  some  types  of  valves  the  reverse 
lever  will  rattle  regardless  of  the  amount 
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of  oil,  as  the  oil  pipe  leads  directly  above 
the  valve  and  not  where  needed  until  shut 
off.  It  simply  goes  down  the  side  of  the 
valve  to  the  port  and  don't  get  under  the 
valve.  To  relieve  this  it  should  lead  to 
side  of  the  steam  chest  or  cylinder  saddle. 
It's  a  problem  to  handle  a  lubricator  as  is 
figured  out  theoretically,  for  the  reason 
that  after  water  settles  and  one  opens  up 
the  lubricator  to  oil  them  and  then  closes 
down  on  the  feeds,  and  again,  chokes 
being  more   or  less   worn,   can't   regulate 
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the  drops  so  fine.  A  lubricator  contains 
so  much  oil,  6,260  drops  to  a  pint,  drop 
at  a  time,  but  faster  fed  out,  the  larger 
the  drops,  is  why  one  cannot  handle  a 
lubricator  as  per  rating,  take  2  drops  per 
minute  and  increase  it  to  4,  and  drop  in 
bulk  or  volume  will  contain  about  eight 
times  the  original  drop. 

Take  a  3-pint  lubricator  containing 
19,500  drops  and  feed  each*cylinder  for 
a  small  engine  4  drops  per  minute  and 
the  air  pump  one.  be  540  drops  per  hour ; 
but,  as  4  per  minute  drops  in  volume  con- 
tain so  much  more  oil  than  the  single 
drops,  or  it  would  last  30  hours  at  this 
rate.  Novir  take  a  large  engine  using 
superheated  steam  with  2  pumps,  feed 
each  cylinder  7  drops  per  minute  as  rated, 
and  use  6  per  minute,  960  drops  per  hour, 
be  nearly  12,000  in  12  hours,  so  the  lubri- 
cator would  hold  out  about  18  hours  if  it 
could  be  regulated  thus ;  but,  in  practical 
use  less  drops  per  minute  as  in  volume 
contain  much  more  oil,  and  it  proves  a 
problem  to  make  it  last  the  number  of 
hours  above  stated.  Doubling  the  diam- 
eter increases  the  volume  eight  times, 
which  is  the  reason  the  larger  drops  con- 
tain so  much  more  oil.  A  few  cents  worth 
of  oil  not  only  makes  a  large  difference 
in  the  amount  of  coal,  but  a  greater  dif- 
ference when  time  and  expense  of  renew- 
ing cylinder  and  valve  packing  is  consid- 
ered. Take  the  difference  in  time  a  large 
stationary  engine  runs  without  reboring 
or  renewing  packing.  True,  the  condi- 
tions are  a  little  different  and  the  work 
more  constant  than   the  locomotive. 

J.AMES  C.  Stew.\rt. 

Clovis,  .v.  M. 


Lancaster   Loco,   and   Machine   Works. 

Editor : 

The  traveler  speeding  through  Lan- 
caster, Pa.,  probably  gives  but  a  passing 
thought,  if  he  notices  it  at  all,  to  the 
dingy  iron  works  located  a  few  squares 
east  of  the  passenger  station  and  on  the 
soutli  side  of  the  railway :  yet  originally 
the  buildings  and  grounds  of  the  plant 
formed  the  home  of  a  locomotive  works 
which  for  a  number  of  years  furnished 
engines  to  many  American  railways. 

In  those  days  the  establishment  was 
owned  by  a  corporation  known  as  the 
Lancaster  Locomotive  &  Machine  Works. 
J.  Brandt  was  its  superintendent,  and 
associated  with  him  in  the  management 
were  his  two  sons,  John  Brandt,  Jr.,  and 
-Abraham.  The  company  began  opera- 
tions in  1853,  and  during  the  four  years 
following  built  twenty-five  engines  for  the 
Philadelphia  &  Columbia  Railroad  when 
owned  by  the  Commonwealth  of  Pennsyl- 
vania ;  four  for  the  Pittsburgh  &  Steuben- 
ville  Railroad,  now  a  part  of  the  Pitts- 
burgh, Cincinnati,  Chicago  ,&  St.  Louis 
Railway ;  nine  for  the  Northern  Central 
Railway;  and  for  a  number  of  railways 
throughout  the  South. 


Mr.  Brandt  was  evidently  progressive, 
as  his  locomotives  from  the  first  contained 
numerous  features  that  were  not  regularly 
used  by  other  builders  until  a  later  period. 
Chief  among  these  was  the  use  of  the 
Stephenson  link  motion,  and  cylinders  with 
practically  the  half-saddle  used  then, 
very  probably,  by  no  other  builder  except 
Matthias  W.  Baldwin. 

Mr.   Brandt's  cylinders  stood  at  a  very 
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slight  pitch  and  were  novel  in  having  the 
valve  seats  and  steam  chests  sloping  out- 
ward laterally  at  quite  an  angle  as  well 
as  coinciding  with  the  longitudinal  pitch 
of  the  cylinders.  The  boilers  were  of 
wagon-top  pattern  with  two  domes,  one 
on  the  roof  sheet  and  the  other  on  the 
middle  sheet  of  the  three  composing  the 
barrel.  The  throttle  valve  was  in  the 
smoke-box  on  the  end  of  the  dry-pipe, 
and  being  of  the  slide  type  was  lubcicated 
by  a  tallow  cup  on  the  outside,  just  behind 
the  smokestack.  Cylinders,  domes,  steam- 
chests  were  all  covered  with  lagging  plates 
of  polished  brass,  and  this  material  was 
also  used  for  the  sandbox,  check  valve 
casings,  boiler  jacket  bands,  axle  caps 
containing  the  name  of  the  builder,  and 
on  many  smaller  parts  of  the  engines. 
The  tender  trucks  were  of  the  Bissell 
type,  but  with  inside  journals  like  an  en- 
gine truck.     One  peculiar  ornament  used 
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on  all  Brandt  engines  was  a  strip  of  round 
brass  attached  at  one  end  to  the  cab  just 
above  the  running  board,  close  against  the 
Russia  iron  jacket  of  the  boiler,  and  car- 
ried forward  about  three  feet,  at  which 
point  it  terminated  in  a  coil  about  eight 
inches  in  diameter. 

These  engines  were  mostly,  if  not  all  of 
the  4-4-0  type,  and  were  well  made.  Sev- 
eral   of   them    continued    in    service   with 


little  change  except  the  removal  of  the 
forward  dome,  for  about  thirty  years. 
One  of  them  drew  the  train  on  which 
King  Edward  VII,  then  Prince  of  Wales, 
was  taken  eastward  from  Pittsburgh  in 
i860. 

During  the  panic  of  1857,  the  company 
failed,  owing  to  inability  of  some  of  the 
railway  companies  to  pay  for  engines 
which  they  had  ordered  and  which  had 
been  delivered.  A  few  of  these  machines 
evidently  were  on  the  builder's  hands  at 
the  time,  but  the  financial  depression  pre- 
vented their  sale  to  other  roads  for  a  con- 
siderable time  after,  and  the  plant  was 
not  reopened  until  1865,  at  which  time 
it  passed  into  the  hands  of  Norris 
Brothers,  formerly  of  Philadelphia,  Pa., 
who  operated  it  for  about  two  and  one- 
half  years  and  then  closed  it.  In  1869  a 
Mr.  Tyng  reopened  it,  and  within  one 
year  built  a  number  of  locomotives  in 
it,  after  which  it  ceased  to  be  a  locomotive 
building  plant,  and  later  passed  into  the 
hands  of  its  present  owners,  who  con- 
verted it  into  a  rolling  mill  and  have 
operated  it  almost  continually  since  taking 
possession. 

The  sons  of  Mr.  Brandt,  already  men- 
tioned, afterward  went  West  and  became 
interested  in  the  construction  of  the 
Oregon  Short  Line  Railroad  and  other 
similar  enterprises  on  the  Pacific  coast. 
They  have  died  within  comparatively  re- 
cent years.  J.  Brandt,  Sr.,  was  also  con- 
nected at  one  time  with  the  New  Jersey 
Locomotive  &  Machine  Works  at  Pater- 
son,  N.  J.,  and  at  that  time  built  two  loco- 
motives for  the  Philadelphia  &  Columbia 
Railroad,  which  were  almost  identical  in 
design  with  the  Lancaster  engines,  and 
bore  his  name  in  connection  with  that  of 
the  N.  J.  L.  &  M.  W.,  on  brass  l)adge 
plates  covering  the  ends  of  the  axles. 

The  buildings  shown  in  the  engravings 
are  but  little  changed  since  their  erection, 
and  conceal  a  number  of  structures  which 
have  been  added  for  the  use  of  the  iron 
workers.  I  have  never  ascertained  what 
types  of  machinery,  if  any,  were  built 
here  other  than  locomotives ;  but  as  the 
word  "Machine"  in  the  firm's  title  would 
indicate  other  lines  of  construction,  it  is 
probable  that  these  lines  consisted  of 
heavy  tools,  such  as  lathes,  planers,  cranes, 
etc.,  as  was  the  practice  at  the  shops  of 
Seth  Wilmarth  in  Boston,  Mass.,  and  at 
those  of  some  other  builders  of  that 
period.  C.  H.  Caruthers. 

Ycadon,  Pa. 


Western  Maryland  Doing  Business. 

Editor : 

Enclosed  please  lind  pliutograph  of 
Western  Maryland  Railway  engine  No. 
28.  Mr.  C.  E.  Wenrick  is  the  engineer, 
and  he  belongs  to  B.  of  L.  E.,  Division 
Xo.  640.  This  engine  was  built  in  May, 
1885.  and  made  her  maiden  trip  in  Jun- 
of  that  vear,  and  has  been  in  coiitiiuious 
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passenger  service  ever  since.  It  is,  as 
you  see,  a  4-4-0  type  engine  with  cylin- 
ders 17x24  ins.,  drivers  60  ins.,  boiler 
pressure  140  lbs.,  length  of  tubes  11  ft. 
I  in.,  number  of  tubes  215,  size  of  fire- 
box 34x71  ins.,  grate  area  16.7  sq.  ft.,  to- 
tal heating  surface  1289.5  sq.  ft.,  rigid 
wheel  base  102  ins.,  tractive  power  12.900 
lbs.,  total  length  23  ft.  8  ins.,  tank  capac- 
ity 2,600  gallons,  fuel  capacity  5  tons, 
total  weight  8o,cco  lbs. 

This  engine  was  last  overhauled  in 
May,  1905,  but  was  wrecked  in  a  tunnel 
on  a  reverse  curve  caused  by-  a  cave-in  of 
the  roof  on  May  21,  1909.  This  accident 
necessitated  an  immediate  overhauling, 
but  had  this  not  occurred  the  mechanical 
department  claim  that  the  engine  would 
not  have  been  overhauled  until  next  No- 
vember. The  total  mileage  of  this  engine 
since  1905  is  154,500  miles.  The  reader 
can  readily  see  that  the  engine  would 
easily  have  made  172.500  miles  before  the 


ward  direction.  This  latter  eflfect  is  not  re- 
quired for  the  purposes  of  balancing,  and 
is  entirely  harmful,  the  downward  action 
bearing  the  well  known  but  sinister  title  of 
"hammer-blow."  Supose  the  weighted 
wheel  to  be  revolving,  every  time  the 
weight  descends  it  increases,  and  every 
time  it  ascends  decreases  the  pressure 
upon  the  rail,  so  that  if  only  the  speed  of 
revolution  be  fast  enough  and  the  rail 
load  variation  sufficient  the  wheel  will  be 
lifted  actually  out  of  contact  with  the  rail, 
and  upon  coming  down  again  a  real  blow 
is  given,  "a  mistake  in  design,"  says  Prof. 
Dalby,  "not  entirely  unknown  in  practice." 
In  the  early  days  of  railways  balancing 
was  quite  neglected  and  for  a  long  time 
was  performed  in  an  unscientific  manner, 
the  ma.ximum  permissible  speed  of  a  loco- 
motive often  being  that  at  which  the  os- 
cillation began  to  approach  a  dangerous 
point.  It  may  fairly  be  said  that  perfect 
balance  is   unattainable   within   the   limits 
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motive  power  department  contemplated 
overhauling  it. 

This  engine  is  again  in  service,  having 
been  thoroughly  overhauled  under  the 
supervision  of  Mr.  W.  H.  Keplinger,  gen- 
eral foreman  of  the  Elkins,  W.  Va., 
shops.  He  has  used  every  endeavor  to 
do  an  up-to-date  job  that  will  no  doubt 
prove  a  credit  to  himself  and  the  com- 
pany. Mr.  Wenrick  anticipates  keeping 
this  prize  out  of  the  back  shop  until  1914. 
Rutherford  M.  Kittle. 

riiilil't'!.  IV.  Va. 


Balancing   of  a  4-Cylinder   Simple. 
Editor : 

The  counterweights  used  in  the  driving 
wheels  of  a  four-cylinder  simple  loco- 
motive, as  described  in  my  letter,  on  page 
337  of  your  August  issue,  being  situated  in 
the  rim  and  so  moving  in  a  circle,  must 
also  take  effect  in  an  upward  and  down- 


imposed  by  practice.  Balancing  the  re- 
ciprocating masses  by  means  of- weights  in 
the  wheel  rim  is  unfortunately  the  most 
practical  and  convenient  way  of  dealing 
with  this  problem  in  a  locomotive,  but  the 
accompanying  hammer  blow  is  such  a 
dangerous  feature  of  the  practice  that  it 
is  customary  to  balance  only  two-thirds  of 
the  reciprocating  masses,  leaving  one-third 
unbalanced,  but  where  the  rim  weights  can 
be  distributed  over  a  number  of  wheels  as 
in  an  engine  with  several  coupled  axles, 
more  than  two-thirds,  perhaps  even  the 
whole,  may  be  balanced ;  supposing  such  a 
course  does  not  entail  too  great  a  variation 
in  rail  pressure  per  wheel  or  too  great  an 
oscillation  of  the  engine  vertically,  for, 
however  small  the  variation  per  wheel,  it  is 
the  total  variation  which  affects,  through 
the  medium  of  the  springs,  the  vertical  os- 
cillation of  the  engine  as  a  whole.  The 
revolving      and       reciprocating      balance 


weights  are  usually  combined  as  a  single 
crescent-shaped  block  in  the  wheel  rim. 

In  a  four-cylinder  locomotive,  if  only 
the  cranks  could  be  set  at  some  theoretical- 
ly decided,  odd  angles  to  one  another,  ab- 
solutely perfect  balance  would  be  attained, 
one  set  of  parts  completely  counteracting 
the  effect  of  the  other  set,  but  these  angles 
would  entail  separate  valve  gear  for  each 
cylinder,  and  the  distribution  of  dead 
centres  would  not  be  good,  so  the  method 
used  is  to  put  the  cranks  all  at  90  degs. 
to  one  another,  thus  balancing  the  whole 
of  the  reciprocating  masses,  but  leaving 
an  unbalanced  horizontal  swaying  couple, 
which,  if  large  would  cause  the  engine  to 
propel  itself  with  a  side  to  side  motion, 
an  effect  which  may  not  infrequently  be 
seen  by  interested  observers ;  this  couple, 
however,  need  not  be  an  important  factor 
if  the  general  design  and  weight  distribu- 
tion of  the  locomotive  is  good ;  should  a 
correction  be  required  suitable  weights 
must  be  added  to  the  rim,  thus  again  in- 
troducing an  element  of  "hammer  blow." 

In  cases  like  the  G.  W.  R.  "Stars,"  where 
two  cylinders  drive  one  axle  and  two  an- 
other, these,  of  course,  must  be  coupled  to 
keep  all  the  cranks  at  90  degs.,  the  coup- 
ling-rod being  assumed  to  do  little  more 
than  keep  time  and  transmit  the  balancing 
couples ;  by  splitting  up  the  total  force  of 
the  engine  into  two  units  the  intensity 
of  any  one  stress  is  much  reduced  and 
this  obviously  had  many  practical  ad- 
vantages. The  four-cylinder  design,  in 
virtually  abolishing  "hammer  blow"  prob- 
ably escapes  a  very  prejudicial  effect  upon 
adhesion.  As  the  weight  ascending  dimin- 
ishes rail  pressure  and  descending  in- 
creases it,  the  question  arises  as  to  whether 
the  increase  due  to  to  the  downward  blow, 
by  adding  to  the  adhesion,  compensates  for 
the  upward  lift  decreasing  the  adhesion. 

Without  a  correct  knowledge  of  the  re- 
lations existing  betwen  the  tread  of  the 
wheel  and  the  surface  of  the  rail,  a  point 
upon  which  we  are  still  very  ignorant,  this 
question  canot  be  definitely  answered. 
Prof.  Perry  says :  "When  the  velocity  is 
very  great,  as  at  the  driving  wheels  of 
locomotives,  secondary  effects  are  pro- 
duced, waves  of  compression  and  exten- 
sion traveling  in  the  rim  of  the  wheel  and 
in  the  rail,  with  very  curious  results." 
It  is  generally  assumed  as  a  fairly  safe 
rule  that  friction  is  approximately  pro- 
portional to  the  pressure  between  two  sur- 
faces, providing  only  that  they  remain  in 
the  same  condition,  and  is  independent  of 
the  area  in  contact.  The  contact  between 
wheel  and  rail  is  actually  a  small  area 
which  varies  with  the  diameter  of  the 
wheel,  load,  material,  etc. ;  for  instance, 
a  particular  experiment  gave  an  area  of 
'/i  a  sq.  in.  in  contact  under  a  load  of 
8  tons.  The  downward  effect  of  the  ham- 
mer blow  is  to  increase  the  pressure  and 
therefore  the  adhesion,  but  the  variation 
in  rail  pressure  increases  rapidly  with  the 
speed,   and  if  the  contact  area  is  always 
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the  same  small  amount,  the  pressure  may 
easily  become  so  great  as  to  cause  exces- 
sive abrasion  of  the  surfaces  and  as  a 
natural  result  that  imperceptible  slipping 
which  is  such  an  insidious  and  fruitful 
source  of  power  waste.  If  the  rail  bends 
as   we   assume   it   does,   then   it   will    in- 


FIG.    I.      FLAT    ASH    PAN. 

crease  the  area  in  contact  and  possibly  re- 
store the  more  natural  state  of  things 
where  abrasion  is  limited  and  adhesion 
normal. 

Consider  a  fast  moving  wheel  the  dis- 
placement of  whose  axle  is  say  60  m.  p.  h., 
t.  e.,  88  ft.  per  second,  relative  to  any  part 
of  the  rail,  then  with  the  usual  diameter 
of  driving  wheels  the  "hammer  blow"'  is 
quite  suddenly  applied  and  as  sudden- 
ly withdrawn,  the  rail  being  like  a  beam 
suddenly  loaded  and  unloaded,  a  separate 
portion  of  it  being  operated  upon  by  each 
successive  "hammer."  In  loading  a  real 
beam,  from  the  instant  of  applying  the  load 
to  the  instant  that  the  full  deflection  due 
to  it  occurs,  occupies  a  measurable  though 
certainly  minute  time-interval.  Applying 
this  to  the  case  of  wheel  and  rail  it  seems 
most  probable  that  at  high  speed  the  re- 
quired   time    for    extra    bending    due    to 


CROSS    .SECTION   OF    FIG.    i. 

welcomed,  especially  when  it  carries  otlier 
advantages.  These  new  departures  in  de- 
sign are  the  means  by  which,  in  Great 
Britain,  the  high  powered  locomotive  of 
the  future  will  have  to  be  produced,  for 
failing  an  alteration  of  the  loading  gauge 
mere  increase  in  dimensions  can  not  go  on 
much  longer.  C.  S.  Stock. 

Finsbury  Park,  London,  Eng. 


with  design  of  engine  it  may  be  applied 
to  engine,  but  does  not  depart  from  being 
operated  without  a  man  going  under  the 
engine.  We  have  not  experienced  any 
trouble  by  freezing  with  pan  like  that 
shown  in  Fig.  I,  and  I  think  that  the 
other  styles  of  ash  pans  are  still  better 
protected  from  freezing. 

I  would  be  pleased  to  have  your  opinion 
of  these  pans.  If  any  one  will  give  their 
views  through  the  columns  of  your  valu- 
able magazine  that  I  have  been  a  constant 
reader  of  for  15  years,  I  will  be  very 
pleased.  John  A.  Kremser, 

Gen.  Foreman  Locomotives,  Duquesne 
Steel  Wks.  &  Blast   Fes. 

Duquesne,  Pa. 


Non-Freezing    Ash    Pans. 

Editor: 

I  am  sending  you  under  separate  cover 
sketches  of  drop  bottom  ash  pans  that  I 
have   patented.     We  have   a   pan   of   Fig. 


Suppression   of  Whistling. 

Editor : 

It  is  said  that  in  Switzerland  the  com- 
plete suppression  of  the  use  of  the  loco- 
motive whistle  has  been  the  cause  of  in- 
creased fatalities.  This  applies  more  par- 
ticularly to  section  men  and  those  em- 
ployed at  and  about  stations.  There  are 
many  tunnels  on  the  Swiss  railways  and 
fog  prevails  at  times.  Those  engaged  in 
track  maintenance  do  not  have  a  very 
easy  time  of  it  in  any  case,  and  the  fact 
that  an  approaching  train  does  not  give 
warning   by    whistle    is    said   to    have   in- 


FIG.  3.  DOUBLE  DOOR  DROP  BOTTOM  ASH  PAN. 


FIG.  2.  DROP  BOTTOM  ASH  PAN. 

"hammer"  is  not  reached.  With  the  up- 
ward effect  of  "hammer  blow"  the  case  is 
different;  operating  always  through  the 
same  point— the  springs— which  give, 
and  the  blow  is  felt  as  a  diminution 
in  rail  pressure,  and  so  in  adhesion,  also 
causing  vertical  oscillation  of  the  whole 
locomotive. 

Upon  this  hypothesis  there  is  strong 
ground  for  supposing  that  the  upward  lift 
in  decreasing  adhesion  is  more  effective 
than  the  downward  blow  in  increasing  it, 
so  that  any  design  which  escapes  the  re- 
ciprocating mass  balance  weight  is  to  be 


I  on  some  locomotives  at  the  Duquesne 
Steel  Works  of  the  Carnegie  Steel  Com- 
pany, that  has  been  in  use  for  seven 
years,  and  it  has  given  good  service.  The 
idea  in  the  designs  of  the  different  pans 
is  to  use  cast  iron  or  steel  doors  on  hinges 
operated  by  levers  or  chains,  as  may  be 
seen  by  referring  to  the  sketches.  Each 
pan  differs  in  shape  or  style  to  conform 
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creased   the   number   of   accidents   among 
this  class  of  employees. 

The  prejudice  against  the  locomotive 
whistle,  especially  in  our  own  cities  in 
-America  has  to  a  great  extent  been 
caused  by  whistling  which  is  clearly  un- 
necessary. We  remember  a  case  where  a 
signalman  sat  in  his  box  all  day  gov- 
erning the  entrance  to  a  large  station  yard 
by  means  of  a  distant  semaphore.  This 
man  used  to  read  the  paper  between 
trains,  and  although  he  was  supplied  with 
a  time  table  he  had  frequently  had  to  be 
apprised  of  the  fact  that  a  passenger  train 
was  standing  at  the  signal.  This  was 
usually  done  by  a  long  and  powerful  blast 
of  the  whistle.  At  length  a  city  by-law 
prohibited  the  use  of  the  whistle  except  in 
case  of  emergency,  and  this  along  with 
other  unnecessary  noises  became  a  thmg 
of  the  past.  S.  H.  G. 

Xc'M  York. 
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Value  of  the  Fillet. 

Editor: 

In  an  article  on  page  334  of  your  Au- 
gust, 1909,  issue  you  published  an  ac- 
count of  the  breaking  of  a  locomotive  axle 
on  a  British  railway  due  to  a  sharp  corner 
where  the  axle  was  reduced  from  9}^ 
ins.   to  81/2   ins.     You  point  out   the   ad- 


ford  Railroad  in  a  recent  issue  of  Rail- 
way AND  Locomotive  Engineering,  from 
the  pen  of  your  worthy  associate  edi- 
tor, Mr.  James  Kennedy.  One  of  the 
illustrations  used  in  his  article  showing 
an  eccentric  strap  jig  which  was  re- 
cently constructed  by  me,  and  which 
has  been  found  to  be  well  adapted  for 
the  work,  did  not  give  so  clear  a  view 
of  the  contrivance  as  might  be  wished, 
and  I  am  hopeful  you  may  find  room 
in  your  valuable  magazine  for  some 
drawings  which  will  show  more  clearly 
the  exact  character  of  the  device. 

It  will  be  noted  in  the  enclosed  draw- 
ings that  the  purpose  of  the  jig  is  to 
hold  the  eccentric  while  being  drilled. 
Formerly  it  required  nine  separate  set- 
tings of  the  eccentric  strap  to  perform 
the  twenty  separate  operations  of  drill- 


FIG. 


FILLET  AS  USUALLY   M.\DE. 


vantage  of  a  fillet  to  make  the  reduction 
gradual.  As  usually  done  in  Fig.  i,  on  the 
sketch  I  send  you,  the  length  of  the  fit  is 
reduced  to  the  same  extent  as  the  fillet 
extends.  As  is  often,  if  not  always  the 
case,  the  fit  is  none  too  long  for  a  se- 
cure job,  and  to  get  the  benefit  of  the 
fillet  on  the  shaft  and  save  the  length  of  fit 
cr  make  it  as  large  as  possible,  we  have 
followed  the  practice,  for  some  years,  of 
doing  the  job  as  shown  in  Fig.  2.  The 
fillet  can  be  made  in  the  shaft  as  readily 


FIG. 


2.       FILLET     AS      MADE     BY     THE 
STRAIGHT   LINE   ENGINE   CO. 


ECCENTRIC  STRAP  PLACED   FOR   BORING 
OIL  HOLE. 

instant  and  the  strap  whirled  around  to 
any  desired  position.  The  entire  opera- 
tions are   completed  in   thirty-five  min- 


ir:s— 


TIG   FOR    HOLDING    ECCENTRIC    STRAP. 


ing  the  various  holes  in  the  strap.  This 
occupied  two  hours  and  a  quarter, 
whereas  with  this  jig  the  separate  set- 
tings of  the  strap  take  less  than  no 
time,  as  all  there  is  to  do  is  to  turn  the 
strap  at  right  angles  or  upside  down  as 
may  be  desired.  The  central  handle 
may    be    tightened    or    loosened    in    an 


utes,  or  about  four  times  as  much  work 

accomplished  as  under  the  old  method. 

We  will  be  pleased  to  see  some  one 


one  way  as  the  other,  and  it  saves  an 
extra  operation  when  boring  out  the 
wheel.  John  E.  Sweet, 

Syracuse.  :V.  Y.  President. 
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Eccentric   Strap  Jig. 
Editor; 

We  were  all  very  much  pleased  with 
the  description  of  the  Readville  shops  of     gj.jj^p 
the   New  York,   New   Haven  and  Hart- 


PLACED      FOR 
HOLES. 


BORING      BOLT 


STRAP  PLACED  FOR  BORING  OIL  CUP. 

of  your  staff  here  again  at  an  early 
date.  We  have  always  something  new 
on   the   way   or   in   operation. 

George   H.   Roberts. 

Readville,  Mass. 
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THE  FUNCTIONS  OF  THE  REGULATOR 


Railway  men  who  are  familiar  with 
"axle  light"  systems  of  supplying  current 
to  incandescent  bulbs  in  coaches,  know 
that  the  lamps  must  be  kept  at  a  steady 
glow  without  at  times  undue  brightness, 
and  again  without  becoming  dull.  This 
steadiness  of  light  has  to  be  maintained 
whether  the  train  is  running  forward  or 
backward,  running  fast  or  slow,  standing 
still  or  just  beginning  to  move  or  gradu- 
ally slackening  for  a  station  stop. 

These  are  the  conditions,  and  they  may 
in  general  be  said  to  have  been  met  by 
the  use  of  a  compact  and  carefully  con- 
structed generator  and  a  storage  battery. 
The  generator  is  driven,  by  a  belt  and 
pulley,  from  the  axle  and  the  storage 
battery  is  charged  as  well  as  the  car 
lighted  by  current  from  the  generator. 
These  are  the  means  employed  to  produce 
the  desired  result.  The  conditions  arc 
e.xacting,  but  the  means  are  adequate. 
There  is,  however,  an  essential  feature- 
in  addition  to  the  generator  and  battery. 
This  is  an  automatic  regulator  to  control 
the  output  of  the  generator  and  the  volt- 
age or  pressure  on  the  lamps  so  as  to 
insure  that  quality  of  steadiness  of  light. 
The  Consolidated  Railway  Electric  Light- 
ing &  Equipment  Company,  of  New  York, 
employs  what  is  known  as  the  Kennedy 
regulator   for  that  purpose. 

The  lamps  in  a  car  require  what  is 
called  a  current  of  constant  voltage  to 
maintain  a  steady  glow  in  each.  The 
storage  battery  should  receive  a  current 
of  constant  amperage  in  order  to  charge 
it  economically.  If  the  voltage  of  the 
lamp  current  increases  the  lamps  will 
glow  more  brightly  for  the  time,  but  are 
thereby  strained  and  the  life  of  the  lamp 
shortened.  If  the  voltage  is  too  low  the 
lamps  become  dull  and  red.  Voltage  is 
practically  pressure.  The  battery,  in  or- 
der to  be  properly  charged,  requires  that 
the  amount  of  current  supplied  to  it  be 
steadily   maintained. 

The  flow  of  electric  current  in  a  light- 
ing system  using  a  generator  and  storage 
battery  is  in  a  way  roughly  analagous  to 
the  water  service  maintained  in  some  cit- 
ies where  the  pumping  station  fills  the 
mains  and  water  flows  from  them  to  of- 
fices and  dwellings,  and  the  water  which 
is  not  thus  drawn  off  reaches  a  shallow 
reservoir  of  large  area  at  the  highest 
level  of  the  town.  We  speak  here  of  the 
reservoir  being  shallow.  This  is  more 
for  the  purpose  of  illustrating  the  action 
of  the  storage  battery  than  to  describe  the 
town  system.  When  the  pump  stops,  the 
reservoir  supplies  the  city,  and  when  the 
pump  resumes  work  the  reservoir  again 
receives  its  supply.  As  a  matter  of  fact, 
the  level  of  the  water  in  the  reservoir 
fluctuates  but  slightly  in  a  system  of  this 
kind  where  we  have  supposed  the  area 
of  the  reservoir  to  be  large.  'If  all  the 
houses  use  water  at  the  same  time,  very 


little  will  reach  the  reservoir ;  and  when 
all  the  small  faucets  are  shut  off,  the 
reservoir  might  become  full  to  overflow- 
ing,  unless  the  pump  was   stopped. 

In  the  axle  light  system  using  the  Ken- 
nedy regulator,  these  conditions  are  auto- 
matically adjusted.  If  a  device  similar 
in  function  to  this  regulator  was  applied 
to  the  water  works  system,  we  would 
have  this  result.  The  flow  of  water  to 
the  reservoir,  that  is  the  amount  of  water 
pumped  into  it  per  minute  (or  the  am- 
perage in  the  electric  apparatus)  would 
be  maintained  constant,  there  would  be 
an  unaltered  flow  of  water  of  so  many 
gallons  per  minute,  whether  the  city  used 
much  water  or  little.  So  with  the  stor- 
age battery,  the  number  of  amperes  per 
second  01:  the  quantity  of  current  supplied 
from  the  generator  is  maintained  evenly 
whether  the  train  runs  fast  or  slow  and 
the  supply  is  cut  off  entirely  when  the 
speed  of  the  train  slackens  to  a  prede- 
termined    limit.      The     pressure     of     the 


erator  is  running  at  high  speed,  due  to 
the  velocity  of  the  train,  or  whether  the 
storage  battery  i<  supplying  the  bulk  or 
all  of  the  current   for  lighting. 

The  method  by  which  the  regulator  is 
made  to  respond  to  changed  conditions 
is  very  ingenious.  The  Kennedy  regu- 
lator is  essentially  a  pair  of  electro-mag- 
nets, and  a  small  motor,  which  always 
operates  when  the  generator  is  running 
or  when  the  lamps  are  on.  One  of  these 
electro-magnets  is  in  the  circuit  through 
which  electricity  from  the  dynamo 
reaches  the  battery  and  the  other  electro- 
magnet is  in  the  lamp  circuit.  The  arma- 
tures of  the  electro-magnets  operate  each 
a  lever  and  on  the  end  of  each  lever  is  a 
double  pawl.  Applied  to  suitable  ratchet 
wheels  the  movement  of  the  pawls  pro- 
duces right  or  left  hand  rotation  accord- 
ing to  whether  the  upper  or  lower  point 
of  a   pawl   engages. 

Take,  for  example,  the  electro-magnet 
on   the  battery  circuit.     The  armature   is 


F.ND    VIEW 


OF    THI-;     KENNEDY     REGULATOR     SHOWING    METHOD     OF    CUrriNC 
RESIST.\NCES    IN    OR    OCT. 


water  at  the  many  faucets  in  the  houses 
corresponds  to  the  voltage  of  the  lamps 
in  the  lighting  system.  The  supposed 
water  regulator  would  here  keep  the  pres- 
sure the  same  whether  the  pump  acted  or 
not,  or  whether  the  reservoir  was  full 
or  partly  empty.  By  means  of  the  Ken- 
nedy regulator  the  voltage  of  the  lamp 
circuit   is  kept  constant  whether  the  gen- 


heUl  by  liglit  spring-pressure  as  nearly  as 
possible  in  its  neutral  position,  and  the 
motor-shaft  acting  by  means  of  a  cam. 
between  the  jaws  of  the  armature  lever. 
causes  a  slight  up  and  down  motion  of 
the  armature,  the  lever  and  the  pawls  at 
the  end  of  the  lever.  This  movement  is 
not  suflicient  of  itself  to  make  the  pawl 
engage  with  the  ratchet  teeth      If  by  rea- 
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son  of  the  high  speed  of  the  train,  the 
generator  deUvers  a  current  above  the 
requisite  charging  quantity  for  the  bat- 
tery, the  electro-magnet  in  that  circuit 
would  draw  up  the  armature  and  the  up- 
per point  of  the  double  pawl  would  en- 
gage with  the  ratchet  wheel,  and  the 
slight    rocking    motion    produced    by    the 


magnet,  armature,  cam,  pawls  and  ratch- 
ets, regulate  the  voltage  on  the  lamp  cir- 
cuit, llie  usual  condition  when  the  train 
is  in  motion  is  for  the  generator  to  sup- 
ply the  lights  and  the  battery  is  charged 
at  the  same  time  by  whatever  current 
there  is  over  and  above  that  required  for 
the     light.       When     the     train     slackens 


quired  to  a  service  where  three  hours 
lighting  is  all  that  is  needed.  This  may 
be  done  without  any  readjustment  of  the 
regulator.  The  saving  claimed  for  the 
Kennedy  regulator  is,  prolonged  life  of 
the  battery  by  preventing  over-charge. 
The  use  of  high  efficiency  lamps  is  pos- 
sible  on   account   of   the   close    regulation 


1 7 r^ 
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cam  on  the  motor-shaft  would  then  cause 
the  pawl  to  impart  motion,  tooth  by 
tooth,  to  the  ratchet.  As  the  ratchet  re- 
volves it  carries  with  it  a  sliding  contact, 
set  at  the  end  of  a  radial  arm,  which  as 
it  sweeps  around,  cuts  in  step  by  step  a 
series  of  resistances  in  the  field  of  the 
generator,  and  thus  reduces  the  quantity 
of  current  reaching  the  battery  and  so 
maintains  it  at  the  predetermined  am- 
perage or  quantity,  without  reference  to 
the  speed  of  the  train.  As  the  train 
loses  speed  the  generator  delivers  less 
current  than  it  did  at  high  speed,  and  the 
armature  drops  away  from  the  electro- 
magnet, to  a  point  below  the  neutral  po- 
sition. The  lower  point  of  the  pawl 
then  engages  with  the  ratchet  wheel  and 
the  radial  arm  is  swept  back  over  the 
circle  of  contacts  and  the  resistance  coils 
in  the  generator  field  are  one  by  one  cut 
out  as  required,  thus  maintaining  the  re- 
quired amperage  or  quantity  of  charging 
current. 

What  is  true  of  the  charging  current 
is  substantially  true  of  the  lamp  cur- 
rent.    A   similar  arrangement   of  electro- 


speed,  the  generator  current  dies  down, 
then  the  automatic  opening  of  a  switch 
prevents  the  back  flow  of  current  from 
the  battery  to  the  generator,  and  sends 
liattcry  current  to  the  lamps.  The  con- 
trol mechanism  on  the  lamp  circuit  is 
similar  to  that  on  the  charging  circuit 
just  described,  and  this  control  mechan- 
ism maintains  a  current  of  constant  volt- 
age or  pressure  by  throwing  resistances  in 
or  out  of  line,  no  matter  whether  the  cur- 
rent flows  from  generator  to  lamps  or 
from  battery  to  lamps.  The  fluctuations 
of  current  due  to  the  various  speeds  of 
the  train  or  the  amount  of  charge  in,  or 
the  condition  of  the  battery,  arc  thu.s 
taken  care  of. 

The  regulator  contains  an  inlicator 
which  shows  at  any  time  the  number  of 
hours  during  which  the  battery  can  main- 
tain light,  or  in  other  words  the  amount 
of  charge  the  battery  contains.  The  reg- 
ulator is  contained  in  a  dust-proof  box 
and  is  placed  in  a  convenient  position 
under  the  car.  A  car  equipped  with  this 
regulator  may  be  transferred  from  a  run 
where     12    hours    lighting    has    been    re- 


of  the  voltage  supplied  to  the  lamps  and 
longer  life  is  assured  for  them.  A 
smaller  battery  than  that  formerly  used, 
is  possible  with  high  efficiency  bulbs  and 
this  regulator.  The  attention  required 
for  this  system  is  small,  and  the  mech- 
anism has  been  made  as  light  and  strong 
as  it  can  be,  to  do  the  work,  as  it  has 
been  rendered  fool-proof  as  far  as  it  is 
possible  to   do   it. 


According  to  the  Chinese  philosopher 
Confucius,  knowledge  is  holding  on  to 
a  thing  one  knows  to  be  true  and  letting 
go  things  known  to  be  false.  The  phil- 
osophy of  the  western  world  consists  fre- 
quently of  reversing  the  a.\iom  of  Con- 
fucius. 


Tungsten  is  a  metal  that  stands  5.500 
degs.  Fah.  of  heat  before  melting.  On 
that  account  films  of  tungsten  are  being 
used  in  incandescent  lamps  because  it 
produces  a  much  more  brilliant  light  than 
a  carbon  fdm  with  a  given  electric  cur- 
rent. 
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cause  good  citizenship  cannot  come  from 
grinding  or  debasing  poverty.  In  this 
good  work  of  uplifting  the  working  man 
he  gives  first  place  to  the  Brotherhood  of 
Locomotive  Engineers.  He  says  the  or- 
ganized railway  employees  of  the  United 
States  and  Canada  owe  a  debt  of  grati- 
tude to  this  pioneer  organization  for  blaz- 
ing the  path  through  the  wilderness  of 
non-unionism,  of  ignorance,  and  of  oppo- 
sition to  labor's  rights. 

Public  opinion  is  strongly  against  the 
railway  strike  and  will  not  be  partial  in 
its  condemnation  whenever  the  public  in- 
terests are  interfered  with  by  the  stoppage 
of  traffic  from  this  cause.  Arbitration, 
good  as  it  is,  he  holds,  should  not  be 
resorted  to  except  in  an  extremity  when 
mediation,   conciliation   and   like   methods 


While  we  can  not  go  closely  into  all  the 
statistics  given  in  this  able  address  we 
may  say  with  the  speaker  that  it  is  gen- 
erally conceded  that  the  total  railway 
mileage  of  this  country  is  largely  in  ex- 
cess of  that  of  Europe.  In  1907,  accord- 
ing to  the  Interstate  Commerce  Commis- 
sion there  were  1,672,074  men  in  the  ser- 
vice of  the  railroads  of  this  country.  Tak- 
ing the  average  wage  at  $2.20  for  all  these 
men,  and  multiplying  by  300,  the  average 
days  worked  each  year  by  all  classes  of 
railroad  employees,  it  shows  that  there 
was  something  over  one  billion  dollars  re- 
quired for  the  payrolls  of  the  railways  in 
that  year. 

The    very    practical    application    which 
Mr.  Morrissy  makes  of  these  figures  may 
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have  failed.  The  best  results  are  obtained  ^^^"  ^^  quoted  as  showing  the  light  in 
when  employer  and  employee  thresh  out  ^^^ich  railway  men  may  legitimately  con- 
their  differences  between  themselves,  each  ^^'^"  ''^*^  tfitct  of  hostile  legislation,  or 
side  making  concessions  if  necessary  to  ^^  ^^  tersely  calls  it,  the  baiting  of  the 
maintain  mutually  friendly  relations.  railways.  He  says,  "This  is  the  one  bill- 
In   this   connection   we  may   say  that  a  '°"    which    we    can    understand    and    in 
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Practicality  in  Unionism. 
Profitable  railways  are  indispensable  to 
efficient  transportation,  and  every  line  of 
production,  commerce  and  industry  in  this 
land  of  magnificent  distances,  depends  on 
the  certainty,  efficiency  and  cheapness  of 
its  transportation  facilities.     These  words 


leading  editorial  writer  on  the  daily 
press  of  New  York  has  described  the 
British  people  as  a  practical  people  be- 
cause of  this  very  faculty  or  quality.  In 
the  House  of  Commons  where  the  labor 
party  as  such  is  in  an  actual  minority, 
they  have  been  treated  with  great  fairness 
because  they  have  acted  on  the  old  adage, 
that  half  a  loaf  is  better  than  no  bread. 
They  have  been  satisfied  from  time  to 
time  with  concessions  in  which  they  got 
something  they  desired,  if  not  all,,  and 
in  which  the  other  side  secured  some  ad- 
vantages.    The  net  result,  and  the  prac- 


which  we  are  all  vitally  interested,  so 
vitally  that  it  becomes  our  duty  to  our- 
selves, to  our  families  and  to  our  coun- 
try to  see  to  it,  so  far  as  our  influence 
extends,  that  the  fund  from  which  this 
billion  is  paid  shall  not  be  impaired  or 
depleted  by  the  imposition  of  unreason- 
able restrictions  and  unremunerative  con- 
ditions upon  the  management  of  the  rail- 
ways. It  is  through  this  particular  billion 
that  we  become  directly  interested  in 
every  proposition  that  tends  to  reduce 
the  revenues  of  the   railways. 

"We   know,   as   perhaps   no   other   class 
of    working    men    in    the    United    States 


tical    result    being    that    the    labor    party 

made  a  distinct  and  satisfactory  advance  knows,    that    profitable    railways    are    the 

not  all  at  once,  but  by  degrees,  there  be-  first  essentials  of  prosperity,  progress  and 

ing  no  actual  retrograde  step.    It  is  all  based  contentment    in   this    country.      In    saying 

on  the  give  and  take  idea  or  that  of  com-  this    I    do    not    wish    to    convey    the    im- 

form    what   may    without    impropriety   be     promise  which  is  a  sound  doctrine  in  the  pression  that  the  prosperity  of  the  Amer- 

called  the  keynote  of  the  address  of  Mr.     affairs   of  every-day   life.     This   amounts  ican   people   depends   on    the   payment   of 

P.  H.  Morrissy,  recently  delivered  before     to  practicality.  one  billion   dollars   or  any   other   sum   to 

a    union  meeting  of  the   Brotherhood  of        Mr.     Morrissy     beileves     that     "while  --ailway  employees,  greatly  as  the  distribu- 

Locomotive   Engineers.     Mr.    Morrissy   is     organization  of     labor     has     done     much  tion  of  that  sum  into  all  the  channels  of 

to  raise  the  material,  moral  and  in- 
tellectual standing  of  the  workman 
and        has        contributed        manv        sub- 


the  president  of  the  American  Railroad 
Employees  and  Investors'  Association 
and  he  is  therefore  in  a  position  to   im- 


partially  estimate   the   merits   of  any   ar-     stantial   benefits    to   his   welfare,   there    is 
gument  which  may  be  advanced  from  the     danger    that    the    movement,    having    di- 


extreme  of  either  side  of  the  interests 
which  it  is  the  object  of  his  association 
to  harmonize. 

Speaking  of  labor  organizations  in  the 
opening  of  his  address  he  said  that  the 
most  potent  of  all  the  agencies   for   ele- 


rected  the  workman  so  much  toward  his 

self-interest,   may  cause  him  to   overlook 

essential  and  vital  things  in  relation  to  his 

duties   toward   his   employer.     The  labor 

unions  should  encourage  on  the  part  of  exhorts  his"hearers  to  use  their  privilege 
,.,,■„  ,,      ,,,,         ,         ,  .  ,  ,,  '".e'^b'^r^  'oyalty  to  their  employers     to    protest    against    any    tendency    to    de- 

r/    l'r"„°    ^:^  Zl  ^7..: :!     -     --l^'-^  ^^ey  at  all  times  give  good,     prive  railways  of  the  power  to  earn  reve- 


trade  regularly  conduces  to  that  result. 
What  I  mean  is  that  profitable  railways 
are  indispensable  to  efficient  transporta- 
tion, and  every  line  of  production,  com- 
merce and  industry  in  this  land  of  mag- 
nificent distances  depends  on  the  certainty, 
efficiency  and  cheapness  of  its  transporta- 
tion facilities." 
In    closing    his    address    Mr    .Morrissy 


labor  unions.  He  admits  that  faults 
sometimes  exist  and  that  demands  are 
not  always  just,  but  that  in  the  main  the 
labor  organizations  of  this  country  have 
virtues  which  outweigh  their  faults.  He 
holds  that  in  so  far  or  in  proportion  as 


honest 


service.     Unionism  should  not  be     nues    sufficient    to    meet    the   demands    of 

a  shield  for  the  drone  or  the  disloyal  or  a   growing  country.     Each    railroad   man 

mcompctent  workman.     On  the  contrary,  has  a  dual  interest  in  a  square  deal  to  the 

it   should  join   with   the  employer   in  cs-  railways,   one   as   individuals   and  one   as 

tabhshing  a  proper  standard  of  efficiency  citizens  of  the  republic.     It  is  worse  than 

,h.„   „         •     .•  ,-  ■  .  ^^  '!'''"'  «^'^°""Se'  if  "°t  absolutely  folly,  he  says,  to  believe,  that  the  common 

hese    organiza  lons    secure    coiiditions   of     require,  its  members  to  maintain  it.     And  means      of      communication      of      ninety 

life  for  themselves  and  their  children  that     it  is  not  at  all  improbable  that  the  laI>or  millions    of    people     can     be    hamstrung 

make    for   intelligent   citizenship,    so    will     union   of   the    future   will    be   judged    by  without  causing  the  afl^airs  of  the  nation 

the   country  be  well   or  ill   governed,  be-     these  standards."  to  halt  on  limping  feet 
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Electric  Rail  Wear. 

The  rapid  wear  of  rails  in  use  for  elec- 
tric motor  service  is  the  subject  of  much 
comment  in  Europe  as  well  as  in  America. 
The  low  center  of  gravity  on  which  most 
electric  motors  are  built,  together  with 
the  small  wheels  used  in  the  motor 
trucks,  the  dead  weight  of  motors  and 
axles  themselves,  and  the  greatly  in- 
creased friction  incident  to  the  extraor- 
dinary degree  of  acceleration  and  decel- 
eration, all  tend  toward  rapid  wear  of 
rails.  A  certain  amount  of  increase  in 
wear  was  to  be  expected,  but  it  was  not 
looked  for  that  the  life  of  an  ordinary 
rail  which  may  extend  to  as  much  as 
twenty  years  under  steam  locomotive 
service  would  be  shortened  to  two  years 
in  the  case  of  electric  motor  service. 

As  may  be  readily  imagined  metallur- 
gists have  been  busy  experimenting  with 
a  view  of  securing  steel  of  a  kind  cal- 
culated to  resist  this  increased  strain,  and 
some  success  has  been  already  attained. 
The  chief  toughening  agent  so  far  used 
has  been  the  admixture  of  certain  quan- 
tities of  manganese  and  silicon.  This  has 
the  effect  of  producing  a  greater  degree 
of  durability  in  the  metal  of  the  rail' and 
a  marked  increase  in  the  adhesive  texture 
of  the  outer  crust  of  metal. 

The  result  so  far  claimed  is  said  to  be 
that  the  life  of  the  rail  in  use  in  electric 
motor  service  is  nearly  doubled,  and  it  is 
hoped  that  still  further  advances  will  be 
made  in  the  direction  of  the  increasing 
of  the  cohesive  quality  essential  to  elec- 
tric railway  service.  At  present  it  may 
be  observed  in  electric  service  there  is  a 
tendency  for  the  inner  side  of  the  rail 
to  become  corrugated.  This  corrugation 
readily  lends  itself  to  the  splintering  of 
the  head  of  the  rail.  .Among  the  remedies 
one  may  say  that  in  addition  to  new  mix- 
tures of  minerals  for  rail  ingots,  a  new 
form  of  rail  might  suggest  itself  to  the 
inventive  minds  of  some  of  our  clever 
engineers. 

A  change  in  the  construction  of  the 
electric  motors  might  also  lead  to  more 
economical  results  in  the  wear  of  rails. 
The  rails  now  in  use  may  be  said  to  have 
grown  up  under  the  wheels  of  the  mod- 
ern steam  locomotive.  They  are  admir- 
ably adapted  to  a  service  where  the  strain 
is  directly  on  the  top  or  nearly  so,  and 
where  the  side  wear  may  be  said  to  be 
comparatively  light. 


Cold  Water  Delusion. 

We  have  repeatedly  discussed  the 
pernicious  fallacy  that  injecting  cold 
water  upon  overheated  boiler  sheets  is 
likely  to  cause  an  explosion;  but  the 
mistaken  impressions  upon  that  subject 
are  so  difficult  to  eradicate  from  popu- 
lar belief  that  we  return  to  the  subject 
from  a  sense  of  duty. 

When  water  in  a  boiler  is  found  to 
be  low  the  first  duty  of  the  man  in 
charge     is     to     force     water     inside     as 


quickly  as  possible.  The  belief  that 
boilers  with  overheated  sheets  were 
likely  to  explode  if  cold  water  was  in- 
jected upon  the  plates  arose  no  doubt 
from  the  fact  that  hot  cast  iron  plates 
often  fracture  when  cold  water  is 
thrown  upon  them.  It  is,  however, 
different  with  the  mild  steel  that  steam 
boilers  are  made  of.  That  material 
softens  or  becomes  annealed  when 
quenched  in  cold  water,  a  simple  test 
proving  the  truth  of  that,  which  any  me- 
chanic or  engineer  can  carry  out  for 
himself. 

The  beginning  of  this  most  unfortu- 
nate "red-hot  cold  water"  boiler  ex- 
plosion theory  was  a  philosophical  ex- 
periment conducted  by  an  English  pro- 
fessor as  follows:  He  first  observed 
that  water  in  small  (quantities  dropped 
upon  very  hot  metal  did  not  wet  the 
metal,  nor  was  it  evaporated  in  the 
usual  way.  He  then  took  a  platinum 
dish,  heated  it  red  hot  by  means  &f  an 
alcohol  lamp,  and  into  this  poured  a 
small  quantity  of  water;  he  found  that 
it  assumed  globular  form  without  seem- 
inng  to  touch  the  metal,  and  appeared 
to  be  held  away  by  an  invisible  cush- 
ion. It  did  not  evaporate  rapidly,  but 
slowl}-  dried  away,  until  at  a  certain 
time  the  remaining  drop  exploded  with 
great  violence.  He  then  deduced  and 
proclaimed  the  theory  of  the  spheroidal 
condition  in  red-hot  boilers,  which  was 
to  account  for  all  mysterious  boiler 
explosions. 

This  theory  concerning  boilers  ex- 
ploding by  cold  water  being  pumped 
upon  hot  plates  took  such  a  firm  hold 
upon  people  intrusted  with  the  care  of 
boilers,  that  the  Pennsylvania  Railroad 
Company  determined  to  make  tests  to 
demonstrate  the  fallacy  of  the  popular 
delusion.  A  locomotive  was  run 
out  on  a  side  track  near  AI- 
toona,  and  the  plan  was  to  fire  the 
boiler  until  the  steam  was  high,  then 
blow  it  out  to  expose  the  crown  sheet 
and  allow  it  to  become  red  hot,  then 
to  force  cold  water  into  the  boiler 
from  a  fire  engine  placed  at  a  safe  dis- 
tance away.  The  first  plan  miscarried, 
for  they  fired  the  old  boiler  while  full 
of  water  till  the  steam  reached  200  lbs., 
when  it  suddenly  went  to  pieces.  That 
proved  that  being  full  of  water  did  not 
prevent  a  boiler  from  exploding. 

The  company  then  took  a  second  old 
engine  to  repeat  the  tests.  The  boiler 
was  fired  up  and  steam  raised  consid- 
erably above  the  regular  working  pres- 
sure. Then  they  ran  the  water  off  un- 
til the  crown  sheet  was  bare,  and  al- 
lowed it  to  become  red  hot,  after  which 
they  pumped  in  cold  water.  The  only 
eflfect  was  to  cause  the  seams  to  leak. 

.About  the  same  time  a  series  of  ex- 
periments were  made  at  the  Harrison 
Boiler  Works  in  Philadelphia,  with 
overheated    plates,    under    the    supervi- 


sion of  the  "Franklin  Institute.  Several 
boilers  were  overheated  and  cold  water 
pumped  upon  the  red  hot  sheets.  The 
experiments  were  very  interesting,  and 
very  conclusive  that  the  whole  mass 
of  the  boiler,  if  heated  red  hot,  does 
not  contain  heat  units  enough  to  raise 
the  water  to  a  dangerous  steam-making 
pressure. 

All  men  connected  with  boilers 
should  remember  not  to  let  the  water 
in  the  boiler  get  low.  But  if  by  acci- 
dent it  should  become  low,  hurry  to 
put  water  inside. 


Compressed  Air  in  Machine  Shops. 

.\  feature  of  the  modern  machine  shop 
is  the  use  of  compressed  air  in  the  driving 
of  motors,  drills,  hoists,  hammers  and 
other  appliances.  The  ready  adaptability 
of  air  pressure  to  tools  of  the  kind  re- 
ferred to  is  such  that  its  adoption  has 
been  very  rapid  and,  apparently,  very 
complete.  In  the  use  of  compressed  air, 
especially  in  the  railroad  repair  shops, 
W'e  have  observed  a  tendency  to  extrava- 
gance or  disregard  of  the  quantity  of  air 
used  for  any  operation  as  if  its  cost  were 
a  negligible  quantity.  The  general  im- 
pression seems  to  be  that  air  is  cheap. 
This  is  very  tue  so  far  as  the  common 
atmosphere  is  concerned.  As  a  motive 
power  the  air  moved  in  currents  costs 
nothing.  The  wind  bloweth  where  it 
listeth.  But  when  it  comes  to  forcing  the 
atmosphere  into  smaller  bulk  in  order  to 
increase  its  pressure  the  cost  is  much 
greater  than  is  generally  imagined. 

It  will  be  recognized  at  a  glance  that 
the  equivalent  or  even  greater  steam 
pressure  must  first  be  used  in  compressing 
the  air.  The  action  of  complex  machinery 
under  the  best  conditions  involves  con- 
siderable loss  in  friction.  To  this  must 
be  added  the  loss  in  steam  pressure 
caused  by  exhausting  at  a  comparatively 
high  pressure.  This  is  increased  as  the 
compression  of  the  air  approaches  the 
limit  of  capacity  of  the  enclosing  me- 
chanism. The  loss  by  leakage  is  also  con- 
siderable, and  much  of  these  losses  can- 
not very  easily  be  avoided. 

An  important  loss,  however,  often  oc- 
curs in  the  filling  of  a  larger  portion  of 
the  air  hoist  cylinder  that  does  not  rep- 
resent any  portion  of  the  lift.  It  can  be 
readily  seen  that  if  the  piston  in  a  cylin- 
drical hoist  is  raised  a  considerable  dis- 
tance before  it  begins  to  lift  the  desired 
load  the  space  in  the  cylinder  must  nec- 
essarily be  filled  with  air  at  a  high  pres- 
sure before  any  kind  of  work  begins  to 
be  accomplished.  All  lifting  should  be- 
gin, if  possible,  with  the  piston  in  the 
lower  part  of  the  cylinder. 

Many  of  these  hoists  are  now  placed 
in  a  horizontal  position  and  by  a  clever 
arrangement  of  pulleys  furnish  a  multiply- 
ing hoist  very  suitable  for  light  work. 
Doubtless  a  closer  attention  will  be  given 
to  the  economical  use  of  compressed  air. 
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Its  cost  is  much  greater  than  steam.  The 
same  work  could  be  done  at  much  less  ex- 
pense by  steam.  The  real  advantage  of 
the  use  of  compressed  air  being  that  it 
remains  cool,  so  that  tools  can  be  readily 
handled  with  a  degree  of  safety  impossible 
in  the  use  of  steam. 


Cast  Iron  Wheels. 

One  of  the  most  successful  paradoxes 
of  railroad  operating  has  been  the  cast 
iron  car  wheel.  How  cast  iron  with  its 
brittleness  and  general  unreliability  for 
withstanding  shocks  and  severe  stresses 
could  be  made  into  wheels  that  endured 
under  the  most  trying  service  is  some- 
thing hard  to  understand.  But  that  is 
what  has  been  done  by  every  American 
railroad    these    seventy    long    years. 

The  chilled  cast  iron  car  wheel  has  been 
one  of  the  most  reliable  members  of  the 
railway  car  equipment,  but  the  indica- 
tions are  that  the  material  has  more  than 
reached  its  limit  with  eight  wheels  under 
50-ton  cars.  There  have  been  at  times 
epidemics  of  broken  cast  iron  car  wheels 
which  put  the  material  into  disrepute  and 
raised  demands  for  all  sorts  of  wheels 
capable  of  enduring  the  most  exacting 
service ;  but  the  real  cause  of  these 
troubles  has  been  the  use  of  inferior  cast 
iron  wheels  that  would  have  been  re- 
jected had  proper  tests  been  made. 

The  question  has  come  again  into  promi- 
nence, "can  cast  iron  wheels  be  relied 
upon  to  carry  the  modern  freight  car?"  The 
trend  of  testimony  on  the  cast  iron  wheel 
question  is  that  it  can  safely  carry  mod- 
ern loads,  but  to  do  so  the  wheel  must 
be  made  of  well  selected  material  and 
made  by  highly  skillful  foundrymen.  We 
caution  purchasing  agents  against  buying 
cheap  cast  iron  wheels,  for  their  use  is 
likely  to  prove  expensive. 


Cranked  Axles. 

At  one  time  New  England  locomotive 
builders  displayed  much  fondness  for  in- 
side cylinders  and  Isaac  Hinkley,  one  of 
the  pioneer  locomotive  builders,  expressed 
regret  while  on  his  death-bed  for  bavins 
abandoned  inside  cylinder  engines.  In 
the  British  Isles  inside  cylinders  are  used 
almost  exclusively  in  spite  of  the  fact 
that  many  disastrous  accidents  have  often 
happened  through  the  breakage  of  crank 
axles  which  is  the  weak  link  in  an  inside 
connected  locomotive.  When  such  acci- 
dents have  happened  the  railway  com- 
panies responsible  have  been  denounced 
by  the  press  and  public  for  that  reckless 
practice  in  using  the  dangerous  cranked 
axle,  but  the  storm  soon  blows  over  and 
the  crank  axle  holds   its   own. 

A  locomotive  crank  shaft  is  an  article 
which  must  be  capable  of  resisting  a  curi- 
ous array  of  dynamic  stresses.  The 
shaft  resembles  a  girder  supported  at  two 
points  and  loaded  at  two  other  points. 
It  bends   under  the  load,  a  small  degree 


perhaps,  but  it  bends.  Moreover,  in  the 
fraction  of  a  second  the  stresses  and  de- 
flection are  reversed  in  directions  produc- 
ing the  most  destructive  action  that  can 
be   imparted   to   machinery. 

Inside  cylinders  produce  a  fine,  steady 
running  locomotive  and  the  cylinders  set 
inside  the  smokebox  find  a  warm  nest 
that  reduces  the  loss  from  cylinder  con- 
densation. These  are  valuable  features, 
but  they  are  secured  at  high  cost  when 
a  broken  axle  is  always  a  probability  to 
be  dealt  with.  It  is  fortunate  that  fash- 
ion has  not  ordained  that  the  enormously 
powerful  locomotives  becoming  the  mo- 
tive power  of  American  railways  should 
be  built  with  the  uncertain  element  of  a 
cranked   axle. 

Book  Notice 

Electric  Railway  Troubles  and  How  to 
Find  Them.     By  Paul  E.  Lowe,  M.  E. 
Published  by  F.  J.   Drake  &  Co.,  Chi- 
cago.     367    pages.       Illustrated,     orna- 
mental  cloth.      Price,   $1.50. 
The  book  has  been  written  with  a  view 
to  furnish  the  student  with  a  reliable  guide 
enabling     him     to     act     intelligently     and 
promptly,  when  a  crisis  comes  in  connec- 
tion with  electric  motors.  It  forms  at  once 
a   comprehensive   treatise  on   the   subject 
giving  valuable  information  in   regard  to 
motor  operation,  motor  repairs,  car  break- 
downs, control  systems,  and  repairin_g  of 
control.      It  also   describes   the   air   brake 
very  fully,  giving  instructions  in  case  of 
air  brake  troubles,  with  an  able  disserta- 
tion on  electric  railway  operation  general- 
ly.    It  is  one  of  the 'best  books  published 
on  the  subject. 


The    Safety   of    British    Railways,    or 
Railway    Accidents;    How    Caused    and 
Prevented.  By  H.  Raynar  Wilson.    Pub- 
lished by   P.    S.   King  &   Son,   London, 
England.    240  pages,  cloth.     Price,  $1. 
The  author  of  this  book  is  an  acknowl- 
edged   expert   on   the   subject   of   railway 
signaling,  and  has  been  led  into  the  sub- 
ject  of   the   increased    safety   of    railway 
operations     generally     and     the     marked 
safety    of    British     railways     particularly. 
The   author  believes   that   the   mechanical 
appliances  used  on   railways  are  now  al- 
most   perfect    and    that    the    present    day 
accidents  are  due  to  the  failures  of  the 
men  in  charge  of  the  perfected  mechan- 
ism.   The  work  is  the  result  of  much  care- 
ful research,  and   from  a  historical  point 
of  view  the  information  is  of  real  value, 
and  it  is  gratifying  to  observe  the  almost 
unvarying    diminution    of    disasters    that 
mark  the  advance  in   the  science  of  rail- 
road operation. 


pages.        Many      illustrations.        Cloth. 

Price,  75  cents. 

A  series  of  lectures  by  two  of  the  lead- 
ing railway  technical  experts  of  England, 
delivered  before  the  Locomotive  Classes 
in  Manchester,  has  been  published  in  sub- 
stantial book  form,  and  has  been  already 
received  with  much  popular  favor  among 
British  railway  men.  The  work  is  di- 
vided into  twenty-two  chapters,  and  leads 
in  a  clear  and  easy  way  through  all  the 
oetails  of  locomotive  management.  The 
Ipook  should  be  welcomed  by  the  young  en- 
gineer or  fireman  generally  and  particu- 
larly by  all  in  any  way  connected  with 
British  locomotives. 


Who  Was  to  Blame?  Being  a  digest 
of  the  Coroner's  Enquiry  into  Sunshine 
Railway  Disaster.  By  W.  O.  Bagley. 
Second  edition.  205  pages.  16  full-page 
illustrations.  Cloth.  Price,  75  cents. 
Mr.  W.  O.  Bagley,  the  leading  air  brake 
expert  in  Australia,  has  published  a  very 
interesting  book  in  connection  with  the 
railway  tragedy  at  Sunshine.  South 
Australia,  which  occurred  on  .April  20, 
1908.  It  was  the  greatest  disaster  re- 
corded in  the  history  of  railway  transport 
in  the  Commonwealth,  resulting  in  the 
death  of  44  persons  and  the  injury  of 
over  400  others.  The  searching  enquiry 
conducted  by  the  colonial  authorities  at 
Melbourne  brought  to  light  evidence  of 
the  utmost  importance  to  railway  men. 
Mr.  Bagley  presents  the  entire  history  of 
the  case  in  an  extremely  interesting  way. 
The  book  is  a  valuable  and  fitting  me- 
morial of  a  remarkable  enquiry,  dealing  as 
it  did  with  a  calamity  of  world-wide  in- 
terest. The  lessons  to  be  learned  from  a 
perusal  of  the  work  are  of  a  vital  interest 
to  railway  men  all  over  the  world.  Copies 
of  the  work  may  be  had  by  writing  di- 
rectly to  Mr.  W.  O.  Bagley.  533  Collins 
street,  Melbourne,  Australia 


The  New  Catechism  of  Electricity  by 
K.  Hawkins,  M.E.,  relating  to  the  dynamo 
and  motor  wiring,  the  electric  railway, 
electric  bell  fitting,  electric  lamps,  electric 
elevators,  lighting,  plating  and  telephon- 
ing, is  being  received  everywhere  with 
much  favor.  The  book  contains  nearly  600 
pages,  is  finely  illustrated,  beautifully 
printed,  exquisitely  bound  in  full  moroc- 
co, and  is  altgether  a  high-class,  gilt'- 
edged  publication.  It  should  become  to 
the  electrician  what  Kent's  book  is  to  the 
mechanical  engineer,  an  indispensable  com- 
panion. Copies  may  be  had  from  the 
Angus  Sinclair  Co.,  114  Liberty  street. 
New  York,  at  bottom  prices,  two  dollars 
per  copy. 


Locomotive  Management,  from  Clean- 
ing TO  Driving.  By  J.  T.  Hodgson  and 
J.  Williams.  Published  by  The  Raikvay 
liiigiiiccr.        London,       England.        384 


Catalogue  No.  i,  published  by  the 
American  Oil  and  Supply  Co.,  Newark, 
N.  J.,  descriptive  of  fine  tools,  machinery, 
supplies  and  specialties,  for  metal  work- 
ers and  others,  appears  in  the  form  of  a 
handsome  volume  of  638  pages,  profusely 
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illustrated,  printed  on  toned  paper  and 
bound  in  substantial  cloth.  As  a  first  pub- 
lication, we  do  not  recall  anything  so  ele- 
gant in  form  and  so  elaborate  in  detail. 
All  interested  in  the  endless  variety  of 
metal  workers'  tools,  from  jewelers'  snips 
to  blacksmiths'  anvils,  should  apply  for  a 
copy  of  this  catalogue.  Address  the  com- 
pany at  52  Lafayette  street,  Newark,  N.  J. 


Aids  to  Engineers'  Examinations,  with 
Questions  and  Answers,  is  another  of  the 
popular  books  prepared  by  N.  Hawkins, 
M.E.  As  a  help  to  those  seeking  licenses 
as  engineers,  we  do  not  know  any  book 
better  calculated  to  prepare  the  candidate 
for  an  examination.  The  style  is  simple 
and  direct.  The  facts  are  clearly  and 
tersely  stated.  The  book  is  a  model  of 
the  printer's  and  binder's  art,  and  in  its 
special  field  leaves  nothing  further  to  be 
desired.  Copies  on  hand.  Price,  $2.  Ad- 
dress Angus  Sinclair  Co.,  114  Liberty 
street,  New  York. 


Air  Brake  Tests  on  the  So.  Pacific. 

During  the  months  of  June  and  July 
1908,  representatives  of  the  Westinghouse 
Air  Brake  Company  and  the  Southern 
Pacific  Company  conducted  a  series  of 
air  brake  demonstrations  on  that  road  for 
the  purpose  of  obtaining  an  absolutely 
reliable  record  of  the  performance  of  type 
K  triple  valves  and  the  comparative  value 
of  the  quick  service,  uniform  release  and 
uniform  recharge,  features  of  those  triple 
valves. 

It  has  been  found  that  when  type  H 
triple  valves,  which  were  designed  for 
trains  of  from  30  to  50  cars,  are  used  in 
trains  of  from  80  to  100  cars,  their  action 
becomes  very  unsatisfactory,  for  if  every 
car  of  an  80  or  loo-car  train  is  equipped 
with  these  triple  valves  a  light  service  re- 
duction will  apply  but  a  small  percentage 
of  the  brakes,  and  if  all  brakes  are  ap- 
plied by  a  heavy  reduction  the  brakes  at 
the  head  end  apply  more  strongly  than 
those  behind,  and  when  released  the  brakes 
on  the  head  end  will  release  before  those 
on  the  rear  end  begin  to  release,  and  by 
the  time  those  on  the  rear  end  have  re- 
leased the  auxiliary  reservoirs  on  the  head 
end  will  be  recharged,  which  is  likely  to 
be  followed  by  a  reapplication,  therefore 
the  necessity  for  the  additional  features 
embodied  in  the  type  K  triple  valves  be- 
comes apparent. 

It  is  generally  understood  how  the 
quick  service  feature  runs  the  light  serial 
reduction  promptly  throughout  the  entire 
train  regardless  of  its  length,  and  how  the 
uniform  release  is  accomplished  by  re- 
stricting the  exhaust  of  brake  cylinder 
[ircssure  where  necessary,  and  how  the 
uniform  recharge  is  accomplished  by  re- 
stricting the  feed  to  the  auxiliary  reser- 
voirs on  the  head  end,  which  allows  them 
Ic  absorb  less  brake  pipe  air,  thus  assist- 
ing materially  in  the  prompt  release  of  the 
rear  brakes. 


The  train  used  to  demonstrate  the 
superiority  of  the  type  K  triple  valve  was 
composed  of  80  oil  cars,  the  train  being 
over  3,500  ft.  in  length,  with  over  3,700  ft. 
of  brake  pipe  and  hose  connections,  cars 
fitted  with  lo-in.  brake  equipments  both 
H  and  K  triple  valves  so  that  a  test  of  H 
triples  could  be  immediately  followed  by 
a  test  of  K  triples  and  the  same  condition 
of  rail,  weather,  etc.,  could  be  obtained 
for  the  comparative  tests,  and  half  of  each 
type  could  be  used  to  determine  the  bene- 
ficial action  or  influence  upon  the  type  H 
triple  valves,  that  is  derived  from  the 
presence  of  type  K  valves  in  the  same 
train.  In  the  tests  the  brake  pipe  pressure 
was  80  lbs.,  and  the  average  piston  travel 
6.78  ins. 

All  the  electrical  apparatus  necessary  to 
properly  conduct  the  tests  was  used  and 
the  standing  demonstrations  showed  that 
with  type  K  valves  a  5-lb.  reduction  acted 
on  the  brake  piston  on  the  eightieth  car  in 
13  seconds  from  the  time  of  moving  the 
brake  valve  handle.  With  the  train  using 
half  H  and  half  K  triples  the  time  was 
21.2  seconds,  and  with  H  triples  alone  the 
S-lb.  reduction  vifould  not  apply  any  brakes 
back  of  the  thirty-fifth  car. 

A  lo-lb.  reduction  with  H  triples  moved 
the  brake  piston  on  the  eightieth  car  in 
27.7  seconds,  K  and  H  mixed,  in  15.5  sec- 
onds and  with  K  triples,  13  seconds. 

While  the  lo-lb.  reduction  with  H  triples 
went  through  the  entire  train,  it  does  not 
mean  that  the  brakes  were  applied  uni- 
formly, and  type  K  triple  valves  in  all 
cases  cut  the  time  of  application  of  H 
valves  in  half. 

The  time  required  to  move  the  piston 
and  the  time  required  for  the  brake  to 
do  work,  that  is,  to  get  the  piston  out 
6  ins.,  which  means  10  or  12  lbs.  cylinder 
pressure,  are  two  diflFerent  matters,  but  the 
type  K  valves  maintained  about  the  same 
ratio  doing  the  work  in  about  half  the 
time  required  by  H  valves.  A  lo-lb.  re- 
duction with  H  valves  got  the  piston  on 
the  eightieth  car  out  6  ins.  in  49  seconds 
after  the  movement  of  the  brake  valve 
handle,  K  and  H  in  27  seconds,  K  triples 
alone  in  21.5  seconds. 

The  time  required  to  release  the  brake 
after  a  15-lb.  reduction,  that  is,  to  reduce 
the  cylinder  pressure  to  5  lbs.  at  which 
time  the  shoes  will  be  clear  of  the  wheels 
can  be  shown  best  by  the  following.  The 
time  is  measured  from  moment  of  placing 
the  brake  valve  handle  in  the  release  po- 
sition to  the  time  the  cylinder  pressure  had 
reduced  to  5  lbs.  or  brakes  had  released. 

1st  car.  25th  car.  50th  car.  80th  car. 

seconds,  seconds,  seconds,  seconds. 
TI     triples..   4.5               6.7             17.2  40 

K     triples.  .  14.8  16.2  14.6  14.5 

The   numerous   running  demonstrations 

were  made  at  various  speeds  with  different 

reductions  of  brake  pipe  pressure  and  they 

Iirovcd  conclusively  the  advantages  of  the 

type  K  triple  valve,  the  train  was  stopped 

from  a  speed  of  20  miles  per  hour  with 

a   lo-lb.   reduction  by  the  H   triple  valves 


in  890  ft.  and  by  K  triples  in  595  it.  With 
a  15-lb.  reduction  from  a  speed  of  20  miles 
per  hour  the  train  was  brought  to  rest  by 
H  triples  in  860  ft.,  and  by  K  triples  in 
580  ft. ;  with  K  and  H  mixed  it  required 
750  ft.  From  a  speed  of  30  miles  per  hour 
iS-lb.  reduction  halted  the  train  equipped 
with  H  triples  in  1,525  ft.,  while  the  K 
triples  did  the  same  thing  in  1,040  ft.  and 
H  and  K  mi.xed,  in  1,370  ft. 

The  published  report  of  these  tests  is 
an  air  brake  course  in  itself  and  contains 
much  valuable  information  that  cannot  be 
taken  in  at  a  glance.  We  hope  to  refer 
to  the  results  of  those  important  tests  in 
the  future.  The  Westinghouse  Air  Brake 
Company  state  in  the  first  page  that  the  in- 
formation contained  is  not  to  be  regarded 
as  a  formal  report,  but  is  for  the  purpose 
of  graphically  illustrating  in  the  easiest 
manner  possible  the  points  brought  out  in 
the  different  demonstrations  so  that  those 
interested  may  readily  appreciate  the  pres- 
ent state  of  the  air  brake  art. 


Concatination. 

The  Victorian  Railway  Magazine  pub- 
lished at  Melbourne,  Australia,  in  one 
of  its  recent  issues  remarks  that  "The 
American  Railway  Association  is  endeav- 
oring to  standardize  the  technical  terms 
used  on  railways.  Some  of  these  are 
still  rather  indefinite,  although,  no  doubt, 
considerable  improvement  has  been  ef- 
fected in  this  respect.  For  instance,  there 
was  a  time  when  an  extra  train  was 
known  as  a  "wild"  train,  or  a  "wild  cat" 
train.  Thence  came  the  verb  to  "wild 
cat''  which  was  even  printed  in  some  of 
the  older  time  tables.  Thus,  there  appears 
in  the  time  table  of  the  Delaware,  Lacka- 
wanna &  Western,  in  the  eighties,  a 
foot-note    to    this    effect :      "Train     No. 

,   on   arrival   at   S will   'wild  cat' 

to  Morristown !"  In  this  connection  a 
story  is  told  that  when  the  West  Shore 
Railway  was  about  to  be  opened,  the  su- 
perintendent was  examining  men  who  had 
applied  for  positions  as  conductors.  One 
man  was  asked :  "What  would  you  do  if 
you  should  meet  a  "wild  cat"  on  a  side 
track?"  After  looking  curiously  at  his 
questioner  for  a  moment,  the  cajHidate 
replied,  "Well,  if  I  hadn't  a  gun,  I'd  climb 
a  tree.'  " 


The  excessive  noise  from  locomotive 
whistles  causes  much  annoyance,  and  com- 
plaints about  the  nuisance  are  both  loud 
and  deep,  but  the  people  who  voice  such 
complaints  should  not  forget  that  legisla- 
tors are  to  blame  for  much  of  the  whis- 
tling. In  some  States  the  law  calls  for 
the  whistle  being  sounded  at  every  grade 
crossing,  which  means  a  succession  of 
shrieks  from  trains  passing  through  cer- 
tain towns  and  villages.  Legislators  and 
town  councils  ought  to  frame  the  laws 
and  ordinances  so  that  the  crossings  may 
be  bunched   for   whistling  requirements. 
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All  Steel  Cars. 
While  the  all-steel  coach  has  been  a 
comparatively  recent  departure  in  car 
building  development,  rapid  progress  has 
been  made  along  this  line  of  railway  con- 
struction until  it  has  been  made  to  apply 
to  practically  all  classes  of  passenger- 
train  rolling  stock.  The  experience  de- 
rived   by    car    manufacturers    from    steel 


steel  material  for  interior  finishing  has 
been  utilized.  The  flooring  consists  of 
monolith  laid  on  corrugated  sheets.  A 
34-in.  maple  floor  is  placed  upon  the  mon- 
olith in  the  baggage  car  and  at  the  bag- 
gage end  of  the  combination  coach. 

Six-wheel  trucks  were  used  on  the  com- 
bination cars  and  four-wheel  trucks  on 
the  baggage  coaches,  both  being  equipped 


Japanese  oak  is  so  hard  that  spikes  can- 
not be  driven  into  it,  and  screw  holes 
have  to  be  prepared  in  advance.  The 
wood  will  remain  in  the  ground  almost 
as  sound  as  when  newly  cut  down  for 
nearly  thirty  years.  A  recent  large  ship- 
ment is  being  prepared  for  use  at  Great 
Bend,  Kansas.  A  thorough  test  of  the 
timber  has  been  made,  and  in  the  exten- 


ALL-STEEL   COMBINATION   PASSENGER  ANU   BAGGAGE   CAR    FOR 
freight  car  construction  and  the  advanced  with  5x9  ins.  axles  and  36  ins.  Carnegie- 
use    of    metal    in    furniture,    fittings,    etc.,  Schoen  rolled  steel  wheels. 
have  been  favorable  factors  in  promoting  The  general  dimensions  of  the  cars  are 
this  development.  ''s  follows: 

In  addition  to  the  regular  all-steel  pas-  combin.\tion  coach  : 

senger     coaches     manufactured     for     the  length  over  all^. ...._.  ^.._.^..^. ...  _^^^^^ 

Pennsvlvania  Railroad,  there  has  recently  Length   inside,   passenger   end.... .  39'   9  u/iS" 

.,      ,  ,  .  J      ^   .1  1       „f       Length   inside,  baggage  end    35      o  , 

"been  built  for  this  road  at  the  works  ot     width  over  side  sheets  9'    9Vi 

the  Pressed  Steel  Car  Co.,  Pittsburgh,  a  Height  from  rail  to  top    of  car...  14'     ?'." 

number  of  all-steel  baggage  cars  and  all-  b.^gg.^ge  car  : 

J    ,  Lenth    over    all    64      3J4 

steel   combination  passenger   and   naggage  Length  over  body  corner  posts....  60' 10.;.^" 


THE    I'EN'NSYLVANI.N. 

sive  improvements  that  are  going  on  on 
the  Sante  Fe,  there  will  be  a  large  tract 
of  the  railway  supplied  with  these  ties, 
and  thoroughly  ballasted  and  laid  with 
new  rails. 


We  recently  met  a  road  foreman  of 
engines  who  rose  very  rapidly  from  the 
position  of  fireman  to  that  of  road  fore- 
man of  engines.  He  was  kind  enough  to 
attribute  part  of   his   success  to  the  help 


ALL  STEEL   BAlitiAGE  CAR   BUILT   BY  THE  PRESSED   STEEL  CAR   CO.    I'OR  THE  PENiXSV  l.\  A.\  LV 


cars,  which  are  shown  in  our  illustrations. 
These  cars  have  been  constructed  almost 
exclusively  of  steel,  including  the  doors. 
The  floors  and  headlinings  are  of  fire- 
proof material,  and  the  very  small  per- 
centage of  inflammable  material  used  is 
not  a  part  of  the  structure,  but  merely  in 
the  trimming.  In  the  main  structure  of 
each  combination  coach  there  have  been 
used  17,500  lbs.  of  %-'m.  plates,  4,500  lbs. 
of  angles,  and  7,100  lbs.  of  shapes  and 
small    plates.      In    addition,    considerable 


Length    inside     60      3 

Width   over   side  sheets    9      sM,, 

Height  from  rail  to  top  of  car  ....    14'       Yi" 


Japanese  Oak  for  Railroad  Ties. 

The  importation  of  limber  from  Japan 
by  the  Sante  Fe  Railroad  Company  for 
the  purpose  of  furnishing  more  durable 
railroad  ties  may  seem  at  first  sight  like 
carrying  coals  to  Newcastle.  One  would 
think  that  the  Ozark  and  Rocky  Moun- 
tain foot  hills  would  furnish  all  the  tim- 
ber   required,   but    it   is   claimed   that   the 


given  by  Railway  and  Locomotive  En- 
gineering. He  achieved  prominence  in 
the  first  examination  he  passed  through 
being  able  to  tell  the  temperatures  at 
which  water  boils  and  freezes.  None  of 
the  other  candidates  for  promotion  could 
tell  at  what  temperature  water  boils, 
which  was  certainly  very  strange. 


I  have  seldom  known  of  any  one  who 
deserted  truth  in  trifles  who  could  be 
trusted  in  matters  of  importance.— Pn/fj. 
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The  Walschaerts  Valve  Gear. 

IV.     Adjustment. 

The  operation  of  adjusting  or  setting 
the  valves,  as  it  is  called,  may  be  most 
readily  begun  by  connecting  all  the  levers 
and  rods  with  the  e.\ception  of  the  eccen- 
tric rod  which  connects  the  crank  pin  to 
the  link  arm.  This  admits  of  the  valve 
being  moved  backward  or  forward  in  or- 
der to  obtain  the  markings  on  the  valve 
rod  showing  the  exact  points  of  the  valve 
opening.  These  markings  on  the  valve  rod 
as  well  as  the  markings  in  the  rims  of 
the  driving  wheels  showing  the  dead  cen- 
ters or  points  where  the  piston  is  at  the 
extreme  ends  of  the  stroke,  are  made  in 
the  same  manner  as  the  markings  on  loco- 
motives equipped  with  the  Stephenson 
shifting  link.  The  same  trams  may  not 
suit  in  both  cases  as  the  guide  yokes  or 
bearings  or  other  fixed  parts  upon  which 
a  tram  may  be  steadily  held  vary  in  their 
positions  according  to  the  location  of  the 
parts,  but  the  dimensions  and  form  of  a 
suitable  tram  will  readily  suggest  itself 
to  an  intelligent  mechanic.  A  fine  centre 
punch  mark  should  be  made  on  the  valve 
rod  at  the  exact  points  where  the  port 
edges  of  the  valve  are  exactly  square  with 
the  admission  port  edges  of  the  valve  seat. 

The  eccentric  rods  may  then  be  con- 
nected and  the  work  of  moving  the  driving 
wheels  may  be  begun.     Assuming  that  the 


parent  variation  by  the  adjustable  nuts 
usually  atached  to  the  valve  rod.  When 
the  forward  motion  has  been  corrected  in 
this  manner,  suppose  the  markings  on  the 
valve  rod  should  be  as  shown  in  Fig.  2, 
it  will  readily  be  seen,  apart  from  the 
variation  observable  in  the  markings  in  the 
back  motion,  that  the  opening  of  the 
valve  has  to  be  increased  in  the  case  of 
the  forward  motion,  and  diminished  in  the 
back  motion.  Now  assuming  that  the 
change  is  to  be  made  on  the  left  side  of 
tlie  engine  and  that  the  main  rod  is  on 
the  forward  dead  center  as  in  Fig.  i,  it 
will  be  readily  observed  that  in  order  to 
increase  the  opening  of  the  valve  it  must 
be  moved  backwards  toward  the  link. 
To  accomplish  this  movement  the  eccentric 
rod  must  be  shortened,  and  if  it  were  con- 
venient to  remove  the  pin  connecting  the 
forward  end  of  the  eccentric  rod  from  the 
link  arm,  allowing  the  rod  to  remain  in 
position,  and  moving  the  valve  the  re- 
quired distance  it  would  be  seen  by  the 
variation  in  the  edges  of  the  hole  in  the 
link  arm  from  that  of  the  eccentric  rod 
how  much  the  eccentric  rod  would  require 
to  be  shortened.  This  method,  how-ever,  is 
not  entirely  to  be  depended  upon,  as  there 
is  a  certain  amount  of  lost  motion  both 
in  the  valve  and  radius  rod  connections, 
as  well  as  on  the  central  pivot  upon  which 
the  link  is  suspended.     These,  in  addition 


the  valve.  The  exact  ratio  can  be  deter- 
mined by  measuring  the  distance  from 
the  central  stud  upon  which  the  link  oscil- 
lates to  the  center  of  the  link  block,  and 
supposing  this  distance  to  be  8  ins.,  then 
measuring  the  distance  from  the  central 
stud  to  the  center  of  the  link  arm  con- 
nection  witli   the  eccentric   rod,   and  sup- 


FIG. 


KOUW.AUU  (JE.-\R,   LINKHLOCK  AT   I'.OTTO.M   OV   LINK. 


reverse  lever  is  at  the  extreme  end  of  the 
quadrant  in  the  forward  motion,  it  will 
be  readily  seen  whether  the  valve  rod  is 
of  the  proper  length,  as  soon  as  the  two 
valve  rod  markings  are  made  when  the 
main  rod  has  reached  the  dead  centres. 
Whatever  variation  there  may  be  can 
readily    be    rectified    by    dividing   the    ap- 


to  tlic  link  block  would  admit  of  a  slight 
motion  backward  or  forward  of  the  ex- 
treme point  of  the  link  arm  without  show- 
ing any  motion  of  the  valve.  Generally 
speaking  the  eccentric  will  require  to  be 
moved  or  shortened  as  in  the  present  case 
between  two  and  three  times  more  than 
the    amount    required    in    the    opening   of 


[h 

,  ^si  ^ 
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FORWARD     MOTION     F;     B.^CK- 
WARD   B. 


posing  that  to  be  20  ins.,  it  will  thus  be 
seen  that  the  eccentric  rod  must  be  moved 
two  and  a  half  times  the  amount  that  we 
desire  to  move  the  valve  or  increase  the 
opening.  So  if  the  increase  desired,  as  in 
the  present  instance,  should  be  one-six- 
teenth, it  will  require  a  shortening  of  the 
eccentric  rod  amounting  to  five-thirty-sec- 
onds of  an  inch. 

It  may  be  stated  at  this  point  that  there 
is  no  need  of  experimenting  with  the  union 
link.  It  might  be  imagined  at  first  glance 
that  by  lengthening  the  union  link  the 
opening  of  the  valve  coUld  be  increased. 
-Any  change  made  in  this  lever,  however, 
with  a  view  to  open  the  valve  at  one  end 
of  the  piston  stroke,  would  have  the  eflfect 
of  closing  the  valve  a  corresponding 
amount  at  the  other  end  of  the  stroke. 
After  rectifying  the  variation  as  shown 
in  Fig.  2,  as  nearly  as  possible,  by  shorten- 
ing the  eccentric  rod,  it  may  be  found 
that  there  is  still  a  slight  variation  be- 
tween the  amounts  of  openings.  This  is 
proof  of  a  slight  organic  defect  probably 
in  the  position  of  the  eccentric  or  return 
crank,  and  if  the  defect  does  not  exceed 
one  thirty-second  it  is  as  well  to  adjust 
the  forward  motion  as  nearly  correct  as 
possible  and  allow  whatever  variation 
there  may  be  to  remain  with  the  backward 
motion  of  the  engine,  which  as  a  rule,  is 
not  so  frequently  in  use  as  the  forward 
motion. 

In  the  case  of  adjusting  the  valve  gear- 
ing of  a  locomotive  equipped  with  the 
Stephenson  shifting  link,  it  is  possible  un- 
der any  condition  to  arrange  the  eccen- 
trics and  eccentric  rods  to  bring  about  an 
exact  opening  of  the  valve  at  the  desired 
point  of  the  piston  stroke  on  either  the 
forward  or  backw-ard  motion  of  the  engine. 
On  an  engine  equipped  with  the  Wal- 
schaerts valve  gear  this  is  not  always  the 
case,  but  unless  the  organic  defect  in  the 
Walschaerts  valve  gearing  is  of  a  serious 
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kind,  the  gearing  may  be  adjusted  so 
nearly  ccirrect  that  it  will  likely  be  in 
much  better  condition  during  its  period  of 
service  than  the  shifting  link  gearing  will 
be  after  a  few  weeks'  service.  In  any 
kind  of  valve  gearing  it  is  well  that  the 
point  at  which  the  engine  will  likely  do  the 
greatest  amount  of  work,  should  be  most 
carefully  adjusted.  In  passenger  locomo- 
tives this   point  is  usually   with  the  valve 
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cutting  off  the  supply  of  steam  at  some 
point  considerably  less  than  the  full  stroke. 
It  will  generally  be  found  that  in  the  case 
of  the  Walschaerts  gearing  the  cut-off 
point  will  be  nearly  correct.  In  the  event 
of  the  variation  from  the  exact  clos- 
ing of  the  valve  at  each  end  of  the  piston 
showing  a  more  continued  opening  at  the 
front  end.  thereby  admitting  steam  a 
longer  period  of  time,  the  valve  rod  may 
be  slightly  changed  by  the  adjustable  nuts, 
as  it  is  more  desirable  to  have  a  slightly 
prolonged  opening  in  the  back  of  the  pis- 
ton to  make  up  for  the  space  occupied  by 
the  piston  rod. 

Turning  our  attention  to  the  right  side 
of  the  locomotive  and  proceeding  by  the 
same  method  to  mark  the  valve  rod  when 
the  crosshead  is  at  the  dead  centers  on  the 
forward  and  backward  motions,  we  shall 
presume  that  the  markings  are  found  to 
be   as   shown   on   Fig.   3;    it   will  be   ob- 
served that  the  valve  shows  an  opening  of 
five-sixteenths    on    the    forward    motion, 
while  the  valve  is  lapping  one  thirty-second 
on   the  backward  motion.     We   shall  as- 
sume that  the  central  position  of  the  valve 
on  both   motions   is   nearly   correct.     The 
position  of  the  link  when  the  main  crank  is 
nn   the   dead   centers   should  be  carefully 
noted,  and  if  the  link  retains  its  exact  po- 
sition  when  the  engine  is  on  either  centres, 
the   eccentric   crank  position   may  be   as- 
sumed to  be  correct.     If  a  variation  of  the 
position  of  the  link  is  observed,  it  is  safe 
to  assume  that  there  is  an  error   in  the 
position  of  the  crank.     Placing  the  engim- 
on  the  back  centre  as  in  Fig.  4.  it  will  be 
readily  seen  that  the  valve  must  be  moveil 
forward    in    order   to    obtain    the    desirt'l 
amount  of  opening.    As  the  eccentric  ro'i 
is  now  acting  indirectly  on  the  valve  rod. 
the     eccentric     rod     must    be     moved     in 
the     opposite    direction,    and    hence     the 
crank     connection     must     be     moved     a 
sufficient  distance  backward  or  toward  the 
main  crank  to  effect  the  required  change. 
The  exact  amount  may  be  ascertained  by 
the  same  process  as  used  in  shortening  the 
eccentric  rod  on  the   left  side  of  the  en- 
gine.    As  the  changing  of  the  position  is 
a  matter  of  some  difficulty  -involving  the 
filing  of  a  new  key  to  hold  the  eccentric 
<:rank   in  place,   it  is   well   to   secure   the 


crank  temporarily  in  place  and  move  the 
engine  from  centre  to  centre  to  ascertain 
if  the  desired  effect  has  been  obtained. 
.A  change  of  the  position  of  the  eccentric 
crank  may  involve  a  slight  change  in  the 
length  of  the  eccentric  rod,  and  even  with 
the  most  careful  adjustment  it  is  rare  in- 
deed to  secure  the  perfect  coincident 
amount  of  valve  opening  at  each  of  the 
four  points  of  admission,  and  also  to  ar- 
range the  points  of  cut-off  so  that  the 
steam  pressure  may  be  most  advantageous- 
ly used  in  meeting  the  various  require- 
ments of  locomotive  service. 

It  may  be  added  that  the  amount  of 
clearance  between  the  link  block  and  Hnk 
at  the  extreme  ends  of  the  travel  of  the 
block  should  be  carefully  noted.  It  is 
usual  to  allow  a  greater  amount  of  clear- 
ance at  the  bottom  of  the  link  as  the 
tendency  of  the  link  block  is  to  approach 
nearer  the  bottom  of  the  link  as  the  parts 
wear.  Any  marked  deviation  from  an 
equable  centre  affects  the  travel  of  the 
valve.  Slight  variations  in  the  amount  of 
valve  opening  may  also  be  remedied  by 
lengthening  or  shortening  the  radius  rod, 
but  as  the  length  of  this  rod  should  co- 
incide exactly  with  the  arc  of  the  link  it  is 
not  good  practice  to  change  the  length  of 
this  rod;  that  is,  if  its  length  be  correct. 
In  closing  it  is  well  to  remember  that 
when  locomotive  boilers  are  filled,  and  all 
the  parts  of  the  engine  more  or  less  heated, 
there  is  a  tendency  to  slightly  distort  the 
operations  of  the  valve  gearing  and  it  is 
well  that  the  skilled  mechanic  should  take 
an  opportunity  to  observe  the  changes  if 
any,  as  such  tendencies  are  very  often  in 
the  direction  of  magnifying  any  slight 
shortcoming   from   the   exact   points  to   be 


ous  part,  which  undoubtedly  had  its  effect 
ip  leading  to  the  form  of  the  American 
locomotive  as  distinct  from  the  European 
locomotives.  As  constructors  of  fine  ma- 
chinery the  firm  has  had  an  enviable  repu- 
tation for  nearly  a  century.  The  family  is 
descended  from  an  English  family  of  me- 
chanics that  came  over  with  William  Penn. 
When  the  building  of  locomotives  began  in 
.•\merica,  the  firm  of  Coleman  Sellers  and 
Sons  were  then  engaged  on  work  for  iri  n 
furnaces,  rolling  mills  and  machinery  for 
paper  making.  The  firm  were  requested 
by  the  State  Commissioners  of  Pennsyl- 
vania to  undertake  the  building  of  several 
locomotives.  In  the  plans  submitted  by 
the  firm  the  drawings  called  for  the  use 
of  iron  frames  instead  of  wood,  that  up  to 
that  time  was  the  only  locomotive  frame  in 
use.  Iron  frames  were  objected  to  on  the 
ground  of  having  too  much  rigidity.  After 
some  discussion  and  delay,  the  iron  frame 
was    approved. 

The  new  locomotives  built  by  the  Sellers 
firm  appeared  in  1834.  They  had  outside 
cylinders  with  a  single  pair  of  drivers 
behind  the  fire  box  arid  a  four-wheel  truck 
with  a  centre  bearing.  Counterbalance 
weights  were  bolted  to  the  wheels  opposite 
the  cranks.  All  of  the  new  features  were 
adopted  by  other  builders,  and  from  the 
work  of  the  Messrs.  Sellers  the  model  of 
what  we  now  call  the  4-4-0  locomotive, 
may  properly  be  said  to  have  taken  en- 
during form. 

Although  the  chief  work  of  the  Messrs. 
Sellers  has  been  largely  in  the  improve- 
ment and  construction  of  high  class  ma- 
chines, every  year  adding  some  new  and 
important  development  along  the  lines  of 
utilit\-  and  magnitude,  many  of  their  ma- 


FIG.   4.     WALSCHAERTS   VALV 

desired,  and  a  final  skillful  change  may  be 
made  that  may  make  a  nearer  approach  to 
perfection. 


Celebrated  Steam  Engineers. 

XXII.      C0LEM.\N   SeLLKRS  .VNU  SoNS. 

.•\niong  those  eminent  in  locomotive  con- 
struction ill  .America,  Coleman  Sellers  of 
Philadelphia,  and  his  sons  took  a  conspicu- 


E  GEAR  IN  BACK  MOTION, 
chines  have  been  particularly  useful  in  the 
construction  and  e(|uipment  of  the  modern 
locomotive.  They  were  the  first  to  intro- 
duce the  injector  and  perfect  the  crude 
invention  of  Henri  Giftard,  the  eminent 
French  scientist,  and  place  it  at  once  in 
operation  on  thousands  of  American  loco- 
motives. Other  manufacturers  have  met 
with  much  success  in  the  same  field,  and 
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to-day  the  injector  ranks  among  the  very 
few  perfected  improvements  added  to  the 
steam  engine,  and  which  has  had  its  prac- 
tical utihty  developed  in  the  atmosphere 
of  America]!  enterprise. 

Of  the  ctuntless  variety  of  machines 
used  on  locomotive  construction  and  re- 
pair, we  had  recently  an  opportunity  of 
witnessing  the  operations  of  turning  the 
tires  of  locomotive  wheels  by  a  new  and 
improved  form  of  Sellers  lathe.  The  time 
occupied  in  turning  the  wheel  tires  did  not 
exceed  eighteen  minutes  for  each  pair. 
Indeed  it  may  be  broadly  stated  that  each 
year  sees  some  new  improvement  in  me- 
chanism got  out  by  this  firm,  whereby  the 
honored  name  of  Sellers,  so  well  known 
throughout  the  mechanical  world,  main- 
tains its  pre-eminence  among  the  leading 
engineers  of  the  world. 


Questions  Answered 


BRIDGE   IN    NOZZLE. 

61.  A.  E.  W.,  Tuolumne,  Cal.,  asks : 
Is  it  not  a  detriment  to  a  locomotive,  es- 
pecially the  boiler  tubes  of  engines  to  put 
a  5^-in.  bridge  in  the  nozzle  tip?  Is  it  not 
an  old  out-of-date  idea? — .A.  Putting  in 
a  bridge  is  not  good  practice,  there  may 
be  emergency  cases  where  it  helps  tem- 
porarily, but  it  creates  back  pressure  and 
spreads  the  exhaust  so  that  it  may  not 
strike  the  stack  evenly.  It  is  not  what 
may  be  called  a  scientific  remedy  for  the 
disease.  We  do  not  think  it  is  any 
harder  on  the  flues  than  a  nozzle  prop- 
erly contracted  to  have  the  same  area  of 
orifice. 


BR.AKE   SHOE  TEMPERATURE. 

62.  W.  S.  M.,  Two  Harbors.  Minn., 
writes :  Which  brake  shoes  will  hold  the 
most,  hot  or  cold  ones ;  or  at  what  tem- 
perature will  they  hold  the  best? — A. 
There  is  no  doubt  that  if  the  soft  cast 
iron  brake  shoe  could  be  kept  cold  during 
the  time  the  maximum  brake  force  is 
exerted  the  holding  power  or  brake  shoe 
friction  would  be  greater;  but  as  the 
work  of  the  brake  in  stopping  a  train  of 
cars  is  transformed  into  heat,  this  is,  un- 
der present  conditions,  an  impossibility. 

The  retarding  force,  the  friction  be- 
tween the  shoe  and  the  wheel,  varies,  prin- 
cipally according  to  the  speed  of  the 
wheel  and  the  degree  of  heat  generated 
is  incidental. 

As  a  brake  shoe  is  forced  against  a 
rapidly  revolving  car  wheel  the  heat  that 
is  instantly  encountered  is  of  sufficient 
intensity  to  burn  the  fine  particles  of  met- 
al as  they  are  thrown  from  the 
shoe  into  the  atmosphere,  and  any  other 
methods  of  generating  heat  are  compara- 
tively slow,  and  under  such  conditions  the 
soft  cast  iron  shoe  creates  greater  fric- 
tion at  low  speeds,  and  lower  speed  means 
lower  temperature,  or  at  least  a  slower 
rise   in   temperature,  wliile  the  harder  or 


heavier  chilled  shoes  used  in  high-speed 
passenger  service  will  not  be  as  effective 
at  low  speeds.  They  will  be  more  effect- 
ive at  high  speeds  because  of  the  ten- 
dency for  the  burning  metal  to  flow  along 
the  face  of  the  shoe,  thereby  assisting  the 
shoe  to  more  effectually  grip  the  wheel 
under  those  severe  conditions  of  service 
than  the  softer  shoe  would  because  un- 
der the  same  conditions  the  metal  ground 
off  the  wearing  surface  of  the  softer  shoe 
would  tend  to  lubricate  the  surface. 

From  the  above  it  will  occur  to  you 
that  a  test  to  determine  the  relative  re- 
tarding effect  of  cold  and  hot  brake  shoes 
would  be  attended  with  some  difficulties, 
and  you  are  no  doubt  aware  of  the  fact 
that  the  only  accurate  and  reliable  method 
of  testing  brakes  is  by  what  is  known  as 
the  thermal  test,  which  consists  of  using 
a  thermometer  on  the  wheel  tread  after 
the  brake  has  been  applied  for  some  time, 
the  wheels,  of  course,  having  been  in  mo- 
tion. When  brakes  have  been  doing 
work  continuously  for  any  length  of  time 
the  shoes  and  wheel  tread  will  be  hot.  A 
cold  wheel  tread  is  considered  as  an  in- 
operative brake,  or  one  that  is  not  doing 
any  work  in  stopping  the  train,  and  three 
warm  ones  are  considered  equivalent  to 
one  good  brake. 

VALVE    MOTION    DUE    TO    REVERSE    LEVER. 

63.  J.  C.  S.,  Govis,  N.  M.,  asks :  When 
an  engine  is  standing  still,  and  reverse 
lever  ahead,  and  then  thrown  back,  how 
far  does  the  valve  travel  and  why?— A. 
If  the  piston  was  at  the  front  end  of 
the  cylinder  and  the  reverse  lever  was  in 
the  full  forward  notch,  the  valve  would 
stand  with  port  open  the  amount  of  the 
full  gear  lead.  Throwing  the  lever  into 
full  back  gear  notch  would  move  the 
valve,  and  as  the  lever  approached  the 
centre  of  the  quadrant,  the  valve  would 
move  to  its  mid-gear  lead  position,  per- 
haps about  J4  to  ^  in.  Then  as  the 
lever  went  down  to  full  back  gear  notch, 
the  valve  would  go  back  to  full  gear  lead 
position  again.  If  the  engine  was  in  any 
other  position,  the  valve  would  be  shifted 
from  whatever  position  it  had  in  forward 
gear,  to  the  position  it  should  occupy  for 
back  gear.  The  fact  that  the  curvature 
of  the  Stephenson  link  cannot  be  struck 
from  a  fixed  elemental  point  in  the  valve 
gear  is  the  cause  of  the  increased  lead  in 
mid-gear,  but  with  valve  motions  having 
only  one  eccentric,  the  link  radius  may  be 
struck  from  an  essential  point  in  the  mo- 
tion, and  the  lead  therefore  remains  con- 
stant for  any  position  of  the  reverse 
lever. 


Railroad.  One  member  (Mr.  History)  of 
our  society  holds  that  the  John  Bull  is  the 
real  engine  first  run  on  the  Camden  & 
Amboy  division  of  the  Pennsylvania  Rail- 
road, while  the  De  Witt  Clinton  was 
built  in  the  West  Albany  shops  from  de- 
signs furnished  by  William  Buchanan  a 
short  time  before  the  Chicago  exhibition 
of  1893.  We  have  decided  to  refer  the 
matter  to  you  for  settlement.  A. — Your  his- 
torian is  correct.  The  John  Bull  is  the  old 
pioneer  that  came  to  the  Camden  &  Am- 
boy Railroad  from  England  in  1831.  The 
present  De  Witt  Clinton  is  almost  entirely 
a  new  engine.  In  1885  the  writer  wrote  and 
published  a  short  article  about  a  pair  of 
driving  wheels  which  he  found  hanging 
in  the  blacksmith  shop  of  the  New  York 
Central  repair  shops  at  West  Albany,  said 
by  some  of  the  old  hands  to  belong  to  the 
De  Witt  Clinton.  The  article  attracted 
attention  to  the  wheels,  and  they  were 
identified  by  the  older  mechanical  officials 
and  cared  for.  .'\s  far  as  we  can  learn, 
the  wheels  referred  to  formed  the  basis 
of  the  new  De  Witt  Clinton  and  are  the 
only  original  part  of  the  old  engine. 


TYPES     OF     ENGINES. 

65.  L.  C.  B.,  Covington,  Ky. :  What 
is  the  difference  between  the  Atlantic, 
Pacific  and  Prairie  types  of  locomotives 
and  where  did  they  derive  their  names? — 
A.  The  Atlantic  type  has  a  wheel  ar- 
rangement represented  by  the  figures 
4-4-2;  the  Pacific  type  is  4-6-2;  and  the 
Prairie  type  is  2-6-2.  The  type  names 
were,  as  a  rule,  given  by  the  builders  or 
the  superintendent  of  motive  power  of  the 
road  first  using  the  type.  The  type  names 
do  not  convey  any  hint  of  the  wheel  ar- 
rangement and  are  more  or  less  difficult 
to  remember,  but  the  type  when  expressed 
in  figures  is  definite  and  clear.  The 
English  technical  and  railroad  pre^s  have 
adopted  the  figure  method  of  designating 
the  class  of  engine.  This  is  the  most  con- 
venient method  yet  devised,  as  it  gives  the 
information  at  a  glance  and  is  no  tax  on 
the  memory. 


OLD  DE  WITT  CLINTON. 

64.  G.  M.,  Albany,  N.  Y..  writes:  We 
have  been  having  a  dispute  about  the  rela- 
tive historical  value  of  the  De  Witt  Clin- 
ton, the  first  engine  owned  by  the  New 
York  Central,  and  of  the  John  Bull,  the 
first  engine  operated  by  the  Pennsylvania 


COVENTRY    BOILER. 

66.  Apprentice.  Meadville,  Pa.,  writes: 
In  studying  locomotive  boiler  practice,  I 
have  several  times  seen  mention  of  the 
Coventry  with  the  implication  that  such 
a  boiler  was  well  known,  but  I  cannot  find 
particulars  in  my  books  on  boilers  within 
my  reach.  Can  you  help  me?  A. — The 
Coventry  locomotive  boiler  was  a  patented 
return  Hue  boiler  which  was  urged  upon 
railroad  companies  about  1884-5.  It 
v/orked  for  some  time  upon  the  Chicago, 
Rock  Island  &  Pacific  Railway  and  also 
upon  the  Southern  Pacific.  It  was  claimed 
that  that  boiler  prevented  the  throwing 
of  sparks,  and  was  economical  in  the  use 
of  fuel.  We  have  forgotten  what  became 
of  the  boiler.  Perhaps  some  of  our  read- 
ers can  supply  the  information. 
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Air  Brake  Department 


Conducted  by  G.    W.  Kiehm 


H6   Distributing  Valve  Test. 

In  referring  to  tests  to  determine  tlie 
condition  and  locate  defects  in  the  dis- 
tributing valve  it  will  be  observed  that 
the  work  of  the  distributing  valve  de- 
pends upon  the  operation  of  the  brake 
valves,  and  all  three  valves  being  con- 
nected by  piping  it  follows  that  a  defect 
in  one  will  likely  affect  the  operation  of 
another.  For  this  reason  it  was  neces- 
sary to  refer  to  defects  of  the  distributing 
valve  when  brake  valve  defects  were  be- 
ing considered,  but  they  were  only  those 
that  are  manifest  in  the  operation  of  the 
brake  valves  and  those  that  have  not  been 
mentioned  are  such  as  "blow  at  distribu- 
ting valve  exhaust  port"  and  "safety 
valve  defects." 

The  distributing  valve  that  will  be  re- 
ferred to  is  the  No.  6  quick  action  pattern, 
and  it  is  not  desired  to  create  the  impres- 
sion that  the  E.  T.  equipment  is  liable  to 
develop  serious  disorders  at  any  time  or 
place,  but  to  emphasize  the  fact  that  the 
equipment  can  be  abused  and  neglected 
until  disorders  do  occur. 

Suppose  then  that  attention  is  called 
to  a  brake  that  will  not  apply  with  either 
a  service,  emergency  or  independent  ap- 
plication, to  determine  the  cause  it  would 
first  be  necessary  to  see  that  the  stop 
cock  in  the  distributing  valve  supply  pipe 
and  the  stop  cocks  in  the  brake  cylinder 
pipes  are  open,  if  they  are,  it  is  evident 
that  the  main  piston  of  the  distributing 
valve  has  not  moved  or  that  the  port  lead- 
ing to  the  application  cylinder  is  ob- 
structed or  that  the  flow  of  air  from  the 
main  reservoir  to  the  distributing  valve 
is  obstructed. 

The  latter  is  the  least  likely  to  occur, 
and  in  order  to  determine  whether  the 
application  valve  and  piston  have  stuck 
in  the  bushing  it  is  necessary  to  remove 
the  cylinder  cover,  and  if  the  passage 
leading  to  the  application  cylinder  is  open, 
air  will  escape  from  the  port  h,  when  the 
independent  brake  valve  is  placed  in  ap- 
plication position.  In  the  number  five 
distributing  valve  it  was  possible  to  get 
the  appHcation  valve  in  wrong,  that  is, 
wrong  end  to  on  the  piston,  so  that  the 
port  through  which  main  reservoir  pres- 
sure enters  the  brake  cylinders  could  not 
be  opened,  this  has  been  corrected  in  the 
No.  6  valve. 

If  the  independent  brake  will  apply  and 
the  automatic  brake  will  not.  it  indicates 
that  the  application  valve  and  piston  are 
not  at  fault  and  that  reservoir  pressure 
can  enter  the  brake  cylinders,  if  the  black 
hands  on  both  gauges  fall  during  the  re- 
duction it  shows  that  the  stop  cock  under 


the  brake  valve  is  open  and  that  brake 
pipe  pressure  is  being  reduced,  and  after 
knowing  that  the  pressure  chamber  is 
charged,  which  can  be  ascertained  by 
means  of  the  drain  plug  in  the  chamber, 
it  is  safe  to  conclude  that  the  equalizing 
portion  of  the  distributing  valve  is  at 
fault,  the  valve  may  be  "stuck,"  or  due  to 
the  small  volume  of  pressure  on  the  pres- 
sure chamber  side  of  the  piston,  a  leaky 
packing  ring  could  prevent  the  operation 
of  the  automatic  brake.  If  it  was  found 
that  the  pressure  chamber  could  not  be 
charged  it  would  be  due  to  a  stopped  up 


tests  to  locate  them  have  been  referred  to 
in  the  pa:st. 

If  the  brake  will  apply  in  service,  emer- 
gency, and  quick  application  positions,  but 
will  not  apply  in  slow  application  position, 
it  indicates  a  stopped  up  slow  application 
port  in  the  independent  brake  valve. 

.  If  the  brake  can  be  applied  in  slow  ap- 
plication, quick  application  and  emergency 
positions,  but  cannot  be  applied  in  service 
position,  it  indicates  equalizing  valve  pack- 
ing ring  leakage  or  possibly  a  stopped  up 
service  port  in  the  equalizing  slide  valve ; 
in  the  latter  case  the  brake  would  apply 
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feed  groove  or  a  bad  leak  from  the  pres- 
sure chamber  to  the  atmosphere. 

If  the  brake  will  not  apply  with  the  in- 
dependent brake  valve  handle  in  slow  ap- 
plication position  or  with  an  automatic 
service  application,  but  will  apply  with 
the  emergency  or  with  the  independent 
valve  handle  in  quick  application  position, 
it  indicates  leakage  past  the  application 
piston  of  the  distributing  valve,  assum- 
ing that  the  application  cylinder  pipe,  re- 
lease pipe,  and  distriliuting  valve  gaskets 
are  free  from  leakage. 

The  effects  of  leaks  in  those  pipes  and 


after  sufficient  difference  in  pressure  was 
created  to  move  the  valve  to  quick  action 
position,  the  entire  observation  is  based 
upon  the  assumption  that  all  other  parts 
except  those  mentioned  are  in  good  con- 
dition and  free  from  leakage. 

If  the  brake  applies  when  both  brake 
valves  are  in  their  running  positions,  it 
indicates  that  the  distributing  valve  is  in 
good  condition,  but  that  brake  pipe  leak- 
age, together  with  failure  to  properly  sup- 
ply it.  presumably  due  to  a  defective  feed 
valve,  has  resulted  in  an  application  of 
the  brake;  when  this  happens  after  a  re- 
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lease  of  train  brakes  it  means  an  over- 
charge of  brake  pipe  pressure  on  the  head 
end  of  the  train  and  the  consequent  reap- 
pHcation ;  the  same  thing  is  encountered 
with  the  G6  or  Ai  type  of  brake,  and  the 
same  remedy  or  method  of  release  must 


QUICK   ACTION"    CAP   FOR   DISTRIBUTING 
VALVE. 

be  resorted  to.  If  the  brake  is  applied  and 
cannot  be  released  with  the  automatic 
brake  valve,  it  indicates  that  brake  pipe 
and  pressure  cylinder  have  equalized,  due 
to  a  leaky  equalizing  valve  packing  ring ; 
if  the  brake  cannot  be  released  with  either 
brake  valve,  it  means  that  the  application 
piston  has  "stuck"  or  is  broken,  leaving 
the  e.xhaust  valve  on  lap  position. 

Leakage  past  the  application  piston 
packing  leather  and  ring  can  be  detected 
by  holding  a  torch  to  the  distributing 
valve  exhaust  port;  if  there  is  a  leak 
there  when  the  independent  brake  valve 
handle  is  placed  in  slow  application  posi- 
tion, and  the  brake  does  not  apply,  the 
leakage  must  be  past  the  packing  leather 
and  ring.  It  is  understood,  of  course, 
that  the  leak  ceases  as  the  handle  of  the 
brake  valve  is  returned  to  running  or  lap 
position. 

A  blow  at  the  distributing  valve  ex- 
haust port  when  both  brake  valves  are  in 
running  position  is  from  the  application 
valve  or  from  the  slide  valve  in  the  quick 
action  cap,  to  determine  which  is  at  fault, 
close  the  stop  cock  in  the  distributing 
valve  supply  pipe,  and  if  the  application 
valve  is  leaking  the  pressure  surrounding 
the  valve  will  escape  in  a  few  seconds 
time,  and  the  blow  will  stop,  while  if  the 
slide  valve  in  the  quick  action  cap  is  at 
fault,  the  blow  will  continue.  Before  de- 
ciding that  the  slide  valve  in  the  quick 
action  cap  is  at  fault,  it  is  best  to  close 
the  stop  cock  under  the  brake  valve  and 


by  means  of  an  angle  cock  exhaust  all 
the  brake  pipe  pressure,  then  with  the 
independent  brake  valve  release  the  brake 
and  note  whether  the  blow  at  the  exhaust 
port  stops;  if  it  does,  the  slide  valve  of 
the  quick  action  cap  is  at  fault ;  if  it  does 
not  stop,  it  indicates  that  both  the  appli- 
cation valve  and  the  stop  cock  in  the  sup- 
ply pipe  are  leaking. 

Leakage  across  the  seat  of  the  cylinder 
check  valve  in  the  quick  action  cap  will 
have  no  noticeable  effect  until  such  time 
as  pressure  chamber,  application  cylinder 
and  brake  cylinder  pressures  are  some- 
what higher  than  brake  pipe  pressure,  then 
with  the  equahzing  valve  at  full  stroke 
brake  cylinder  pressure  can  leak  past  the 
defective  valve  into  the  brake  pipe.  To 
test  for  this  leakage,  under  a  70  lb.  brake 
pipe  pressure,  reduce  brake  pipe  pressure 
to  35  or  40  lbs. ;  if  the  brake  valve  equal- 
izing piston  operates  perfectly  at  all  other 
times  but  is  unseated  at  this  time  and  a 
continuous  exhaust  of  brake  pipe  pressure 
occurs,  it  indicates  that  the  check  valve 
is  leaking,  the  leakage  being  from  the 
brake  cylinder  and  being  supplied  from 
the  main  reservoir.  Under  ordinary  serv- 
ice reductions,  this  leakage  will  have  no 
effect  upon  brake  cylinder  pressure,  as 
the  slide  valve  in  the  quick  action  cap  will 
prevent  any  intermingling  of  brake  pipe 
and  brake  cylinder  pressures,  and  there  is 
no  loss  of  brake  cylinder  pressure  in 
either  case,  and  this  should  not  be  con- 
founded with  any  test  to  determine  the 
amount  of  brake  cylinder  leakage.  Brake 
cylinder  leakage  is  ascertained  by  noting 
the  difference  in  the  number  of  strokes  of 
the  compressor  when'  the  brakes  are  ap- 
plied and  when  they  are  released ;  brake 
cylinder  leakage  is  accurately  shown  in 
pounds  per  minute  by  the  red  hand  on  the 
small  air  gauge  when  the  independent 
brake  is  applied  and  the  stop  cock  in  the 
distributing  valve  supply  pipe  is  closed. 
.■\n  application  of  the  independent  brake, 
accompanied  by  a  falling  of  both  main 
reservoir  and-  brake  pipe  pressures  and 
followed  by  a  rebuilding  of  pressures  a 
few  seconds  later,  indicates  an  obstruction 
in  the  reservoir  pipe  between  the  reservoir 
and  the  branch  pipes  to  the  distributing 
valve  and  brake  valves.  The  flow  may  be 
obstructed  by  a  partially  closed  reservoir 
cut-out  cock. 

A  blow  at  the  distributing  valve  exhaust 
port,  when  the  brake  is  applied  indicates 
exhaust  valve  leakage,  although  leakage 
past  the  application  valve  might  build 
brake  cylinder  pressure  up  higher  than 
the  pressure  in  the  application  cylinder 
and  cause  the  piston  to  move  and  draw 
the  exhaust  valve  to  a  position  in  which 
the  exhaust  valve  would  be  partially 
opened  in  order  to  discharge  to  the  at- 
mosphere the  accumulating  brake  cylinder 
pressure. 

The  application  valve  being  worn  un- 
evenly might  leak  when  in  application  po- 
sition, yet  not  leak  when  in  release  posi- 


tion, and  if  such  were  the  case  it  might 
complicate  matters  somewhat  during  a 
test,  a  valve  in  this  condition  can  be  de- 
tected by  creating  some  brake  cylinder 
leakage,  and  if  the  leak  at  the  exhaust 
port  stops  where  the  brake  cylinder  leak- 
age exists  and  begins  again  as  soon  as 
the  leak  is  tightened,  it  indicates  that  the 
application  valve  is  worn  in  the  manner 
described,  but  if  the  blow  at  the  exhaust 
port  continues  at  all  times  the  brake  is  ap- 
plied, the  exhaust  valve  is  leaking.  If  the 
proper  brake  cylinder  pressure  cannot  be 
obtained  upon  ordinary  service  reductions, 
that  is  about  2}4  lbs.  for  every  pound  of 
brake  pipe  reduction,  it  is  usually  and  in 
nearly  all  cases  due  to  a  leak  past  the 
valve  seat  of  the  safety  valve,  although 
it  could  be  due  to  a  distributing  valve 
reservoir  full  of  water  or  a  dirty,  gummy 
condition  of  the   equalizing  valve. 

The  leak  at  the  safety  valve  cannot  oc- 
cur while  the  equalizing  valve  is  in  serv- 
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ice  lap  position,  tlie  position  that  is  as- 
sumed immediately  following  a  light 
brake  pipe  reduction,  as  the  graduating 
valve  at  this  time  cuts  off  communication 
between  the  appHcation  chamber  and  the 
safety  valve.     The  leak  can  be  discovered 
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when  the  automatic  brake  is  released  and 
the  independent  brake  is  applied. 

Ordinarily,  this  safety  valve  should 
maintain  brake  cylinder  pressure,  or  rather 
application  cylinder  pressure  at  68  lbs., 
and  at  75  lbs.,  when  the  brake  valve  is  in 
emergency  position,  the  difference  being 
due  to  a  flow  of  air  through  the  "blow 
down  timing  port"  of  the  brake  valve. 
The  cap  nut  regulates  the  lift  of  the 
valve  and  must  be  screwed  down  properly, 
the  pop  action  is  regulated  by  the  fit  of 
the  valve  piston  and  by  the  size  of  the 
ports  through  the  spring  chamber.  If  the 
safety  valve  is  set  and  opens  at  68  lbs. 
and  allows  the  application  cylinder  pres- 
sure to  reduce  somewhat  below  this  figure 
before  closing  it,  it  indicates  that  the  pop 
action  or  movement  is  too  slow. 

An  accumulating  air  pressure  in  the 
spring  box  or  spring  chamber  assists  the 
spring  and  stem  to  again  seat  the  valve 
piston,  and  the  pop  action  depends  upon 
the  regulation  of  this  pressure,  therefore 
in  the  above  case  it  is  evident  that  the 
proper  amount  of  pressure  was  not  main- 
tained in  the  spring  chamber,  due  to  air 
escaping  too  rapidly  through  enlarged 
ports  or  holes  in  the  spring  chamber  or 
that  air  could  not  enter  the  chamber  fast 
enough  to  insure  the  pop  action. 

The  latter  would  be  due  to  too  neat  a 
fit  of  the  piston  valve,  which  could  be 
made  so  by  an  accumulation  of  dirt  and 
oil. 

If  the  valve  opens  or  pops  at  68  lbs. 
and  then  allows  application  cylinder  pres- 
sure to  increase  to  a  figure  somewhat 
above  68  lbs.,  it  shows  that  pressure  is 
accumulating  too  rapidly  in  the  spring 
chamber,  either  because  the  ports  or 
drilled  holes  leading  from  there  to  the 
atmosphere  are  partly  closed  with  dirt  or 
paint,  or  that  air  can  enter  the  spring 
chamber  too  rapidly  past  a  loose  fitting 
valve  piston.  The  effect  is  but  natural,  as 
the  pressure  accumulates  too  rapidly,  and 
with  the  assistance  of  the  spring,  forces 
the  valve  to  its  seat  before  application 
cylinder  pressure  has  reduced  the  proper 
amount,  and  it  reflects  no  credit  upon  the 
quick  repair  artist  if  he  enlarges  the  ports 
to  offset  tlic  loose  fitting  piston  instead 
of  fitting  a  new  piston  in  the  bushing. 

Such  methods  often  give  temporary  re- 
lief, but  eventually  ruin  all  the  apparatus; 
in  the  safety  valve  the  size  of  the  ports 
and  the  fit  of  the  piston  valve  must  be 
accurate  if  correct  operation  is  desired, 
cleaning  out  the  strainer  and  blowing  out 
the  passage  into  which  the  safety  valve  is 
screwed  will  result  in  less  safety  valve 
leakage,  as  it  is  in  nearly  all  cases  caused 
by  a  small  quantity  of  dirt  collecting  on 
the  valve  seat.  The  object  of  the  quick 
action  cap  of  the  distributing  valve  is  to 
make  a  brake  pipe  opening  to  th*"  brake 
cylinders  during  emergency  applications, 
so  that  in  double-heading  there  will  be  no 
difficulty  in  securing  a  brake  pipe  reduc- 
tion  that   is    rapid    enough    to    throw    flir 


triple  valves  in  the  train  into  quick  action, 
therefore  it  follows  that  if  the  equalizing 
valve  is  neglected  until  it  becomes 
'"sticky"  enough  to  jump  against  the  grad- 
uating spring  with  sufticient  force  to  com- 
press it,  or  if  the  spring  is  never  examined 
until  corrosion  practically  eats  it  up,  quick 
action  is  liable  to  occur  during  a  service 
reduction,  occasional  cleaning  and  exami- 
nation will,  however,  overcome  and  avoid 
any  tendency  toward  undesired  quick  ac- 
tion coming  from  the  distributing  valve. 
Lack  of  attention  might  also  result  in  the 
quick  action  valve  sticking  open  at  some 
time  after  an  emergency  application,  when 
it  does,   it  allows  brake  pipe   pressure  to 


pipe  air  past  the  open  valve  must  be 
stopped,  and  if  there  is  no  stop  cock  in 
the  pipe  and  the  valve  cannot  be  seated 
by  tapping  the  valve  cap  with  a  hammer 
or  wrench,  the  pipe  must  be  disconnected 
and  plugged  or  a  blind  gasket  must  be  in- 
serted in  the  union  connection. 

A  matter  of  this  kind  is  in  itself  of 
sufficient  importance  to  impress  upon  the 
mind  of  anyone  the  necessity  for  knowing 
the  kind  of  an  equipment  that  is  being 
used  on  the  locomotive  and  what  can  be 
done  with  it  in  a  case  of  emergency. 

The  equipment  may  be  looked  after 
ever  so  carefully,  yet  the  engine  may  get 
off  the  track  or  strike  something  and  dam- 
age the  equipment,  and,  furthermore,  the 
emergency  case  is  always  unexpected. 
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flow  toward  the  brake  cylinders,  and  as 
the  locomotive  brake  starts  to  release  the 
brake  pipe  will  be  open  to  the  atmosphere 
through  the  exhaust  port  of  the  distribu- 
ting valve,  and  the  brakes  will  reapply. 

For  this  reason  there  should  be  a  stop 
cock  located  in  the  brake  pipe  braiicli 
to  the  distributing  valve  when  the  quick 
action  cap  is  used,  and  in  a  case  of  this 
kind  it  can  he  used  to  cut  off  brake  pipe 
pressure,  and  the  engineer  could  still  use 
the  independent  brake  in  conjunction  with 
the  train  brakes. 

This  is  one  case  where  cutting  out  the 
distributing  valve  by  means  of  the  stop 
cock  in  the  supply  pipe  will  not  help  the 
matter  in  the  least,  as  the  flow  of  brake 


Conserve  the  Timber  Supply. 

The  Forest  Service  of  the  United 
States  Department  of  Agriculture  has 
issued  a  circular  to  railroad  companies, 
urging  them  to  practice  forest  conserva- 
tion and  better  timber  utilization.  The 
most  important  section  of  the  circular 
reads : 

"Each  railroad  has  its  own  especial 
timber  problems  which  must  be  worked 
out  to  meet  the  given  conditions.  At  the 
same  time  there  are  certain  lines  of  gen- 
eral policy  which  can  be  profitably 
adopted  by  many  roads.     They  are : 

"I.  The  use  of  chemically  treated  ties 
wherever  possible.  2.  The  use  of  so- 
called  inferior  woods,  as,  for  example, 
black  gum  and  loblolly  pine,  for  ties, 
which  will  reduce  the  drain  on  white  oak, 
and  which  is  entirely  practicable  if  the 
ties  are  treated.  3.  The  purchase  and 
management  of  land  bearing  mature  tim- 
ber which  can  be  used  immediately,  and 
of  second-growth  timber  which  will 
meet  the  needs  of  the  future.  Such 
lands,  if  properly  managed,  will  insure  a 
perpetual  supply  of  ties  and  lumber  at 
the  cost  of  production.  4.  The  planting 
of  trees  upon  non-agricultural  land  owned 
by  the  company,  which  does  not  now  con- 
tain sufficient  young  growth  to  produce 
a  timber  crop.  S.  Co-operation  with  the 
other  roads  in  the  adoption  of  standard 
specifications  for  ties  and  timber  and 
for  the  treatment  of  them.  Co-operation 
with  timberland  owners  and  the  States 
in  tire  prevention,  and  in  bringing  about 
conditions  which  will  make  the  practice 
of  forestry  profitable." 


Several  of  the  leading  railway  compa- 
nies in  Great  Britain  are  solicitous  for 
amalgamation  in  order  to  reduce  compe- 
tition and  to  minimize  the  expenses  of 
operating.  The  British  Board  of  Trade 
gave  advice  to  Parliament  on  such  mat- 
ters and  the  majority  of  its  members 
favored  granting  the  application  of  the 
railway  companies,  but  a  recommendation 
has  been  made  for  the  supply  of  more  in- 
formation by  the  companies  itcrcsted. 
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Electrical  Department 


Alternating    Current    Voltage    Control. 

Wm.  B.  Kouwen hover 
Power  is  usually  applied  to  an  electric 
kcomotive  or  motor  car  in  a  series  of 
steps  by  which  the  power  is  gradually  in- 
creased. This  corresponds  to  the  gradual 
opening  of  the  throttle  on  a  steam  loco- 
motive. The  horse  power  exerted  by  the 
motor  in  starting  the  train  equals  the 
product  of  the  current  in  amperes  and 
the    pressure    in    volts    multiplied    by    the 
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OPER.^TION    OF    PREVENTIVE    COILS. 

efficiency  of  the  motor.  The  liorse  power 
developed  by  the  motor  can  also  be  easily 
calculated  if  the  torque  in  pound-feet  and 
revolutions  per  minute,  or  speed,  are 
known.  It  is  a  curious  fact  that  the 
torque  of  an  electric  motor  does  not  de- 
pend upon  the  electric  power  supplied  to 
it,  but  only  upon  the  current  in  amperes 
that  is  supplied  to  its  armature,  while  the 
speed,  or  the  revolutions  per  minute,  de- 
pends entirely  upon  the  voltage  impressed 
across  its  armature  terminals. 

The  effort  is  made  by  all  automatic 
control  systems  in  starting  electric  trains 
or  locomotives  to  keep  the  current  prac- 
tically constant,  thereby  producing  a 
steady  torque  which  gives  the  smoothest 
acceleration.  The  voltage  is  what  is  in- 
creased step  by  step  during  starting,  not 
the  current  as  is  most  conmionly  sup- 
posed. The  increased  voltage  multiplied 
by  the  constant  current  gives  the  in- 
crease in  power,  and  as  the  voltage  is  in- 
creased the  train  gains  in  speed. 

Both  direct  current  and  alternating 
current  system  of  motor  control  make  the 
attempt  to  maintain  a  constant  current 
during  acceleration.  The  reader  is  referred 
to  pages  21  and  22  and  pages  16.3  and  164 
of  the  1908  volume  of  R.mlw.w  .^nd  Lo- 
comotive Engineering  for  description  of 
two  typical  direct  current  control  systems 
for  the  operation  of  railway  motors.  In 
these  direct  current  systems  the  current 
is  collected  from  a  third  rail  or  trolley 
and  before  reaching  the  motors  it  is 
passed  through  a  series  of  resistances 
called  grids.  These  grids,  because  of  the 
resistance     or     friction     offered     to     the 


passage  of  the  electric  current,  consume 
a  portion  of  the  power.  The  amperes 
or  volumes  of  current  are  not  used  up  in 
these  grids,  but  only  a  portion  of  the 
voltage  or  pressure  that  drives  the  cur- 
rent. The  remaining  portion  serves  to 
turn  the  motors  at  a  slow  speed.  .•\s  the 
train  gradually  gains  in  speed,  one  of  the 
series  of  resistance  grids  is  cut  out  of 
circuit  and  the  voltage  that  was  formerly 
lost  in  that  grid  now  serves  to  increase 
the  speed  of  the  motors.  The  grids  are 
successively  cut  out  of  circuit  until  the 
full  line  voltage  is  impressed  across  the 
terminals  of  the  motors  and  the  train  is 
running  at  speed.  Just  as  much  current 
as  is  taken  from  the  third  rail  is  de- 
livered to  the  track ;  none  of  it  is  de- 
stroyed ;  but  the  voltage  is  used  up  in 
driving  the  current  through  the  resist- 
ances and  the  motor. 

This  state  of  affairs  might  well  be  com- 
pared to  a  steam  pump  which  delivers 
water  to  a  water  wheel  at  a  consider- 
able distance.  The  same  volume  of 
water  that  enters  the  pipe  at  the  pump 
end  must  leave  it  at  the  water  wheel,  pro- 
vided there  are  no  leaks.  The  pressure 
at  the  water  wheel,  however,  is  less  than 
the  pressure  at  the  pump  because  of  the 
friction  of  the  water  in  passing  through 
the  pipe.  None  of  the  water  is  lost  in  the 
pipe,  only  some  of  the  pressure  that  drives 
it  is  thus  transformed.  In  the  same  way 
none  of  the  electric  current  is  lost  in  the 
grid,  but  a  part  of  the  pressure  that 
drives  it  is  transformed  into  heat. 

This  loss  of  a  portion  of  the  voltage 
during  acceleration  results  in  a  corre- 
sponding loss  of  power.  If  the  stations  are 
close  together  on  a  road  and  the  stops 
frequent,  then  a  considerable  portion  of 
the  total  energy  used  by  the  motor  train 
is  lost,  because  of  the  frequent  recurring 
periods  of  acceleration.  The  reason  that 
direct-current  roads  tolerate  this  waste 
of  electric  power  is  that  there  is  no 
simple  and  economical  method  of  vary- 
ing llic  voltage  of  a  direct  currect  sys- 
tem. Voltage  changers,  or  direct  current 
transformers  as  they  might  be  called,  are 
expensive,  bulky,  and  as  they  are  rotating 
machines  they  require  considerable  at- 
tention and  care. 

When  it  comes  to  the  use  of  alternat- 
ing current  as  the  motive  power  of  a 
railroad,  the  case  is  very  different  be- 
cause the  voltage  of  an  alternating  cur- 
lent  circuit  can  be  easily  and  economically 
changed.  It  is  possible  with  alternating 
current  to  reduce  the  voltage  at  start- 
ing by  means  of  transformers  and  to 
pradually  increase  it  step  by  step  until 
full  line  voltage  is  applied  to  the  motors 


without  the  use  of  resistance  grids.  Alter- 
nating current  transformers  are  simple  in 
construction  and  possess  no  moving  parts. 
T  hey  are  compact,  and  are  of  the  highest 
efficiency.  With  alternating  current  applied 
to  the  driving  of  electric  locomotives,  it  h 
possible  to  omit  the  wasteful  grid  re- 
sistances and  to  obtain  a  smooth  and 
economical  acceleration  without  their  use. 
The  New  York,  New  Haven  &  Hartford 
Railroad  is  the  only  trunk  line  that  is 
using  alternating  current  for  train  propul- 
sion at  present.  The  reader  is  referred 
to  our  May  1909  issue  for  a  description 
of  the  equipment  of  this  road,  but  in  this 
account  the  control  system  is  but  briefly 
mentioned. 

The  New  Haven  electric  locomotives 
are  equipped  with  four  motors  of  250 
horse  power  each.  These  motors  are  of 
the  gearless  type  and  are  mounted  direct- 
ly on  the  axles.  The  motors  are  connected 
permanently  together  in  pairs  and  each 
pair  is  operated  as  a  separate  motor  unit, 
being  provided  with  its  own  individual 
control  equipment.  These  locomotives 
operate  on  either  direct  or  alternating 
current,  because  they  use  a  portion  of  the 
New  York  Central's  tracks  upon  which 
a  direct  current  system  is  employed.  Their 
direct  current  control  and  its  operation  is 
similar  to  any  other  direct  current  control 
to  which  references  have  already  been 
made,  and  it  need  not  be  described  here. 


^'1 

^   C 


FIG.     I.      .\I.TERN.\TING    CURRENT    CON- 
TROL   CIRCUIT. 

We  will  now  consider  the  alternating  cur- 
rent system  of  control. 

.^n  entirely  separate  and  independent 
control  equipment  is  provided  for  each 
motor.  This  equipment  for  the  alter- 
nating current  control  consists  of  one  step- 
down  auto-transformer  for  reducing  the 
voltage,  eleven  unit  switches  for  making 
the  connections,  and  three  preventive  coils 
whose  function  will  be  discussed  later. 
No  resistance  gri<Is  are  used  for  the  alter- 
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nating  current  control.  The  unit  switches, 
transformers  and  other  control  apparatus 
are  conveniently  located  in  the  cab  of  the 
locomotive  in  groups.  The  group  on 
one  side  belongs  to  one  motor  and  that 
on  the  other  side  to  the  other  motor.  The 
use  of  two  completely  independent  con- 
trol equipments  helps  to  distribute  the 
weight,  and  greatly  increases  the  reliabil- 
ity of  service.  The  unit  switches  are  op- 
erated by  compressed  air  at  80  lbs.  pres- 
sure, the  air  valves  being  controlled  by  a 
20-volt  storage  battery. 

Two  pantagraph  trolleys  collect  the 
alternating  current  at  a  potential  of 
11,000  volts  from  the  trolley  wire  and 
feed  it  to  one  terminal  of  the  primary  of 
the  auto-transformer.  The  other  primary 
terminal  is  grounded  and  the  track  serves 
as  the  return  circuit  for  the  current  to 
the  power  house.  The  secondary  of  the 
transformer  is  provided  with  nine  taps 
placed  at  regular  intervals.  From  this 
feature  it  derives  its  name,  auto-trans- 
former. 

The  voltage  ratio  of  a  transformer 
varies  as  the  ratio  of  the  number  of  prim- 
ary turns  to  the  number  of  secondary 
turns,  as  was  explained  on  pages  26  and 
27  of  the  January,  igog.  issue  of  this 
magazine  in  an  article  on  the  Operation 
and  Construction  of  Transformers. 

As  the  motors  are  entirely  separate,  we 
may  consider  the  operation  of  one  be- 
cause there  are  no  series  or  parallel  con- 
nection between  the  two  motors  as  in  the 
case  of  direct  current  control  systems. 
There  are  six  notches  or  positions  for  the 
operating  handle  in  the  alternating  current 
control  and  every  one  of  them  is  a  run- 
ning position,  as  compared  with  the  two 
running  positions  which  the  ordinary  di- 
rect current  control  system  can  offer. 

On  the  first  notch  one  motor  terminal 
is  connected  to  one  end  of  the  secondary 
winding  of  the  auto-transformer,  and 
the  other  terminal  is  connected  to  tap 
No.  I  on  the  transformer  through 
the  preventive  coils  (see  Fig.  i).  There 
are  three  preventive  coils  or  small  trans- 
formers as  they  really  are,  and  for 
the  purpose  of  explanation  we  will  call 
them  a,  b  and  c.  As  was  stated,  the 
other  motor  unit  terminal  does  not  con- 
nect directly  to  tap  No.  i  but  through  the 
preventive  coils  in  the  following  manner: 
The  terminals  of  coil  o  are  connected 
to  taps  Nos.  I  and  3  of  the  auto-trans- 
former, and  coil  b  to  taps  Nos.  2  and  4. 
The  terminals  of  coil  c  are  connected  to 
the  centers  of  the  windings  of  coils  a  and 
b.  and  the  motor  terminal  is  connected  to 
central  point  of  coil  c,  thus  completing  the 
circuit,  as  is  shown  in  Fig.  I.  On 
this  notch  the  smallest  number  of  sec- 
oiiaary  turns  are  in  use  and  the  step-down 
ratio  of  the  transformer  is  large,  provid- 
ing a  strong  current  at  a  low  voltage  for 
starting  the  locomotive.  In  Fig.  i  the  few 
turns  of  the  secondary  winding  of  the 
auto-transformer  are  represented  by  the 
three  or  four  loops  shown  below  the  tap 


marked  No.  i.  On  the  second  notch  one 
terminal  of  coil  o  is  shifted  from  tap 
No.  I  to  tap  No.  5,  connecting  coil  o  to 
taps  No.  3  and  5.  The  other  connections 
remain  as  before.  This  second  notch  in- 
creases the  number  of  secondary  turns 
and  provides  the  increase  in  voltage 
needed  for  further  acceleration,  the  cur- 
rent remaining  about  the  same.  On  the 
third  notch  the  connection  of  coil  b  to  tap 
No.  2  is  broken  and  this  terminal  is  con- 
nected to  tap  No.  6,  no  other  connections 
being  shifted. 

This  is  continued  through  notches  four 
and  five  until  the  sixth  and  last  notch  is 
reached.  On  this  notch  the  full  450  volts 
is  applied  to  the  motors,  and  full  speed 
is  rapidly  attained.  It  can  readily  be  seen 
that  through  the  use  of  these  preventive 
coils  that  at  no  time  during  acceleration 
is  the  motor  circuit  opened  or  is  there 
any  portion  of  the  transformer  winding 
short-circuited.  Each  one  of  the  six  points 
on  the  control  is  a  running  position  be- 
cause at  no  time  is  there  any  resistance 
in  series  with  the  motors  in  which  energy 
would  be  lost.  Thus  it  is  clear  that  the 
alternating    current     system    for    electric 
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IMAGINARY  ILLUSTRATION  OF  A.C.  AND 
D.C.  CONTROL. 

roads  offers  a  control  that  is  very  econom- 
ical of  power  and  simple  in  its  operation. 

The  direct  and  alternating  current  sys- 
tems of  control  may  be  compared  to  a 
system  of  control  that  could  be  applied 
to  a  water  wheel.  Suppose  a  tank  60  ft. 
high,  provided  with  a  pipe  feeding  the 
water  wheel  and  that  this  pipe  had  a 
throttle  valve  in  it  which  opened  step'  by 
step  like  the  notches  in  a  locomotive 
lever.  If  we  start  the  wheel  by  letting 
water  in  through  a  very  small  opening  and 
continue  increasing  the  flow  notcli  by 
notch  we  have  a  system  of  control  that 
can  be  compared  to  the  ordinary  direct 
current  control  system.  In  this  illustra- 
tion we  have  nothing  analagous  to  the 
resistance  grids  which  are  all  cut  in  at 
the  start  and  successively  cut  out. 

Sutjpose  that  instead  of  using  the 
throttle,  we  had  a  tank  tapped  with  pipes 
every  ten  feet  of  vertical  height.  Now 
suppose  we  first  feed  the  water  wheel 
from  the  pipe  that  taps  the  tank  10  ft. 
from  the  top,  and  then  shift  to  the  next 
lower  tap  without  shutting  off  the  water 
and  continue  until  the  wheel  is  connected 
to  the  tap  at  the  bottom  of  the  pipe.  If 
we  use  this  method  of  starting  the  wheel 
we  have  a  system  that  is   similar  to  the 


alternating  current  system  described 
above.  It  is  in  fact  varying  what  the 
hydraulic  engineer  calls  the  "head."  With 
alternating  currein  it  is  called  the  system 
of  voltage  control.  The  illustration  does 
not  represent  an  exactly  equivalent  case; 
the  water  wheel  should  first  be  driven 
with  lo-ft.  head,  then  20-ft.,  and  so  on. 
A  rough  idea  of  the  principle  of  voltage 
control  may  be  had  by  an  intelligent  ref- 
erence to  the  figure.  It  must  be  remem- 
bered that  a  more  correct  illustration 
would  have  to  show  a  series  of  tanks,  the 
first  10  feet  high,  the  second  20  feet  and 
so  on,  all  connected  so  that  the  water 
wheel  would  be  driven  by  these  various 
heads  according  as  the  valve  of  each  was 
opened. 

When  starting  the  water  wheel  or  mo- 
tor only  a  low  head  or  voltage  is  used, 
and  this  is  gradually  increased  as  the 
wlieel  or  motor  gains  speed.  Each  in- 
crease in  head  or  voltage  supplies  more 
power  and  means  a  gain  in  speed. 

'1  he  connection  for  both  motor  units  are 
made  simultaneously  by  their  respective 
groups  of  unit  switches.  The  engineer  in 
the  locomotive  cab  controls  the  unit 
switches  through  a  master  controller.  This 
master  controller  is  provided  with  a  re- 
\ersing  handle  and  an  operating  handle. 
The  operating  lever  is  fitted  with  notches 
and  is  similar  to  the  ordinary  locomotive 
throttle  lever. 


Wisdom  from  Burdette. 

Robert  Burdette,  who  is  now  The  Rev- 
erend, came  first  into  popularity  through 
the  funny  sketches  he  wrote  for  the  Bur- 
lington Hazvkcye,  many  of  them  relating 
to  railway  matters.  Mr.  Burdette,  while 
celebrated  as  a  humorous  writer,  preached 
many  serious  sermons  as  advice  to  his 
son.     For  instance: 

"Don't  be  afraid  of  killing  yourself  with 
overwork,  my  son.  Men  seldom  work 
so  hard  as  that  on  the  sunny  side  of  thir- 
ty. They  die  sometimes,  but  it  is  be- 
cause they  quit  work  at  6  p.  m.  and  don't 
go  home  till  2  a.  m.  It's  the  intervals 
that  kill,  my  son.  The  work  gives  you 
an  appetite  for  your  meals ;  it  lends  solid- 
ity to  your  slumbers ;  it  gives  you  a  per- 
fect and  grateful  appreciation  of  a  holi- 
day. There  are  young  men  who  do  not 
work,  my  son — young  men  who  make  a 
living  by  sucking  the  end  of  a  cane,  and 
who  can  tie  a  necktie  in  eleven  different 
knots,  and  never  lay  a  wrinkle  in  it ;  who 
can  spend  more  money  in  a  day  than  you 
can  earn  in  a  month,  son ;  and  who  will 
go  to  the  sheriff  to  buy  a  postal  card,  and 
apply  to  the  office  of  the  street  commis- 
sioner for  a  marriage  license.  So  find 
out  what  you  want  to  be  and  to  do,  son, 
and  take  off  your  coat  and  make  success 
in  the  world.  The  busier  you  are  the 
less  evil  you  are  likely  to  get  into,  the 
sweeter  will  be  your  sleep,  the  brighter 
and  happier  your  holiday,  and  the  better 
satisfied  will  the  world  be  with  vou." 
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Minneapolis  and  St.  Louis  Engines. 

The  Baldwin  Locomotive  Works  have 
recently  completed  14  locomotives  for  the 
Minneapolis  and  St.  Louis  Railroad. 
Four  of  these  engines  are  of  the  ten- 
wheel  type  for  passenger  service ;  seven  are 
of  the  consolidation  type  for  freight 
service,  while  the  remaining  three  are 
mogul  switchers.  We  may  mention  that 
twelve  consolidation  type  locomotives 
similar  in  all  respects  to  the  Minneapolis 
and  St.  Louis  engines,  have  also  been 
constructed  for  the  Iowa  Central  Railway. 

THE    4-6-0    TYPE. 

The  ten-wheel  locomotives  e.xert  a 
tractive  force  of  28,660  lbs.,  and  while 
their  boiler  capacity  is  not  as  great  as 
could  be  provided  in  a  pacific  type  loco- 
comotive  with  the  same  weight  on  driving 
wheels,  they  are,  however,  admirably 
adapted  to  the  handling  of  heavy  pas- 
senger traffic.  In  common  with  the  con- 
solidation type  engines,  these  locomotives 


MOGUL    SWITCHER    FOR    THE    M.   &    ST.    L.    RAILROAD. 


bracket,  and  is  provided,  on  the  inside, 
with  a  lug  to  which  the  valve  yoke  is 
attached.  This  is  a  simple  form  of  con- 
nection by  which  the  use  of  rockers  is 
avoided.  The  links  on  the  ten-wheelers 
are  supported  outside  the  leading  drivers, 
by  longitudinal  bearers,  and  the  reverse 
shaft  is  carried  on  a  crosstie  which  spans 
the    frames    ahead    of    the    main    drivers. 


buckle  plate  at  the  rear.  A  brick  arch 
is  used,  and  it  is  carried  on  four  water 
tubes,  3  ins.  in  diameter.  The  grate  is 
provided  with  a  drop  plate  at  the  back, 
and  the  ash-pan  is  self-dumping.  The 
tender  presents  no  unusual  features  of 
construction.  The  frame  is  built  of  13- 
inch  steel  channels,  and  the  trucks  are 
equipped     with     forged     and    rolled    steel 
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are  fitted  with  balanced  slide  valves  and 
Walschaerts  valve  gear. 

The  cylinders,  which  are  21  x  26  ins., 
are  similar  to  those  used  with  the  Ste- 
phenson gear,  and  the  steam  chest  center 
lines  are  placed  3  ins.  inside  the  cylinder 
center  lines.  The  upper  end  of  each  com- 
bining lever  is  pinned  to  a  casting  which 
slides  in  a  bracket  bolted  to  the  top  guide 
bar.  The  casting  is  rectangular  in  cross 
section,     where     it     is    supported    by    the 


The  driving  wheels  are  68  ins.  in  diam- 
eter. The  frames  are  of  cast  steel,  with 
double  front  rails  of  wrought  iron.  The 
cross-heads,  guide  bearers,  driving  wheel 
centers,  driving  boxes,  and  spring  saddles, 
are  also  of  cast  steel.  The  wheel  centers 
have  cast  iron  hub  liners. 

The  boiler  is  of  the  wide  firebox  wagon- 
top  type,  with  a  sloping  throat  and 
straight  back  head.  The  mud  ring  is  sup- 
ported  on   sliding   shoes   in    front   and    a 


CONSOLIDATION    FOR   THE   M.    &   ST.    L.    RAILROAD. 


wheels,    supplied    by    the    Standard    Steel 
Works  Company. 

THE  2-8-1O  TYPE. 

The  consolidation  type  locomotives  ex- 
ert a  tractive  force  of  37,480  lbs,,  having 
cylinders  21 X  30  ins.,  driving  wheels  60  ins. 
in  diameter  and  a  steam  pressure  of  200 
lbs.  The  engines  have  as  many  details 
as  possible  in  common  with  the  ten- 
wheelers.  A  difference,  however,  occurs 
in  the  boilers,  as  these  in  the  freight  en- 
gines are  straight  topped  with  vertical 
throat  sheets.  The  method  of  connecting 
the  combining  lever  and  valve  rod  of  the 
Walschaerts  valve  gear  is  the  same  as 
that  used  on  the  passenger  locomotives. 
On  the  consolidation  engines,  both  the 
link  and  reverse  shaft  bearings  are  sup- 
ported  by  the  guide  yoke. 

THE  2-6-0  TYPE. 

-Although  the  mogul  type  is  usually 
associated  with  road  service,  it  is  also 
well  adapted  to  switching  service,  and  the 
Minneapolis     &     St.     Louis    engines    are 
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especially  designed  for  this  class  of  work. 
The  valve  gear  is  of  the  Stephenson  shift- 
ing link  type,  and  the  boiler  is  straight 
topped  with  a  long  firebox  placed  above 
the  rear  driving  axle  and  between  the 
frames.  The  cylinders  are  2014  x  26  ins. 
The  principal  dimensions  of  these 
three  classes  of  engines  are  given  in  the 
accompanying  tables : 

4-6-0    TYPE. 

Hoilcr — Diameter^,  665^  ins.;  thickness  of  sheets. 
H  onid  :i,/i6  ins.;  working  pressure,  200 
lbs. 

Firebox — Lengthy  90  ins.:  width,  68  ins.;  depth, 
front,  66^  ins.;  depth,  back,  54  ins.;  thick- 
ness of  sheets,  sides,  5/16  ins.;  back,  5/16 
ins.;    crown,    J-g    ins.;    tube,    J4    ins. 

Water  Space — Front,  4  ins.;  sides,  j'A  ins.; 
back,    31/2    ins. 

Tubes — Material,  steel;  wire  gauge,  No.  11; 
number,  316;  diam.,  2  ins.;  length,   15H    ft. 

Heating  Surface — Firebox,  152  sq.  ft.;  tubes, 
2.473  sq.  ft.;  firebrick  tubes,  24  sq.  ft.; 
total,    2,649   sq.    ft.;    grate   area,   42. 5_  sq.    ft. 

Driving   Wheels — Diameter,   outside,   68    ins. 

Wheel  Base — Driving,  15  ft.  10  ins.;  total  en- 
gine, 26  ft.  II  ins.:  total  engine  and  tender, 
54  ft.  3ji   ins. 

Weight — On  driving  wheels,  132,900  lbs.;  on 
truck,  front,  40,950  lbs.;  total  engine,  173,- 
850  lbs.;  total  engine  and  tender,  about 
295,000    lbs. 

Tender — Tank  capacity,  6,500  gals.;  fuel  capac- 
ity,   10   tons:    service,   passenger. 

THE    2-8-0    TYPE. 

Boiler — Diameter,  66^  ins.;  thickness  of  sheets. 
^  and  21/32  ins.;  working  pressure,  200 
lbs. 

Firebox — Material,  steel;  length,  loi  15/16  ins.: 
width,  60  ins.;  depth,  front,  65  ins.;  back, 
56  ins.;  thickness  of  sheets,  sides,  5/16  ins.; 
back,  5/16  ins.:  crown,  H  ins.;  tube,  J^  ins. 

Water  Space — Front,  4  ins.;  sides,  3J^  ins.; 
back,    3j^    ins. 

Tubes — Material,  steel;  wire  gauge.  No.  11; 
number,   326;   diameter,  2  ins.;   length,    l6ft. 

Heating  Surface — Firebox,  149  sq.  ft.;  tubes, 
2,716  sq.  ft.  firebrick  tubes.  24  sq.  ft.;  to- 
tal,  2,889   sq.    ft.;    grate   area.   42.5   sq.    ft. 

Driving  Wheels — Diameter,   60   ins. 


Tubes — Material,  steel;  wire  gauge,  No.  11; 
number.    311;    diameter,    2    ins.;    length,    10 

ft.    1 1 H    ins. 

Heating  Surface — Firebox.  178  sq.  ft.;  tubes, 
1,775  pq-  ft-:  firebrick  tubes,  21  sq.  ft.; 
total    1.974  sq.   ft.;  grate  area,  24.7  sq.   ft. 

Driving  Wheels — Diameter,  outside,  51   ins. 

Wheel  Base— Driving,  11  ft  2  ins.;  total  en- 
gine, 10  ft.  4  ins.;  total  ^gine  and  tender, 
51    ft.   6%    ins. 

Weisht — On  driving  wheels,  137.000  lbs.;  on 
truck,    front.    19,800   lbs.:   total  engine,    156,- 


ideas :  One,  that  of  a  great  railway  sta- 
tion, and  the  other,  that  of  a  monumental 
gateway  or  entrance  to  a  great  metropolis. 
The  structure  is  really  a  bridge  over  the 
tracks,  with  entrances  to  the  streets  on 
its  main  axes  and  on  all  four  sides.  In 
this   respect   it   is   unique   among   railway 
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NEW  YORK   ST.VTIOX   Dl-    rEXX.'^YL\'.\\I.\ 

800    lbs.;     total    engine    and    tender,    about 
257,000    lbs. 
Tender — Tank   capacity,    5,000    gals.:    fuel   capac- 
ity.   8    tons;    service,    switching. 


R.\1LR0.\D— SEVENTH    .WE.    F.XC.ADE. 

stations,  affording  maximum  entrance  and 
exit  facilities. 

The  main  body  of  the  building  approxi- 
mates in  height  the  Bourse  of  Paris, 
reaching    76    ft.    above    the    street    level. 


P.  R.  R.  Station  and  Tunnels. 

The  New  Pennsylvania  Railroad  station  With   entrances  through  each  of  the  two 

in  New  York  covers  some  eight  acres  of  corners  on  Seventh  avenue  there  are  car- 

"^'^f  iTnlj^toTJl^engLi'^nrtendTrf'Ts   it      g™™d,     and    to     enclose    this    area,    has  Hage    drives    each   about   63    ft.    wide,   or 


necessitated  the  building  of  nearly  half  a 

Weight — On.    driving    wheels,     161,150    lbs.;     on  .  ,,  ,    ,  .       , 

truck,  front,  20,650  lbs.;  total  engine,  181,-      mile  of  exterior  walls,   and  has   required 

800    lbs.;    total    engine    and    tender,    about        .go  oqo  CU.    ft.    of   pink   granite.      The   first 

31 2.000    lbs.  ^-^  '  "^  ° 


EIGHTH   AVE.    F.^CADE,    NEW  PENNSYLVANIA    RD.   STATION    IN    NEW   YORK. 


Tender — Tank  capacity,  6,500  gals.;  fuel  ca- 
pacity,   12  tons;    service,   freight; 

THE    2-6-0    TYPE. 

Boiler — Type,  straight:  material,  steel:  diam- 
eter, 72  ins.;  thickness  of  sheets,  %  ins.; 
worlcing  pressure,    195   lbs. 

Firebox — Material,  steel:  length.  108  ins.;  width, 
33  ins.:  depth,  front,  73  ins.:  back,  70  ins.; 
thickness  of  sheets,  sides.  H  ins. ;  back,  H 
ins.:   crown,    H    ins.:    tube,    yi    ins. 

Water  Space — Front,  4  ins.;  sides,  3  ins.;  back, 
3  ins. 


Stone  of  the  masonry  work  on  the  build- 
ing was  laid  June  15,  1908. 

The  station  is  built  after  the  Roman 
Doric  style  of  architecture,  and  covers  the 
area  bounded  by  Seventh  and  Eighth  ave- 
nues and  31st  and  33rd  streets.  In  de- 
signing the  exterior  of  the  building,  the 
architects,     endeavored     to     embody     two 


the  width  of  a  New  York  street.  One  of 
the  distinctive  features  of  this  building 
is  the  waiting-room.  It  is  150  ft.  long  and 
its  width  is  108  ft.  8  ins.  The  walls  of  the 
waiting-room  above  the  main  body  of  the 
liuilding  contain  on  each  side  three  semi- 
circular windows  66  ft.  8  ins.  wide  at  the 
base.  There  is  also  a  window  of  like  size 
at  each  end  of  the  waiting-room.  The  de- 
sign of  the  interior  of  the  general  waiting- 
room,  while  fully  adapted  to  modern 
ideas,  was  suggested  by  the  great  halls 
and  basilicas  of  Rome,  such  as  the  baths 
.if  Caracalla.  Titus  and  Diocletian,  and  the 
basilica  of  Constantine,  which  are  perhaps 
the  greatest  examples  of  large  roofed-in 
areas  treated  in  a  monumental  manner. 

The  Pennsylvania  has  also  completed 
the  construction  of  the  tunnels  under 
Bergen  Hill  and  the  Hudson  River  into 
this  station.  The  Hackensack  portal  is 
6.1  miles  from  the  junction  with  the  main 
line  at  Harrison,  just  east  of  Newark, 
N.  J.  The  first  excavation  for  the  sub- 
aqueous tunnels  was  begun  May  12,  1905, 
The  north  tunnel  was  joined  on  Septem- 
ber 12,  1906.  and  the  south  tunnel  011  Oc- 
tober 9,  1906.  The  tunnels  under  Bergen 
Hill  were  connected  on  May  7,  igcS,  and 
.April  n,  1908,  respectively.  These  two 
tunnels,  ^hich  are  23  ft.  in  exterior  diam- 
eter, are  lined  w'ith  2  ft.  of  concrete,  and 
therefore  are  of   19  ft.  interior  diameter. 
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Locomotive    History   on   the   B.   &    M. 
Bv   W.    A.    Hazelboom. 

At  this  time  after  its  identity  was 
threatened  by  the  much  discussed  mer- 
ger, it  may  not  be  inopportune  to  pre- 
sent a  brief  historical  sketch  of  the 
development  of  the  locomotive  on  the 
famous  old  Boston  &  Maine  Railroad, 
the  only  survivor  of  the  eight  or  nine 
railroads  entering  Boston  in  their  own 
terminals  twenty-five  years  ago.  The 
New  York  &  New  England,  Boston  & 
Providence,  Boston  &  Albany,  Old  Col- 
ony, Eastern,  Boston  &  Lowell  and  the 
Fitchburg  have  one  by  one  succumbed 
to  the  irresistible  march  of  consolida- 
tion and  are  now  memories  only.  The 
proposed  New  Haven-Boston  &  Maine 
merger  had  been  the  all-absorbing  topic 
in  political  and  railroad  circles  in  Mass- 
achusetts for  many  months,  but  the 
consummation  of  this  highly  interest- 
ing event  has  been  postponed  to  some 
indefinite    period. 

Within  the  memory  of  many  living 
to-day,  the  Boston  &  Maine  itself  has 
grown  from  insignificance  to  the  mighty 
proportions  of  a  system  representing 
over  one  hundred  smaller  corporations, 
the  mention  of  many  of  which  would  re- 
call long  forgotten  companies  absorbed  in 
their  infancy  by  the  larger  and  more 
powerful  concern  of  which  they  were  a 
connection  or   possible   future  competitor. 

The  accompanying"  schedule  of  loco- 
motives as  of  record,  May  31st,  1856, 
may  be  properly  termed  the  nucleus  of 
the  Boston  &  Maine  motive  power,  and 
furnishes  an  interesting  and  instructive 
study  in  weights,  measurements  and 
valuations  of  that  period  of  the  road's 
existence  when  the  community  was 
suffering  from  many  of  the  inconven- 
iences attendant  upon  early  railroad 
travel.  Four-wheel  passenger  coaches 
were  however,  a  thing  of  the  past,  but 
Hinkley  &  Drury  locomotives  of  the 
2-2-0  and  2-2-2  pattern  were  in  evidence, 
and  in  fact  prominent. 

The  names  of  the  locomotives  were 
arranged  alphabetically  and  the  writer 
has  inserted  in  the  schedule  tlie  road 
numbers  which,  a  few  year  later,  were 
placed  upon  the  engines  according  to 
their  priority  in  the  service.  Those 
against  which  no  numbers  appear  were 
sold  or  otherwise  disposed  of  before 
the  custom  of  using  numbers  together 
with  the  names  was  adopted.  It  is  only 
a  comparatively  short  time  since  the 
names  were  abolished,  but  the  numbers 
have  never  been  re-arranged  and  the 
present  Boston  &  Maine  locomotives 
from  No.  i  to  No.  36  descend  by  suc- 
cession, if  I  may  so  express  it,  from 
the  pioneers  of  the  early  fifties.  When 
this   road   took   over  the   Eastern,   Bos- 


ton &  Lowell  and  the  Fitchburg  the  re- 
spective equipments  were  assigned  a 
group  of  numbers  of  their  own  and  to 
this   day  may   be   identified. 

The  spirit  of  rivalry  and  emulation 
among  the  different  locomotive  builders 
in  those  days  was  most  acute  and  it 
cannot  be  denied  that  any  improve- 
ments upon  the  crude  facilities  of  the 
times  adopted  by  one  road  were  quick- 
ly seized  upon  and  appropriated  to  their 
own  advantage  by  contemporaries.  An 
early  writer's  account  of  the  origin  of 
the  lo-wheel  freight  engine  ascribes 
the  idea  to  Septimus  Norris  of  Norris 
Brothers,  Philadelphia,  but  certain  it  is 
that  in  March  1847  the  lO-wheel  engine 
"New  Hampshire"  was  delivered  by 
Hinkley  &  Drury  to  the  Boston  & 
Maine,  followed  a  little  later  by  another 
exactly  like  it  called  the  "Maine."  The 
"New  Hampshire"  was  selected  to  run 
against  a  coal  burning  engine,  and  the 
test  was  commented  upon  by  Zerah  Col- 
burn  in  his  famous  book,  "The  Loco- 
motive," from  which  I  freely  quote  for 
the  benefit  of  those  who  may  not  have 
read  that  interesting  work.  He  says 
in  part: 

The  coal  burning  engine  built  by 
Ross  Winans,  of  Baltimore,  and  placed 
by  him  for  trial  on  the  Boston  &  Maine 
Railroad,  had  17  ins.  outside  cylinders 
laid  horizontally,  22  ins.  stroke  and 
eight  drivers,  having  chilled  rims  43  ins. 
in  diameter,  all  the  drivers  being  placed 
between  the  fire  and  the  smoke  boxes. 
Ihe  connecting  rod  is  applied  to  the 
third  pair  of  wheels  from  the  smoke 
box.  The  distance  between  the  cen- 
ters of  the  extreme  a.xle  is  II  ft.  3  ins.; 
between  the  centers  of  the  cylinders, 
6  ft.  s  ins.  The  boiler  shell  is  made 
0/  5/16  iron,  and  measures,  in  its  small- 
est inside  diameter,  41  ins.  There  are 
a  hundred  and  one,  2^  in.  and  two  2- 
inch  wrought  iron  tubes,  13  ft.  in  length 
The  upper  row  of  tubes  is  nearly  up  to 
the  top  of  the  cylindrical  part  of  the  boiler 
the  water  level  being  in  the  dome  above 
the  waist  of  the  boiler.  The  dome  is 
formed  a  little  forward  of  the  middle 
point  of  the  boiler,  having  the  same 
diameter,  and  rising  51  ins.  above  it. 
There  is  a  step  on  the  back  side  of  the 
fire  box,  making  the  length  of  the  grate 
14  ins.  more  than  the  length  of  the 
crown  sheet.  The  firebox  is  of  2/3-in. 
copper,  with  the  exception  of  the  tube 
sheet,  which  is  of  yi-in.  iron.  Length 
of  grate,  561/2  ins.;  at  crown  sheet,  42^ 
ins.;  mean  breath  of  grate,  42^  ins.; 
at  center  of  boiler  or  middle  row  of 
tubes,  39^  ins.;  all  inside  measures. 
The  whole  depth  from  the  crown  sheet 
to  grate  is  51^  ins.  The  grate  bars  are 
very  heavy,  and  are  cast  but  two  to- 
gether. Their  ends  come  through  the 
bottom  of  the  firebox,  on  the  back  side, 
and  have  round  holes  through  which  to 
put  a  bar  to  stir  them   occasionally,  in 


order  to  loosen  the  cinders  and  melted 
coal.  The  exhaust  from  both  cylinders 
comes  through  a  cast  iron  box  or  blast 
pipe  having  movable  sides,  so  that  the 
aperture  at  its  mouth  may  be  varied 
from  3J4  to  10  sq.  ins.  There  is  a  pipe 
about  9  ins.  in  diameter,  passing 
through  the  smoke  bo-x,  from  the  bot- 
tom to  the  top,  and  entering  the  chim- 
ney, leaving  a  few  inches  all  around  it 
for  the  smoke  to  rise  through.  The 
exhaust  enters  this  pipe  at  the  bottom, 
and  the  partial  vacuum  created  by  its 
action  supplies  the  blast,  as  in  ordinary 
locomotives.  The  tube  furnace  of  this 
engine  is  860  sq.  ft.;  of  heating  surface 
in  firebox,  66  sq.  ft.;  and  area  of  grate 
is  16  2/3  sq.  ft. 

Messrs.  Slade  &  Currier,  civil  en- 
gineers, were  commissioned  to  make 
experiments  with  this  engine,  in  order 
to  institute  a  comparison  between  it 
and  a  first-class  wood  engine,  but  more 
particularly  to  test  its  actual  value  as 
a  coal-burning  engine.  The  results  of 
their  experiments  have  been  published, 
but  they  neglect  to  state  that  the  "New- 
Hampshire"  (the  wood  engine)  was  of 
a  materially  different  pattern  from  the 
"coaler,"  inasmuch  as  it  had  six  driv- 
ing wheels  and  a  truck  frame,  thereby 
losing  a  considerable  per  cent,  of  the 
adhesion  due  to  its  weight,  as  com- 
pared with  the  "coaler."  The  dimen- 
sions of  the  "New  Hampshire"  were  as 
follows:  i6-in.  cylinder,  20-in.  stroke; 
diameter  of  drivers,  46  ins.;  length  of 
tubes,  10  ft.  6  ins.;  diameter  of  boiler, 
45  ins.  This  engine  was  built  by  Hink- 
ley &  Drury. 

The  experimental  trips  were  made  in 
the  later  part  of  January  and  in  the  be- 
ginning of  February,  1850.  The  entire 
distance  from  Boston  to  Great  Falls  is 
given  as  74  miles.  There  was  more 
or  less  snow  on  the  track  during  the 
time  in  which  the  experiments  were 
made.  The  highest  grades  were  about 
47  ft.  per  mile.  One  point  unfavorable 
for  the  "coaler"  was  the  fact  that  from 
there  being  but  about  25  miles  of  double 
track,  the  freight  trains  were  subject  to 
frequent  and  protracted  delays,  in  wait- 
ing for  passenger  trains  to  pass.  In 
waiting,  the  fire  in  the  wood  engine 
could  be  suffered  to  go  nearly  down,  the 
firebox  being  filled  with  wood  when  the 
train  came  in  sight.  In  the  coal  en- 
gine, however,  it  was  necessary  to  keep 
the  furnace  filled  with  coal,  as.  if  suf- 
fered to  get  down,  it  would  take  con- 
siderable time   to   recover  the   fire. 

With  the  "coaler,"  the  average  of 
ten  trips  showed  a  consumption  of  4.786 
lbs.  of  anthracite  coal  to  evaporate 
3,512  gallons  in  going  74  miles;  this 
being  10.31  lbs.  coal  required  to  evap- 
orate one  cubic  foot  of  water.  With 
the  wood  engine,  3  cords  and  4/10  of 
a  foot  of  wood  of  various  qualities  and 
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prices,     were     used    to     evaporate    3,734 

gallons  of  water. 

The  cost  of  carrying  15,000  tons 
one  mile  with  wood  was 
found   to  be $14.04 

With  coal    12.70 

Balance  in  favor  of  coal   $  1.34 

The  wood  engine  had  a  sand-box,  and 
wrought  iron  tires;  the  "coaler"  had  a 
sand-box  also,   but  had  chilled  wheels. 

The  "coaler"  took  76  cars,  weighing 
with  freight,  433  tons,  up  Ward  Hill,  in 
Bradford,  where  there  is  a  grade  of 
47  feet  per  mile,  and  also  a  very  bad  re- 
verse curve.  In  going  up  the  hill  no 
sand  was  used,  nor  did  the  wheels 
slip,  except,  as  the  report  states,  some 
three  or  four  turns  where  some  track 
repairers  had  taken  off  a  hand  car  and 
left  a  little  snow  on  the  rails. 

The  wood  engine  took  61  cars  up  the 
same  hill,  weighing,  with  freight,  391 
tons.  Sand  was  constantly  running 
from  the  sand-box,  except  when,  to 
ascertain  whether  the  engine  was  work- 
ing up  to  its  full  power,  the  sand  was 
turned  off,  when  the  wheels  were  found 
to  slip  very  much.  The  average  cost 
of  wood  used  on  the  through  trips  was 
$3-63  per  cord.  The  cost  of  anthracite 
coal,  per  ton,  of  2.240  lbs.,  was  $5.25; 
f^  of  a  ton  of  coal  was  found  to  be 
equal  in  effect  for  evaporation  to  one 
cord  of  wood,  or  $3.28  worth  of  coal 
equal  to  $3.63  worth  of  wood. 

The  average  speed  of  the  "coaler" 
although  having  a  smaller  wheel  and 
a  longer  stroke,  w^as  found  to  be  2/10 
of  a  mile  per  hour  greater  than  that  of  the 
wood  engine;  their  average  speeds  be- 
ing 14  3/10  and  141/10  miles  per  hour 
respectively.  This  was  probably  owing 
to  a  loss  on  the  wood  engine  by  slip- 
ping of  wheels. 

In  conclusion  the  commissioners  ex- 
press their  opinion  that,  for  running 
heavy  trains,  which  are  not  obliged  to 
wait  for  any  considerable  time  along 
the  line  for  other  trains  to  pass,  they 
believe  coal  to  be  in  every  way  more 
economical  than  wood.  They  also  say 
that  in  their  remarks  they  would  not 
wish  to  be  considered  as  in  any  way 
disparaging  the  "New  Hampshire"  as 
they  considered  that  a  first  class  wood 
engine. 

A  bill  for  the  services  of  the  "coaler" 
remained  an  unsettled  claim  against 
the  Boston  &  Maine  for  a  long  time 
afterwards.  In  1865  the  "New  Hamp- 
shire" and  "Maine"  were  working  with 
4  ft.  10  in.  drivers,  four  in  number, 
with  cylinders  15  x  24  ins.,  and  their 
valuation  estimated  at  $5,500  apiece. 

The  "Vermont"  was  an  outside  con- 
nected engine  and  was  sold  (about 
1861)  to  the  York  &  Cumberland  R.  R. 
and  renamed  "Alfred"  No.  2.  This 
road  ran  from  Portland  to  Saco  River 
in  Buxton  and  was  afterwards  extended 


to  Rochester.  The  "Cocheco"  had  fea- 
tures about  it  distinguishing  it  from  the 
others.  There  were  five  boxes  on  its 
main  axle  and  six  eccentrics.  There 
was  a  middle  frame  and  an  inside  and 
an  outside  frame  with  cranks  outside 
of  that,  and  a  pair  of  trailing  wheels 
which  were  poorly  equalized  with  the 
drivers  and  when  backing  would  often 
mount  the  rail,  causing  no  end  of 
trouble.  The  "Dragon"  was  a  four 
wheeler  as  was  also  the  "Swampscott." 
They  were  engaged  in  shifting  work 
at  Boston  and  Lawrence  respectively 
The  "Portland"  with  her  single  pair  of 


from  Lawrence  to  South  Berwick  in 
place  of  the  old  "Merrimack"  which 
years  before  had  taken  the  place  of  the 
old  "Augusta." 

During  the  regime  of  Mr.  William 
Smith  as  M.  M.,  some  locomotives  were 
ordered  from  Manchester  and  from 
Wm.  Mason.  A  number  of  these  were 
applied  as  renewals  in  place  of  old  en- 
gines condemned  and  broken  up.  In 
1863  tlie  Boston  &  Maine  took  over 
the  Dover  &  Winnepesaugee  (formerly 
the  Cocheco)  Railroad,  and  the  loco- 
motives "Rochester"  and  "Alton  Bay" 
were    thus    acquired,    as    well    as   6   pas- 


BOSTON  &  MAINE 

RAILROAD. 

SCHEDULE  OF 

MOTIVE   POWER   FOR  THE   YEAR   ENDING   MAY   31ST,   185S. 

Road 

Valua- 

Nos 

.     Names. 

Weight. 

Drivers 

.  Cylinders. 

tion. 

Year. 

Remarks. 

Andover 

II 

tons 

5. 

I2*S 

X 

16 

$1,000 

Augusta 

II 

5- 

'2'A 

X 

16 

2,200 

7 

Antelope 

13 

5.6. 

Il?4 

X 

22 

3,000 

Bangor 

19 

5.6. 

i4!4 

X 

18 

5,500 

14 

Boston 

19 

5. 

'A'4 

X 

18 

5.500 

Bailardvale   Machine    Co. 

17 

Bav  State 

22 

5-6. 

i^Vi 

X 

20 

6,500 

13 

Bailardvale 

19 

5. 

14K 

X 

18 

5.500 

Bailardvale   Machine   Co. 

Cocheco 

12 

5. 

12 

X 

16 

2.500 

I 

Dragon 

14 

4.6. 

12 

X 

20 

5.500 

Dover 

24 

4.6. 

15 

X 

20 

6,000 

Exeter 

24 

4.6. 

15 

X 

20 

6,000 

16 

Essex 

24 

5.6. 

15 

X 

18 

6,500 

Essex  Machine  Shop. 

18 

Granite  State 

22 

5.6. 

14M 

X 

20 

6,500 

Haverhill 

II 

5. 

1254 

X 

16 

1.600 

12 

Hinkley 

23 

5.6. 

15 

X 

20 

6.800 

13 

Lawrence 

22 

5. 

15 

X 

18 

5.800 

9 

Massachusetts 

19 

5.6. 

I4'/i 

X 

18 

5.'^oo 

1 1 

Maine 

25 

3.10. 

i6'A 

X 

20 

6,800 

Maiden 

13 

5.6. 

16H 

X 

20 

3.200 

10 

New  Hampshire 

23 

310. 

i6'4 

X 

20 

6.800 

5 

Norris 

20 

5.6. 

14 

X 

22 

6,000 

Richard  Norris. 

Ogiochock 

19 

5. 

'4 

X 

18 

5.300 

20 

0.  W.   Bavley 

23 

5.6. 

15 

X 

20 

6.800 

Amoskeag  Mfg.  Co. 

2 

Portland 

13 

5.3. 

iiH 

X 

20 

3.20G 

3 

Reading 

13 

5.6. 

iiH 

X 

20 

3.200 

21 

Rockingham 

24 

4.6. 

15 

X 

24 

7.500 

Vermont 

23 

4.6. 

15 

X 

20 

6.000 

(5 

Swampscott 

14 

4.6. 

'i'A 

X 

20 

4.S00 

22 

United    States 

24 

5. 

15 

X 

24 

7.500 

23 

Thomas  West 

25 

5.6. 

16 

X 

20 

8,000 

24 

Merrimack 

25 

5-6. 

16 

X 

20 

8,000 

2t 

.Atlantic 

2.3 

5.6. 

IS 

X 

22 

8,000 

• 

26 

Pacific 

2S 

5.6. 

15 

X 

22 

8.000 

Essex    Machine   Shop. 

ADDITIONS  TO 

THE 

ABOVE  TO  MAY  31 

ST,   1865. 

Yankee 

23 

tons 

5.6. 

14 

X 

22 

$5,800 

i860 

29 

Newburyport 

23 

" 

5.6. 

14 

X 

22 

5.600 

i860 

10 

Camilla 

21 

" 

5. 

14 

X 

20 

4.200 

i860 

2S 

Mystic 

21 

•* 

5- 

14 

X 

20 

3.500 

i860 

31 

Andover 

26 

'• 

5.6. 

13 

X 

22 

7.500 

1P61 

32 

Ajax 

27 

** 

5. 

15 

X 

24 

7.500 

1861 

33 

Hervules 

27 

** 

s. 

16 

X 

24 

7.S00 

:86i 

4 

Medford 

16 

" 

5. 

115^ 

X 

20 

1.800 

The  Bangor  re-built  and  re-named. 

8 

Memecho 

22 

" 

5.6. 

14 

X 

20 

4.000 

i863 

19 

Wannalancet 

20 

** 

5. 

14 

X 

20 

5.200 

1863 

27 

Haverhill 

25 

*• 

5.6. 

14 

X 

22 

6,000 

1862 

34 

Exeter 

27 

*• 

5-6. 

15 

X 

22 

10,000 

1864 

Built  hy  Boston   &  Maine. 

Rochester 

24 

" 

5. 

IS 

X 

22 

6,000 

1864 

From  Dover  S:  Winnepesaugee  R.R, 

36 

Alton   Bay 

20 

*• 

5. 

14 

X 

18 

5.500 

1S64 

"        (Rchuilt    hv    B.  &M.) 

35 

Strafford 

27 

5-6. 

^s'A 

X 

22 

16.000 

1865 

Built  by  Boston  &  Maine. 

driving  wheels  was  assigned  to  shifting 
.Tt  the  old  three-track  passenger  ter- 
minal  at   Haymarket   Square,   Boston. 

Some  of  the  early  Boston  &  Maine 
engines  were  built  at  the  Lowell  Ma- 
chine Shop.  They  were  light  weights 
without  steam  guages  cabs  or  bells. 
The  Essex  Machine  Shop,  Caleb  W. 
Marvel,  superintendent,  located  at 
Lawrence,  Mass.,  produced  the  "Essex" 
and  "Pacific."  With  the  exceptions 
noted  on  the  lists  all  the  other  loco- 
motives were  mostly  Hinkley's  or  Hink- 
ley boilers   with   the   principal   castings. 

The  new  Exeter  (No.  ,^4)  was  one  of 
the  first  engines  built  by  the  Boston 
&  Maine,  followed  by  the  "Strafford." 
Later  they  built  the  "Middlesex"  (No. 
43)  and  the  "Gen.  Sheridan"  (No.  45), 
the  latter  going  info  service  on  the  run 


senger  cars  and  49  freight  cars.  The 
U.  S.  Government  called  for  locomo- 
tives when  the  civil  war  was  at  its 
height  and  relieved  the  B.  &  M.  to  the 
extent  of  two  engines  and  thirteen  mer- 
chandise cars.  The  names  "Cocheco," 
"Dover,"  "Exeter."  "Ogiochook"  and 
"Yankee"  disappeared  from  the  rec- 
ords at  about  this  time  and  were  never 
heard  of  thereafter. 

The  "Bangor"  and  the  ".-Xntelope" 
will  ever  live  in  New  England  locomo- 
tive building  annals  as  associated  with 
the  introduction  of  larger  driving 
wheels  than  those  then  in  existence. 
The  "Bangor,"  a  passenger  engine,  was 
received  from  the  builders,  Hinkley  & 
Drury  in  December  1845,  was  inside 
connected,  and  had  four  coupled  5  ft. 
(^Continued  on  fo"C  408.") 
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Items  of  Personal  Interest 


Mr.  E.  W.  Wright  has  been  appointed  a 
roadmaster  of  the  Interstate  Railroad, 
with  office  at  Stonega,  Va. 

Mr.  Barlow  has  been  appointed  round 
house  foreman  of  the  Atchison,  Topeka 
&  Santa  Fe  at  Clevis,  N.  M. 

Mr.  W.  Davidson  has  been~  appointed 
roundhouse  foreman  at  Halifax,  N.  S., 
on  the  Intercolonial  Railway  of  Canada. 

Mr.  J.  P.  Peach  has  been  appointed  gen- 
eral foreman  of  the  Clovis  Shops  of 
the  Santa  Fe,  vice  Mr.  Fiddler, 
resigned. 

Mr.  L.  E.  W.  Bailey  has  been  appointed 
district  master  mechanic  at  Moose  Jaw, 
Sask,  on  the  Canadian  Pacific,  vice  Mr. 
F.  W.  Sadlier,  transferred. 

Mr.  W.  E.  Mann  has  been  appointed  a 
division  engineer  of  the  Grand  Trunk 
Pacific,  with  office  at  Edmonton,  Alb., 
succeeding  Mr.  R.  W.  Jones. 

Mr.  A.  H.  Biernes  has  been  appointed 
roundhouse  foreman  of  the  Atchison, 
Topeka  &  Santa  Fe  at  Belen,  N.  M.. 
vice  Mr.  W.  L.  Bean,  resigned. 

Mr.  H.  Buckholtz  has  been  appointed 
roundhouse  foreman  of  the  Atchison, 
Topeka  &  Santa  Fe  at  Vaugns,  Nev., 
vice  Mr.   H.   Bernham,   transferred. 

Mr.  M.  M.  Meyers  has  been  appointed 
general  foreman  of  the  Wellington,  Kan., 
shops  of  the  Atchison,  Topeka  &  Santa 
Fe,  vice  Mr.  J.  W.  McVey,  resigned. 

Mr.  H.  Williams  has  been  appointed  lo- 
comotive foreman  on  the  Canadian 
Northern  Railway  at  Kipling,  Sask, 
vice  Mr.  A.  W.  McKenzie,  transferred. 

Mr.  W.  H.  Kidneigh  has  been  appointed 
roundhouse  foreman  on  the  Atchison,  To- 
peka &  Santa  Fe  Railway  at  Waynoka, 
Okla.,  vice  Mr.  Harry  Giegoldt,  resigned. 

Mr.  W.  T.  Speak  has  been  transferred 
as  general  foreman  on  the  Chicago  & 
Eastern  Illinois,  from  Villa  Grove  to 
Salem,  III.,  vice  Mr.  H.  J.  Beck,  deceased. 

Mr.  W.  H.  French  has  been  appointed 
night  foreman  at  Clovis,  N.  M.,  on  the 
Atchison,  Topeka  &  Santa  Fe,  vice 
Mr.  Neil  O'Connor,  assigned  to  other 
duties. 

Mr.  C.  Kyle,  heretofore  supervisor 
of  engines,  has  been  appointed  gene- 
ral master  mechanic  Eastern  Lines  of 
the  Canadian  Pacific,  with  office  at  Mon- 
treal,  Que. 

Mr.  C.  W.  Spicer,  formerly  chief  engi- 
neer of  the  Tremont  Lumber  Co.,  has  been 
appointed  master  mechanic  on  the  Fern- 
wood  &  Gulf  Railroad,  with  office  at  Fern- 
wood,  Miss. 


Mr  W.  Mcintosh,  formerly  master  me- 
chanic at  East  St.  Louis,  on  the  Illi- 
nois Central  Railway,  has  been  ap- 
pointed master  mechanic  on  that  road 
at  Memphis,  Tenn. 

Mr.  A.  W.  McKenzie,  heretofore  loco- 
tive  foreman  on  the  Canadian  Northern 
at  Kipling,  Sask,  has  been  appointed 
locomotive  foreman  on  the  same  road, 
at  Prince  Albert,  Sask. 

Mr.  H.  W.  Bruckheimer  has  been  ap- 
pointed the  master  mechanic  of  the  New 
Orleans  Great  Northern,  with  office  at 
Bogalusa,  La.,  vice  Mr.  Schledorn,  acting 
master  mechanic,  resigned. 

Mr.  Wm.  Sennott  has  been  appointed 
master  mechanic  in  charge  of  the  East 
Side  shops  of  the  Baltimore  &  Ohio  Rail- 
road at  Philadelphia,  Pa.,  where  they  are 
making  extensive  alterations. 

Mr.  W.  M.  Scroggins  has  been  appoint- 
ed general  car  foreman  of  the  Texas  & 
Pacific  at  Longview  Junction,  Texas, 
vice  Mr.  Thomas  Welch,  resigned  to 
become  postmaster  at  Longview. 

Mr.  T.  J.  Frier  has  succeeded  Mr. 
Charles  A.  How  as  purchasing  and  supply 
agent  of  the  Wabash  Railroad  in  St. 
Louis,  Mr.  How  having  resigned  to  enter 
the  service  of  the  Missouri  Pacific. 

Mr.  A.  McGill,  general  inspector  of  mo- 
tive power  on  the  Lehigh  Valley  Rail- 
road, has  been  appointed  shop  superin- 
tendent at  Sayre,  Pa.,  on  the  same  road, 
vice  Mr.  A.  W.  Whiteford,  promoted. 

Mr.  T.  A.  Fay,  assistant  general  store- 
keeper of  the  Chicago,  Burlington  & 
Quincy,  at  Chicago,  has  been  appointed 
general  storekeeper  of  that  road,  with 
office  at  Chicago,  vice  Mr.  T.  J.  Frier,  re- 
signed. 

Mr.  J.  G.  Stuart,  inspector  of  stores  on 
the  Chicago,  Burlington  &  Quincy,  has 
been  appointed  assistant  general  store- 
keeper of  the  same  road,  with  office  at 
Chicago,  vice  Mr.  T.  A.  Fay,  promoted. 

Mr.  D.  J.  Redding,  heretofore  master 
mechanic  of  the  Pittsburgh  &  Lake  Erie, 
has  been  appointed  assistant  superin- 
tendent of  motive  power  on  that  road, 
and  his  former  office  has  been  abolished. 

Mr.  James  Kiely,  formerly  master  me- 
chanic at  Raton,  N.  M.,  on  the  Atchison, 
Topeka  &  Santa  Fe,  has  been  trans- 
ferred to  Clovis,  N.  M.,  in  the  same 
capacity,  vice  Mr.  Thos.  Booth,  granted 
leave. 

Mr.  Marian  Stewart,  road  foreman  of 
engines  on  the  Santa  Fe,  has  been  trans- 
ferred, with  the  same  duties,  from  the 


Kio  Grande  division  to  the  Western 
division,  with  headquarters  at  Dodge 
City,  Kan. 

Mr.  J.  M.  Mack,  heretofore  locomotive 
fitter  at  Brandon,  Man.,  has  been  ap- 
pointed acting  locomotive  foreman  at 
^linnedosa,  Man.,  on  the  Canadian  Pa- 
cific, vice  Mr.  W.  F.  Lowe,  granted  leave 
of  absence. 

Mr,  J.  J.  Daily  has  been  appointed  road- 
master  of  the  Louisiana  division,  Choc- 
taw District  of  the  Chicago,  Rock  Island 
&  Pacific,  with  jurisdiction  from  Alexan- 
dria, La.,  to  Eunice,  and  with  office  at 
Le  Compte,  La. 

Mr.  P.  A.  Crysler,  heretofore  car  fore- 
man. Place  Viger,  Montreal,  has  been 
appointed  general  car  inspector  of  the 
Canadian  Pacific  Railway  Eastern 
Lines,  with  office  at  Montreal,  vice  Mr. 
G.  E.  Smart,  promoted. 

Mr.  A.  W.  Whiteford,  shop  super- 
intendent of  the  Lehigh  Valley  at 
Sayre,  Pa.,  has  been  appointed  to  the 
new  position  of  assistant  to  the  super- 
intendent of  motive  power,  with  office 
at  South   Bethlehem,   Pa. 

Mr.  W.  B.  Embury,  master  mechanic  of 
the  Oklahoma  and  Pan  Handle  divi- 
sions of  the  Chicago,  Rock  Island  & 
Pacific,  has  had  his  jurisdiction  ex- 
tended to  include  Sayre  Station.  His 
office  is  at  Chrckasha,  Okla. 

Mr.  Charles  De  Gress.  formerly  mas- 
ter mechanic  on  the  Mexican  Pacific 
at  Colima,  has  been  appointed  master 
mechanic  of  the  railroad  department 
of  the  Oil  Fields  of  Mexico  Co.,  at 
Tuxpam,  E.  de  Vera  Cruz,  Mexico. 

Mr.  B.  L.  Wooster  has  been  appointed 
superintendent  of  the  mechanical  depart- 
ment of  the  corporation  controlling  the 
Magdalena  River  Steamboat  Co.  and  the 
Cartagena  (Colombia)  Railway  Co.  in  the 
Republic  of  Colombia  in  South  America. 

Mr.  B.  Lynch,  formerly  road  foreman  of 
engines  on  the  New  Mexico  division 
of  the  Atchison,  Topeka  &  Santa  Fe, 
has  been  appointed  to  the  same  position 
on  the  Rio  Grande  division  of  the  same 
road,  vice  Mr.  Marian  Stewart,  trans- 
ferred. 

Mr.  A.  V.  Manchester,  assistant  dis- 
trict master  mechanic  of  the  Chicago, 
Milwaukee  &  St.  Paul  at  Minneapolis, 
Minn.,  has  been  appointed  a  master 
mechanic  of  the  Chicago,  Milwaukee 
&  Puget  Sound,  with  office  at  Miles 
City,   Mont. 

Mr.  G.  E.  Smart,  heretofore  general  car 
inspector.  Eastern  division,  on  the  Ca- 
nadian Pacific  Railway,  has  been  appoint- 
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cd  divisional  car  foreman  on  the  Eastern 
division,  vice  Mr.  C.  W.  Van  Burcn,  pro- 
moted. Mr.  Smart's  office  is  at  Glen 
Yard,  Montreal. 

Chairman  Knapp  of  the  Interstate 
Commerce  Commission,  has  been  in- 
vestigating the  prospects  of  transporta- 
tion business  for  the  remainder  of  the 
year,  and  predicts  the  railroads  will  do 
the  banner  business  in  their  history. 
They  are  likely  to  exceed  the  business 
done  in  1907. 

Mr.  F.  C.  Armstead,  supervising  en- 
gineer of  the  stoker  department  of 
the  Westinghouse  Machine  Company, 
who,  for  a  number  of  years,  has  been 
stationed  at  East  Pittsburgh,  Pa.,  has 
moved  his  headquarters  to  the  West- 
inghouse works,  Attica,  N.  Y.,  where 
the    stokers    are    manufactured. 

Mr.  J.  G.  Neuffer  having  resigned  as 
superintendent  of  machinery  of  the  Illi- 
nois Central,  the  Yazoo  &  Mississippi 
Valley  and  the  Indianapolis  Southern, 
Mr.  J.  B.  Buker  has  been  appointed  super- 
intendent of  the  car  department,  and  Mr. 
R.  W.  Bell  has  been  appointed  superin- 
tendent of  machinery  in  charge  of  the 
locomotive  department,  both  with  office 
at  Chicago. 

Mr.  Oscar  F.  Ostby,  the  well-known 
sales  manager  of  the  Commercial  Acety- 
lene Company,  of  New  York,  was  elected 
president  of  the  International  Acetylene 
Association  at  the  convention  which  was 
recently  held  at  the  Hotel  Knickerbocker 
in  this  city.  Mr.  Ostby  is  an  energetic 
business  man  who  has  done  much  to  pop- 
ularize the  use  of  acetylene,  not  only  in 
railway  work,  but  in  many  other  lines  as. 
well,  and  his  election  as  president  of  this 
association  is  a  just  recognition  of  the 
place  he  has  won  for  himself  in  the  busi- 
ness world. 

Mr.  J.  Parker  Snow,  bridge  engineer  of 
the  Boston  &  Maine  at  Boston,  Mass., 
was  recently  appointed  chief  engineer  of 
that  road.  In  1884,  while  working  as 
bridge  engineer  in  the  office  of  Mr.  J.  W. 
Ellis,  civil  engineer,  of  Woonsocket, 
R.  I.,  he  did  his  first  railway  engineer- 
ing work  for  the  Providence  &  Worces- 
ter, now  part  of  the  New  York,  New 
Haven  &  Hartford.  He  went  to  the 
Boston  &  Maine  as  bridge  engineer  on 
June  S,  1888,  which  position  he  held 
until  his  recent  appointment  as  chief 
engineer. 

The  report  is  current  that  Mr.  Samuel 
M.  Felton  has  been  offered  the  position 
of  president  of  the  Chicago  Great  West- 
ern Railway,  and  is  likely  to  accept. 
Mr.  Felton  is  one  of  the  best  known 
railroad  men  in  this  country,  and  we 
consider  the  stockholders  of  the  Chi- 
cago Great  Western  will  be  fortunate 
if  they  secure  Mr.  Felton's  services. 
He  is  a  trained  civil  enjrinecr,  the 
son  of  one  of  the  most  eminent  rail- 
road presidents  of  the  pioneer  railroad 


days,  and  there  is  nothing  worth  know- 
ing in  railroad  management  that  he  is 
not  familiar  with, 

Mr.  C.  H.  Ketcham,  who  was  for  years 
a  pfipuhir  superintendent  of  the  Lacka- 
wanna Railroad,  has  accepted  the 
position  of  special  representative  of 
the  New  Y'ork  Rubber  Company.  Mr. 
Kctcham's  work  is  handling  mechani- 
cal rubber  belting  and  electric  sup- 
plies. His  office  is  next  door  to  that 
of  Railway  and  Locomotive  Engi- 
neering, and  Mr.  Ketcham  assures  us 
that  he  will  be  pleased  to  exchange 
railroad  reminiscences  with  any  of  our 
visitors  interested  in  his  specialties. 

Mr.  Robert  F.  McKenna,  master  car 
builder  of  the  Delaware,  Lackawanna  & 
Western,  at  Scranton,  Pa.,  has  resigned, 
and  will  retire  entirely  from  railroad  life. 
He  intends  later  on  to  engage  in  some 
other  business.  His  plans  for  the  future 
have  not  been  decided.  Mr.  McKenna 
has  grown  up  in  the  service  of  the 
Lackawanna,  advancing  step  by  step  by 
intelligent  efifort,  to  the  responsible  po- 
sition which  he  has  just  left.  He  leaves 
the  service  of  the  company  in  the  happiest 
relations  with  his  superiors  and  subordi- 
nates, whose  confidence  he  has  always 
enjoyed. 

Mr.  Charles  W.  Van  Buren,  who  was 
recently  appointed  master  car  builder 
of  the  eastern  lines  of  the  Canadian 
Pacific,  with  office  at  Montreal,  Can., 
was  born  in  1867  in  Rensselaer  County, 
N.  Y.  He  went  to  common  school  un- 
til he  was  16  years  old,  and  for  a  year 
attended  night  school  in  New  Y'ork 
City.  His  first  railway  work  was  in 
1889  on  the  New  Y'ork  Central  &  Hud- 
son River.  He  was  a  carpenter  at  the 
West  Albany  shops  until  1891,  when  he 
was  made  assistant  foreman.  Two  years 
later  he  was  put  in  charge  of  car  de- 
partment work  on  the  Adirondack  di- 
vision at  Herkimer,  N.  Y.  In  l8g6  he 
was  transferred  to  Utica  in  charge  of 
car  department  work  on  the  Adiron- 
dack and  Mohawk  divisions  of  the  New 
Y'ork  Central  &  Hudson  River  and  the 
West  Shore.  In  1905  he  went  to  the 
Canadian  Pacific  as  general  car  inspect- 
or for  the  lines  east  of  Port  Arthur. 
He  was  made  division  car  foreman  of 
the  Eastern  division  in  1906,  where  he 
remained  until  he  was  promoted  to  his 
present  position. 

Mr.  Edward  H.  Uarriman,  head  of  the 
HarriiTian  Lines,  has  been  away  at  a  noted 
European  watering  place  in  hopes  that  the 
baths  mi.sjht  prove  beneficial  for  a  malady 
he  is  suffering  from.  Report  says  that 
the  baths  have  been  a  disappointment.  If 
anything  should  happen  to  take  Mr.  Har- 
riman  away  his  departure  would  be  a  mis- 
fortune scarcely  second  to  the  demise  of 
the  president  of  the  United  States.  In  the 
battle  of  life,  his  sympathies  are  said  al- 
ways to  be  with  the  under  dog.  as  has 
been  repeatedly  proved  by  the  settlement 


of  labor  disputes.     An  old  rhyme  fits  Mr. 

Harriman's  case,  which  says : 

"He  cares  not  which  dog  may  be  in  the  wrong, 

Or  which  one  was  in  the  right; 
But    his   heart   will   beat   his  whole  life  long 

With  the  under  dog  in  the  fight." 


Obituary. 

We  have  regretfully  to  record  the  death 
of  Charles  C.  Robinson,  which  occurred 
in  Centralia, '111.,  last  August,  as  the  re- 
sult of  a  sunstroke.  He  was  born  in  1843 
and  in  i860  he  began  railroad  work  as  a 
fireman  on  the  Cleveland  &  Pittsburgh 
Railroad,  now  part  of  the  Pennsylvania 
Lines.  Four  years  later  he  was  promoted 
and  was  made  a  locomotive  engineer.  He 
ran  an  engine  on  this  road  for  a  few 
years,  when  he  resigned  to  enter  the 
service  of  the  Pittsburgh,  Fort  Wayne  & 
Chicago  as  locomotive  engineer  at  Alli- 
ance, Ohio.  In  1872  he  became  an  engi- 
neer on  the  Cleveland,  Cincinnati,  Chicago 
&  St.  Louis  Railroad,  running  a  passenger 
engine  between  Delaware  and  Cincinnati 
continuously  for  seventeen  years.  In  1887 
he  was  employed  by  the  Peoria  Decatur 
&  Evansville,  now  the  Peoria  division  of 
the  Illinois  Central,  first  as  engineer,  and 
in  1888  he  became  master  mechanic  on 
tliat  road.  In  1892  he  retired  from  rail- 
road work.  He  was  a  member  of  B.  of 
L.  E.,  Div.  175,  and  served  as  chief  of 
the  division  and  committeeman  for  a  num- 
ber of  years. 

Locomotive  History  on  the  B.  &  M. 

(Continued  from  page  406.) 
6  ins.  drivers,  the  largest  in  the  state 
at  that  time.  This  engine  fell  into  .an 
open  drawbridge  in  Charlestown,  and 
upon  being  rebuilt,  was  known  as  the 
"Medford."  The  "Antelope"  made  by 
the  same  builders  was  delivered  to  the 
B.  &  M.,  September  19th,  1845,  and  was 
equipped  with  a  single  pair  of  6  ft.  driv- 
ing wheels,  a  four  wheel  truck  and  a 
small  pair  of  trailing  wheels.  The 
drivers  were  encased  in  hoods  like  pad- 
dle-boxes upon  which  the  name  ap- 
peared on  the  half  circle  like  the  name 
on  English  engines.  In  i860  this 
engine  was  working  %vith  four  5  ft. 
6  ins.  driving  wheels  at  a  valuation  of 
$500  in  excess  of  that  given  in  her 
original  form.  The  "Antelope"  re- 
mained in  service  for  many  years  on 
the  Merrimack  branch. 

Last  but  not  the  least  in  this  notable 
list  may  be  mentioned  the  "Thomas 
West."  Named  after  a  prominent 
Boston  &  Maine  official  of  the  early 
days ;  it  remained  in  service  well  into 
the  nineties  and  at  the  time  of  its  re- 
tirement was  the  last  surviving  inside 
connected   machine    in    this   vicinity. 

The  writer  is  indebted  to  Mr.  L.  L. 
Fletcher,  a  frequent  contributor  of  in- 
teresting reininiccnccs  in  the  columns 
of  Railway  and  Locomotive  Engineer- 
ing, for  much  of  the  information  in  this 
article. 
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The  Development  of  the  Railroad  Cinder  Pit 


By  Angus  Sinclair 


When  locomotives  first  came  into  use 
an  apple  of  discord  was  at  once  thrown 
between  the  Mechanical  and  the  Mainte- 
nance of  Way  departments  in  the  shape  of 


question  of  unrequited  labor,  the  over- 
grown piles  of  cinders  sometimes  inter- 
fering with  the  movement  of  engine  and 
cars   outside    of    roundhouses.      The    first 


EUli;  LlXL>EK  I'lT   SHOWING  WELL  FROM  WHICH  ASHES  ARE  TAKEN. 


cinders  discharged  from  the  ash  pans  of 
locomotives.  The  locomotive  men  were 
free  and  easy  in  the  way  they  poured  hot 
ashes  and  cinders  upon  the  road  bed. 
while  the  track  men  became  furious  at 
the  nuisance  which  burned  up  ties  and 
imposed  upon  them  the  necessity  for  dis- 
posing of  stuff  they  had  no   use  for. 

Those  who  can  remember  the  appear- 
ance of  motive  power  terminals  of  earl\ 
days,  recall  tracks  laden  with  heaps  of 
ashes  like  the  burrow  heaps  of  a  prairie 
dog  settlement.  The  first  reform  was  the 
locating  of  cinder  pits  at  certain  point>. 
which  for  a  time  formed  another  source 
of  discord,  as  the  locomotive  men  held 
that  it  was  the  duty  of  the  track  men  to 
empty  these  pits  and  the  track  riien  said 
they  would  be  haggised  if  they  would  or 
something  equivalent.  A  Punic  war  aro.se 
en  this  question  and  long  years  of  squal)- 
bling  passed  before  a  settlement  was  ef- 
fected. 

Meanwhile  cinder  pits  were  growing 
and  multiplying.  In  the  British  Isles  a 
cinder  pit  was  generally  located  at  every 
water  crane  as  convenience  to  the  firemen 
and  as  traps  for  unwary  trespassers  who 
frequently  descended  into  these  pits  with 
more  tumult  than  dignity. 

For  many  years  the  pits  were  mere  ob- 
long holes  in  the  middle  of  the  track,  with 
wooden  stringers  under  the  rails  that  were 
always  burning  out  and  sometimes  per- 
mitting part  of  the  engine  tn  fall  into  the 
pit. 

Emptying    the    pits    continued    to    be    a 


systematic  attempt  at  remedy  was  depress- 
ing a  track  next  to  the  pit  track,  upon 
which  cars  were  pushed  to  be  loaded  with 
the  cinders  thrown  out  of  the  pit.     That 


the  Chicago,  St.  Paul,  Minneapohs  & 
Omaha  he  became  strongly  impressed  w-ith 
the  necessity  for  some  sensible  way  of 
liandling  pit  cinders.  He  took  up  the  sub- 
ject with  Mr.  John  J.  Ellis,  then  master 
mechanic  of  the  road,  and  together  they 
evolved  the  design  of  a  pit  that  would 
carry  the  cinders  by  gravity  into  a  side 
pit  that  could  be  cleaned  without  interfer- 
ence with  the  engines  using  the  cinder  pit. 

When  Mr.  Stuart  became  general  super- 
intendent of  the  Erie,  with  headquarters 
It  Cleveland,  he  developed  the  cinder  pit 
I'lea  until  it  had  the  form  shown  in  the 
.innexed  engravings.  A  substantial  fire- 
[Toof  pit  receives  the  discharges  from  the 
ash  pans  and  drops  the  material  into  the 
■-ide  pit  shown  which  contains  sufficient 
"  ater  to  keep  the  cinders  wet.  A  special 
1'  >rm  of  lifting  crane  made  by  the  Brown 
Moisting  Machinery  Company,  of  Cleve- 
l.ind,  O..  moves  along  a  track  located  close 
iM  the  holding  pit  and  scoops  up  the  wet 
>  inders  as  a  dredge  scoops  sand  from  the 
Ircd  of  a  river  and  loads  them  into  an 
adjacent  car.  This  is  a  very  convenient 
crane,  for  besides  handling  the  grab  bucket 
that  lifts  the  cinders,  it  can  be  made  to 
handle  other  material,  such  as  trucks, 
wheels  and  other  things  too  heavy  to  lift 
by  hand. 

The    pictures    show    the    whole    of    this 


ERIE  CINDER  PIT   SIKIWINC,   INCLINED   WALL   UNDER   TRACK. 


was  a  labor  saving  arrangement,  but  a  se- 
rious objection  was  that  the  hot  cinders 
frequently  set  fire  to   the  cars. 

-Some  time  about   1901   when  Mr.  John 
C.   Stuart   was  general  superintendent  of 


cinder  pit  equipment  as  seen  at  Susque- 
hanna. Under  this  systematic  method  of 
working  the  cinders  are  handled  at  very 
little  expense,  and  work  that  was  former- 
ly regarded  as  a  nuisance  moves  as  auto- 
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matically  as  a  well  regulated,  clock.  Sev- 
eral other  railroads  have  adopted  the  sys- 
tem and  it  is  growing  into  popularity. 


Tests   of   Ark  Tool    Steel. 

What  is  known  as  "Ark"  high  speed 
steel  made  by  William  Jessop  &  Sons, 
Ltd.,  of  New  York,  was  recently  sub- 
jected to  some  severe  tests,  in  which  the 
steel   gave   a   good   account  of   itself. 

In    one    of    the    tests    which    was    con- 


A  third  test  was  made  by  turning  a  cast- 
steel  rolling  mill  pinion  that  contained  0.48 
per  cent,  of  carbon.  The  cut  was  i;4  in 
deep,  with  a  1/16  in.  feed,  and  a  speed  of 
12  ft.  per  minute.  The  tool  was  worked 
20  hours  without  regrinding  and  was  in 
good  condition  at  the  finish.  On  a  chill 
roll  a  tool  iVj  x  2'/2  ins.  worked  iS  hours 
without  grinding. 

At  another  place  a  series  of  tests  were 
conducted    on     locomotive    tires.      These 


WILLIAM  SELLERS  &  CO 
ducted  at  the  Otis  Steel  Company's  plant 
a  cut  was  taken,  on  a  planer,  from 
0.8  per  cent,  carbon  steel  which  was  ham- 
mered into  shear  blades.  This  blade  was 
6  ins.  wide  and  8^  ft.  long,  and  the  tool 
took  the  full  cut  across  it  without  having 
to  be  ground.  The  work  was  done  at  a 
travel  speed  of  16  ft.  per  minute.  The 
cut  was  1/16  in.  deep  and  Ys  in.  feed. 
The  second  test  was  in  turning  a  i  per 
cent,  carbon  cast-steel  roll,  in  which  the 
first  cut  was  i->^  ins.  deep,  with  a  1/16  in. 
feed  while  running  at  10  ft.  per  minute. 
At  this  speed  it  took  ^'A  hours  to  finish 
a  cut  across  the  roll.  The  second  cut 
was  H  in.  deep,  with  a  1/16  in.  feed,  with 
the  same  speed  per  minute.  It  took  4^4 
hours  to  make  this  cut,  and  both  cuts 
were  made  without  taking  the  tool  out 
of  the  tool  post.  The  tool,  therefore,  was 
run  9  hours  without  grinding 


INC.,  NINETY-INCH  WHEEL  LATHE. 

tests  consisted  in  turning  up  a  number  of 
tires  on  a  Niles-Bement-Pond  Company's 
90-in.  tire  lathe,  and  the  results  of  the 
tests  are  given  in  tabulated  form 'in  the 
accompanying  record.  No  comment  is  nec- 
essary, as  the  table  shows  for  itself  what 
was  done.  In  another  railroad  shop,  sat- 
isfactory tests  were  made  on  a  William 
Sellers  &  Co.  90-in.  wheel  lathe.  This 
lathe  with  the  tires  in  place  is  shown  in 
our  illustration.  It  indicates  that  the 
work  was  done  in  the  usual  way. 


TCSTS   OF  JESSOP-S^^^STEEL  IN  TURNING    LOCOMOTIVE    TIRES    ON    NILES- 
BEMENT-POND  CO.'S   go-INCH   LATHE. 


Test   No. 


Diame.  Depth 

tcrof    Makcof  Sp«dm  Feedin    of  Cut 
Tire    in      Tire.     ':«' P"     Inclics. 


Inches. 


Minute. 


Inches.       utcs. 


Cutting    «      ,. 
Time     Condi- 
in  Min-  'IS"    °f 


Tool. 


Work  on 

Tool  to 

Put  in 

Service. 


63         Midvale       15 


5/i6  7/"6 


12        F,iilcd        (".round. 


6jJi     Midvale       15!^  5/"6  S/i6 


3  6.1  Midvale      125^ 

4  62  J<  Midvale       12  54 

"A'^:n^^H  Non,arkj- 

'id'lu.'[-8'/^  Nomark|;;'a 

7  62  5i  No  mark      i6'/5 

8  62'4  No  mark      16V2 

9  62'/J  No  mark      16!^ 
62'A  No  mark      17!^ 


5/>6 
5/16 
5/16 
5/16 
H 
H 
S/16 
5/16 
5/16 
5/"6 


7/16 

5/16 

13/32 

'A 
H 

5/.12 

H 

11/32 

H 

.s/16 


23 
24 
28 
22 
25!^ 

20  !4 

20 
IQ 
1 9 '/a 


Fair 

Good 
Fair 
Good 
Good 
Good 
Fair 
Good 
Fair 
Good 
Good 


Ground  at 
finish. 

None. 

Ground. 

None. 

None. 

None. 

Ground. 

None. 

Ground. 

None. 

None. 


Remarks. 

(Cut  3->i  over 
tread,  fin- 
i  s  h  ed  with 
very  hard 
tires, 
r  Slowed  to  12'/, 
J  ft.;  3'i  ins 
i  Tire  very  hard. 
LTire  very  hard. 


Tire  very  hard 


Proceedings    of    Fuel    Association. 

The  proceedings  of  the  first  annual  con- 
vention of  the  International  Railway  Fuel 
.Association  has  just  been  published.  It  is 
a  paper-covered  volume  of  197  pages  and 
is  of  standard  size,  i.  e.,  the  pages  are 
the  same  size  as  those  of  the  M.  M.  and 
the    M.    C.    B.    Association    proceedings. 


Old-Timer 
Talks  No.  2 

Some  of  the  boys  when 
they  open  the  cylinders, 
think  everything  is  O.  K.  if 
the  inside  of  the  cylinder  is 
bright  like  silver.  But  sup- 
pose they  only  found  some 
bright  streaks,  then  they'd 
think  friction  did  it,  of 
course. 

Now,  for  a  fact,  a  bright 
surface  shows  a  "friction 
polish";  an  "oil  polish"  is 
somewhat  dark.  Rub  a  sur- 
face with  a  polishing  rag  and 
see  how  bright  it  gets — 
friction  does  it. 

The  very  best  polish  I 
know  is  the  "graphite 
glaze."  Graphite,  if  the 
flake  is  pure  and  thin — 
Dixon's  kind,  you  know — 
fills  in  the  grain  rf  the 
metal  and  makes  it  as 
smooth  as  glass. 

You  ought  to  send  to  the 
Dixon  people  for  a  free 
sample  can  No.  69-C.  It's 
"great  stuff." 

Joseph  Dixon  Crucible  Co. 

Jersey  City,  N.  J. 


Total  weight  of  chips  removed.  i.m'A  lbs.     Size  of  tool,  i  !4  by  3  ins. 
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GOLD 

Car 
Heating 


& 


Lighting 
Company 


Manufacturers  of 


ELECTRIC, 
STEAM  AND 
HOT  WATER 
APPARATUS 

FOR    RAILWAY    CARS 

IMPROVED 
SYSTEM  OF 
ACETYLENE 
CAR  LIGHT- 
ING 


Largut    Manufacturer!    in    the    World    of 
Car  Heating  Apparatus 

Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main    Office,  Whitehall    Building 

17   BATTERY   PLACE 

NEW    YORK 


There  are  numerous  illustrations  and  the 
papers  read  and  the  discussions  which 
followed  are  fully  reported.  The  papers 
presented  were  of  a  practical  character, 
being  (i)  "Best  Method  of  Accounting 
for  Railway  Fuel" ;  (2)  "Briquetted  Coal 
and  Its  Value  as  a  Railroad  Fuel";  (3) 
"Correct  Weighing  of  Coal  at  Mines  and 
on  Railroad  Track  Scales";  (4)  "Diffi- 
culties Encountered  in  Producing  Clean 
Coal  for  Locomotive  Use";  (s)  "How 
to  Successfully  Burn  Locomotive  Fuel 
Coal";  (6)  Standard  Types  of  Coaling 
Stations."  Copies  of  the  proceedings  may 
be  obtained  from  Mr.  D.  B.  Sebastian, 
secretary  of  the  association,  at  327  La 
Salle  street,  Chicago,  III. 


Hydro-Pneumatic. 

The  term  "hydro-pneumatic"  when  ap- 
plied to  a  wheel  press,  at  first  seems 
rather  curious.  Hydro-pneumatic,  of 
course,  means  water  and  air,  and  the 
combination  which  the  Watson-Stillman 
Company  of  New  York  have  made  with 
water  and  air  in  their  new  wheel  press  is 
briefly  that  the  reservoir  containing  water 
to  operate  the  ram  is  closed  and  when 
the  pumps  begin,  air  under  pressure  is 
introduced  into  this  chamber  and  the 
water  is  not  simply  drawn  into  the  pumps 
by  suction,  but  it  is  forced  into  the  pumps 
and  the  result  is  that  the  ram  is  pushed 
out  faster  than  if  the  water  was  not  forced 
into  the  pumps.  There  iS'  a  further  ad- 
vantage gained  by  this  method,  and  that  is 
that  when  the  ram  stops  under  air  pres- 
sure both  pump  pistons  are  acting  to  force 
the  ram  further.  The  result  is  a  very 
steady  action  is  secured. 

There  is  another  feature  which  has 
nothing  immediately  to  do  with  the 
hydro-pneumatic  operation  of  the 
press  but  which  is  an  important  improve- 
ment. This  is 
what  the  makers 
call  their  four-rod 
construction.  They 
say  that  they  have 
found  that  when 
the  lines  of  pressure 
and  resistance  lie 
within  single  rods 
at  the  top  and  bot- 
tom there  is  a 
tendency  for  the 
press  to  spring 
sidewise  when  do- 

nig  heavy  work,  as  it  is  practically  im- 
possible to  keep  the  strains  within  such 
narrow  limits.  In  this  press  two  heavy 
rods  at  both  top  and  bottom  are  used, 
the  rods  being  from  three  to  six  inches 
apart.  The  ram  ;uul  moving  abutment 
are  centered  between  these,  so  that  there 
is  no  tendency  to  spring  out  of  line.  The 
work  is  therefore  well  squared  up  by  this 
four-rod  construction  arid  there  is  the 
further  advantage  that  no  heavy  base 
plate  is  required. 

Tile   moving  abutment   is   supported   by 


four  wheels,  with  base  wide  enough  so 
that  it  may  be  moved  with  ease  and 
safety.  The  suspension  hooks  and  com- 
pression cap  are  supported  by  two-wheel 
trolleys.  The  machine  is  usually  run 
with  motor  drive  as  shown  in  our  illus- 
tration. It  can,  however,  be  made  with 
suitable  pulleys  for  belt  drive.  The  com- 
pany will  be  happy  to  answer  any  in- 
quiries about  this  highly  efficient  railway 

shop  tool. 

Chinese  Railways. 
Extensive  railroad  construction  work 
is  being  projected  in  China.  The  capital 
has  been  largely  guaranteed  by  a  German 
syndicate.  The  rails  and  most  of  the 
rolling  stock  is  being  supplied  from 
America,  but  it  is  expected  that  in  a  few 
years  the  Chinese  manufacturers  of  rails 
will  be  able  to  supply  the  demand  at 
home  and  also  look  for  markets  abroad. 
The  railways  are  of  the  standard  gauge 
and  are  said  to  be  designed  with  a  view 
to  obtain  the  highest  standard  of  con- 
struction work.  The  chief  branch  will 
run  from  Canton  to  the  boundary  of  the 
Wwang-tung  and  Hu-nan  provinces.  This 
branch  passes  through  a  densely  popu- 
lated country  for  nearly  300  miles.  The 
new  enterprise  will  connect  with  the  Im- 
perial Chinese  railways,  but  under  entire- 
ly  different   management. 


Articulated   Compound   Locomotives. 

The  American  Locomotive  Company 
have  recently  issued  pamphlet  No.  10,034, 
which  consists  of  a  very  complete  and  in- 
structive paper  on  the  articulated  com- 
pound type  of  locomotive  which  was  read 
by  Mr.  C.  J.  Mellin,  consulting  engineer 
of  the  company,  before  the  American  So- 
ciety of  Mechanical  engineers.  The 
paper  very  fully  describes  the  characteris- 


MOTOR   DRIVEN    IIMJKO  PNEUM.M  Ic    VVHEliL   PRESS. 

tic  features  of  this  type  of  engine,  and 
the  text  is  well  illustrated  by  line  cut 
drawings  of  its  special  details  as  con- 
structed by  the  above  mentioned  com- 
pany. Line  cut  illustrations  of  the  side 
elevations  of  a  number  of  different  de- 
signs of  articulated  compound  engines  are 
also  included  in  the  pamphlet,  among 
which  are  two  preliminary  designs  for 
passenger  service.  The  last  ten  pages  of 
the  pamphlet  contain  extracts  from  the 
discussion  of  the  paper  by  members  of 
the  A.  S.  M.  E.     Some  half-tone  illustra- 
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tions  of  a  number  of  engines  of  this  type 
built  in  this  country  are  also  given.  The 
principal  specifications  of  each  design  are 
in  tabular  form  beneath  each  illustration. 


Portable   Jib   Crane. 

The  portable  jib  crane  described  in 
this  article  was  designed  by  a  master 
mechanic  on  one  of  the  largest  rail- 
roads in  the  country,  and  has  been  for 
some  years  in  successful  service  in  the 
erecting  shop. 

The  crane  may  be  placed  in  any  posi- 
tion on  the  floor  by  an  overhead  traveler 
and  will  handle  loads  without  assistance 
from  the  traveler.  Not  only  is  the  labor 
of  men  engaged  on  a  given  job  rendered 
more  efficient  by  the  help  of  this  crane, 
but  the  time  of  traveling  crane  is  con- 
served most  effectively.  On  account  of 
what  may  be  called  its  flexibility  of  lo- 
cation, this  portable  crane  is  destined  to 
become  popular  among  railroad  men  as 
an  auxiliary  service  crane.  The  work 
handled  by  it  in  railroad  shops  includes 
among  other  things  the  removal  of 
driving  boxes,  eccentric  straps  and  ec- 
centrics from  driving  axles  and,  after 
repairs  have  been  made,  of  refitting 
these    parts    to    the    axles.      Putting    up 


experience  its  use  will  save  the  labor 
of  one  mechanic  and  two  helpers.  Be- 
sides this  economy,  one-third  the  time 
of  the  traveling  crane  is  available  for  op- 
erations which  couiy  not  be  performed  by 
one  au.xiliary  crane.  In  this  way  the  aux- 
iliarj'  crane  greatly  increases  the  commer- 
cial efficiency  of  the  more  expensive  tool. 

The  portable  jib  crane  can  also  be  used 
advantageously  in  the  locomotive  boiler 
shop  and  for  handling  a  pneumatic  gap 
riveter  or  a  staybolt  breaker.  In  the  ma- 
chine shop  it  is  useful  for  assembling 
tools  and  for  handling  heavy  vise  work, 
etc.  It  has  a  heavy  base  and  its  own 
weight  evenly  poised  on  the  base  makes 
it  quite  steady. 

The  crane  itself  consists  of  a  heavy 
base  plate  with  structural  pillar  attached 
thereto,  having  a  swivel  plate  on  top  on 
which  the  rotating  jib  is  pivoted.  A  mov- 
able trolley  is  provided  which  supports  a 
block  and  hook.  A  weight  attached  to 
opposite  end  of  jib  balances  trolley  and 
part  of  load.  The  jib  is  stayed  by  tension 
rods.  The  strut  for  this  crane  contains 
eye  bolts  for  clevis  loops  by  which  crane 
is  lifted  and  transported  by  overhead 
traveler.  The  hoisting  gear  is  attached  to 
the  base  plate  or  structural  pillar  and  is 
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PORTABLE  SHOP  CRANE. 


collars,  and  the  bolting  of  eccentrics  and 
eccentric  straps  is  done  under  the  crane 
and  driving  wheels  are  made  ready  to 
place  under  engine.  One  of  these  cranes 
will  serve  a  shop  handling  60  engines,  and 
the   builders   inform   us   that    from   actual 


operated  by  pneumatic  or  electric  motor 
or  hand  •  power.  Swinging  and  trolley 
travel  are  operated  by  hand  power.  The 
capacity  ranges  from  1,000  lbs.  up  to  4,000 
lbs.,  with  an  effective  radius  of  about 
10  ft.     The  special  features  of  construc- 


fUST  ISSUED 

WESTINCHOUSE 
E-T  AIR 
BRAKE 

INSTRUCTION 
POCKET  BOOK 

No.  Sand  No.  6 

By 

WM.  W.   WOOD 

Air   Brake   Instructor 

FULLY  ILLUSTRATED 
WITH  COLORED  PLATES 

PRICE,  $2.00 

Ilece  is  a  book  for  tlif  railrnad  man,  and 
the  man  who  aims  to  bo  one.  It  is  without 
flouht  the  only  complete  work  published  on 
t  lu'  Westinghouse  E-T  Locomotive  Brake 
Equipment.  Written  by  an  Air  Brake  In- 
structor who  knows  just  what  is  needed. 
It  L'r)vprs  the  subject  thoroughly.  Every- 
Ihin?  about  the  New  Westinghouse  Engine 
and  Tender  Brake  Equipment,  including  the 
Standard  No.  5  and  the  Perfected  No.  6 
.Slyle  of  brake,  is  treated  in  detail.  Written 
iu  plain  English  and  profusely  illustrated 
with  Colored  Plates,  which  enable  one  to 
trace  the  How  of  pressures  throughout  the 
entire  equipment.  The  best  book  ever  pub- 
lished on  the  Air  Brake.  Equally  good  for 
the  beginner  and  the  advanced  engineer. 
Will  pass  any  one  through  any  examination. 
It  informs  and  enlightens  you  on  every 
point.  lodispensable  to  every  englnemaa  and 
trainman. 

Waischaert  Locomotive  Gear 

By  Wm.  W.  Wood.  If  you  would  thoroughly 
understand  the  Waischaert  Locomotive  Valve 
Gear  you  should  possess  a  copy  of  this  book. 
It  covers  the  subject  in  every  detail.  Kx- 
amiuation  questions  with  their  answers  are 
giveu.  Fully  illustrated  and  contains  slid- 
ing   card    board    models.      IViee    ^I.-jO, 

Breakdowns  and  Their  Remedies 

By  Wm.  W.  Wood.  Revised  Pocket  Edition, 
just  issued.  This  book  tells  you  just  what 
tn  (If)  in  case  of  any  accident  or  breakdown. 
Waischaert  Locomotive  Vaive  Gear  Troubles, 
The  Electric  Headlight  and  Questions  and 
Answers  nn  the  Air  Brake  :ire  all  inchided. 
Fully    illustrated.      Price    .$l.rH(. 

Locomotive  Catechism 

By  Grimshaw.  27th  Edition.  Is  en 
tircly  r--" vised,  rewritten  and  resot  and  Is 
right  np  to  the  minute.  It  is  a  New  Book 
from  Cover  to  Cover.  Includes  the  greatest 
;uii"Uiit  of  practical  information  ever  puh- 
lishvd  on  the  construction  and  management 
of  modern  locomotives.  Contains  Specially 
Prepared  Chapters  on  the  Waischaert  Locn- 
moiive  Valve  Gear,  the  Air  Brake  Equip- 
m*^nt  and  the  Electric  Head  Light.  S25 
pngos,  4.S7  illustrations  and  3  Folding  Plates. 
Over  4.000  Examination  Questions  and  their 
Answers  are   included.     I'rioe  $2.50. 

Train  RulesandTrainDlspatchlng 

By  Dalby.  It  i:ivos  the  standard  nil'";  f'^r 
both  single  and  d<publo  track,  shows  all  thf 
signals,  with  colors  wherever  necessary,  and 
has  a  list  of  towns  whore  time  changpR. 
with     n     map     showing     the     whole    country. 

Air  Brake  Catechism 

By  Blackall.  A  complete  treat ise  on  the 
Wfsi  Inghnnse  Atr  Brake,  Including  the  No. 
.'  and  No.  fi  ET  I.r.comotivc  Brake  Equip 
ment:  the  K  (Quick  Service)  Triple  Valve 
for  Freight  Service:  and  the  Cross-Compound 
Pnmp.  :i.SO  paL'i'S.  fully  illustrated  with 
folding  plates  and  dlnerams.     Price  $2.00. 

A  (sPFPIAI  "^  ""-'''  "^  these  books  sent  on 
A  ortl^lAL.  i.pq„est.  Any  of  these  hooks 
CIRCULAR  sent  prepaid  on  receipt  of  price. 

Agent*  Wanted  at  Every  Terminal.  Write 
for  our  BDecial  terma.  You  can  make  equal  to 
a  month's  pay  Belling  our  book*  on  the  aide. 


The  Norman  Henley  Pub.  Co. 

132   NSMSU  Strast,   NEW  YORK,  U.  S.  A. 


September,  1909. 


RAILWAY   AND   LOCOMOTIVE    ENGINEERING 


413 


RECOGNIZED 

as    tH« 

STANDARD 

FLEXIBLE 
STAYBOLTS 

Holds  firebox  sheets  securely 
together,  and  accommodates  it- 
self to  the  unequal  expansion 
of  the  plates. 

USED    ON    OYER    100    RAILROADS 


"Staybolt  Trouble 
a  Thing  of  the  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 

THE  TATE  BOLT  HAS 
PROVED  ITSELF  INDISPENS- 
ABLE TO  LOCOMOTIVES  IN 
HIGH  PRESSURE  SERVICE 
BY  RENDERING  A  LOWER 
COST  OF  FIRE  BOX  REPAIRS 
TO  A  GREATER  MILEAGE  IN 
SERVICE,  THEREBY  IN- 
CREASING THE  EARNING 
VALUE. 

FLANNERY  BOLT  COMPANY 

PITTSBURGH,    PA. 

Suite   328   Frick   Building 

B.    E.    B.    STAFFORD,    Gen.    Manager 

J.    EOGERS    FLANNERY   &    COMPANT, 

Selling    Agents 

Irick    Building,    Pittsburgh,    Pa. 

TOM   R.    DAVIS,    Mechanical   Expert 

H.    A,    PIKE,   Eastern   Territory 

fr.    M.    WILSON,   Western   Territory 

COMMONWEALTH  SUPPLY  COMPANY, 

Southeastern    Territory 


tion  are  fully  covered  by  U.  S.  patents. 
These  cranes  are  manufactured  exclu- 
sively by  the  Whiting  Foundry  Equipment 
Company,  of  Harvey,  111.,  to  whom  any 
inquiries  for  further  particulars  should  be 
addressed. 


Making  Smokeless  Firing  Expensive. 

Expensive  mistakes  are  sometimes  made 
by  firemen  who  imagine  that  the  fire  must 
be  burning  just  right  when  the  stack 
shows  absence  of  smoke.  Absolute  smoke- 
lessness  and  strict  economy  of  fuel  do  not 
go  together.     An   engineer  writing  about 


Railroad  Characters. 

BILLY    GETS    TR..\NSFERRED. 

.•\  wave  of  reform  swept  over  the 
railroad.  Some  society  ladies  resolved  to 
unite  and  do  something  for  the  uplifting 
of,  what  they  called,  the  lower  classes. 
A  mid-day  meal  was  to  be  furnished  to 
the  railroad  men  for  next  to  nothing. 
Frugality  and  Fraternity,  twin  god- 
desses, were  to  walk  garlanded  hand  in 
hand,  and  lead  the  weary  workers  to  a 
better  life. 

The  dilapidated  end  of  an  abandoned 
car     shed     was     whitewashed.       Tempor- 


UKE   TK.-\I.\   A  I 


AixUC    .'^T.\TIOX,    OFCJTE.X    RAILW.W. 


oil  fuel  tests  of  boilers  supplying  steam 
to  irrigation  plants,  says:  "In  a  great 
many  plants  the  firemen  leave  the  draft 
doors  wide  open  and  so  long  as  no  smoke 
appears  they  are  satisfied,  never  ques- 
tioning whether  the  amount  of  air  is 
greatly  in  excess  of  that  required  for 
economical  results.  Under  these  condi- 
tions, boiler  efficiencies  ranging  from  55 
to  60  per  cent,  are  to  be  expected  and  the 
results  show  that  only  such  efficiencies 
are  obtained.  On  the  other  hand  when 
acceptance  tests  of  plants  were  made 
under  a  fuel  guarantee  and  care  was 
taken  for  finding  the  proper  draft  area 
as  especially  in  the  manipulation  of  the 
damper  to  maintain  as  high  pressure  as 
possible  in  the  furnace  and  around  the 
heating  surface  of  the  boilers,  the  effi- 
ciency has  ranged  from  73  to  75  per  cent." 


In  the  reception  hall  of  the  Brown 
Hoisting  Machinery  Company,  of  Cleve- 
land, appears  a  notice  stating  that  Cleve- 
land solicitors  will  not  be  seen  after  ri:.^o 
a.  m.  Mr.  Clapp,  who  originated  the  no- 
tice, has  established  the  rule  for  the  bene- 
fit of  people  coming  from  distant  towns 
who  would  frequently  have  to  stay  over 
night  by  Cleveland  men  crowding  them 
out  of  a  hearing. 


ary  tables  were  extended  into  the  dim 
distance.  A  soup  kitchen  with  burnished 
stoves  and  glorified  crockery  in  one 
corner,  and  a  raised  platform  in  the 
other  gave  an  air  of  sumptuousness  to 
the  place,  while  a  few  red,  white  and 
blue  streamers  festooned  here  and 
there,  gave  one  the  mistaken  impres- 
sion that  a  presidential  election  was 
approaching.  When  the  opening  day 
came  the  railroad  banqueting  hall  was 
lit  up  with  sweet  feminine  smiles  graced 
with  soft  silken  draperies.  White 
aproned  waiters  hurried  hither  and 
thither  with  savory  viands.  The  soup 
was  so  deliciously  refreshing  that  it  left 
nothing  further  to  be  desired.  The 
cliicken  pie  was  a  marvel  of  dainty 
luxuriousness.  The  strawberries  and 
cream  were  past  speaking  about.  The 
coffee  was  positively  exhilarating.  As 
for  the  ice  cream  it  was  a  shame  to  eat 
such  gems  of  sculpture  work. 

Four  of  the  gentle  ladies  sang  so 
seraphically  that  Billy  and  Jack  Mac- 
Farlane  and  Shaw,  the  ex-fish  dealer, 
agreed  that  they  had  never  heard  any- 
thing like  it.  The  applause  was  rap- 
turous. Then  a  garrulous  old  gentle- 
man with  a  polished  cranium  and  a 
pair  of  waving  whiskers  explained  the 
direction   and    extent   of   the   step   that 
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was  being  taken.  He  alluded  feelingly 
to  tbe  fact  that  we  were  living  in  an 
age  of  progress.  The  human  body  was 
being  better  cared  for,  he  said.  The 
importance  of  environment  was  loom- 
ing larger  in  the  intellectual  eye  of  in- 
telligent humanity.  The  walls  of  preju- 
dice and  bigotry  and  ignorance  and  all 
uncharitableness  were  being  broken 
down.  The  lamp  of  hope,  fed  by  the 
oil  of  loving  kindness,  was  every  day 
shedding  a  brighter  light  on  the  dark 
brow  of  honest  industry.  Cultured 
women,  the  blossom  and  beauty  of 
creation,  were  feeling  the  -ennobling 
touch  of  the  humanizing  spirit  of  the 
age,  and  like  ministering  angels  reached 
out  a  spiritualizing  hand,  and  pointed 
the  way  to  higher  and  better  things  in 
the  undiscovered  future.  Would  the 
railroad  men  take  advantage  of  the  sit- 
uation? Would  they  grasp  the  hands 
held  out  to  them,  or  would  they  prefer 
to  wallow  in  the  inire  of  ancient  usage 
with  its  accompanying  degradation? 
That  was  the  burning  question  of  the 
hour.  He  would  like  to  hear  the  opin- 
ions of  some  of  the  working  men  them- 
selves. The  orator  wiped  his  burnished 
brow,  and  sat  down  amid  thunders  of 
applause. 

Jack  MacFarlane  suggested  that 
Billy  say  something.  Shaw,  the  had- 
dock man,  seconded  the  proposition. 
The  wind  was  all  out  of  Billy,  but  he 
suffered  himself  to  be  borne  tumul- 
tuously  to  the  platform.  He  blushed 
and  bowed  to  the  ladies  and  the  aged 
orator  and  began  muttering  something 
about  being  too  full  for  utterance. 
Billy  was  on  the  dead  center,  but, 
metaphorically,  pinching  himself  off  the 
center  and  taking  steam  on  the  left 
side,  he  claimed  that  it  would  not  be 
seemly  to  allow  the  occasion  to  pass 
without  expressing,  however  feebly, 
their  deep  sense  of  gratitude  for  their 
delightful  experience,  their  joy  at  be- 
holding such  a  vision  of  loveliness, 
their  blessed  realization  of  what  seemed 
only  a  dream.  Whatever  the  future 
might  bring,  Billy  said,  when  the  past 
came  up  before  them  this  repast  would 
also  come.  The  bitterness  of  dreary 
hours  of  dull  drudgery  fell  away  from 
them  like  an  old  garment.  Was  there 
a  man  among  them  who  had  not  felt 
at  times  that  their  lot  was  a  hard  one, 
and  that  those  upon  whom  fortune's 
brighter  star  shone  with  a  more  re- 
fulgent radiance  had  never  even  given 
them  a  passing  thought? 

Billy  was  opening  his  throttle  now 
and  letting  her  go  into  a  dark  tunnel. 

Full  of  emotion  he  expressed  a 
strong  desire  that  the  sliades  of  his 
toil-worn  companions,  their  heroic  pre- 
decessors, whose  wasted  bojlies  rested 
in  nameless  graves,  could  revisit  them 
and  behold  the  inspiring  spectacle  of- 
transcendant      social      intercommunion. 


What  transports  of  delirious  joy  would 
thrill  through  their  disembodied 
spirits!  It  was  for  the  living  to  ap- 
preciate the  situation.  It  was  for  them 
to  grasp  the  golden  opportunity,  and 
show  tliemselves  ready  to  rise  upon 
stepping  stones  of  their  dead  selves  to 
nobler  things.  They  were  crossing  the 
Rubicon  and  they  were  burning  tlie 
bridges  behind  them. 

Billy  was  throwing  on  chunks  of 
mixed  coal  now  and  keeping  the  steam 
up.  Giving  himself  sand  he  went  on 
with   renewed   vigor. 

Sometimes,  Billy  said,  it  seemed  as  if 
they  were  forgotten.  Servants  of 
servants,  they  were  ground  beneath  the 
driving  wheels  of  soulless  corporations. 
But  it  was  the  darkness  before  the 
dawn.  There  was  a  triumph  of  mind 
over  matter.  There  was  the  fair  flower 
of  hope  springing  from  the  grosser  ele- 
ments of  the  earth.  Would  they  em- 
brace the  bright-winged  opportunity? 
Would  a  duck  swim?  Would  they  ever 
again  wander  into  the  forbidden  fields 
in  which  he  was  ashamed  that  he  had 
ever  set  a  wandering  foot?  Could  they 
ever  be  lured  from  a  splendid  segrega- 
tion of  a  physical,  an  artistic  and  an  in- 
tellectual refreshment  like  this?    Never! 

Billy  shut  off  and  put  on  the 
emergency  brake.  He  was  all  in. 
Thunders  of  approval  greeted  Billy.  In 
the  tumult  the  one  o'clock  whistle 
blew.  The  ladies  clustered  around 
Billy  and  refused  to  let  him  go.  The 
party  with  the  whiskers  was  the  First 
Assistant  to  the  Second  Vice-President 
and  something  must  be  done  for  Billy. 
The  ladies  were  in  the  uplifting  busi- 
ness and  the  result  was  that  they  up- 
lifted Billy. 

Next  month  Billy  sat  clothed  and  in 
his  right  mind  in  the  office  of  the  Sliop 
Superintendent.  Visitors  presenting 
cards  had  to  take  a  back  seat  and  wait 
till  Billy  was  ready.  Billy  was  busy 
dictating  letters  now.  Sometimes  his 
feet  rested  on  the  gilded  radiator  and 
he  smoked  gilt-labeled  perfectos.  By 
and  by  he  looked  at  himself  in  the 
glass  and  brushed  his  h.iir.  Then  a 
train  of  thought  like  a  train  of  cars 
seemed  to  rush  through  his  mind,  and 
he  vanished  into  an  inner  room.  Other 
visitors  arrive,  but  they  can  sit  there 
till  Billy  is  good  and  ready.  The  re- 
form movement  has  gone  into 
quiescence.  So  has  the  soup  kitchen. 
Clark's  parlors  has  assumed  its  normal 
activity.  Everything  is  just  as  it  was 
except  Billy.  His  loquacity  is  gone.  He 
is  a  man  of  silence  now.  He  is  a  stranger 
to  Clark's  parlors.  He  is  holding  his  job 
down.  If  the  reform  movement  never 
accomplishes  anything  else  it  effected 
Billy's  translation. 

This  is  more  than  can  be  said  of  many 
alleged  reformations  that  come  in  like  fire 
and  thunder  and  iiid  in  a  finrf  nf  smoke. 
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This  is  the  title  of  a  series 
of  articles  dealing  with  loco- 
motive repairs  published  in 
"REACTIONS,"  a  quarterly 
paper  which  is  sent  free  of 
charge  to  interested  parties 
in  the  United  States,  Canada 
and  Mexico.  The  third  quar- 
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motive frames,  driving  wheel 
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mud  rings. 

When  writing  for  copies, 
please  mention  this  advertise- 
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SINCLAIR'S  LOCOMOTIVE  ENGINE 

RUNNING  AND  MANAGEMENT 

Is  (till  popular.         We  hav  ■  it.         Price  $2.00 

ANGUS  SINCLAIR  CO..    114  Liberty  St..  N.  Y. 


A  BORING  TOOL 

like  this  Is  ALWAYS  readj  for 
use.  It  needa  no  forging  or  tem- 
pering and  sarea  70  per  cent,  of  Grinding  and  (0 
per  cent,   of  Tool   Steel   uaed    In   Forged   Tools. 

Patented  March    12,     ISBS. 
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CARS,  GABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


Trade  | 
Mark 


RUBEROID 
ROOFING 


Regist'd 
U.  S.  Pal. 
1  Office 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 

Outtastj  Metal 
SPARK  PROOF,  CINDER  PROOF, 
QAS  PROOF,  WEATHER  PROOF 

Write  tor  Bamples.  prices  and  booklet  No.  66. 

THE     STANDARD     PAINT    CO. 
t  00  William  Streal  Naw  York 

Chicago,    Phllaiielpbia,    Boston,    Eansu  City, 
Memphis,    Atlanta. 


The  Flue  Cleaner  with 
Always  Sharp  Knives— 

THE 


<( 


PERFECTION 


M 


This  comfs  about  because  of  tlie  peculiar 
knife  arrangement — while  in  operation, 
tljey  sharpen  themselves.  The  positive 
cleaner  for  welded  or  drawn  flues  in  any 
quarter  and  especially  in  places  where 
there  is  little  elbow  room.  Removes  all 
of  the  scale,  leaves  all  of  the  tubes. 

TRY  IT  FOR  30  DATS  O.V  THE  BASIS 
OF  SATISFACTION  OR  NO  PAY. 

SCULLY  STEEL  AND 
IRON  COMPANY 

CHICAGO,   ILLINOIS 


DUNER 
CAR   CLOSETS 

DUNER   CO. 

Il»  S.  CLINTON    ST..  CHIOACO 


Welding    Tubes    by    Thermit. 

Butt- u  elding  wrought  iron  and  steel 
pipes  is  the  latest  triumph  of  the  Gold- 
schmidt  Thermit  Company,  New  York. 
In  fact,  there  seems  to  be  no  limit 
to  the  possibilities  of  this  remarkable 
method  of  welding  metals.  As  may  be 
generally  known,  the  fusible  material 
consists  of  a  mixture  of  finely  divided 
aluminum  and  iron  oxide.  This  mixture 
when  ignited  produces  a  combustion 
which  in  a  few  seconds  approaches  a 
temperature  of  5,000  deg.  F.  In  the 
wielding  of  pipes  a  cast  iron  mould  is 
placed  around  the  joint.  In  the  upper 
section  of  the  mould  a  narrow  gate  is 
formed  to  admit  the  Thermit,  which  when 
it  is  ignited  is  poured  into  the  opening  of 
the  mould.  Adjustable  clamps  are  at- 
tached to  the  two  sections  of  the  pipe,  and 
the  joint  is  drawn  slightly  together  while 
the  metal  is  in  a  state  of  fusion.  On  cool- 
ing it  is  found  that  the  weld  is  the 
strongest   part   of  the  pipe. 


The  catalogue,  No.  58,  of  the  Wolfe 
Brush  Co.,  Pittsburgh,  Pa.,  is  an  un- 
usually attractive  publication  of  128 
pages,  printed  on  superfine  paper  and 
profusely  illustrated.  The  company  has 
been  established  nearly  sixty  years  and 
has  earned  a  national  reputation  as 
manufacturers  of  high-class  brushes.  An 
estimate  may  be  formed  of  the  variety 
of  their  products  when  it  is  stated  that 
their  new  catalogue  contains  descriptive 
matter  in  regard  to  4,000  kinds  of 
brushes.  The  firm  has  evidently  made 
a  very  careful  study  of  the  brush  re- 
quirements of  railroads,  and  it  is  gen- 
erally conceded  that  no  American 
brush  makers  are  in  a  position  to  make 
so  prompt  a  delivery  of  any  kind  of 
brushes  required  in  railroad  work.  The 
quality  of  the  brushes  is  of  the  highest, 
the  prices  are  the  lowest.  All  interested 
should  send  for  a  copy  of  the  company's 
new  catalogue. 


The  Fortieth  Annual  Convention  of 
the  Master  Car  and  Locomotive  Paint- 
ers' Association  will  be  held  at  Niagara 
Falls,  N.  Y.,  Sept.  14,  15,  16  and  17,  1909. 
Mr.  George  Warlick  is  president  of  the 
association,  and  Mr.  A.  P.  Dane,  of  Read- 
ing, Pa.,  is  secretary.  Headquarters  will 
be  at  the  Cataract  House.  Members  are 
requested  by  the  hotel  committee  to  se- 
cure reservations  by  addressing  Mr. 
H.  W.  Isaacs,  manager,  Cataract  House, 
Niagara  Falls,  N.  Y.  The  list  of  sub- 
jects, essays,  queries  and  special  papers 
to  be  presented  at  this  convention  is  of 
an  exceptionally  interesting  character  and 
will,  without  doubt,  bring  out  discussions 
which  will  be  valuable  and  instructive. 
Special  attention  is  called  to  the  paper  to 
be  presented  by  Mr.  H.  A.  Gardner,  chief 
chemist,  scientific  section  of  the  Paint 
Manufacturers'  Association  of  the  United 
States,  on  "E.xcluding  and  Rust  Inhibiting 


Properties  of  Paint  Pigments  for  the  Pro- 
tection of  Steel  and  Iron,"  one  of  the 
most  vital  problems  of  railroad  painting. 
The  report  of  the  test  committee  of  the 
association,  of  which  Mr.  W.  O.  Quest, 
master  painter  of  the  Pittsburgh  and  Lake 
Erie  is  chairman,  will  be  one  of  unusual 
interest.  All  foremen  and  assistant  fore- 
men of  railway  paint  shops,  steam  or  elec- 
tric, in  the  United  States  and  Canada,  and 
all  others  who  are  in  any  way  interested  in 
the  association  are  invited  to  be  present. 


"Hannoversche  Maschinenbau  Actien- 
Gesellschaft."— This  is  the  German  title 
of  a  company  located  in  Hanover-Linden, 
Chemnitz,  Germany,  and  their  new  cata- 
logue No.  210,  illustrating  their  various 
designs  of  the  four-cylinder  balanced  com- 
pound locomotive  is  before  us.  It  is  an 
elegant  and  artistic  work.  One  does  not 
require  to  be  an  advanced  German  scholar 
to  learn  that  the  company  believes  that 
the  four-cylinder  balanced  compound  loco- 
motive is  to  be  the  express  engine  of  the 
future.  There  are  ten  superb  illustrations 
of  various  types  of  the  four-cylinder  com- 
pound, and  it  is  gratifying  to  note  that 
the  general  description  of  those  fine  loco- 
motives is  given  in  four  languages  so  that 
engineers  dwelling  in  the  four  corners  of 
the  earth  may  readily  read  and  understand 
the  chief  features  of  these  engines.  Copies 
of  the  catalogue  may  be  had  on  applica- 
tion to  the  company. 


Articulated  for  the  Santa  Fe. 
The  Baldwin  Locomotive  Works  have 
just  finished  a  mailet  passenger  engine 
for  the  Atchison,  Topeka  &  Santa  Fe, 
with  driving  wheels  72  ins.  in  diameter. 
The  engine  has  two  pairs  of  coupled  driv- 
ing wheels  in  front  and  three  pairs  in 
the  rear.  There  is  a  four-wheel  carrying 
truck  in  front  and  a  heavier  one  in  the 
rear.  The  engine  has  feed  water  heater, 
steam  superheater  and  arrangement  for 
carrying  the  steam  from  the  dome  in 
pipes  that  pass  through  the  feed  water 
heater.  The  top  of  the  steam  dome  is 
16  ft.  above  the  rail. 


The  Pennsylvania  Railroad  Company 
have  decided  to  test  on  the  testing  plant 
at  Altoona  all  the  mechanical  stokers  for 
locomotives  that  may  be  offered  to  them 
during  the  next  year.  If  any  stoker  has 
been  developed  sufficiently  to  fire  a  loco- 
motive as  well  as  an  average  fireman,  it 
will  have  the  opportunity  of  proving  its 
merits  under  conditions  of  absolute  fair- 
ness. 


The  Chicago,  Hamilton  &  Dayton  Rail- 
road, which  has  been  the  shuttlecock  of 
various  financial  interests  for  many  years, 
has  now  fallen  into  the  hands  of  the  Bal- 
timore &  Ohio.  Mr.  Oscar  G.  Murray, 
head  of  the  B.  &  O.,  is  now  president  of 
the  Cincinnati,  Hamilton  &  Dayton. 
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Baldwin  Mallet  Articulated  Compound. 
In  our  June  issue  of  this  year,  page  269, 
we  were  able  to  present  our  readers 
with  an  illustrated  description  of  the 
heavy  Mallet  articulated  compound  en- 
gine, built  by  the  Baldwin  Locomotive 
Works  for  the  Southern  Pacific.    This  en- 


making  repairs.  The  boiler  itself  is  in- 
tact in  the  back  half  of  the  engine  and 
the  combustion  chamber,  feed-water 
heater  and  superheater  are  all  together  in 
the  front  half.  The  frame  is  jointed  just 
back  of  the  rear  pair  of  the  front  set  of 
drivers.     This  joint   is   made   with  a   ful- 


FORWARD  SECTION  OF  SO.  PAC.  ARTICULATED  COMPOUND. 


gine  is  No.  4,000  on  that  road.  The 
boiler  is  of  the  straight  top  type  and  is 
84  ins.  in  diameter.  The  tubes  are  21 
ft.  long.  The  forward  flue  sheet  has  in 
front  of  it  a  combustion  chamber  54  ins. 
long  and  in  front  of  this  again  is  a  feed- 
water  heater  chamber  which  is  63  ins.  in 
length.  The  tubes  in  this  feed-water 
heater  are  set  in  alignment  with  the  fire 
tubes  and  are  equal  to  them  in  num- 
ber and  diameter.  The  combustion 
chamber  has  a  man-hole  which  enables  a 
workman  to  get  at  the  front  ends  of 
the  boiler  tubes. 

Two  non-lifting  injectors  are  used  and 
they  discharge  into  the  feed-water 
chamber,  which  is  always  full.  The  feed 
water  after  having  been  heated,  passes 
out  of  the  top  of  the  chamber  and  is  de- 
livered into  the  boiler  on  the  right  and 
left  sides.  These  checks  are  placed  imme- 
diately back  of  the  front  tube  sheet.  A 
superheater  is  placed  in  the  smoke  box. 

The  features  of  this  engine  which  we 
here  illustrate  in  detail  is  what  we  may 
call  its  separable  quality.  The  boiler,  and 
the  prolonged  front  end  can  be  separated 
one   from   the  other   for   the   purpose  of 


crum  pin  7  ins.  in  diameter  which  is 
pushed  up  into  place  from  below  and  held 
by  a  plate  supported  on  a  crosstie. 

The  joint  of  the  barrel  plates  is  made 
by  riveting  a  ring  to  each  boiler  section 
outside  the  shell  and  the  rings  are  butted 
together  with  a  V-shaped  fit.  There  are 
42  bolts  each  13-4  ins.  in  diameter  used  to 
make  the  joint.  When  everything  is  in 
place  the  engine  is  as  solid  as  any  other 
kind  of  engine.  The  front  section  con- 
sists of  the  smoke  box  with  superheater, 
feed-water  heater,  combustion  chamber, 
low-pressure  cylinders  and  the  front  set 
of  driving  wheels  with  the  pony  engine 
truck.  The  rear  section  as  shown  in  one 
of  our  illustrations,  consists  of  the  trail- 
ing wheels,  the  rear  set  of  six  drivers, 
high-pressure  cylinders,  boiler,  firebox 
and  cab.  The  separation  of  the  two  sec- 
tions can  be  very  easily  made  and  repairs 
effected.  When  done  the  engine  can  be 
put  together  again  with  very  little  extra 
work  on  the  part  of  the  shop  staff. 


Swift  and  True 


ARROW 

High-Speed 


TOOL 
STEEL 


For 

Railroad  Repair 
Shop  Work 

American  Selling   Agents 

JOHNA.CROWLEY&CO. 

120-122  Liberty  Street 

NEW  YORK 

G.  FRED.  COLLINS 

Manager    Railroad   Department 


If  common  sense  has  not  the  brilliancy 
of  the  sun,  it  has  the  fixity  of  the  stars. 
— Caballero. 


ESTABLISHED    1884 

Sipe's 
Japan  Oil 


Is  superior  to  Linseed  Oil 
and  Dryers  for 

All  KINDS  Of  PAINTING 

In    Daily   Use   by 

.-\11  the  leading  Railroads 

In   the   ITnited    States 


Manufactured    solely  by 

JAMfS  B,  m  &  (0. 

North  Side,  PITTSBURGH 
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MICA 

Caboose  Lamp  Chimneys  ,. 

Save  50  per  cent. 


§ 


STORRS  MICA  CO., 

R.  Depl.  OWEGO,  N.  Y. 


Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 

Dukesmitb  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THE  DUKESMITH   SCHOOL 
OF  AIR  BRAKES 

MEADVILLE,    PA. 


'"EBESTHMIDSOAPKNO*; 

Agent  Wanted 

In  every  Railroad  Shop  and  Round   House 
in  the  United  States  to  sell 

SKAT 

The  best  hand  soap  known  for  removing 
grease,  oil,  soot,  dust  and  dirt.  Guaranteed 
pure  and  beneEcial  to  skin — 

Send  postal  (or  free  sample  and  terms. 

THE  SKAT  MFG.  GO. 

807  Park  Street  Hartford,   Conn. 


Patents. 

GEO.  P.  WHITTLESEY 

McQILL  BUILDINQ  WASHINGTON,  D,  C. 

Terms  Reasonable  Pamphlet  Sent 


The  Westinghouse  Companies  report  a 
general  improvement  in  their  business.  In 
fact,  they  find  that  if  the  same  steady 
rate  of  advance  during  the  previous 
months  of  the  present  year  continues,  they 
believe  that  before  the  close  of  ipog  there 
will  be  a  repetition  of  the  busy  times  of 
1907.  The  Westinghouse  Air  Brake  Com- 
pany of  Wilmerding,  Pa.,  have  received  a 
large  number  of  orders  for  brake  appa- 
ratus and  friction  draft  gear.  As  an  in- 
dex of  the  improved  conditions  of  the 
Union  Switch  and  Signal  Company,' Swiss- 
vale,  Pa.,  it  is  stated  that  this  plant  is  now 
employing  about  twice  the  number  of  men 
that  it  did  a  year  ago.  In  June,  the  West- 
inghouse Electric  &  Manufacturing  Com- 
pany, of  East  Pittsburg,  Pa.,  experienced 
an  improvement  of  about  25  per  cent, 
over  the  business  of  May.  A  large  order 
for  railway  motors  was  secured  from  the 
Interborough  Railroad  Compapy  of  New 
York,  for  use  on  the  elevated,  or  Man- 
hattan, division.  Switchboard  and  auxil- 
iary supplies,  amounting  approximately  to 
$500,000  have  been  ordered  for  the  New 
York  terminals  and  tunnels  of  the  Penn- 
svlvania   Railroad. 


A  Wonderful  Machine. 

W'lien  1  was  laying  the  foundation  of 
my  mechanical  fame  and  fortune  running 
a  bolt  cutter  in  the  Rock  Island  shops 
at  Chicago,  a  year  or  two  ago,  I  boarded 


was  the  stupendous  feats  performed  in 
getting  over  certain  hills  without  doubling. 
This  was  occasionally  varied  by  the  rec- 
ord of  minor  incidents,  such  as  the  ex- 
ploit performed  by  Tom  Briggs  when  the 
96  broke  her  rocker  arm ;  how  narrowly 
Dick  Norris  escaped  from  having  his 
checks  called  in  when  the  187  broke  her 
side  rod  running  down  Valley  Hill;  how' 
Harry  Walbrandt  whooped  up  the  492  to 
make  a  meeting  point,  and  just  got  clear 
into  the  siding  when  the  Chicago  Limited 
rushed  past. 

George  Dorwart,  who  ran  a  lathe  in 
the  shop,  sat  opposite  me  at  the  table, 
and  he  got  tired  of  being  excluded  from 
the  conversation.  He  became  ambitious 
to  hear  himself  talk  in  that  crowd.  One 
evening,  catching  on  in  a  lull  of  the  talk, 
he  called  out  loudly  to  me :  "Well,  I 
went  over  and  saw  that  new  machine  to- 
day, and  it  is  astonishing  the  fine  work 
it  does." 

"How  does  it  work?"   I   inquired. 

''Well,"  said  George,  "by  means  of  a 
pedal  attachment,  a  fulcrumed  lever 
converts  a  vertical  reciprocating  motion 
into  circular  movement.  The  principal 
part  of  the  machine  is  a  huge  disc  which 
revolves  in  a  vertical  plane.  Power  is 
applied  through  the  axis  of  the  disc, 
and  when  the  speed  of  the  driving  arbor 
is  moderate,  the  periphery  of  the  appa- 
ratus is  traveling  at  high  velocity.  Work 
is  done  on  this  periphery.     Pieces  of  the 


KEAR  SECTION   OF   U.\LUWIN  AR' 

in  a  house  filled  with  locomotive  engi- 
neers and  firemen.  There  were  a  few 
macliinists,  but  their  voices  and  votes 
were   lost   among  the   enginemen. 

A  practice  prevailed  there  of  enliven- 
ing the  supper  table  with  social  conversa- 
tion, and  the  locomotive  men  being  in 
the   majority,   the   leading  theme   of  talk 


riCULATED  COMPOUND   SO.   PAC. 

hardest  steel  are  by  mere  impact  reduced 
to  any  shape  the  skillful  operator 
desires." 

"What  in  thunder  is  that'  machine, 
anyway?"  demanded  Tom  Briggs. 

"Oh,  it's  a  new  grindstone,"  replied 
George,  and  a  silence  that  could  be  cut 
with  a  butter  knife  fell  upon  the  crowd. 
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Air   Brake   Proceedings. 

We  have  received  a  copy  of  llie  pro- 
ceedings of  the  sixteenth  annual  con- 
vention of  the  Air  Brake  Association, 
held  in  Richmond,  Va.,  May,  1909.  The 
book  is  6  X  8  ins.  and  contains  411  pages, 
and  is  neatly  bound  in  black  leather. 

The  paper  by  J.  R.  Alexander,  of  the 
Pennsylvania,  on  "Pipes  and  Pipe  Fittings 
for    Locomotives    and    Cars"    brings    out 
more  points  on  this  subject  than  has  ever 
been    published    before.      The    paper    on 
"Yard   Air   Brake   Test   Plants    and   Air 
Brake  Repairs,"  by  F.  Von  Bergen,  of  the 
N.   C.  &   St.   L.   Ry.,   is   complete   in   all 
details   and   should   be   read   by   all   who 
have  to  do  with  the  very  important  work 
of  maintenance  of  air  brakes.    The  paper 
on    "Slack    Action    vs.    Undesired    Quick 
Action   as   a   cause   of   Damage   in   Long 
Freight    Trains,"    by    M.    E.    Hamilton, 
of  the  Santa  Fe,  is  a  somewhat  startling 
paper    which   deals    with   train   break-in- 
twos  from  a  new  standpoint.    The  paper 
on  "Flat  Wheels,  Their  Causes  and  How 
to  Prevent  Them,"  by  John  P.  Kelly,  is 
an   old    subject  handled    in   a   new   way, 
and   brings    out    many   points    as   to   the 
cause  and  prevention  of  slid  flat  wheels 
not  hitherto  touched  upon.    The  paper  on 
"The   New  York  B-3  Locomotive   Break 
Equipment,"  while  brief,  is  thorough  and 
contains  much  information  for  train  op- 
eratives   that    will    reduce    trouble    from 
break-in-twos     and     rough     handling     if 
carefully  read,  and  acted  on.     The  paper 
of  Mr.   C.   C.   Farmer,   resident  engineer, 
Westinghouse    Air    Brake    Company,    on 
"The  Southern  Pacific  Air  Brake  Demon- 
strations," summarizes  and  briefly  reviews 
the  work  of  the  large  corps  of  air  brake 
experts    who    spent    several    months    in 
1908  testing  air  brake  trains  on  the  heavy 
mountain  grades  of  the  Southern  Pacific. 
This  paper  is  valuable,  not  only  for  the 
information  it  gives,  but  for  the  ease  of 
study   with    which    Mr.    Farmer   presents 
it  to  the  air  brake  fraternity.    An  account 
of  these  tests  is  to  be  found  in  another 
column  of  this  issue  of  our  paper. 

The  report  of  the  Committee  on  Rec- 
ommended Practice  contains  important 
modifications  and  suggestions  over  the 
standard  report  of  1908.  An  exception- 
ally valuable  paper  was  that  of  John 
A.  Tally,  of  the  D.  L.  &  W.,  on  "How 
Can  the  Road  Foreman  of  Engines 
Render  the  Most  Effective  Assistance  to 
the  Air  Brake  Service."  Mr.  Taltry  shows 
how  necessary  it  is  for  the  good  of  the 
railroad  company's  service  for  the  air 
brake  inspector  and  the  traveling  engi- 
neer to  work  together.  The  paper  on 
"Engine  House  Inspection  and  Mainte- 
nance of  Air  Brakes,"  by  W.  D.  Seeley,  of 
the  Boston  &  Albany,  shows  how  more 
work  may  be  done  if  the  work  is  sys- 
tematically laid  out  and  conducted.  H. 
A.  Flynn,  of  the  Delaware  &  Hudson, 
presents  an  able  paper  on  "Handling  Pas- 


senger  and   Freight   Trains    with    Equip- 
ment." 

Much  value  is  added  to  the  proceed- 
ings of  the  sixteenth  annual  convention 
in  the  questions  and  answers  on  the 
New  York  B-3  locomotive  equipment,  the 
Westinghouse  8^2  in.  cross  compound 
pump,  and  the  Westinghouse  K  triple 
valve.  Copies  of  this  book  may  be  ob- 
tained from  this  office.  Price,  postage 
prepaid,    $2. 


The  Joseph  Dixon  Crucible  Co., 
Jersey  City,  N.  J.,  not  only  furnish  the 
very  best  crucibles,  graphite,  pencils  and 
other  products,  but  they  furnish  the 
most  valuable  advice  in  regard  to  their 
Silica-Graphite  paint,  which  is  just,  the 
proper  substance  to  protect  all  out  door 
metal  structures.  Write  to  the  paint 
department.  The  early  fall  is  the  time 
to  paint.  -Now  is  the  time  to  get  in- 
formation in  regard  to  the  best 
materials. 


"The  railroads  and  the  farmers  are 
natural  partners"  was  the  text  of  an  ad- 
dress delivered  last  month  before  the 
Farmers'  Union  of  Oklahoma  by  Mr. 
B.  F.  Yoakum,  chief  executive  officer  of 
the  Chicago,  Rock  Island  &  Pacific  Rail- 
way. The  politicians  of  the  land  have 
persuaded  the  farmers  that  railroads  were 
their  natural  enemies,  a  tale  that  was 
readily  believed  and  caused  no  en(J  of 
injustice.  When  the  farmers  take  Mr. 
Yoakum's  advice  and  join  hands  with 
railroad  companies  and  demand  fair  play 
for  producers  and  for  carriers  it  will  put 
an  end  to  the  profits  of  the  rustic  agitator. 


The  Detroit  Bullseye  Locomotive 
Lubricator  is  fully  described  and  il- 
lustrated in  a  handsome  new  publication 
of  40  pages.  Special  instructions  are 
given  in  regard  to  the  care  of  lubricators, 
and  a  perusal  of  this  publication  will 
give  a  railroad  man  a  complete  knowl- 
edge of  this  new  and  important  loco- 
motive attachment.  Boiler  valves,  air 
cylinders  lubricator,  rod  and  guide  cups, 
and  air  pump  lubricators  are  also  fully 
described  and  illustrated.  The  paper 
and  press  work  are  of  the  best.  The 
illustrations  are  particularly  artistic. 
Copies  may  be  had  on  application  the 
Detroit   Lubricator   Co.,   Detroit,   Mich. 


TOOL 


Die  Blocks 
Steel  Forglngs 


First  Prize  awarded  at  the  Loui- 
siana Purchase  Exposition,  at  St. 
Louis,  for  our  TOOL  STEEL 
when  placed  in  competition  with 
the  best  makes  in  England  and 
Germany. 

Wrlle  lor  Iniorinalion  and  Prices. 

Specify      Mclnnes     Tool     Steel     when 

ordering. 


McINNES 
STEEL   CO. 

CORRY,  PA. 

Agents 
SCHKOCK    &    SQUIRES, 

291   Pearl   St.,    New   York. 

KOV    MACHINERY    CO.. 

Minneapolis,    Minn. 


STANDARD  MECHANICAL  BOOKS 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.50 


New  York  and 
Westinghouse  Air  Brakes 


Price,  $1.50 


Promising  Positions  to   Graduates. 

We  do  not  believe  that  wickedness  or 
that  the  exercise  of  sharp  practice  is  in- 
creasing in  this  world  of  tears;  but  we 
know  that  conditions  which  moved  us  to 
caution  certain  lambs  against  shearers 
twenty-five  years  ago  call  for  similar  ad- 
vice to-day.  The  article  we  refer  to  reads : 

"One  of  the  most  reprehensible  practices 
of  the  present  time  is  that  of  the  man- 
agement of  various  institutes  of  "practical 
instruction"  in  promising  to  obtain  lucra- 


One  Thousand  Pointers  for 
Machinists  and  Engineers 

Price,  $1.50 


All  books  bound  In  fine  ciolh 


AGENTS  WANTED  everywhere;  write  for 
terms  and  descriptive  circulars.  Will  lie 
Bent  prepaid  to  any  address  upon  receipt 
of    price. 

GRirrilN  &WINTERS 

171  La  Salle  SIreel,  CHICAGO 
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One  Year  and 
Eleven  Months' 

SERVICE 

WITHOUT   REPACKING,   ON 

"^High-Pressure  Locomotives 


style  300  TV. 

A  throttle  failure  is  an  absolute 
impossibility     where     Cran- 
dall's  Throttle  Valve  pack- 
ing is  used. 


IT  WILL  NOT  BLOW  OUT 


Crandall  Packing  Co. 

FACTORY    AND    GENERAL    OFFICE 

PALMYRA,      .       NEW  YORK 

BRANCHES 

New  York  Cleveland 

136  Liberty  St.  9  So.  Water  St. 

Chicago 

52    West    Washington    St. 


live  positions  for  students  as  the  reward 
for  paying  for  a  short  course  of  instruc- 
tion. Hundreds  are  induced  to  enter 
schools  of  this  kind,  generally  to  find 
themselves  disappointed  in  the  end ;  some- 
thing, perhaps,  a  little  short  of  swindling 
in  a  legal  sense,  but  very  near  it.  It  ought 
to  be  apparent  to  the  victims,  that  the 
teachers  or  managers  of  these  schools 
cannot  create  places  for  their  "graduates" 
beyond  the  ordinary  demand,  nor  for  the 
pay  they  will  receive,  but  promises  to  do 
both  are  freely  made.  The  demand  for 
workers  in  specific  directions,  and  the 
wages  paid,  are  things  over  which  these 
teachers  and  managers  have  no  control." 


We  have  no  fault  to  find  with  enter- 
prises of  this  kind  when  the  business  is 
legitimately  conducted.  Those  of  a  re- 
spectable standing  are  doubtless  of  con- 
siderable utility.  But  when  they  offer  as 
inducements  to  persons  to  become 
scholars,  bargains,  that  they  are  not  able 
to  make  good,  and  offer  them  in  such 
a  way  that  legal  redress  is  impossible, 
their  conduct  is  fairly  open  to  criticism. 
This  is  done  in  some  instances  by  those 
who  would  not  be  suspected  of  such 
practices  and  to  such  an  extent  as  to 
justify  a  word  of  warning.  If  the  author- 
ities of  a  school  giving  technical  instruc- 
tion invite  you  or  any  of  your  friends  to 
enter  on  the  promise  of  employment  at 
graduation,  insist  on  having  a  written 
agreement  to  that  effect.  Such  a  docu- 
ment is  not  an  absolute  certainty  of  good 
faith  but  it  is  likely  to  prove  useful. 


Steam    Engineering    Advances    Slowly. 

In  working  steam  engineering  up  to- 
wards the  condition  of  a  science,  practice 
has  for  the  last  seventy  years  been  con- 
stantly correcting  the  deduction  of  theory 
which  always  inclines  to  reach  away  in 
advance  of  the  real  mile  posts  of  progress. 
Unforeseen  elements  are  constantly  met 
with  in  practice  that  have  modified  and 
neutralized  apparent  advance  movements. 
The  gain  from  expansion  has  been  great- 
ly overestimated,  and  the  results  that 
were  reasonably  expected  from  high  pres- 
sure have  not  been  realized.  Patient  prac- 
tical research,  with  many  failures,  must 
be  depended  upon  to  further  improve  the 
steam  engine. 

Experience  with  the  compound  locomo- 
tive ought  to  supply  a  lesson  against  high 
expectations.  The  compound  locomotive 
has  held  its  own  on  some  railroads  and  is 
saving  at  least  25  per  cent,  of  the  fuel 
used  by  simple  engines  doing  similar 
work ;  but  it  has  fallen  into  disrepute  on 
other  lines  because  its  proper  care  and 
management  was  not  understood.  Making 
haste  more  slowly  would  have  saved  the 
reputation  of  the  compound  locomotive. 

The  high  steam  boiler  pressures  that 
some  of  our  railroad  companies  inaugu- 
rated in  connection  with  compound  loco- 
motives have  not  survived  the  test  of  time 
and  the  tendency  all  round  is  toward 
pressures  less  than  200  lbs.  per  sq.  in.  Some 
French  railways  tried  boiler  pressures 
over  200  lbs.  to  the  square  inch,  but  the 
results  of  service  have  led  in  the  same 
direction  as  American  railroad  companies 
have  gone.  Repairs  to  boilers  increased 
so  greatly  with  high-pressure  boilers  that 
the  practice  was  too  expensive  to  be  en- 
dured without  protest. 


The  Power  Specialty  Company,  sole 
agents  for  the  sale  of  the  Duvall  Me- 
tallic Packing,  have  just  issued  a  finely 
illustrated  pamphlet  describing  the  con- 
struction of  the  packing  and  its  method 
of    installation    for    any    service.      We 


earnestly  recommend  a  perusal  of  the 
pamphlet  to  all  interested  in  packing 
that  is  submitted  to  high  temperatures 
and  pressures,  as  w^ell  as  to  ordinary 
service.  The  proper  installation  of  the 
Duvall  packing  is  an  important  item, 
and  when  properly  installed  the  packing 
is  guaranteed  to  last  during  ten  years' 
continuous  service.  The  company  have 
also  introduced  a  corrugated  bronze 
gasket  which  is  specially  recommended 
for  superheated  steam.  The  company 
have  now  twelve  branch  offices  and 
agencies  in  America,  the  general  office 
being  located  at  lll  Broadway,  New 
York. 


The  Hartford  Steam  Boiler  Inspection 
&  Insurance  Company  is  one  of  the  great 
institutions  of  New  England.  It  will  be 
news  for  most  people  to  learn  that  a  re- 
mark made  by  Professor  Tyndall  in  a 
lecture  delivered  at  Hartford  led  to  the 
organization  of  the  great  boiler  insurance 
company. 


Mr.  Louis  W.  Hill,  president  of  the 
Great  Northern,  has  announced  that  con- 
tracts for  fifty-seven  locomotives  for  the 
Hill  lines  have  been  closed  with  the  Bald- 
win Locomotive  Works,  of  Philadelphia. 
The  order  represents  an  expenditure  of 
approximately  $1,500,000. 


Sympathy  is  the  golden  key  that  un- 
locks the  hearts  of  others. — Sam  Smiles. 


"HOMESTEAD" 
VALVES 

Are  constructed  upon  mechanically  cor- 
rect principles — they  are  leak  proof  under 
steam,  air  or  hydraulic  pressures.  They 
are  practically  indestructible  because  the 
seats  are  protected  from  wear.  The  plug 
is  balanced  and  held  in  place  by  pressure 
when  open,  and  when  closed  it  is  locked 
on  the  seat  by  our  patent  wedging  cam. 
"Homestead"  Valves  are  the  quickest  acting, 
simplest,  most  easily  operated  and  longest 
lived  of  any  made. 

Homestead    Valves    are    opened   wide    and 
closed  tight  by  a  quarter  turn. 


LOCOMOTIVE  BLoW-OFF 

Write  for  catalogue  of  Homestead  Goods. 

HOMESTEAD  VALVE  M'F'G  CO. 

Brass  Founders.  Works  at  Homestsad.  Pa. 
P.  O.  Box  1754,  PITTSBURG,  PA. 
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VIM 


STRENGTH 
WHERE 
STRENGTH 
IS   NEEDED 


OAK 


The    illustrations    are    deep    well    cup    packings,  life  size. 

With  all  packings,  including  AIR-BRAKE  packings,  the  entire  strain  comes  on  the  shoulder 
or  bend. 

With  oak  packings,  no  matter  how  formed,  the  leather  is  pulled  away  from  the  shoulder  so 
that  the  least  quantity  of  material  is  where  the  greatest  strain  comes. 

With  all  VIM  PACKINGS  the  same  quantity  of  leather  is  at  the  shoulder  as  elsewhere. 

The  reason  we  use  the  deep  well  cups  for  this  illustration  instead  of  regular  VIM  AIR- 
BRAKE CUPS  is  because,  in  reducing  the  size  of  the  air-brake  cup  photographs  to  fit  this  space, 
this  point  of  superiority  is  not  so  plainly  illustrated. 

If  you  will  send  for  our  VIM  LEATHER  AIR-BRAKE  CUP  PACKING  catalog  it  will  give 
you  many  illustrations  and  explanations  similar  to  this,  showing  just  why  the  adoption  of  VIM 
LEATHER  AIR-BRAKE  CUP  PACKINGS  will  cut  the  cost  of  your  air-brake  leather  in  half. 
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Tractive  Effort  and' Horse  Power. 

Our  frontispiece  this  month  is  from 
an  excellent  photograph  of  a  moving  train 
taken  by  Mr.  E.  L.  Greene,  of  South 
Paris,  Me.  It  is  a  4-4-0  engine  on  the 
Grand  Trunk  Railway  pulling  a  four-car 
train,  but  it  serves  to  illustrate  a  few  re- 
marks on  tractive  effort  and  liorse  power. 


seem,  when  the  engine  is  just  starting  un- 
der full  steam  with  late  cut-off,  it  is  not 
developing  as  much  horse  power  as  it  will 
develop  when  running  on  the  road  as 
shown  in  our  frontispiece. 

The  maximum  starting  power  or  tractive 
effort  may  conveniently  be  considered  as 
equivalent    to    the    weight   the   locomotive 


have  an  ordinary  4-4-0  type  of  engine 
with  cylinders  17  x  24  ins.,  180  lbs.  steam 
pressure  and  56-in.  driving  wheels.  Such 
an  engine  would  have  a  calculated  trac- 
tive effort  of  18,950  lbs.  That  is  the 
weight  we  may  suppose  to  be  hanging  at 
the  end  of  the  rope  over  the  cliff,  and 
the   engine   can    just    sustain   this    weight 


STAND.\KD  4.4-0  ON  TIIK  GR.\ND  TRUNK  WITH    LIGHT  P.\SSENGKR  TR.MN. 


The  expressions  tractive  effort,  starting 
power  and  draw-bar  pull  are  used  more 
or  less  interchangeably  to  indicate  the 
power  developed  by  a  locomotive  stand- 
ing on  the  rails  just  at  the  moment  of 
starting,  with  reverse  Icvcr  in  full  gear 
and  the  throttle  valve  fully  open.  If  there 
is  no  slip,  the  engine  then  exerts  its  maxi- 
mum tractive   effort.     Strange   as   it  may 


can  sustain,  if  a  rope  were  attached  to 
the  coupler  at  the  back  of  the  tender,  car- 
ried over  a  frictionless  pulley  and  let 
hang  down  a  well  or  over  a  cliff,  with 
the  weight  at  the  end.  Theoretically  any 
increase  of  this  weight  would  cause  the 
engine  to  be  drawn  backward,  if  its  own 
internal   friction  was  eliminated. 

Suppose,  for  sake  of  example,  that  we 


against  the  attraction  of  gravity.  This  is, 
of  course,  on  the  assumption  that  normal 
adhesion  e.xists  between  wheels  and  rails. 
Here  then  we  have  the  tractive  effort, 
represented  by  the  weight  hanging  on  the 
end  of  the  rope,  and  without  slip  and 
under  full  steam,  the  engine  just  bal- 
ances it. 

.\s    far   as    work   is   concerned   the   en- 
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gine  is  not  doing  any,  so  long  as  it 
simply  balances  the  weight,  but  when 
weight  is  moved  the  element  of  distance 
comes  into  the  problem,  for  there  is  then 
weight  or  resistance  acting  through  a 
given,  space,  and  that  constitutes  work  in 
the  mathematical  sense.  When  the  ele- 
ment of  time  is  introduced  in  connec- 
tion with  work,  we  have  the  horse  power 
which  is  really  the  rate  at  which  work 
is  done.  The  horse  power  is  33,000  lbs., 
raised  one  foot  high  in  one  minute. 

Suppose  the  engine  with  tractive  eflfort, 
as  we  have  said,  of  18.950  lbs.  to  make 
one  turn  of  its  driving  wheels,  it  would 
have  advanced  along  the  track  14.66  ft. 
and  the  weight  would  have  been  pulled  up 
a    corresponding    distance.     To    do    this 


brought  about  at  high  speeds  when  the 
locomotive  is  running  on  the  road.  At 
high  speeds,  steam  is  cut  oflf  early  in  the 
stroke  and  less  of  it  is  used  each  stroke 
than  at  slow  speeds,  and  consequently  the 
mean  effective  pressure  in  the  cyl- 
inders is  less  at  speed  than  when  the  loco- 
motive was  in  the  act  of  starting.  This 
appears  to  be  an  anomaly,  and  for  the 
moment  looks  as  if  the  reverse  of  this 
should  be  true. 

Suppose  the  engine  is  traveling  at  the 
rate  of  40  miles  an  hour,  as  shown  in  our 
illustration,  and  suppose  the  reverse  lever 
is  notched  up  so  that  the  earlier  cut-oflf 
brings  the  mean  effective  pressure  in  the 
cylinders  down  to  80  lbs.,  we  find  by  cal- 
culation  that   the   horse   power  developed 


supply  much  oftener  in  the  minute.  A 
bucket  partly  filled  (say  only  one-eighth), 
many  times,  will  supply  a  greater  total 
quantity  of  water  to  a  tank,  than  two  or 
three  buckets  filled  to  the  brim  and 
slowly  lifted  up  and  emptied. 

The  tractive  effort  in  the  first  place 
we  saw  was  18,950  lbs.,  and  if  one  may 
so  say  the  lifting  of  the  tractive  effort 
through  14.66  ft.,  a  distance  equivalent  to 
the  driving  wheel  circumference,  required 
277,800  foot-pounds  of  work,  and  this  in 
one  minute  developed  8.4  h.  p.  At  40 
miles  an  hour  the  drawbar  pull  was  9,908 
lbs. ;  the  work  done  in  exerting  this  pull 
through  3,520  ft.  was  34.876,16c  foot- 
pounds, and  this  being  the  distance  passed 
over  in  one  minute  at  40  miles  an  hour, 
the  horse  power  developed  under  the  cir- 
cumstances was,  as  we  have  seen,  1,056 
for  the  whole  engine.  It  is  thus  evident 
that  a  locomotive  could  not  sustain  its 
maximum  tractive  effort  at  anything  but 
a  speed  so  slow  that  it  must  practically 
be  disregarded.  In  fact,  the  formula  for 
finding  the  tractive  effort  of  a  locomotive 
practically  does  not  take  into  considera- 
tion any  motion  of  the  machine,  but  as 
it  exists  it  affords  a  necessary  piece  of 
information  for  the  designer,  and  a  very 
useful  and  convenient  method  for  the 
comparison  of  engines,  which  may  be 
used  by  anyone  who  takes  the  trouble  to 
work  it  out. 


AND   LIGHT  TRAIN   ON   THE   HARRIMAN    LINES    NEAR    FRUITVALE.    CAL. 


would  require  the  expenditure  of  a  little 
over  277,800  foot-pounds  of  work.  That 
would  be  18,950  lbs.  moving  through  a 
space  equal  to  the  circumference  of  the 
driving  wheels.  If  now  this  work  was 
performed  in  one  minute  of  time,  we  can 
easily  compute  the  horse  power  developed. 
Taking  each  side  of  the  locomotive  as  a 
separate  engine  the  total  horse  power  de- 
veloped by  the  engines  combined  as  a 
locomotive  in  the  one-minute  turn  of  the 
driving  wheels    would  be  8.4  h.  p 

This  brings  us  to  the  consideration  of 
how    the    increase    of    horse    power    is 


at  this  speed  and  under  this  comparatively 
light  steam  pressure  has  gone  up  very 
considerably.  As  a  matter  of  fact,  when 
we  consider  both  sides  of  the  locomotive 
as  one,  we  find  that' 1,056  h.  p.  is  being 
developed,  and  the  calculated  tractive  ef- 
fort if  such  can  be  spoken  of.  under 
these  conditions  has  gone  down  to 
g.goS  lbs. 

The  apparent  anomaly  in  this  case  dis- 
appears w-hcn  we  remember  that  although 
the  cylinders  do  not  receive  each  stroke 
as  much  steam  at  the  higher  pressure  used 
in  starting,  yet  they  receive  their  scantier 


Outing  of  Erie  Officials. 

One  of  the  most  admirable  innovations 
that  has  lately  crept  into  railroad  manage- 
ments is  the  practice  of  the  general 
manager  of  inviting  his  principal  officials 
to  periodical  meetings  for  consultation 
and  the  discussion  of  questions  that  are  of 
nwtual  interest.  In  July  last  Mr.  John  C. 
Stuart,  general  manager  of  the  Erie  Rail- 
road, effected  an  important  improvement 
upon  the  ordinary  practice  by  inviting 
his  officials  to  go  out  on  a  special  train 
to  visit  various  points  where  alterations 
were  going  on.  with  Hammondsport,  on 
Lake  Keuka,  as  the  objective  point.  Here 
the  experience  meeting  was  held,  but  in- 
cidentally other  experiences  were  enjoyed 
that  were  outside  the  ordeal  of  reasoning 
together  for  the  Erie  Railroad  Company's 
benefit. 

The  company  consisted  of  Messrs.  J. 
C.  Stuart,  general  manager ;  A.  J.  Stone, 
general  superintendent;  H.  C.  Dunkle, 
general  superintendent ;  T.  Rumney,  gen- 
eral mechanical  superintendent ;  A.  G. 
Trumbull,  mechanical  superintendent ;  W. 
Schlafge,  mechanical  superintendent;  G. 
W.  Kirtley,  superintendent  car  serv- 
ice: A.  J.  Grymes,  superintendent  ma- 
rine department;  G.  J.  Schoeffel,  superin- 
tendent police;  T.  C.  Clifford,  superin- 
tendent dining  cars;  G.  B.  Owen,  engineer 
maintenance  of  way;  J.  Burke,  superin- 
tendent maintenance  of  way;  E.  A.  Wes- 
cott,  superintendent  car  department;  H. 
S.     Burr,    superintendent    stores    depart- 
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tnent;  E.  P.  Grififitlis,  superintendent  tele-  gether  unlike  an  old-fashioned  Methodist 

graphs ;    W.    H.    Willis,    signal    engineer ;  experience   meeting,   but   more  interesting 

E.  I.   Dodds,  assistant  superintendent  car  to  mundane  people. 

department ;   C.    P.  Utler,  general  agent :         When   two   or  three  or  even   eight   or 

J.  C.  Tucker,  special  agent;  G.  W.  Gould,  ten  practical  people  meet  together  to  dis- 
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superintendent  employment  bureau;  E.  S. 
Parsons,  superintendent ;  Angus  Sinclair, 
inspector  technical   education. 

When  the  Erie  Railroad  was  under  con- 
struction the  promoters  favored  the  loca- 
tion that  would  touch  the  greatest  num- 
ber of  towns  which  prevented  questions 
of  economical  operating  from  receiving 
deserved  consideration.  An  example  of 
this  is  seen  on  the  New  York  division, 
which  climbs  a  series  of  low  hills  east  of 
Port  Jervis,  seriously  curtailing  the 
weight  of  train  loads.  The  company  has 
recently  made  a  "cut-off"  44  miles  long 
to  avoid  the  hill  climb  mentioned.  The 
change  has  enabled  the  increasing  of  east- 
bound  train  loads  more  than  three  times. 
The  party  was  carried  over  this  new 
cut-ofT  and  found  the  work  r-^markably 
well  done  in  every  respect.  Rails  of 
about  100  pounds  to  the  yard  rest  on 
stone  ballasted  road  bed,  iron  bridges 
resting  on  foundations  of  solid  masonry 
are  installed  wherever  bridges  are  neces- 
sary, while  cuttings  and  fills  have  been 
made   impervious  to   flood   and  storm. 

Stoppages  were  made  at  Point  Jervis 
and  Susquehanna,  and  the  buildings  and 
machinery  inspected;  but  the  most  valu- 
able part  of  the  journey  was  watching  the 
track  and  listening  to  the  valuable  discus- 
sions and  suggestions  originated  by  the 
engineers  of  maintenance  of  way,  the  gen- 
eral superintendents,  the  signal  engineer 
and  others.  As  many  of  the  party  as 
could  conveniently  sit  down  there  were 
viewing  things  from  the  observation  room 
and  the  meeting  frequently  resolved  it- 
self into  an   experience   seance,  not  alto- 


cuss  questions  of  mutual  interest  useful 
flashes  of  knowledge  result  from  the  con- 
tact. I  have  always  felt  that  the  most 
valuable  work  done  at  the  railroad  tech- 


that  most  of  them  carried  away  valuable 
suggestions  that  were  not  aired  in  the 
public   meeting. 

On  reaching  Hammondsport  some  fish- 
ing was  done  on  the  beautiful  Lake.Keuka. 
The  fishing  was  of  the  character  done  by 
a  Scots  boy  whom  the  minister  found 
fishing  on  Sunday  morning.  "Don't  you 
know,  James,"  exclaimed  the  dominie, 
"that  it  is  a  sin  to  catch  fish  on  the  Sab- 
bath day?"  James  looked  round  in  dis- 
gust and  said,  "Who's  catching  fish?" 

There  was  something  wrong  among  the 
fish  in  Lake  Keuka  that  day  and  our  party 
had  few  fish  stories  to  tell,  but  the  beauty 
of  the  lake  and  its  charming  situatior> 
made  up  for  any  small  disappointment  at 
tlie  inhospitable  behavior  of  the  fish.  The 
lake,  which  is  fork  shaped,  22  miles  long 
and  about  two  miles  wide,  is  one  of 
the  most  picturesque  sheets  of  water  in 
the  country,  and  its  surroundings  make 
its  scenic  features  remarkably  attractive. 
The  country  is  hilly  and  the  steep  sides 
of  the  lake  are  covered  with  terraced 
vineyards  of  the  character  that  tourists 
rave  so  much  about  when  seen  on  the 
banks  of  the  Rhine  and  in  other  places 
whose  scenic   fame  attracts  visitors. 

I  know  that  comparisons  are  odious, 
but  Keuka  Lake  in  beauty  far  exceeds 
Chautauqua  or  any  of  the  smaller  lakes 
except,  perhaps,  Lake  George.  The  sur- 
prise to  me  is  that  the  lake  has  not  become 
a  popular  resort,  but  that  is  prdbably  be- 
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nical  men's  conventions  was  when  indi- 
vidual members  sat  quietly  together  and 
discussed  methods  they  had  followed  in 
overcoming  difficulties  and  in  dealmg  with 
embarrassing  questions.  I  could  see  evi- 
dence of  the  same  tendency  among  our 
party   in   the  train   and   I  have   no  doubt 


cause  it  has  not  been  made  the  fashionable 
resort  of  isms  and  faddists  as  Chautauqua 
has  been. 

The  business  meeting  of  the  officials 
was  held  in  a  hotel  at  Hammondsport. 
Tlie  proceedings  were  of  a  highly  practical 
character,   but   the   details   would   not   in- 
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terest  our  readers.  One  droll  incident 
came  up.  General  Manager  Stuart  drew 
attention  to  the  wrong  impression  which 
appears  to  prevail  among  train  men  on 
the  right  to  eject  passengers.  A  case  was 
mentioned  of  a  conductor  who  had 
the  reputation  of  treating  passengers 
brusquely.  On  being  remonstrated  with, 
he  protested  that  he  was  always  very 
pleasant  with  passengers  and  habitually 
addressed  them  as  "neybor." 

There  was  an  interesting  discussion  on 
the  prevention  of  accidents  that  would 
certainly  convey  valuable  suggestions  to 
the  officials  present.  Tlie  outing  was  an 
unmi.xed  success,  and  the  prevailing  senti- 
ment was  that  they  should  be  held  at 
shorter  intervals. 


22  .X  28  ins.,  and  the  steam  distribution  is 
controlled  by  balanced  slide  valves  driven 
by  the  Walschaerts  motion.  The  links 
are  carried  on  longitudinal  bearers,  placed 
outside  the  leading  drivers,  and  bolted  in 
front  to  the  guide  yoke,  and  at  the  back  to 
a  cross-tie ;  which  latter  also  supports  the 
reverse  shaft  bearings.  The  valve  rod  is 
extended  back  of  its  connection  with  the 


Tender— Wheels,  diameter,  S3  ins.;  journals,  5 
ins.  X  9  ins.;  tank  capacity,  6,000  gals.;  fuel 
capacity,    12    tons;    service,   passenger. 

THE    M.\LLET    ARTICULATED   ENGINE. 

The  Mallet  type  locomotives  have  three 
pairs  of  driving  wheels  in  each  group, 
with  a  two-wheel  truck  front  and  back. 
They  are  the  most  powerful  engines  with 
this    wheel    arrangement    thus    far    con- 


Western  Maryland  Engines. 
The  Baldwin  Locomotive  Works  have 
recently  completed  five  Pacific  or  4-6-2 
type,  and  two  Mallet  articulated  locomo- 
tives for  the  Western  Maryland  Railroad. 
These  engines  are  designed  for  passen- 
ger and  freight  service  respectively,  and 
are  working  on  a  line  having  grades  of  3 
per  cent,  and  curves  of  20  degs.  They 
are  the  heaviest  locomotives  for  their  re- 
spective classes  of  service,  thus  far  sup- 
plied to  this  road. 

THE  4-6-2   ENGINES. 

The  Pacific  type  locomotives  exert  a 
tractive  force  of  31.34°  'bs.,  and  as  the 
driving  wheels  carry  122,600  lbs.,  the  ad- 
hesive weight  is  fully  utilized.  The  boil- 
ers are  designed  for  200  lbs.  pressure, 
while   185   lbs.   is  the  pressure  carried  in 


B.\LUW1N    l'.\.s.M-..\<,l-K    46-2    I-OR    THE    WESTERN    MARYL.\ND. 


combining  lever,  and  is  supported  in  a 
sleeve  bolted  to  the  guide  yoke.  The 
guides  and  cross-heads  are  of  the  Laird 
type.  The  driving  wheels  are  68  ins.  in 
diameter.  The  remaining  details  of  these 
engines,  while  designed  in  accordance  with 
approved  practice,  present  no  very  unusual 
features. 
Boiler — Material,  steel;  thickness  of  sheets,  11/16 

in.;    fuel,   soft   coal.  ^     , 

Fire  Box — Material,  steel;  length,  102^  ins.; 
width,  66  ins.;  depth,  front,  68 '4  ins.;  depth, 
back,  57 ;4  ins.;  thickness  of  sheets,  sides, 
5/16  in.;  back,  5/16  in.;  crown,  ^  in.;  tube, 

"^   '"•  .  .J  ,^     ■ 

Water    Space — Front.    4    ms.;    sides,    3J4     ins.; 

back,  3'/i   ins. 


structed  by  the  builders,  the  calculated 
tractive  force  being  81,870  lbs.  The  gen- 
eral design  is  similar  to  that  of  the  Great 
Northern  Mallet  type  locomotives,  which 
have  been  operating  most  successfully  for 
the  past  three  years.  Certain  details,  how- 
ever, have  been  modified  to  conform  to  the 
practice  of  the  Western  Maryland  Rail- 
road. The  Great  Northern  engine  was 
very  fully  illustrated  and  described  in 
Railway  and  Locomotive  Engineering 
for  October,  1906,  page  472. 

The   boilers    are    straight   topped,    with 


MALLET    ARTICULATED    COMPOUND    FOR    THE    WESTERN    MA 
R.    C.   Evans,    Superintendent  of   Motive   Power. 


service.  The  barrel  of  the  boiler  is 
straight  topped  and  composed  of  four 
rings.  The  diameter  at  the  smokebox  is 
66  ins.  The  dome  is  placed  on  the  third 
ring,  which  has  a  welded  scam  on  the 
top  center  line.  The  firebox  is  of  the 
radial  stay,  wide  type,  with  two  T-bars 
supporting  the  front  end  of- the  crown 
sheet.  The  mud  ring  is  carried  on  buckle 
plates  at  the  front  and  back. 

The     cylinders     are     single-expansion. 


Tubes— Material,  steel;  wire  gauge,  No.  1 1 ; 
number,  280;  diameter,  2'^  Ins.;  length,  19 
ft.    5    ins.  ,  , 

Heating    Surface— Fire   box,    164   sq.    ft.;    tubes, 

3,185  sq.  ft.;  total,  3,349  sq-  £'•;  g''3'=  ^'■"• 

46.8  sn.   ft. 
Driving    Wheels— Tournals,    main;    9    ins.    x    12 

ins.;  others.  S'A  ins.  x   12  ins. 
Engine  Truck   Wheels— Diameter,  front.  33  "iS-: 

journals,   s'/i   ins.  x   10  ins.;  diameter,  back, 

42   ins.;   journals,   7'A    '"S.   x    12  ins. 
Wheel    Base- Driving,    11     ft.;    total    engine,    30 

ft.   4 '/J   ins.;  total  engine  and  tender,  61    tt. 

4'/2    ins.  ,, 

Weight— On    driving    vvheels,    122.600    lbs.;    on 

truck,    front,    36,200    lbs.;    on    truck,    back. 

30,000  lbs.;   total  engine,    i88,Soo  lbs.;   total 

engine  and  tender,  about  310,000  lbs. 


RYI.AND    RAILROAD. 

Baldwin   Locomotive   Works,    Builders. 

radially  stayed  wide  fireboxes.  Tine  barrel 
is  composed  of  three  rings  with  a  dome 
centrally  located  above  the  high-pressure 
cylinders.  The  circumferential  seam  at 
the  junction  of  the  first  and  second  rings 
is  triple  riveted.  The  barrel  is  supported 
on  the  front  frames  by  a  sliding  bearing 
placed  under  the  first  ring.  This  ring  is 
84  ins.  in  diameter.  The  centering  device 
is  placed  under  the  smokebox,  but  ordi- 
narily it  carries  no  weight,  as  l/z  in.  clear- 
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ance  is  allowed  between  the  upper  and 
lower  castings. 

Balanced  slide  valves  are  used  for  all 
the  cylinders  which  are  23  and  35  by  32 
ins.,  and  Walschaerts  motion  is  employed 
throughout.  Reversing  is  effected  by  the 
Ragonnet  power  gear,  explained  on  page 
456  of  this  issue,  and  the  high  and 
low  pressure  reverse  shafts  are  connected 
through  a  bell  crank,  which  is  fulcrumed 
on  the  boiler  shell  immediately  in  front 
of  the  articulated  connection.  With  this 
location  the  side  swing  of  the  lifting  links, 
when  the  engine  is  curving,  is  reduced  to 
a   minimum. 

The  high-pressure  cylinders  are  cast 
separate  from  their  saddle  and  from  one 
another,  while  the  low-pressure  cylinder 
castings  are  bolted  together  on  the  center 
line  of  the  engine.  The  arrangement  of 
tlie  throttle  valve  and  steam  oiping  is 
similar  to  that  previously  used  by  the 
Baldwin  Locomotive  Works.  The  front 
and  rear  frames  are  connected  by  two 
radius  bars,  the  upper  being  pinned  to  the 
high-pressure  cylinder  saddle,  while  the 
lower  is  fulcrumed  on  a  cross-tie,  which 
spans  the  rear  frames  between  the  low- 
pressure  cylinders.  Hanger  bolts  of  the 
usual  design  are  employed  to  equalize  the 
loads  on  the  frames. 

The  tender  is  fitted  with  a  water  bot- 
tom tank  having  capacity  for  8,000  gals. 
of  water  and  14  tons  of  coal.  The 
frame  is  built  of  12-in.  channels,  and  the 
trucks  are  fitted  with  solid  forged  and 
rolled  steel  wheels,  supplied  by  the  Stand- 
ard Steel  Works  Co.  The  principal 
dimensions  are  given  below : 

Boiler — Material,    steel;    thickness    of 

in.;     working    pressure,    200    lbs.; 

coal;    stayinir,    radial. 
Fire  Box — Material,  steel;  length,  117  ins.;  width, 

96  ins.;  depth,  front,  78}^   ins.;  depth,  back, 

75    ins.;    thickness    of    sheets,    sides,    ii    in.; 

back,   i^  in.;  crown,  ^  in.;  tube,  '/i  in. 
Water   Space — Front,  6   ins.;  sides,   5   ins.;   back, 

5  ins. 
Tubes — Material,  steel;  wire  gauge.  No.   11;  num- 
ber, 437:  diameter,  2%  ins.;  length.  21    ft. 
Heating    Surface — Fire    box,    223    sq.    ft. ;    tubes, 

5,384     sq.     ft.;     total,     5,607     sq.     ft.;     grate 

area,    78    sq.    ft. 
Driving     Wheels — Diameter,     outside,      55     ins.; 

journals,    10   ins.   x    12   ins. 
Engine  Truck  Wheels — Diameter,  front  and  back, 

30    ins.;    journals,    6    ins.    x    12    ins. 
Wheel  Base — Driving,  29  ft.  8  ins.;  rigid,  10  ft.; 

total  engine,  44  ft.   10  ins.;  total  engine  and 

tender,    74    ft. 
Weight,    Estimated — On    driving   wheels,    323,000 

lbs.;   on   truck,   front,    17,000  lbs.;    on   truck, 

back,   23,000  lbs.;   total  engine,    363.000  lbs.; 

total    engine   and    tender,    about    520,000    lbs. 
Tender — Wheels,     diameter,     33     ins.;     journals, 

5^2  ins.  X  10  ins.;  tank  capacity,  8,000  gals.; 

fuel  capacity,   14  tons;  service,  freight. 


sheets,    % 
fuel,    soft 


Performance  of  Early  Mallett. 
In  these  days  when  there  is  so  much 
talk  about  the  performance  of  Mallet  en- 
gines, it  may  not  be  out  of  place  to  men- 
tion the  performance  of  a  Mason  bogie 
locomotive  as  long  ago  as  1884.  The  load 
consisted  of  17  long  cars  and  224  short 
cars  loaded  with  coke,  coal  and  ore, 
making  a  total  train  load  of  2,394  tons, 
exclusive  of  engine  and  tender.  The  en- 
gine weighed  36  tons  on  drivers,  had  cyl- 
inders 17  X  24  inches,  driving  wheels  50 
inches  diameter.  The  train  was  pulled  on 
a  6-deg.  curve  with  ease. 


Significance  of  Speed  Signaling. 

Bv  Gf.o.  S.  Hodgins. 

The  generally  accepted  method  of  rail- 
way signaling  as  used  in  this  country  is 
such  that  the  automatic  signals  indicate 
the  condition  of  the  line  for  two  blocks 
ahead,  that  is  it  tells  if  the  first  o"  second 
block  ahead  is  occupied  or  not,  and  the 
interlocking  signals  indicate  a  route,  and 
that  the  track  ahead  on  the  route  indicated 
is  clear.  Speed  signaling,  as  it  is  called, 
in  no  way  alters  the  functions  of  the 
automatic  signals,  but  is  a  change  in  the 
meaning  of  all  interlocked  signals. 

Speed    signaling    as    proposed    on    the 


very  slow  speed,  say  4  or  5  miles  an  hour 
or  less. 

The  most  ordinary  application  of  inter- 
locking signals  is  at  a  junction  where 
there  is  a  main  line  and  a  diverging  route. 
At  this  junction  is  placed  the  interlocking 
speed  signal  with  its  two  semaphore  arms 
and  dwarf  signal  below.  When  both  arms 
are  horizontal,  with  two  red  lights,  at 
night,  a  stop  is  required.  The  dwarf  sig- 
nal also  shows  stop.  Now,  if  the  top 
arm  is  lowered,  with  green  light,  at  night, 
the  engineer  of  an  oncoming  train  is  as- 
sured that  the  track  ahead  is  clear  and 
he  is  entitled  to  go  forward  at  high  speed 
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FIG.  I.  JUNCTION  WITH  BOTH  SPEEDS  GOING  E.\ST.  ONLY  HIGH 
SPEED  GOING  WEST.  LOWER  ARMS  FIXED.  DWARF  FOR  ALL  MOVE- 
MENTS. 


Delaware,  Lackawanna  &  Western  Rail- 
road, of  which  Mr.  M.  E.  Smith  is  signal 
engineer,  leaves  the  automatic  signals  as 
they  arc  in  form  and  function,  but  mate- 
rially alters  the  significance  of  the  inter- 
locking signals,  w'hile  bringing  about 
wjiat  may  be  called  a  degree  of  uniform- 
ity, W'hich  it  is  the  aim  of  many  sig- 
nal engineers  to  introduce.  The  uniform- 
ity on  the  D.  L.  &  W.  consists  in  the 
arrangement  of  only  two  arms  and  two 
lights  on  each  post  carrying  interlocking 
signals.  Thus  automatic  and  interlocking 
signals  all  over  the  road  will  have  only 
two  arms   on  each  post.    The   distinction 


without  reference  to  the  route,  whether 
direct  or  diverging.  In  fact,  the  route  for 
the  train  is  not  necessarily  indicated  with 
this  system  and  the  responsibility  for  the 
proper  route  rests  entirely  with  the  tower- 
man.  The  top  arm  lowered  says,  "Si.xty 
miles  an  hour,  ahead."  If,  however,  the 
top  arm  remains  horizontal,  with  red 
light  at  night,  and  the  second  one  is  low- 
ered with  green  light  showing  at  night,  the 
signal  says,  "Thirty  miles  an  hour  ahead" 
without  reference  to  the  route.  If  both 
arms  are  kept  in  the  stop  position  and 
the  dwarf  signal  lowered  to  proceed,  the 
engineer  is  required  to  move  forward  so 


FIG.  2.  JUNCTION  WITH  ONLY  MODERATE  SPEED  GOING  EAST  AND 
ONLY  HIGH  SPEED  GOING  WEST.  DWARF  FOR  ALL  MOVEMENTS.  ARMS 
WITH   LINE  ACROSS   FACE  ARE  FIXED. 


between  the  automatic  and  the  interlock- 
ing signals  on  the  Lackawanna  is,  how- 
ever, the  presence  of  a  dwarf  signal  on 
each  interlocking  post. 

The  ordinary  interlocking  signal,  when 
at  proceed  indicates  a  route.  With  speed 
signals  the  route  is  not  indicated,  but  the 
speed  at  which  the  track  ahead  may  be 
run  upon  is  definitely  shown  by  the  posi- 
tion of  the  signal  arm  in  the  day  or  the 
colored  light  at  night.  The  arrangement 
is  briefly  this :  The  upper  arm  on  an  inter- 
locking signal  post  indicates  high  speed, 
say  60  miles  an  hour,  the  lower  arm  indi- 
cates moderate  speed,  say  30  miles  an 
hour,    while    the    dwarf    signal    indicates 


slowly  and  cautiously  that  a  prompt 
stop  may  be  made  at  any  moment.  This 
is  briefly  the  broad  principle  involved  in 
speed  signalling.  The  applications,  how- 
ever, differ  slightly  with  differing  condi- 
tions 

Such  an  arrangement  as  we  have  just 
described  would  be  placed  at  a  junction 
point  where  the  main  line  and  the  diverg- 
ing route  were  at  such  an  acute  angle 
that  high  speed  might  be  made  over  either, 
Fig  I  provided  the  route  was  clear,  and 
the  fact  that  the  route  selected  by  the 
tower-man  is  clear  is  automatically 
guaranteed  by  his  ability,  after  setting  up 
the  route,  to   pull  down  cither   signal   to 


426 


RAILWAY   AND   LOCOMOTIVE    ENGINEERING 


October,  1909. 


the  proceed  position.  His  ability  to  worlc 
the  dwarf  signal  is  not  dependent  on  the 
line  being  clear  as  it  is  with  both  the  high 
and    the    moderate   speed   signals. 

Suppose  the  case  where  the  main  line 
was  on  a  curve  over  which  only  moderate 
speed  should  be  made,  and  that  the  diverg- 
ing route  curving  away  from  the  main 
line  also  required  moderate  speed.  In 
this  case,  as  in  the  former,  the  selection 
of  the  route  lies  exclusively  with  the 
towernian,  but  under  no  conditions  is  he 


n;il.  In  this  case  the  fouling  of  the  main 
line  by  a  car  or  cars  on  the  diverging 
route  would  prevent  the  towerman  from 
giving  the  high   speed   signal. 

Such  an  arrangement  as  this  is  applica- 
ble to  long  sidings  in  which  two  trains 
might  be  allowed  to  enter  the  siding,  the 
first  at  moderate  speed.  When  the  lower 
arm  was  raised  to  stop  position  behind  the 
train  the  arm  could  not  be  lowered  for 
moderate  speed  again  until  the  first  train 
was    2,oco    ft.    from    the    switch.    Either 


modified  to  suit  circumstances,  and  it 
may  be  used  to  block  all  routes,  but  the 
principle  involved  amounts  to  this:  "If 
you  can  go  forward  at  all,  the  signal  will 
tell  )-ou  how  fast." 


J.L 


nr 
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FIG.   3.     JUNCTION  WITH   HIGH   SPEED   ONLY   IN   BOTH    DIRECTIONS. 
LOWER   ARMS    FIXED.      DW.\RF   FOR   ALL  MON^EMENTS. 


to  indicate  high  speed.  The  arrangement 
of  the  signals  would  be  as  before,  with 
this  difference,  the  top  signal  arm  would 
be  permanently  fixed  in  the  horizontal 
position  with  red  light  showing  at  night. 
It  would  therefore  be  impossible  for  the 
towerman  to  move  the  top  signal  arm  or 
to  alter  the  color  of  the  light,  and  in  all 
cases  he  could  only  give  the  moderate 
speed  signal  for  either  route,  or  he  could 
block  both  routes  or  he  could  permit 
the  very  slow  advance  of  a  train 
by  the  use  of  the  dwarf  signal.  Fig.  2. 

The  permanently  horizontal  top  signal 
arm  and  the  permanent  top  red  light 
would  present  an  aspect  similar  to  other 
interlocking  signals  and  the  habitual 
maintenance  of  the  upper  and  lower  lights 
would  enable  the  engineer  to  locate  the 
signal,  even  if  one  of  the  lights  had  gone 
out.  The  dwarf  signal  light  being  spaced 
very  much  farther  down  on  the  post, 
would  not  be  confused  with  the  other 
lights  in  case  one  of  them  Was  not  burn- 
ing. The  absence  of  the  mechar.ism  for 
moving  the  permanently  set  signal  would, 
of  course,  reduce  its  first  cost  and  its 
maintenance   charge. 

Still  another  modification  in  the  matter 
of  application,  though  not  in  principle  or 
form,  would  be  where  a  diverging  route 
left  a  straight  main  line  so  sharply  that 
only  very  slow  speed  could  be  used  upon 
the  curve.  The  interlocking  signal  post 
would  carry  the  two  regular  semaphore 
arms  with  the  dwarf  below.  In  this  case 
the  moderate  speed  arm  would  be  set 
permanently  in  the  horizontal  position 
with  red  lights  at  night  and  the  tower- 
man would  only  be  able  to  indicate  high 
speed  ahead  or  permit  the  slow  advance  of 
a  train  by  the  use  of  the  dwarf  signal. 
Fig.  3.  Ibis  would  mean  that  high 
speed  could  be  regularly  used  on  the 
straight  main  line  and  that  the  entrance 
to  the  diverging  route,  either  by  reason  of 
its  sharp  curvature  or  the  kind  of  traffic 
for  which  it  is  used,  could  only  be  ap- 
proached in  obedience  to  the  dwarf  sig- 


could  be  let  in  at  very  slow  speed, 
by  the  use  of  the  dwarf  signal,  and 
when  "in  to  clear,"  the  main  line  could 
be  rapidly  traversed  by  the  express  after 
the  high  speed  signal  had  been  lowered 
to  the  proceed  position. 

The  application  of  the  speed  signalling 
principle  may  be  made  so  that,  when 
necessary,  high  .speed  or  moderate  speed 
may  be  indicated  in  one  direction,  and 
moderate  speed  only  in  the  opposite  direc- 
tion, or  vice  versa,  with  dwarf  signal 
speed  in  both  directions.  The  principle 
is  broad  enough  to  meet  the  various,  con- 
ditions which  are  encountered  in  ordinary 
railroad  practice  and  the  responsibility 
for  observing  the  route  indicated  is  re- 
moved from  the  enginemen  and  is  put 
squarely  and  exclusively  upon  the  should- 
ers of  the  towerman  and  his  inability  to 
signal  high  or  moderate  speed  ahead  un- 


Relief  Association's   Good   Record. 

Tlie  Dodge  Mutual  Relief  Association 
celebrated  its  twentieth  year  July  31.  This 
organization  made  up  of  employees  of  the 
Dodge  Manufacturing  Company,  of  Mish- 
awaka,  Ind.,  is  the  oldest  of  its  kind  in 
Indiana.  The  object  of  the  Association  is 
the  material  assistance  of  members  in 
cases  of  disability  arising  from  sickness 
or  accident  which  unfits  them  for  daily 
labor.  In  case  of  death  from  any  cause 
a  special  benefit  is  paid  to  the  family  or 
heirs  of  the  deceased. 

The  Association  is  entirely  in  the  hands 
of  Dodge  workers  and  membership  is 
voluntary.  A  complete  executive  force 
i;  maintained  to  look  after  the  member- 
ship, claims  and  other  business.  The 
membership  is  divided  into  two  classes: 
First,  those  whose  weekly  earnings  ex- 
ceed $6,  for  which  class  the  weekly  dues 
are  five  cents  and  the  benefit  80  cents  per 
day,  Sundays  and  holidays  excepted;  Sec- 
ond, those  whose  earnings  are  less  than 
$6  per  week,  for  which  class  dues  are 
two  and  one-half  cents  per  week  and  the 
benefit  40  cents  per  day.  All  benefits  con- 
tinue for  a  period  of  13  weeks  as  a  limit 
for  any  one  term  during  12  months,  dating 
from  the  first  day  of  disability.  In  the 
event  of  death  of  a  member  of  the  first 
flas?  $50  is  paid ;  and  for  the  second  class 
f25  is  paid  to  the  family  or  heirs. 

Cases  of  disability  are  investigated  by 
a  committee  who  make  a  report  to  the 
lioard  of  directors,  which  issues  the  neces- 
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less  the  route  set  up  is  clear  to  the  next 
block  is  guaranteed  by  the  integrity  of 
the  interlocking  mechanism.  In  the  case 
wc  have  been  considering,  with  moderate 
speed  barred  out  of  consideration  by  the 
permanently  fixed  lower  signal  arm,  the 
action  of  the  towerman  in  lowering  the 
top  signal  arm  for  the  main  line,  means 
to  the  engineman  of  an  oncoming  train. 
the  line  ahead  is  clear  and  may  be  run 
over  at  high  speed.     The  system  may  be 


sary  order.  The  fee  for  this  order  is  $1 
for  the  first  class,  and  50  cents  for  the 
second.  The  weekly  dues  are  suspended 
when  the  funds  on  hand  amount  to  $500, 
and  resumed  when  they  get  as  low  as 
$.^00.  The  Association  has  proved  a  high- 
ly satisfactory  method  of  mutual  assist- 
ance in  cases  of  misfortune,  and  the  em- 
ployees of  the  company  generally  approve 
its  operation  and  the  2,000  men  on  the 
company's  payroll  are  all  members. 
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The  Appeal  of  the  Railway  Signal. 
Editor : 

I  have  very  much  enjoyed  the  articles 
on  signaling  brought  out  by  your  edi- 
torial in  the  May  number  of  your  maga- 
zine, entitled,  "The  Appeal  of  the  Rail- 
way Signal."  In  thus  inviting  discussion 
of  this  most  important  matter  you  have 
taken  an  advanced  position  among  publi- 
cations of  your  class,  and  by  giving  the 
men  virho  have  to  use  the  signals  a  chance 
to  be  heard,  you  have  struck  a  popular 
chord;  for  they  are  the  persons  who  must 
read  them  under  all  conditions  and  who 
are  responsible  for  the  safe  transportation 
of  lives  and  property.  It  is  unnecessary 
to  say  that  the  railroad  companies  are 
alive  to  the  situation.  Some  of  them  have 
spent  large  sums  of  money  in  elaborate 
experiments  and  combinations  of  various 
colors  for  night  indications ;  the  majority 
of  them  have  been  found  unsatisfactory 
and  were  not  put  in  service. 

In  your  editorial,  page  202,  May  issue, 
you  quote  a  signal  engineer  as  saying, 
"We  put  the  viands  on  the  table  and  we 
see  that  they  are  swallowed,  but  we  do 
not  know  whether  they  are  palatable  or 
not,"  Why  do  not  the  signal  engineers 
partake  of  the  viands  themselves  by 
riding  on  locomotives,  not  once  or  twice, 
but  for  one  or  two  weeks,  in  all  kinds  of 
weather,  to  view  a  new  set  of  signals  or 
experimental  changes  made  in  any  signal, 
placing  themselves  as  nearly  as  possible 
in  positions  in  the  cab  occupied  by  the  en- 
gineman  and  fireman?  They  will  thus  be 
able  to  judge  for  themselves  whether  their 
ideas  are  practically  correct.  Theo- 
retically and  mechanically,  their  labors  to 
put  up  a  signal  plant  at  a  point  may  be 
good,  yet  when  viewed  from  the  foot- 
board, faults  may  be  readily  located. 
Viewing  signals  from  the  ground  is  quite 
a  different  proposition  to  that  of  seeing 
them  on  a  locomotive  of  a  high-speed 
train,  with  only  a  second  of  time  to  read 
their  indication  and  to  act.  The  element 
of.  uncertainty  should  never  enter  into  the 
handling  of  a  train  approaching  a  signal 
which  might  possibly  be  set  at  danger. 
A  signal  improperly  displayed  not  only 
tias  its  effect  on  the  time  of  trains  going 
over  a  railroad,  but  also  is  reflected  in  the 
cost  of  operation,  caused  by  unnecessarily 
reducing  speed  and  then  having  to  pick  it 
up  again.  It  therefore  belioovcs  our 
friends  of  the  signal  department  to  so  ex- 
pend their  energy  as  to  give  us  the  most 
perfect  signal  system  possible,  viewed 
from  all  points,  trusting  to  the  engineman 
and  fireman  to  properly  read  them. 

In  the  systems  described  on  page  190 
■of  the  May  number,  many  good  points  are 


mentioned,  yet  I  do  not  think  the  use  of 
a  permanent  red  light  on  a  post  to  indi- 
cate an  automatic  signal  post  is  good,  as 
it  presents  an  unnecessary  combination  to 
the  view  of  an  engineman.  His  knowl- 
edge of  the  road  on  which  he  runs  should 
be  so  exact  that  he  would  know  where 
automatic  or  interlocking  signals  are  lo- 
cated without  the  assistance  of  a  marker. 
On  page  335,  August  number,  Mr.  Talty's 


The  use  of  yellow  as  a  color  in  signals 
is,  to  my  mind,  very  objectionable.  A  lamp 
burner  turned  up  so  high  as  to  smoke  will 
give  it  the  appearance  of  red.  A  clean 
yellow  at  night  will  often  have  a  "dead" 
appearance  to  a  rapidly  moving  train, 
making  it  hard  and  uncertaiti  to  read. 

In  the  article  of  H.  A.  W.  P.,  page  335, 
August  number,  he  speaks  of  enginemen 
and  firemen  attempting  to  locate  the  po- 
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paper,  he  recommends  that  signals  located 
on  poles  should  be  at  least  25  ft.  apart : 
this  imposes  a  condition  that  would  limit 
tlie  capacity  of  signal  poles  used  on  four 
or  six-track  railroads  and  would  make 
it  impossible  to  install  at  one  place  a 
sufficient  number  of  signals  to  govern  all 
routes  from  any  one  track;  neither  do  I 
think  it  a  good  practice  to  entirely  cover 
any  light  in  a  combination  of  signals,  as 
tlicy  all  bear  some  relation  to  each  other 
in  giving  indications. 


sition  of  the  signal  arm  at  night,  in  order 
to  confirm  the  indication  of  the  colored 
light.  This  it  is  possible  to  do  at  mod- 
erate speeds,  but  it  also  carries  with  it 
the  possibility  of  looking  up  behind  the 
colored  red  disc  set  at  danger  and  seeing 
the  white  lamp  behind  it.  Several  such 
cases  have  actually  occurred  in  times  of 
dense  fog.  Another  mistake  that  has  oc- 
curred in  the  use  of  lamps  was  the  hang- 
ing of  the  lamp  on  the  post  by  the  signal 
inspector,  below  the  end  of  the  arm  hav- 
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ing  the  red-colored  disc,  instead  of  in 
its  proper  place,  thus  showing  a  perma- 
nent white  light. 

After  reading  the  articles  of  Mr.  J.  H. 
Wisner,  Jr.,  and  H.  A.  W.  P.,  who  are 
very  much  in  favor  of  the  night  indica- 
tion displayed  by  the  use  of  the  illumi- 
nated background,  so  as  to  give  it  by 
position  instead  of  by  color,  I  am  of  the 
opinion  that  the  system  of  the  World  Sig- 
nal Co.  brings  the  question  of  signals 
nearer  a  solution  than  any  other  device 
yet  produced.  I  have  seen  this  signal  dis- 
played, both  daylight  and  night  and  in 
heavy  weather  accompanied  by  drifting 
■fogs,  and  have  no  hesitation  in  saying 
that  its  performance  in  giving  indications 
has  justified  the  confidence  of  its  friends. 
On  one  occasion  I  saw  a  test  made  in  a 
fog  with  the  World  signal  side  by  side 
with  the  standard  colored  lights  (red, 
green,  and  white).  The  illuminated  back- 
ground and  arm  of  the  World  signal 
cculd  be  seen  after  the  standard  lights 
had  been  entirely  obscured  by  the  pre- 
vailing fog. 

In  all  ages  the  use  of  lights  at  night 
has  been  to  enable  persons  to  see  ob- 
jects as  easily  In  the  darkness  as  in  day- 
hght,  and  this  is  the  underlying  principle 
of  the  World  signal ;  they  so  distribute 
the  light  on  their  backgrounds  that  the 
position  of  the  blade  is  shown  to  ap- 
proaching trains  in  the  same  manner  as 
in  daylight.  Its  adoption  would  make 
all  systems  uniform  and  the  possibility  of 
accidents  very  much  reduced.  An  engine- 
man  who  is  required  to  run  over  some 
other  company's  system  in  addition  to  hi? 
own,  on  which  signals  are  displayed  in  a 
different  manner  is  seriously  handicapped 
and  put  to  a  severe  mental  strain,  in  ad- 
dition to  the  nerve-racking  conditions  in- 
cident to  the  service. 

In  the  fourth  paragraph  of  your  edi- 
torial, page  344,  August  number,  you  have 
squarely  presented  the  question  to  the  en- 
gineman  and  fireman,  and  all  others  re- 
quired to  read  signals,  and  in  response 
to  that  invitation  I  have  presented  my 
preference  as  above  outlined,  having  had 
nearly  thirty  years'  experience  on  both 
sides  of  the   locomotive   cab. 

B.  F.  C. 


it  is  not  hard  to  mistake  a  light  fcr  a  sig- 
nal, as  it  is  very  common  now  for  people 
to  light  their  houses  and  places  of  busi- 
ness with  colored  lights.  The  colored 
lights  used  at  present  are  not  giving  a 
clear  indication  to  the  man  in  the  cab. 
In  my  opinion  the  colored  light  question 
should  be  eliminated  as  much  as  possible. 
I  would  favor  very  much  the  World's  sig- 
nal, which  is  not  only  a  good  night  signal, 
but  also  a  good  day  signal,  especially 
where  you  have  a  mountain  or  forest  be- 


Too  Many  Lights  Along  the  Road. 
Editor : 

I  have  noticed  your  editorial  in  the  ^lay 
number,  "What  Do  You  Think  of  Sig- 
nals?" inviting  men  who  have  to  obey 
them  to  express  their  opinion  on  this  sub- 
ject. I  have  run  a  locomotive  for  a  num- 
ber of  years  and  will  endeavor  to  give 
my  views  on  the  subject.  I  think  sig- 
nals should  be  as  few  as  possible.  The 
systems  you  have  discussed  have  many 
points  that  are  common  to  all  railroad 
men.  In  my  own  personal  judgment  there 
are  entirely  too  many  lights  along  the 
road  exposed  to  the  man  in  the  cab.  In 
running   through   yards,   town   and  cities 


for  permissive  or  caution  signal  and  green 
for  clear  or  proceed  signal.  With  these 
colors  it  would  not  make  much  difference 
whether  the  signal  mast  has  a  disc  or  an 
ariu.  But  there  are  a  great  many  roads 
using  red  for  stop  signal,  green  for  cau- 
tion and  white  for  proceed.  In  this  case 
I  would  suggest  the  signal  mast  with  arm 
— so  that  the  position  of  the  arm  could 
be  noticed  at  night  in  case  either  of  the 
colored  glasses  were  broken  or  had 
fnllen   out.      The   light   would   show   pro- 
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hind  the  signal.  This  signal  has  an  illumi- 
nated background  at  night,  as  shown  on 
pages  287  and  288  of  the  July  number, 
and  can  be  plainly  seen  as  far  as  the  eye 
can  see  an  object  the  size  of  a  semaphore 
arm.  In  daylight  the  white  background 
entirely  eliminates  the  difiiculty  in  seeing 
the  signal  that  is  located  against  a  hill 
or  in  any  position  below  the  sky  line. 

I  saw  this  signal  exhibited  beside  the 
standard  colored  lights  in  drifting  fog. 
In  moving  away  from  the  point  at  which 
all  the  signals  were  located  the  standard 
green,  red  and  white  disappeared  in  the 
order  given.  After  the  last  of  the  colored 
lights  were  invisible  the  illuminated  back- 
ground and  position  of  the  signal  arm  on 
the  World  signal  could  be  easily  seen. 

I  consider  this  a  much  better  and  safer 
signal  than  the  colored  lights. 

I  very  luuch  fear  that  some  of  our  rail- 
road friends  are  so  closely  wedded  to  their 
own  system  of  signaling  that  they  cannot 
see  much  tliat  is  good  in  other  methods. 

Tvoiir.   Pa.  J-  *-•  ^• 


The   Signal   Question. 

Editor: 

In  answer  to  the  signal  question  invi- 
tation to  write  in  the  August  number — 
if  not  too  late  for  classification— will  say 
that  I  agree  with  Road  Foreman  on  red 
for  the  absolute  stop  signal.  I  would  sug- 
gest red  for  absolute  stop  signal,  yellow 


ceed,  but  the  position  of  the  arm,  if  no- 
ticed at  night,  would  save  you  if  the  red 
glass  was  gone. 

When  two  arms  are  used  on  one  mast 
for  absolute  and  permissive  blocking  with 
red  for  stop,  yellow  for  caution  and 
green  for  proceed  the  top  arm  having  the 
red  and  green  glass  the  bottom  arm  the 
yellow  and  green  glass,  and  if  either  of 
the  glasses  were  broken  or  had  fallen 
out,  it  would  indicate  a  defect  and  would 
be  noticed  at  first  sight.  An  engineer 
would  then  be  governed  by  the  position 
of  the  arm,  and  it  should  be  reported  at 
the  first  opportunity. 

I  would  prefer  the  arm  instead  of  the 
disc,  on  account  of  the  colors  in  the  disc 
fading  and  with  an  electric  headlight  at 
night  the  reflection  on  the  flat  glass  in  the 
disc  confuses  a  man.  With  the  arm  sig- 
nal the  position  can  be  seen  at  a  much 
greater  distance.  At  a  junction  point  I 
would  suggest  that  a  three-position, 
double-arm  signal  be  used.  If  it  can  be 
operated  mechanically  with  top  arm 
governing  main  line  or  fast  running 
route  and  the  bottom  arm  the  slow 
speed  or  diverging  route.  When  signal 
is  set  for  proceed  on  main  line,  have 
lower  arm  or  diverging  route  set  at  cau- 
tion and  when  diverging  route  is  set  for 
proceed,  have  main  line  signal  set  at 
caution,  and  in  this  w-ay  one  would  never 
have   to   pass   the    red.   but   red   could   be 
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displayed  when  necessary  by  having  the 
three  positions.  A  single  arm  signal 
could  be  used  on  both  routes  for  trains  in 
opposite  direction  with  a  distant  signal  on 
each.  T.  E.  Patton, 

Loco.   Engineer. 
Jackson,  Tenn. 


Absolute  or  Permissive  Red. 

Editor : 

In  reply  to  your  question  in  your  edi- 
torial note  on  my  letter  in  September  is- 
sue of  R.MLWAY  AND  LoCOMOTIVE  ENGI- 
NEERING asking  what  I  would  do  in  case 
there  was  an  automatic  signal  at  stop 
position  at  an  interlocking  plant,  I  would 
repeat  the  declaration  in  my  first  letter. 
"Be  sure  you  have  the  clear  signals  gov- 
erning your  track,"  covers  the  question,  as 
you  could  not  have  the  clear  signals  with 
automatic  signal  at  stop.  But  to  remove  any 
doubt  on  your  part  or  others  I  would  say 
that,  did  I  meet  with  such  conditions  I 
would  certainly  stop. 

I  cannot  conceive  why  there  should  be 
an  automatic  signal  located  at  interlock- 
ing plants  unless  the  signals  at  towers 
are  entirely  controlled  by  towermen,  which 
practice,  I  think,  is  rather  out  of  date  as 
the  signal  to  towers  now-a-days  are  auto- 
matic to  such  an  extent  that  towermen 
cannot  clear  them  when  track  is  occu- 
pied, switch  open  or  a  broken  rail. 

I  would  also  say  that  I  am  not  in  favor 
of  lights  being  covered  at  towers,  as  I  can 
locate  the  signal  governing  the  track  on 
which   I   am  running  much   more   readily 


cannot  be  seen  until  the  headlight  shows 
the  position  of  the  arm,  you  are  liable  to 
get  past  them  before  you  can  stop. 

Scranton,  Pa.  68-Inch  Wheel. 

[Our  correspondent  has  slightly  mis- 
taken our  meaning.  We  do  not  speak  of 
automatic  signals  at  interlocking  plants. 
What  we  desired  to  have  each  of  our 
correspondents  give  us  an  opinion  on,  was 
the  absolute  or  permissive  red  signal.  68- 
Inch  Wheel  has  put  his  opinion  very  neat- 
ly in  what  the  interlocking  red  lights  say 
to  him. — Editor.] 


Boiler  Explosions. 

Editor: 

I  was  much  inteested  in  your  article 
in  this  month's  magazine  entitled, 
"Cold  Water  Delusion."  It  carried  my 
mind  back  to  earlier  days  long  gone 
by,  and  brought  back  many  personal 
experiences.  That  induces  me  to  jot 
some  of  them  down  in  the  hope  they 
may  prove  interesting  to  some  of  your 
readers,  and  useful  to  you.  Your  men- 
tion of  the  English  professor  with  his 
"red-hot  cold  water"  recalled  what  I 
had  seen  Dr.  Cresson,  of  Philadelphia, 
chemist  for  the  Philadelphia  &  Reading, 
perform,  and  also  did  myself  after  see- 
ing him  do  it.  He  used  a  metal  ladle, 
copper  or  iron,  I  have  forgotten  which, 
and  held  it  empty  over  a  Bunsen  burner 
until  it  showed  near  red  hot,  then  he 
poured  a  small  amount  of  water,  which 
at  once  took  on  a  spheroidal  form  of 
about  J4  inch   diameter.     In  a  moment 


GKAND    TRUNK    PACIFIC    ENGINES    BUII.' 

KINGSTON, 

when  all  the  lights  arc  burning.  All 
those  red  lights  are  saying  is  "I  am  pro- 
tecting you  while  you  are  going  through 
this  plant." 

I  am  also  in  favor  of  red  glass  in 
dwarf  signals  as  purple  gives  a  very  poor 
light,  and  when  glass  is  a  little  smoked, 
practically  none  at  all.  It  is  safer  to  be 
able  to  see  a  stop  signal  than  a  clear  sig- 
nal, and  no  matter  how  well  you  may 
know  the  location  of  these  signals,  if  they 
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or  two  he  would  dip  the  bottom  of 
ladle  into  ordinary  cold  water.  The 
results  would  be  different  on  different 
trials.  There  would  be  a  quiet  cloud 
of  steam  arise,  or  a  sharp  explosion, 
Icud  as  a  musket  report,  nothing  vis- 
ible, and  if  you  were  in  the  way  you 
would  be  stung  on  face  or  hands  like 
with  sand  from  a  blast.  There  was  no 
certainty  of  which  result  would  come, 
sometimes  four  or  five  explosions  could 


be  had  in  successive  trials  or  vice  versa. 

Dr.  Cresson  told  me  he  did  not  know 
just  what  conditions  produced  either  re- 
sult. The  reason  for  steam  boiler  ex- 
plosion given  by  Coleman  Sellers  "that 
the  inside  pressure  was  greater  than 
the  outside  resistance  could  hold" ;  or  the 
little  boy's  reason  for  a  happening,  viz.: 
"  'Tis  as  'tis,  and  can't  be  no  tizzer,"  are 
about  as  near  the  mark  as  can  be  got. 

I  have  seen  all  the  conditions  present 
in  steam  boilers,  and  no  explosion  fol- 
lowed; also  have  I  seen  locomotive  boil- 
ers soon  after  they  have  been  blown 
to  fragments,  and  there  were  none  of 
the  evidences  apparent  that  are  said  to 
be  the  cause  of  explosions. 

A  Ross  Winans  short  firebox  engine 
on  the  P.  &  R.,  hauling  a  coal  train 
commenced  to  slip,  and  caught  the  rail 
again;  just  as  she  caught  her  grip  the 
entire  back  end  of  firebox  blew  out  kill- 
ing the  fireman,  but  engineer  was  not 
hurt  and  gave  me  the  particulars. 

Another  engine  of  same  class  at  yard 
work  in  Reading  came  out  of  the  round 
house,  hooked  onto  about  12  five-ton 
coal  cars  and  had  not  run  a  mile 
when  the  boiler  blew  all  to  pieces.  No 
evidence  of  low  water.  Another  Ross 
Winans  engine  on  coal  train  service  was 
allowed  by  the  engineer  to  get  so  low  in 
water  that  she  stopped.  When  brought 
to  the  shop,  and  stripped,  the  wooden 
casing  on  the  boiler  was  found  to  be 
burned  to  black  coals.  The  flues 
were,  for  the  most  part,  collapsed  so  flat 
that  sand  would  not  run  through  them, 
and  the  cylindrical  part  of  boiler  had  to 
be  entirely  reriveted,  and  there  was  no 
explosion.  When  the  same  engine 
came  out  of  the  shop,  after  almost  re- 
building, and  was  turned  over  to  ser- 
vice, she  was  thoroughly  washed  out 
and  cleaned  with  soda.  She  was  sent 
out  on  freight,  with  a  first-class  engi- 
neer for  a  few  days.  When  he  turned 
her  in  he  reported  her  to  be  treacherous 
with  her  water.  That  same  night  she 
was  sent  out  with  a  few  empty  coal  cars 
in  charge  of  a  competent  engineer,  and 
she  laid  down  about  5  miles  from  Read- 
ing. She  was  brought  back  to  the  shop 
and  found  to  be  in  nearly  as  bad  condi- 
tion as  the  first  time ;  boiler  was  dry  and 
about  half  the  flews  collapsed.  Eni- 
neer  in  statement  said  before  he  started 
he  had  boiler  full  of  water,  tried  it 
frequently,  and  found  water  each  time, 
finally  put  on  pump,  and  in  a  train- 
length  distance  engine  and  train  stop- 
ped.    No  explosion! 

I  was  the  first  engineer  on  the  L.  & 
W.  R.  R.— it  wasn't  called  D.,  L.  & 
W.  then — who  took  a  75/2-ton  Braith- 
waite  engine  that  the  company  bought 
from  the  P.  &  R.  Mr.  Millholland  used 
the  engine  a  short  time  to  run  the 
shops  during  repairs  to  shop  stationary, 
and  would  not  allow  over  45  lbs.  pres- 
sure to  be  carried  on  her. 
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I  had  to  hold  down  the  safety  valve 
until  pressure  would  do  the  work.  That 
engine  was  in  service  from  1832  until 
about  1873  and  never  blew  up  once. 

The  domes  of  two  new  R.  H.  &  G. 
engines  on  the  L.  &  W.  split  while  in 
my  care.  One  was  too  bad  to  get  her 
home;  the  other  I  got  home  light. 
When  second  one  split  I  figured  out 
the  safety  valve — then  figured  out  some 
more — and  found  the  scale  (Salter  bal- 
ance) held  in  160  lbs.  wlicn  it  regis- 
tered 120,  our  ma.xinnini. 

New   York,  .V.    3'.  E.  J.   R.\ucH. 


Locomotives   On   the   Big   Four. 

Withni  the  past  three  years  the  Big 
Four,  or  Cleveland,  Cincinnati,  Chicago 
&  St.  Louis  Railway,  have  received  some 
very  heavy  additions  to  their  motive 
power.     This   increase  was   in   the   shape 


ins.  The  driving  wheel  base  is  13  ft., 
the  wheel  base  of  engine,  a  ft-  7/^  'ns., 
and  the  total  wheel  base,  engine  and 
tender,  62  ft.  2  ins.  These  locomotives  at 
the  head  of  their  train,  can  exert  a  maxi- 
mum tractive  efTort  of  28,526  lbs.  They 
rire  giving  very  satisfactory  service,  haul- 
ing the  heavy,  fast  passenger  trains  of 
the  road,  the  best  known  of  which  are  the 
Knickerbocker  Special  and  the  South- 
western Limited. 

The  Consolidation  type  freight  locomo- 
ti\'es  were  supplied  jointly  by  the  Brooks 
and  Schenectady  Works.  There  are  four 
classes  of  these  engines:  G-sH,  G-5HA, 
G-5T,  and  G-6C.  About  half  of  these 
locomotives  (the  G-5HA  and  G-6C 
types),  are  equipped  with  the  Wal- 
schaerts  valve  gear,  while  the  remainder 
have  the  ordinary  Stephenson  link  mo- 
tion.    The  one  shown  in   the   photograph 


6  ins.,  total,  engine  and  tender,  58  ft.  4  ins. 
The  tender  weighs  142,600  lbs.,  and  car- 
ries 12  tons  of  soft  coal  and  7,500  gallons 
of  water. 

The  ten-coupled  or  o-io-o  type  switch- 
ing locomotives  are  practically  duplicates 
of  those  built  by  the  American  Locomo- 
tive Company  for.  the  L.  S.  &  M.  S.  Rail- 
way, and  illustrated  in  Railway  and 
Locomotive  Engineering  for  September, 
1905.  page  399,  with  the  exception  that 
the  total .  weight  has  been  slightly  in- 
creased in  the  case  of  the  Big  Four  en- 
gines, making  them  the  heaviest  switching 
locomotives  yet  built.  They  were  fur- 
nished by  the  Brooks  Works  and  are 
classed  as  M-lC.  Their  total  weight  is 
274,000  lbs.,  or  54,800  lbs.  per  axle. 

The  Atlantic  or  4-4-2  type  engines  are 
known  as  class  Ij,  and  were  built  at  the 
Schenectady  Works.  The  letter  "I"  is  the 
symbol  for  the  Atlantic  type  while  the 
suffix  "J"  denotes  the  particular  design. 
Tlie  six-wheel  (0-6-0)  switching  locomo- 
ti>  es  come  under  the  B-ioB  class,  the 
large  letter  "B"  denoting  the  0-6-0  type. 
They  were  built  jointly  by  the  Cooke  and 
Schenectady  Works. 

Robert  C.   Schmid. 

IiuUanapolis,  hid. 


4-6-2  ON  THE  BIG  FOUR  K().\D. 


of  twenty  Pacific-type  passenger  locomo- 
tives, twenty  Atlantic-type  passenger  loco- 
motives, 170  Consolidation-type  freight 
locomotives,  thirty  six-wheel  type  switch- 
ing locomotives,  and  two  ten-wheel  type 
switching  locomotives  for  classification 
yard  service.  All  of  these  locomotives 
were  furnished  by  the  American  Loco- 
motive Company,  and  are  built  according 
to  standards  of  the  New  York  Central 
Lines,  of  which  the  Big  Four  is  a  part. 

The  Pacific,  or  4-6-2  type  engines,  one 
of  which  is  shown  in  the  photograph  I 
send  you,  were  built  at  the  ."Xmerican 
Locomotive  Company's  Brooks  Works, 
and  are  designed  for  heavy,  fast  passenger 
service.  They  are  known  as  "class  KB," 
in  the  New  York  Central  Lines'  classifica- 
tion. The  locomotives  w-eigh  in  working 
order  222,800  lbs.,  of  which  142,000  lbs. 
is  on  the  driving  wheels,  39,000  lbs.  on  the 
trailing  wheels,  and  41.800  lbs.  on  the 
leading  wheels.  The  cylinders  are  22  ins. 
in  diameter,  with  a  26-in.  stroke,  and  are 
fitted  with  valves  of  the  piston  type.  The 
boiler  is  of  the  straight  top  type,  is  72 
ins.  in  diameter,  and  carries  a  working 
pressure  of  200  lbs.  The  tubes  number 
344,  and  are  2  ins.  in  diameter  by  20  ft. 
long  They  have  a  heating  surface  of 
3.587.9  sq.  ft.,  while  the  heating  surface 
in  the  firebox  is  173.4  sq.  ft.,- making  the 
total  heating  surface  3,761.3  .sq.  ft.  The 
grate  area  amounts  to  50.23  sq.  ft.  In 
diameter,  the  driving  wheels  measure  75 


has  the  Walschaerts  gear  and  is  one  of 
the  '■G-5HA"  class.  The  total  weight  of 
the  engine  in  working  order  is  222,000  lbs., 
198,000  lbs.  being  carried  by  the  driving 
wheels  and  24,000  lbs.  by  the  truck  wheels. 
The  cylinders  are  23  .x  32  ins.,  which  with 


Does  Valve  Gear  Strain  Frames? 

Editor : 

The  close-set  driving  wheels  with  brake 
rigging  closing  up  every  opening,  whereby 
a  person  could  reach  inside  the  frames 
of  a  locomotive,  renders  locating  the 
valve  mechanism  inside  the  axle  boxes 
a  most  inconvenient  arrangement.  This 
led  to  the  introduction  of  the  Walschaerts 
valve    gear    which    came    into    popularity 


2-S-u  SIMl'LE   ENGINE  ON   THE  C,   C,  C.  &   ST,    I.. 


C3-in.  driving  wheels  and  a  working  pres- 
sure in  the  boiler  of  200  lbs.  gives  a  maxi- 
nunn  tractive  effort  of  45,680  lbs.  The 
boiler  is  82  ins.  in  diameter  and  is  of  the 
straight-top  pattern.  It  contains  392  two- 
inches  tubes,  15  ft.  Y2  in.  long,  which  give 
a  heating  surface  of  3.071.3  sq.  ft.  The 
firebox  has  a  heating  surface  of  181.9  sq. 
ft.  and  the  total  heating  surface  aggregate 
3,253.2  sq.  ft.  The  firebox  is  ic8  ins.  long 
by  75  ins.  wide  and  the  grate  area  is  56.75 
sq.  ft.  The  wheel  base  of  the  engine  is 
26   ft.   5   ins.,   driving   wheel   base,    17   ft. 


very  largely  through  the  merit  of  being 
located  outside  of  the  driving  wheels. 

When  the  Walschaerts  valve  gear  first 
came  into  use  in  this  country,  claims 
were  made  that  by  removing  the  eccen- 
trics and  other  valve  mechanism  from  in- 
side the  wheels  improved  facilities  would 
be  enjoyed  of  strengthening  the  frames  by 
cross  bracing  and  that  this  strengthening 
would  prevent  the  breakage  of  frames 
which  is  becoming  very  troublesome  with 
engines   having  high   set   boilers. 

I  believe  that  experience  witli  the  Wal- 
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schaerts  valve  gear  has  demonstrated  that 
the  expectations  concerning  the  strength- 
ening of  the  frames  have  not  been  real- 
ized. In  fact,  the  impression  is  spreading  in 
some  quarters  that  the  use  of  the  Wal- 
schaerts  valve  gear  materially  increases 
the  breakage  of  frames.  At  a  recent 
meeting  of  railroad  master  mechanics  one 
of  the  members  present  made  the  state- 
ment that  his  company  had  received  a 
group  of  engines  equipped  with  Wal- 
schaerts  valve  gear,  and  that  within  six 
months  every  one  of  the  engines  suffered 
from  a  broken  frame.  This  was  consid- 
ered extraordinary,  as  the  engmes  were  of 
the  same  general  design  as  a  type  of  en- 
gines having  link  motion  that  had  been  in 
service  for  years  without  a  single  break- 
age of  frames.  This  would  seem  to  indi- 
cate that  the  Walschaerts  valve  gear  puts 
greater  stresses  upon  the  frames  of  a  lo- 
comotive than  the  link  motion.  The  cause 
of  the  difference  is  not  apparent,  but  there 
is  no  doubt  that  is  exists.  I  should  be  glad 
to  have  the  views  of  your  readers  upon 
this   important   subject. 

A.  Morton. 
Philadelphia,  Pa. 


account  of  the  device  keeping  the  pack- 
ing from  rolling  up  the  sides  of  the  jour- 
nal or  working  forward. 

We  have  given  the  cars  and  locomotives 
equipped  with  it  very  little  attention,  even 
with  the  hardest  road  service.  We  in- 
spect them  once  a  month  to  ascertain 
their  condition.  We  have  some  of  them, 
at  the  present  time,  under  seal  which  we 
do  not  expect  to  disturb  for  several 
months,  and  then  only  for  examination. 

There  is  less  danger  of  the  packing  be- 
ing stolen,  as  it  is  practically  concealed. 
The   device  has   been  patented. 

R.   A.   BiLLINGHAM,    S.   M.   P. 

St.  Marv's,  Pa. 


Journal   Box  Packing   Support. 
Editor : 

The    Pittsburg.    Shawmut    &    Northern 
Railroad    has    had    the    waste    supporting 


Too    Much   Beef. 

"I  have  often  thought,"  said  Chordal, 
"that  unnecessary  screwing  of  certain 
bolts  is  a  fair  test  of  a  mechanic's  in- 
telligence. I  once  got  up  the  drawing  for 
a  planer  to  plane  5  or  6  ft.  square  and 
25  to  30  ft.  long.  As  a  tool-holding  ar- 
rangement I  put  in  the  usual  two  clamps 
with  four  good,  big  screws.  The  man 
who  ran  this  planer  broke  a  bolt  a  week. 
We  made  new  ones  of  every  kind  of  iron 
and  every  kind  of  steel,  but  still  they 
broke.  A  planer  right  alongside  of  this 
one  doing  exactly  the  same  kind  of  work, 
using  the  same  tools,  making  the  same 
cuts    on    the    same    pieces,    but    run    by 


W.ASTE    C.\RRIER    FOR    TOURN.\L    BOXES. 


journal  box  attachment,  devised  by  me, 
under  test  for  some  time  past,  and  I  may 
say  it  has  given  excellent  service.  The 
construction  is  very  simple,  requiring 
only  a  small  quantity  of  sheet  steel,  1-16 
in.  thick. 

I  find  that  the  device  takes  care  of  a 
number  of  conditions  that  railroad  people 
have  been  trying  to  overcome  for  quite  a 
while.  In  the  first  place  it  saves  packing. 
It  gives  practically  no  trouble  either  to 
the  inspector  or  to  the  repair  men  on  ac- 
count of  it  being  applied  or  removed 
without  disturbing  the  brass  or  wedge. 
It  gives  the  inspector  a  better  opportunity 
to  inspect  the  journals  for  roughness  on 


another  man,  never  broke  a  tool  bolt,  not- 
withstanding there  were  only  two  of  them 
and  they  were  very  much  smaller.  The 
men  running  the  planers  changed  places, 
and  immediately  the  old  planer  began  to 
break  bolts.  The  man  with  the  breaking 
tendency  had  too  much  beef  and  too  lit- 
tle judgment. 

"This  kind  of  man  is  found  m  every 
line  of  mechanical  work,  and  he  'S  always 
breaking  things.  These  are  the  men  who 
break  tool-post  wrenches  on  lathes.  They 
break  any  kind  of  an  open-ended  wrench 
you  give  them.  A  monkey  wrench  vola- 
tilizes in  their  hands.  They  strip  bolts 
and  nuts,  and  spring  face  plates  and  angle 


plates  and  planer  tables  and  burst  pipe 
fittings  and  come  down  on  the  tops  of 
journal  boxes.  If  anything  with  a  screw 
in  it  can  be  damaged,  they  will  damage  it. 
If  it  is  so  strong  that  they  cannot  dam- 
age it  themselves,  they  will  screw  it  up 
so  infernaly  tight  that  somebody  will 
have  to  damage  it  to  unscrew  it.  They 
will  go  home  and  screw  the  lid  on  the 
pepper  box,  with  their  beef  force,  and 
then  grumble  at  the  bruising  of  the  bright 
work  when  the  housewife  has  to  use  a 
fork  to  unscrew  it." 


New  Valve  Gear. 

The  subject  of  valve  gearing  is  one 
that  has  engaged  the  attention  of  the 
brightest  minds  among  railway  men,  and 
we  observe  among  the  devices  recently 
patented  an  ingenious  invention  by  Mr. 
E.  L.  Bowen,  McComb  City,  Miss.     Pat- 


ARR.ANGEMENT  OF   VALVE   GEAR. 

ent  No.  922,250.  The  invention  may  be 
applied  to  all  reversing  engines.  The 
shafts  and  levers  are  so  arranged  that 
the  crosshead  of  one  engine  actuates 
the  valve  of  the  other  engine.  The  move- 
ment also  insures  a  constant  lead  inde- 
pendent of  the  main  traveling  movements 
of  the  valves.  It  is  claimed  that  the 
combination  as  shown  in  the  accompany- 
ing illustration  provides  a  new  and  im- 
proved valve  gear  which  is  simple.  Strong 
and  durable  in  construction,  and  easy  to 
manipulate.  The  complete  absence  of  ec- 
centrics or  cranks  adds  to  its  simplicity, 
and  it  is  said  to  be  well  adapted  to  the 
present  type  of  large  locomotive. 


In  all  labor  there  is  profit,  said  a  wise 
man,  but  the  talk  of  the  lips  tendeth  to 
penury.  An  employer  of  labor  on  being 
isked  to  recommend  a  certain  workman 
for  a  superior  position   testified :   George 


KONAKASIIIMA  TL'.N.NEL,  J.MWN. 

is  far  from  being  an  industrious  work- 
man with  his  hands,  but  v/hen  it  comes  to 
laboring  with  his  mouth  no  person  in  the 
place  can  equal  his  performance. 
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Traveling  Engineers'   Association  Convention  at  Denver. 


The  Seventeenth  Annual  Convention 
of  the  Traveling  Engineers'  Associa- 
tion met  in  the  Albany  Hotel,  Denver, 
on  Sept.  7,  with  President  J.  A.  Talty, 
of  the  Lackawanna  Railroad,  in  the 
chair.  After  prayer  being  offered  by  a 
local  clergymen  President  Talty  called 
upon  charter  member  Angus  Sinclair 
for  an  opening  address,  making  compli- 
mentary allusions  as  to  the  fitness  of 
Dr.   Sinclair   for  such   a   function. 

DR.  Sinclair's  address. 
Dr.  Sinclair  began  by  referring  to 
the  rapid  growth  of  the  Association 
into  size  and  popularity,  based  on  the 
useful  work  it  is  doing.  He  attributed 
much  of  the  prosperity  enjoyed  to  the 
fortunate  choice  of  officers ;  the  sec- 
retary having  guided  the  organization 
in    the    path    of    safe    progress    during 


prolit  most  by  the  system  of  promotion 
through  merit  alone. 

president  talty's  address. 

President  Talty  then  delivered  the  fol- 
lowing address : 

Sixteen  years  ago  this  Association, 
then  in  its  infancy,  held  its  second  con- 
vention in  this  beautiful  city  of  Denver. 
When  we  look  back  and  consider  that 
at  that  time  there  were  only  106  mem- 
bers belonging  to  the  Association  and 
that  there  were  as  many  different  opin- 
ions as  to  the  wisdom  of  such  an  asso- 
ciation being  formed,  not  only  amongst 
the  members  themselves,  but  the  higher 
mechanical  officials  also,  I  think  you 
will  agree  with  me  that  this  assembly 
fully  demonstrates  that  the  charter 
members,  a  few  of  whom  we  are  happy 
to  have  with  us   today,   set   this   Asso- 


the  American  railroads.  This  has 
largely  been  brought  about  through 
this  Association  by  improving  the  loco- 
motive service  and  by  investigating  and 
discussing  in  common  the  problems 
peculiar  to  that  position. 

PRACTICE    AND   READING. 

A  good  live  traveling  engineer,  one 
who  is  able  and  willing  to  give  his 
time  and  attention  to  the  men  under 
his  charge  as  well  as  the  locomotives, 
is  doing  a  great  deal  toward  building 
up  an  organization  which  assists  in  ren- 
dering service  to  both  the  transporta- 
tion and  mechanical  departments.  He 
must  be  fair  in  his  dealings  with  the 
men  under  him  as  well  as  the  company 
which  he  represents  as  an  official.  He 
must  conduct  himself  in  a  manner 
which  will  win  respect  from  his  higher 
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the  whole  of  its  career,  in  which  work 
he  was  earnestly  aided  by  remarkably 
efficient  presidents,  beginning  with 
Messrs.  Clinton  B.  Conger,  Donald  R. 
MacBain,  and  others  equally  as  able, 
down  to  the  present  zealous  incumbent, 
Mr.  John  A.  Talty. 

Dr.  Sinclair  then  outlined  the  his- 
tory of  the  locomotive  which  had  cre- 
ated in  eighty  years  a  world  of  prog- 
ress equal  to  five  hundred  years  of 
any  other  period  of  the  world's  his- 
tory. He  concluded  by  highly  com- 
mending the  new  system  of  individual 
management  introduced  upon  the  Har- 
riman  lines,  which  was  going  to  give 
all  classes  of  railway  workers  an  even 
opportunity  for  promotion;  the  ad- 
vancement to  be  earned  by  ability  or 
industry.  He  anticipated  that  the  able 
men  for  which  the  mechanical  and  en- 
gineering department  were  noted  would 


elation  on  a  stronger  concrete  founda- 
tion than  was  anticipated  at  that  time. 

We  start  this  convention  with  nearly 
700  members,  and  when  you  think  that 
there  never  has  been  any  reduction  in 
the  membership  in  the  17  years  of  its 
existence  further  comment  as  to  its 
popularity  on  the  part  of  the  speaker 
is  unnecessary. 

When  this  Association  was  started 
the  position  of  traveling  engineer  was 
not  looked  up  to  by  our  higher  officials 
af  being  one  of  great  importance.  In 
fact,  he  was  used  mostly  in  those  days 
as  what  is  known  as  an  engine  tamer. 
After  an  engine  received  general  re- 
pairs he  took  charge  of  it  and  spent 
sufficient  time  with  it  to  satisfy  him- 
self that  it  was  in  condition  to  perform 
the  service  required.  But  today  the 
traveling  engineer's  position  is  consid- 
ered one  of  the  important  positions  on 


officials  as  well  as  others  with  whom 
he  comes  in  contact  daily.  When  the 
traveling  engineer  has  convinced  his 
superior  officers  that  he  is  fair  in  deal- 
ing with  the  company  and  with  men, 
they  are  willing,  at  all  times,  to  rec- 
ognize his  ability  and  entrust  him  with 
greater  authority,  thus  promoting  him 
to  a  higher  position. 

WORK    OF    THE    CONVENTION. 

I  wish  to  call  your  attention  to  the 
important  subjects  which  are  to  be  dis- 
cussed at  this  meeting.  They  are  of 
more  than  ordinary  interest  to  our 
American  up-to-date  railroads.  As  you 
all  have  received  the  committees'  re- 
ports and  papers  it  is  unnecessary  to 
comment  on  them  individually,  only  to 
say  that  they  show  hard,  painstaking 
work  and  research.  I  want  to  thank 
the   committees   who   have    spent   their 
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time  in  preparing  these  papers  as  well 
as  those  who  have  assisted  at  that  kind 
of  work  that  requires  sitting  up  late  at 
night  when  other  members  of  the  Asso- 
ciation are  enjoying  "bonnie"  slumbers. 

AUTOMATIC   STOKERS. 

I  would  call  your  particular  attention 
to  the  close  investigations  which  are 
being  made  and  the  continued  improve- 
ments in  the  automatic  stoker.  The 
men  who  are  devoting  their  time, 
energy  and  money  toward  perfecting 
this  much-needed  device  are  public 
benefactors  indeed,  for  the-  time  has 
long  since  passed  when  the  number  of 
cars  or  tons  of  freight  handled  per 
train  are  only  measured  by  the  tractive 
force  of  the  locomotive,  by  the  ability 
of  the  fireman  with  the  endurance  neces- 
sary to  maintain  the  maximum  steam 
pressure.  Some  of  us  are  more  fortu- 
nate in  this  respect  than  others,  owing 
to  the  fact  that  our  company  buys  a 
high  grade  of  fuel  and  maintains  their 
locomotives  at  a  high  standard. 

ELECTRIC    LOCOMOTIVES. 

Several  of  my  predecessors  have 
given  you  a  word  of  caution  about  the 
prominence  of  the  electric  locomotive 
which  is  manifesting  itself  in  railroad- 
ing today,  but  I  cannot  refrain  from 
again  calling  your  attention  to  the 
necessity  of  getting  ourselves  posted 
on  this  subject.  The  substitution  of 
electricity  for  steam  thus  far  has  been 
rather  slow,  but  the  improvements  that 
are  being  constantly  made  in  electric 
traction  show  that  the  possibilities  of 
electric  power  cannot  be  overestimated. 
Therefore,  it  behooves  us  all,  holding 
positions  which  require  education  from 
us  to  fit  others  to  handle  the  electric 
locomotive  as  successfully  as  they  have 
the  steam  locomotive — it  behooves  us 
to  give  this  subject  some  consideration. 
We  can  all  remember  the  remarks  of 
one  of  the  brightest  lights  in  the  rail- 
road world  who  said  on  the  floor  of 
our  convention,  a  few  years  ago,  that 
none  of  us  would  live  to  see  electricity 
used  for  motive  power,  except  on  street 
railroads  less  than  three  miles  long. 
The  very  able  paper  to  be  presented  to 
us  at  this  meeting  should  set  us  think- 
ing on  this  subject. 

FUEL    ECONOMY. 

An  excellent  paper  on  fuel  economy 
has  been  prepared  which  should  interest 
all  of  us.  When  it  is  considered  that 
over  200,000,000  tons  of  coal  are  con- 
sumed annually  in  the  locomotives  in 
this  country  at  an  approximate  cost  of 
from  280  to  300  million  dollars  you  can 
readily  see  that  it  is  one  of  the  largest, 
if  not  the  largest  single  item  of  ex- 
pense in  railroading.  Therefore,  we,  as 
members  of  this  Association  should 
keep  everlastingly  at  our  investigation 
along  these  lines,  for  it  has  been  well 
said  that  a  line  of  education  in  this  di- 


rection would  go  a  long  way  toward 
paying  dividends.  Many  of  our  mem- 
bers, as  well  as  our  superior  oflicials, 
believe  that  a  traveling  fireman  without 
any  responsibilities  other  than  econo- 
mizing on  fuel  would  be  one  of  the  assets 
our  railroads  could  have. 

TRAVELING   FIREMAN. 

To  be  a  successful  traveling  fireman 
a    man    must    be    fair    in    his    dealings 


instances  the  traveling  fireman  has 
been  so  closely  associated  with  the  men 
under  him  before  being  appointed  trav- 
eling fireman  that  economical  results 
are  not  obtained,  because  he  fears  to 
offend  the  men  by  enforcing  greater 
economy.  These  same  remarks  also 
apply  to  traveling  engineers. 

There  is  no  doubt  but  that  the  trav- 
eling fireman  and  traveling  engineer  by 
working    hand    in    hand    can    assist    in 


DEVIL'S     SLIDK,     WEBSTER 

with  tlie  other  firemen  under  him  and 
should  have  had  sufficient  experience  to 
enable  him  to  lire  successfully  and  eco- 
nomically tlu'  fuel  furnished  by  his 
company.  After  holding  such  position 
for  a  short  period  of  time  he  sliould  fa- 
miliarize himself  with  the  firemen's  abil- 
ity .so  as  to  know  the  men  who  require 
instruction. 

It  is  a  question  in  tlu-  minds  of  sonic- 
of  our  mechanical  nion  if  a  man  hired 
for  this  position  is  not  more  weighty 
for  the  position  and  better  results  are 
not  obtained  than  when  a  man  is  picked 
or   chosen    from    the   forces.      In    many 


C.\i\YO.M,     UNION     I'ACIFIC. 

reducing  the  amount  of  coal  consumed. 
This  can  be  done  by  the  traveling  en- 
gineer closely  watching  the  proper  draft 
of  the  locomotive  to  burn  the  fuel  and 
also  the  manner  in  Vi^hich  the  engine- 
man  is  operating  the  locomotive,  while 
the  traveling  fireman  is  keeping  watch 
of  tlie  manner  in  which  the  fireman  is 
liaiidling  the   fuel. 

SUPERHEATING. 

It  is  believed  that  valuable  economics 
would  result  from  the  use  of  the  super- 
heated engine  now  being  very  rapidly 
developed    and    I    would    suggest    that 
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the  members  of  this  Association  inves- 
tigate the  subject  very  thoroughly  in 
the  near  future,  as  it  has  been  demon- 
strated in  many  instances  that  the  super- 
heated engine  renders  more  efficient  serv- 
ice than  the  saturated  steam  engine. 

As  our  system  of  organizations  on 
the  different  up-to-date  railroads  are 
rapidly  changing  it  behooves  us  to  keep 
very  much  alive,  now  more  than  ever, 
to  the  changing  times  and  keep  up  in 
the  front  row.  This  is  advice  from  men 
experienced  in  the  practical  side  of  rail- 
roading and  who  are  appreciated  by 
our  high  officers,  and  the  ones  who  are 
even  partly  responsible  for  the  satis- 
factory operation  of  our  railroads  are 
looked  up  to  as  assisting  the  railroads 
which  employ  them  as  well  as  the  pub- 
lic at  large. 

AIR-BRAKE    OPERATING. 

I  wish  to  call  your  attention  to  the 
subject  of  the  operation  of  air-brakes 
and  trains  by  use  of  power  brakes. 
This  is  a  very  modern  subject  and  one 
which  requires  our  most  earnest 
thoughts,  as  the  time  has  arrived  when 
it  requires  experience  and  good  judg- 
ment to  control  our  heavy  freight 
trains  safely  over  the  roads.  We  have 
with  us  several  representatives  from 
air-brake  companies  who  will  be  glad 
to  enlighten  us  on  any  point  relating 
to  air-brakes. 

We  also  have  with  us  supply  men 
who  represent  companies  which  fur- 
nish the  devices  .  which  are  found  on 
our  locomotives  today  and  they  will  be 
glad  to  impart  any  useful  information 
which  is  requested  by  the  members. 

Just  a  word  with  reference  to  the 
entertainment  committee :  the  chairman, 
Mr.  James  Curry,  is  present  and  will- 
look  after  this  end  of  the  programme.  He 
is  an  excellent  entertainer  and  a  great 
favorite   especially  with   the  fair  sex. 

MEMBERS  PRESENT. 

The  attendance  register  contained  the 
following  names  on  the  morning  of  the 
second  day : 

John  A.  Talty,  Lackawanna  Railroad, 
BufTalo,  N.  Y.;  W.  O.  Thompson,  New 
York  Central,  BufTalo,  N.  Y.;  F.  G. 
Thayer,  Southern,  Atlanta,  Ga. ;  F.  P. 
Roesch,  E.  P.  &  S.  W.,  Douglas,  Ariz.; 
C  D.  Getchell,  Bangor  &  A.,  Milo,  Me. ; 
Angus  Sinclair,  A.  S.  Co.,  New  York; 
J  McManamy,  Pere  Marquette,  Grand 
Rapids,  Mich.;  C.  J.  Evans,  M.  K.  &  T., 
Parsons,  Kan. ;  Clinton  B.  Conger,  W. 
Sellers  &  Co.,  Grand  Rapids,  Mich. ;  C.  F. 
Richardson,  C.  R.  I.  &  P.,  Chicago;  Burt 
G.  Lynch,  Santa  Fe,  Albuquerque,  N.  M. ; 
Chas.  Cotter,  D.  &  I.  R.,  Two  Harbors, 
Minn. ;  Chas.  M.  Boyd,  Santa  Fc,  Wins- 
low,  Ariz. ;  C.  B.  Summers,  T.  S.  L.  & 
W.,  Charleston,  111.;  M.  H.  Haig,  Santa 
Fe,  Topeka,  Kan. ;  B.  J.  Fceney;  III.  Cent., 
Paducah,  111. ;  A.  Arnum,  Wabash,  St. 
Thomas,  Ont. ;  C.  F.  Fein,  Santa  Fe,  New- 


ton, Kan, ;  J.  B.  Fitzpatrick,  C.  R.  I.  & 
P.,  Chicago;  Webb  L.  Gibbs,  S.  L.  &  F., 
Ft.  Worth,  Tex. ;  G.  V.  McGlinch,  M.  C, 
Jackson,  Mich. ;  A.  Roesch,  Colo.  So., 
Trinidad,  Colo.;  H.  E.  Exby,  111.  Cent., 
Carbondale,  111.;  A.  L.  Beardsley,  Santa 
Fe,  Chicago ;  M.  S.  O'Connor,  N.  G.  C.  & 
H.,  Avis,  Pa. ;  John  Manuell,  D.  &  R.  G., 
Grand  Junction,  Colo. ;  A.  B.  Poorman, 
Big  Four,  Mattoon,  111.;  J.  R.  McDonald, 
I.  C,  Chicago ;  G.  W.  Danver,  I.  C,  New- 
ton, 111.;  A.  Geister,  S.  L.  &  S.  F.,  Mo- 
nett,  Mo.;  F.  S.  Wilcroxen,  T.  S.  L.  & 
W.,  Frankfort,  Ind. ;  A.  G.  Turlay,  111.  C, 
Clinton,  111. ;  J.  P.  McMurray,  Col.  &  So., 
Denver,  Colo.;  W.  R.  Davis,  T  &  O. 
Cent.,  Columbus,  O. ;  R.  L.  Evans,  W.  & 
L.  E.,  Massillon,  O.;  S.  J.  Kidder,  W.  A. 
B.,  New  York ;  C.  F.  Schraag,  C.  &  E.  I., 
111.,  Danville,  111.;  W.  White,  Nat.  Boiler 
Wash.  Co.,  Chicago ;  D.  V.  Musgrove, 
So.  R.,  Columbia,  S.  C. ;  W.  S.  Bray,  Mo. 
P.,  Wichita,  Kan.;  T.  A.  Hedendahl,  W. 
A.  B.  Co.,  Denver ;  James  Cunneen,  Erie, 
Port  Jervis,  N.  Y. ;  T.  E.  Miller,  B.  &  O., 
Ccnnellsville,  Pa. ;  Wm.  Gisbar,  C.  R.  I.  & 
P.,  El  Dorado,  Ark. ;  J.  S.  Miller,  B.  R. 
P.,  E.  Salamanca,  X.  Y. ;  P.  K.  Sullivan, 
Erie,  Cleveland ;  W.  M.  Gaines,  So.  R., 
Greenville,  S.  C. ;  D.  C.  Dickert,  Ga. 
Cent,  Fort  Valley,  Ga. ;  W.  G.  Tawse, 
C  &  E.  111.,  Dolton,  111.;  J.  G.  Brown, 
C.  Ga.,  Macon,  Ga. ;  Jas.  Spellen,  B.  R. 
&  P.,  DuBois.  Pa.;  Robt.  J.  Buswell, 
Santa  Fe,  Wellington,  Kan. ;  Matt.  H. 
Flynn,  D.  &  R.  G.,  Grand  Junction,  Colo. ; 
J.  H.  Dimarin,  D.  &  R,  G.,  Alamoso, 
Colo.;  F.  L.  Marteins,  D.  &  R.  G.,  Salida, 
Colo. ;  S.  D.  Hutchins,  W.  A.  B.  Co.,  Co- 
lumbus, O. ;  Wm.  Gill,  la.  Cent.,  Mar- 
shallstown,  la. ;  J.  W.  Johnson,  Pyle  N. 
H.  L.  Co.,  Chicago ;  Frank  A.  Morrison, 
Mason  Reg.  Co.,  Boston,  Mass. ;  W.  O. 
Taylor,  Galena  Sig.  Oil  Co.,  Plainfield,  N. 
J. ;  Chas.  P.  Storrs,  S.  Mica  Co.,  Owego, 
X.  Y.;  W.  L.  Irkes.  I.  C,  Freeport,  111.; 
J.  W.  Cain,  McCord  Co.,  Chicago ;  L.  B. 
Hart,  B.  &  O.,  Garrit,  Ind. ;  H.  N.  Spaul- 
ding,  B.  &  O.,  So.  Chicago;  D.  C.  Rogers, 
X.  Y.  C,  Corning,  N.  Y. ;  Geo.  W.  Ris- 
tine,  H.  W.  Johns-Manville  Co.,  Denver, 
Colo. ;  W.  A.  Morgan,  N.  C.  &  St.  L.,  Nash- 
ville, Tenn. ;  J.  A.  Kerrigan,  N.  C.  &  S.  L., 
Nashville,  Tenn. ;  Oles  Hulse,  X.  C.  &  S. 
L.,  Xashville,  Tenn. ;  A.  Dinan.  Santa 
Fe,  Ft.  Madison,  la. ;  J.  D.  Purcell,  Dear- 
born Drug  Co.,  Chicago;  D.  E.  Cain, 
Dearborn  Drug  Co.,  Denver,  Colo. ;  W.  S. 
Reed,  Dearborn  Drug  Co.,  Chicago ;  F.  G. 
Bomer,  Am.  Loco.  Equipment  Co.,  Chi- 
cago; L.  Wellman,  Santa  Fe,  Topeka, 
Kan.;  E.  L.  Lindskoy,  C.  &  N.  W.,  Chi- 
cago, 111. ;  L.  S.  Allen,  Am.  Loco.  Equip. 
Co.,  Denver,  Colo. ;  Fred  W.  Wills,  Gar- 
lock  Packing  Co.,  Denver,  Colo. ;  J.  E. 
Helerman,  Garlock  Packing  Co.,  St. 
Louis,  Mo.;  J.  H.  DeSalis,  N.  Y.  C,  E. 
Syracuse,  N.  Y. ;  J.  W.  Motherwell,  Ash- 
ton  Valve  Co.,  Chicago,  111.;  W.  G.  Wal- 
lace, Am.  Steel  Foundries  Co.,  Chicago, 
111.;  W.  C.  Shafer,  C.  of  Ga.,  Mason,  Ga. ; 


W.  L.  Wasner,  C.  of  Ga.,  Mason,  Ga. ;  C. 
W.  Stark,  N.  Y.  C,  Albany,  N.  Y. ;  J  H. 
Brown,  D.  D.  &  C.  Co.,  Denver,  Colo.; 
Peter  J.  Tully,  L.  V.,  BufTalo,  N.  Y.;  T. 
Calan,  L.  V.,  BufTalo,  N.  Y.;  Frank  W. 
Furry,  Ohio  Injector  Co.,  Chicago;  J.  F. 
Roddy,  Dearborn  Drug  Co.,  Chicago ; 
W.  J.  Vance,  Galena  Signal  Oil  Co.,  Chi- 
cago; W.  E.  Preston,  So.  R.,  Knoxville, 
Tenn.;  E.  H.  Smith,  Am.  S.  G.  &  V.  Co., 
Boston,  Mass. ;  J.  A.  Cooper,  Erie,  Jersey 
City,  N.  j; ;  J.  W.  Blackburn,  St.  L.  &  S.  W., 
Pine  Bluff,  Ark.;  W.  M.  Stokes,  United 
Rys.  of  Havana,  Havana,  Cuba ;  J.  J.  Hart- 
man,  L.  E.  &  W.,  Upton,  Ind. ;  J.  J.  Gill, 
X.  Y.  C,  Albany,  X.  Y.;  W.  E.  Danver, 
R.  I.,  Little  Rock,  Ark.;  Jas.  McNerney, 
C  R.  I,  &  P.,  Harleyvile,  Okla. ;  W.  J. 
Hurley,  N.  Y.  C,  Buffalo,  N.  Y.;  G.  H. 
Gray,  Col.  So.,  Denver;  D.  A.  Sweet,  C. 
R.  I.  &  P.,  Ardmore,  Okla.;  Geo.  Royal, 
Nathan  Mfg.  Co.,  Chicago;  E.  W.  Ailing, 
N.  Y.  N.  H.  &  H.,  New  Haven,  Conn.; 
W.  H.  Strong,  Ann  Arbor  R.,  Owesso, 
Mich.;  W.  T.  Myers,  Ga,  Cent.,  Macon, 
Ga. ;  F.  D.  Barnes,  Ga.  Cent.,  Cedartown, 
Ga. ;  Martin  Whalen,  C.  C.  C.  &  St.  L., 
Cleveland,  O. ;  G.  L.  Hagarty,  N.  Y.  C, 
Buffalo,  N.  Y. ;  D.  Meadows,  N.  Y.  Cent., 
St.  Thomas,  Ont.;  J.  W.  Fogg,  C.  T.  T., 
Chicago;  J.  P.  Griffin,  C.  &  A.,  Slater, 
Mo.;  D.  E.  Leary,  S.  Fe,  Ft.  Madison, 
la,;  W.  N.  Hamilton,  Santa  Fe,  Newton, 
Kan. ;  G.  B.  Craig,  B.  &  O.  S.  W.,  Seymour, 
Ind.;  W.  C.  Myers,  G.  E.  C,  New  York; 
E.  L.  Gibbs,  Interstate  Com.,  Ft.  Worth, 
Tex. ;  C.  W.  Irving,  N.  &  W.,  Roanoke, 
Va.;  Wm.  Grady,  E.  J.  &  E.,  Joliet,  111.; 
J.  F.  Nally,  W.  P.,  Denver,  Colo. ;  W.  E. 
Rosenbaum.  I.  C,  Champaign,  III. ;  J.  T. 
Slattery,  D.  &  R.  G.,  Denver,  Colo.;  A. 
P.,  Howard,  Det.  Lub.  Co.,  Detroit, 
Mich. ;  E.  S.  Settel,  Burlington,  Alliance, 
Xeb. ;  H.  Muir,  Southern  Ry.,  Louisville, 
Ky. ;  W.  E.  Jones,  St.  L.  Term.,  St.  Louis, 
Mo.;  C.  E.  Rush,  L.  S.  &  M.  S.,  CoUin- 
wood,  O. ;  D.  J.  Lewis,  D.  L.  &  W.,  Scran- 
ton,  Pa.;  W.  G.Hodkinson,  L.  S.  &  M.  S., 
Collinwood,  O. ;  G.  Symington,  St, 
Thomas,  Ont. ;  S.  C.  Woyersberger,  B.  & 
O,,  Xew  Castle,  Pa. ;  Emory  G.  Speer,  C. 
of  Ga.,  Mason,  Ga. ;  Joseph  Keller,  L.  V., 
Wilkes-Barre,  Pa. ;  F.  D.  Fenn,  Crane  Co., 
Chicago,  111.;  Wm.  Gillan,  L.  V.,  Say  re, 
Pa.;  J.  J.  Neville,  So.  R.,  Atlanta,  Ga.; 
Strickland  L.  Kneass,  Wm.  S.  &  Co., 
Philadelphia,  Pa.;  W.  H.  Hodkinson,  L. 
S.  &  M.  S.,  Buffalo,  N.  Y. ;  J.  D.  Benjamin, 
C.  &  N.  W.,  Clinton,  la. ;  J.  E.  Morrison, 
111.  Cent.,  Chicago ;  J.  W.  Bradbury,  D.  & 
R.  G.,  Salida,  Colo. ;  W.  R.  Tomlinson,  So. 
R,,  Greensboro,  N.  C. ;  J.  C.  Sarwell.  D. 
fc  R.  G.,  Salida,  Colo. ;  W.  C.  Hayes,  Erie, 
Xew  York ;  P.  K.  Sulivan,  Erie,  Cleve- 
land ;  J.  Fred  Jennings,  M.  C,  Jackson, 
Mich,;  E.  Gordon,  E.  P.  &  S.  W.,  Tu- 
cumcari,  N.  M. ;  E.  A.  Langhorn,  Mo. 
P.,  Milan,  Mo.;  J.  J.  Cizck,  Lester  Co., 
Lyndhurst,  N.  J. ;  C.  W.  Graves,  N.  Y.  N. 
K.,  Boston,  Mass.;  S.  D.  Wright.  Ga. 
Cent.,   Columbus,   Ga. ;   W.   E.   Lawrence, 
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Ga.  Cent.,  Columbus,  Ga. ;  C.  E.  Rush,  L. 
Shore,  Collinwood,  O. ;  J.  T.  Cousins.  L. 
Shore,  Cleveland,  O.;  O.  D.  Blackwell, 
Ga.  Cent.,  Macon,  Ga. ;  C.  A.  Kraft,  C.  & 
O.,  Clifton  Forge,  Va. ;  Fred  J.  Nopper, 
L.  S.,  Elkhart,  Ind. ;  James  Lynett,  L.  S. 
Elkhart,  Ind. ;  E.  Sallery,  Erie,  Jersey 
City;  T.  F.  Homly,  Erie,  Port  Jervis,  N. 
Y.;  J.  C.  Petty,  N.  C.  &  S.  L.,  Nashville, 
Tenn.;  W.  H.  Rother,  C.  C.  C.  &  St.  L., 
Indianapolis,  Ind. ;  John  G.  Adair,  N.  P., 
Evanston,  Wyo. ;  Jas.  L.  Curry,  C.  R.  I. 
&  P.,  Shawnee,  Okla. ;  W.  L.  Cooper, 
Erie,  Gallon,  O. ;  Jos.  Crosthwaite.  P.  M., 
Mandan;  A.  C.  McLaghlan,  Pcre  Mar- 
quette, Saginaw,  Mich. ;  Ivor  W.  Enos, 
Pere  Marquette,  Grand  Rapids,  Mich. 


Increase  in  Shops  and  Rolling  Stock. 
The  Iowa  Central  Railway  are  going  in 
for  some  extensive  improvements  at  their 
Marshalltown  shops.  They  are  adding  a 
total  floor  space  of  3,680  sq.  ft.  to  the 
existing  building  and  are  erecting  a  new 
stationary  boiler  house  30  x  60  ft.  The 
floor   of    this    is    laid    with    concrete    six 


eacli,  and  they  have  also  bought  250  wood- 
en gondola  cars  of  80,000  lbs.  capacity. 
Our  illustration  shows  a  string  of  seven 
new  engines  lately  received  from  the 
Baldwin  Locomotive  Works  of  Philadel- 
phia. These  engines,  twelve  of  which  are 
ordered,  have  cylinders  21  x  30  ins., 
American  balanced  valves,  operated  by 
Walschacrts  gear,  200  lb.  boiler  pres- 
sure straight  top  boiler  55  5-16  ins.  dia- 
meter at  the  front  end.  Brick  arches  are 
used  in  these  engines.  The  driving  wheels 
are  52  ins.  in  diameter.  Tractive  power 
37,500  lbs.  The  tender  has  a  water  ca- 
pacity of  6,500  gallons  and  holds  12  tons 
of  coal.  The  weight  of  the  engine  alone 
is  172,000  lbs.  and  of  this  150.000  lbs.  rests 
on  the  driving  wheels.  The  leading  truck 
therefore,  has  22,000  lbs.  on  it.  The  lu- 
bricators are  Nathan  bulls-eye.  Injectors 
XX  Monitor,  and  the  boilers  have  each 
two  Bordo  blow-off  cocks. 


Making   a    Model    Locomotive. 

Our   advice   has  been  asked  by   an   ap- 
prentice who  is  ambitious  to  make  a  work- 


Mechanical  Stokers  That  Have  Faded. 

The  invention,  now-  known  as  a  me- 
chanical stoker,  used  to  bear  the  name  of 
a  self-feeding  locomotive  furnace.  A  va- 
riety of  such  inventions  contributed  reve- 
nue to  the  patent  office  when  coal  burning 
was  taking  tfie  place  of  cord  wood  in  the 
United  States.  Among  such  inventions 
was  a  movable  chain  grate  arrangement, 
which  was  applied  to  several  locomotives 
about  New  York  in  1850.  That  device 
was  commended  in  the  public  prints  as 
being  calculated  to  put  an  end  to  the 
smoke  nuisance.  Smoke,  that  objection- 
able feature  of  l6comotive  operation,  made 
itself  felt  before  the  iron  horse  had  grown 
far  from  its  foaling  days.  The  chain  grate 
took  with  it  connections  that  could  be 
dropped  upon  a  push  car  on  which  clean- 
ing and  clinkering  was  done. 

In  1884  parties  in  Boston  made  some 
stir  in  trying  to  introduce  a  self  feeding 
locomotive  furnace,  which  also  was  guar- 
anteed to  prevent  smoke.  That  furnace 
was  patented  by  William  L.  Lowrey.  It 
consisted  of  an  apparatus  for  feeding  the 


M-.W      BALU 

ins.  thick  and  the  building  is  well  lighted 
and    ventilated. 

Mr.  C.  E.  Gossett,  the  master  mechanic 
of  the  road,  has  been  purchasing  some 
new  machine  tools,  among  which  may  be 
mentioned  a  42-in.  boring  and  turning  mill 
with  slotting  attachment,  one  universal 
radial  drill  with  5-ft.  arm,  also  a  heavy 
pattern  double  axle  lathe,  all  from  the 
Miles-Bement-Pond  Company,  of  New 
York.  An  85-in.  driving-wheel  lathe,  a 
30-in.  engine  lathe,  a  36  x  36  planer  with 
8-ft.  bed,  two  crank  shapers,  two  univer- 
sal turret  lathes,  and  a  boring  and  turn- 
ing mill.  In  the  blacksmith  shop  there 
has  been  installed  a  new  Il6-lb.  smgle- 
frame  steam  hammer  and  one  Acme  2-in. 
heading  and  forging  machine  of  the  kind 
shown  on  the  outside  cover  of  this  issue 
of  Railw.w  and  Locomotive  Engineer- 
ing. 

The  Iowa  Central  have  also  received 
from  the  Pressed  Steel  Car  Company,  of 
Pittsburgh,  fifty  high-side,  hopper-bottom, 
steel  gondola  cars  of  100.000  lbs,  capacity 


WIN     ENGINES     tOR     IHE    lOWA    CENTRAL 

ing  model  of  a  locomotive.  We  say,  by  all 
means,  go  on  with  the  work  and  finish  the 
locomotive  and  make  sure  that  it  runs 
when  completed.  That  kind  of  work  is 
excellent  recreation  and  has  considerable 
educational  value.  A  youth  doing  such 
work  at  home  is  largely  left  to  his  own 
resources  and  has  got  to  scheme  and  plan 
without  the  aid  and  counsel  of  a  fore- 
man or  gang  boss. 

Such  work  is  true  education  for  the 
mechanic.  It  tests  and  develops  his  origi- 
nality, his  ta.ste  and  his  constructive  skill. 
His  ambition  is  stimulated  to  do  a  credit- 
able piece  of  work,  he  bends  all  his  ener- 
gies to  that  end  and  succeeds  if  he  is  of 
the  right  material  to  force  success. 

Many  apprentices  begin  making  toy 
steam  engines  and  model  locomotives,  and 
comparatively  few  make  a  creditable  fin- 
ish. We  hope  the  young  man  we  are 
spending  advice  upon  will  have  persever- 
ance to  complete  a  good  working  model. 
His  success  in  that  may  mean  success  in 
greater  achievements. 


RAILWAY. 

fuel  by  gravity  from  a  closed  magazine 
into  a  horizontal  unobstructed  and  grate- 
less  combustion  chamber,  wherein  the 
body  of  the  coal  was  fed  forward  as  re- 
quired. The  construction  of  the  fixed 
carbons  and  hydro-carbons  distilled  from 
the  coal  was  supposed  to  be  effected  at 
a  point  near  where  they  entered  the  com- 
bustion chamber,  controlled  jets  of  air 
being  introduced  for  the  purpose. 

That  was  one  of  the  most  elaborate 
forms  of  mechanical  fireman  ever  offered 
to  an  unresponsive  public,  yet  it  was  per- 
mitted to  fade  unseen  and  would  have 
gone  to  quiet  oblivion  but  for  this  searcher 
into  unacknowledged  inventions. 


Many  railway  officials  make  a  good 
start  in  life  and  remain  all  their  days  at 
the  point  where  they  made  the  good  start 
because  they  refuse  to  employ  assistants 
that  may  be  abler  men  than  their  chief. 
Lacking  confidence  in  subordinates  has 
put  the  E.  T.  brake  upon  many  a  prom- 
isin"  career. 
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Traveling   Engineer's   Convention. 

One  of  the  most  notable  events  of  the 
year  in  relation  to  railway  operating  was 
the  seventeenth  annual  convention  of  the 
Traveling  Engineers'  Association  held  in 
Denver,  Colo.,  in  early  September. 
Some  of  the  members  had  traveled  nearly 
three  thousand  miles  to  reach  Denver,  and 
representatives  were  there  from  Canada, 
from  Mexico,  and  from  Cuba,  but  they 
all  formed  a  very  harmonious  unit  in  dis- 
cussing questions  relating  to  the  econom- 
ical   operation    of    the    locomotive. 

One  feature  of  the  Traveling  Engineers' 
Conventions  which  we  have  always  sin- 
cerely admired  is  the  faithful  way  the 
members  adhere  to  the  motto  of  the  or- 
ganization which  says :  "improve  the  loco- 
motive engine  service  on  American  rail- 
roads." Other  organizations  devote  much 
time,  ingenuity  and  talk  to  devismg  and 
advocating  schemes  and  improvements 
for  making  a  better  and  more  efficient  lo- 
comotive engine ;  but  the  traveling  engi- 
neers strive  their  hardest  to  make  the 
very  best  out  of  the  locomotives  which 
they  find  in  service  today.  This  tend- 
ency was  very  apparent  during  the  closely 
attended  sessions  of  the  last  convention. 
Denver  had  many  attractions  to  allure 
the  visitors  away  from  technical  discus- 
sions, but  the  members  of  the  Traveling 
Engineers'  Association  sat  persistently 
through  two  long  sessions  each  day,  and 


a  large  proportion  of  those  present  took 
an  active  part  in  expressing  their  views 
on  the  various  subjects  that  had  been 
brought  up  for  investigation.  It  may  be 
that  railroad  club  meetings,  lodge  meet- 
ings, etc.,  are  developing  the  speaking 
capabilities  of  our  railroad  men,  for  we 
never  before  saw  such  a  large  proportion 
of  the  members  present  take  part  in  the 
proceedings  as  was  done  by  the  members 
of  the  Traveling  Engineers'  Association 
ar  Denver  or  heard  the  discussions  so 
clear  and  so   decidedly  to  the  point. 

Although  the  Traveling  Engineers'  As- 
sociation in  convention  hold  two  pro- 
tracted sessions  during  every  day  they 
invariably  fall  into  the  error  made  by  all 
railroad  mechanical  meetings  of  under- 
taking to  go  through  more  work  than  the 
time  available  permits  to  be  done  thor- 
oughly. Ten  papers  or  committee  reports 
formed  the  basis  of  the  work  done  at 
the  Denver  convention  and  half  th'e  num- 
ber would  have  been  sufficient.  With  a 
body  of  men  so  well  informed  on  all  loco- 
motive questions  as  the  members  of  the 
Traveling  Engineers'  Association  are  and 
with  reports  susceptible  to  so  much  dif- 
ference of  opinion  one  report  a  day 
would  keep  the  sessions  busy.  At  this 
convention  the  formidable  question  of 
fuel  economy  was  introduced  by  an  excel- 
lent personal  paper  prepared  by  Mr.  S.  D. 
Wright,  and  it  might  have  been  profitably 
discussed  all  the  three  days  of  the  con- 
vention. We  expect  to  publish  a  synopsis 
of  the  paper  and  of  the  discussions  there- 
on, so  we  need  not  comment  further  upon 
it  at  present,  beyond  saying  that  the  sub- 
ject appeals  more  to  the  members  than 
any  other,  and  the  information  brought 
out  is  calculated  to  save  more  money  to 
railroad  companies  than  any  of  the  other 
numerous  schemes  for  reducing  operat- 
ing expenses. 

The  inaugural  address  of  President 
Tally  was  particularly  good,  practical  and 
free  from  the  empty  platitudes  so  often 
indulged  in.  He  commented  upon  the 
rapid  growth  of  the  association  to  nearly 
seven  hundred  members  in  seventeen 
years  and  told  of  the  more  gratifying  fact 
that  the  position  of  traveling  engireer  had 
risen  from  that  of  a  mere  engine  tamer 
to  one  of  the  highest  importance  and  most 
respected  among  railroad  officials.  He 
credited  the  association  with  a  large  share 
of  this  very  desirable  change,  and  urged 
the  members  to  continue  the  good  work 
x.hile  earning  the  respect  of  employers 
and  of  enginemen  by  fair  dealings  and 
helpful  supervision  of  locomotives  and  of 
the  men  handling  them. 

A  subject  which  elicited  curiously  di- 
verse views  was  a  report  on  "The  Most 
Economical  Method  of  Maintaining  Tool 
Equipment  and  Supplies  Other  Than 
Coal,  Water  and  Sand  on  Locomotives  in 
Service."  When  this  long  caption  was 
boiled  down  it  meant,  "tools  for  locomo- 
tives,"   a   subject   that    several   other   or- 


ganizations have  wrestled  with  not  very 
pi  ofitably.  A  variety  of  lists  of  tool  equip- 
ment for  locomotives  were  published  in 
the  paper  and  they  displayed  decided  di- 
versity of  practice  among  the  different 
railroad  companies.  The  trend  of  the  dis- 
cussion that  followed  the  reading  of  that 
report  favored  the  restricting  of  the  sup- 
ply of  engine  tools  to  the  smallest  number 
consistent  with  convenience  and  economy. 
In  that  it  represented  the  sentiments  of 
nearly  all  motive  power  officials  respon- 
sible for  their  share  of  operating  expenses. 

A  most  valuable  paper  was  submitted 
by  Mr.  T.  H.  Hedendahl,  of  the  Westing- 
house  Air  Brake  Company,  on  the 
"Proper  Method  of  Handling  Air  Brakes 
on  Long  Trains  to  Insure  Smooth  Ser- 
vice." The  paper  was  profusely  illus- 
tiated  and  elicited  a  long  discussion  that 
might  have  been  profitably  protracted  but 
for  the  fact  that  too  much  other  business 
deprived  the  members  of  hearing  valu- 
able comments  upon  a  subject  that  all  rail- 
road men   ought  to  know   thoroughly. 

Space  prevents  us  from  commenting 
upon  the  remainder  of  the  reports,  papers 
and  discussions  at  present,  but  we  hope 
to  return  to  the  subject  again.  The 
mountain  railroads  in  the  neighborhood 
of  Denver  enabled  many  of  the  members 
to  enjoy  the  privilege  of  watching  how 
railroad  operating  is  performed  under  the 
gieatest  difficulties.  Denver  is  an  admir- 
able town  in  which  to  hold  conventions, 
its  only  drawback  being  the  long  jour- 
ney that  most  people  have  to  endure  be- 
tween the  Rocky  Mountains  and  their 
far-away  homes. 


The  Rocker  Box. 

There  are  few  parts  of  the  modern 
locomotive  subject  to  greater  stresses 
than  the  rocker  box.  Situated  as  it  is 
between  the  portions  of  the  valve  gear- 
ing inside  the  frames  and  the  portion 
outside,  the  twisting  stress  is  very 
great  and  even  with  massiveness  of 
construction  the  wear  is  very  rapid. 
With  the  introduction  of  the  Wal- 
schaerts  and  Baker-Pilliod  valve  gears 
rocker  boxes  are  less  subject  to  the 
wear  and  tear  of  forces  working  at 
considerable  distances  apart  from  each 
other.  In  both  of  these  gearings  the 
action  of  the  eccentric  crank  and  com- 
bination lever  are  nearly  directly  in  line 
with  the  valve  rod  and  hence  the  in- 
tervening cranks  or  rockers  that  may 
be  necessary  are  nearly  all  directly  in 
the  line  of  the  moving  forces. 

The  closing  together  of  the  two  divi- 
sions of,  the  rocker  box  and  the  re-bor- 
ing of  the  same  is  a  source  of  constant 
occupation  in  the  larger  repair  shops 
and  has  called  into  activity  much  me- 
chanical ingenuity.  The  results  have 
not  always  been  of  the  best.  The  box, 
on  account  of  its  peculiar  construction, 
is  not  readily  adjustable,  either  on  the 
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lathe  or  boring  mill,  and  any  deviation 
from  a  perfectly  square  boring  out  of 
the  box  has  a  very  pernicious  effect  on 
the  perfect  fitting  and  adjustment  of 
the  attached  link  and  valve  rod.'  This 
trouble  readily  manifests  itself  on  at- 
taching the  valve  rod  to  the  rocker  and 
observing  that  the  end  of  the  valve  rod 
which  should  point  directly  to  the  valve 
spindle  may  point  a  considerable  dis- 
tance outside  or  inside  the  valve  spindle, 
thus  involving  slight  offsets  at  both 
ends  of  the  valve  rod  and  greatly  in- 
creasing a  rapid  deterioration  of  the 
parts. 

We  recently  had  the  opportunity  of 
observing  a  clever  device  in  operation 
in  the  New  York,  New  Haven  &  Hart- 
ford Railroad  shops  at  Readville,  Mass. 
A  heavy  bar  of  metal  representing  a 
section  of  a  locomotive  frame  was  at- 
tached to  a  lathe  frame  crosswise  and 
suitable  means  were  attached  for  rais- 
ing or  lowering  the  bar.  A  number 
of  holes  had  been  drilled  in  the  bar 
and  when  a  rocker  was  placed  on  this 
bar  it  could  be  readily  bolted  in  any 
desired  position,  the  holes  in  the  bar 
being  larger  than  those  generally  used 
for  the  rocker  box  bolts.  The  exact 
centering  of  the  box  was  a  compara- 
tively easy  matter  and  a  rigid  bar  with 
adjustable  cutter  could  be  rapidly  run 
through  the  box.  It  may  readily  be 
seen  that  the  perfect  adjustment  of 
the  bar  representing  the  frame,  rendered 
the  position  of  the  rocker  box  when 
attached,  positively  correct,  being  per- 
fectly square  to  the  frame.  It  was  not 
left  to  the  hand  and  eye  of  the  me- 
chanic to  adjust  the  angle  at  which  the 
cutter  would  operate.  The  bar  being 
already  carefully  adjusted  both  longi- 
tudinally and  transversely,  the  boring 
was  a  simple,  rapid  operation,  and  in 
every  case  absolutely  correct. 

It  is  gratifying  to  observe  that  there 
is  a  growing  spirit  of  encouragement 
especially  in  the  larger  repair  shops 
on  all  the  leading  railways,  calculated 
to  develop  the  latent  talent  of  the 
thoughtful  mechanic  and  call  into  ac- 
tion the  inventive  faculty  which  is  so 
marked  a  characteristic  of  the  edu- 
cated American  railway  man.  and  by 
whose  ingenuity  so  much  that  is  labor 
saving,  in  point  of  economy,  and  so 
much  that  is  approaching  perfection  in 
point  of  mechanical  construction  has 
been  already  accomplished. 

It  should  be  remembered  that  in  re- 
bolting  the  rocker  box  to  the  frame  the 
general  practice  is  to  make  no  variation 
on  the  front  holes  of  the  box,  making 
such  alteration  as  may  Ije  necessary,  on 
account  of  the  closing  together  of  the 
two  divisions  of  the  box  by  filing  out  the 
overlapping  portion  of  the  back  holes.  In 
any  event  it  is  the  best  practice  to  leave 
the  holes  in  one  section  of  the  box  intact 
so  that  some  of  the  bolts  may  be  a  driv- 


ing fit.  The  alteration  in  the  exact  loca- 
tion of  the  rocker  box  has  a  disturbing 
effect  on  the  length  of  the  valve  rod  and 
eccentric  rods,  all  of  which  must  be  re- 
adjusted to  suit  the  changed  position  of 
the  refitted  rocker  box. 


Patent  Your  Inventions. 

We  frequently  hear  the  question  asked: 
"Why  are  so  many  patents  secured  in  this 
country  for  appliances  that  are  never  put 
upon  the  market?"  No  person  well  ac- 
quainted with  machinery  can  go  over  the 
Patent  Office  Record  week  after  week, 
without  being  impressed  with  the  fact  that 
many  impracticable  devices  receive  the 
protection  of  patents ;  but  the  greater  part 
of  patented  appliances  that  are  never 
pushed  with  public  notice  were  not  origi- 
nally intended  for  sale.  Many  ingeniously 
planned  devices  are  got  out  monthly  for 
the  purpose  of  facilitating  work  in  cer- 
tain lines  of  manufacture  that  give  the 
owner  some  advantage  over  his  competi- 
tor, and  such  inventions  are  often  pat- 
ented as  a  protective  measure ;  while  in 
other  cases  inventors  of  small  devices 
often  make  a  serious  mistake  in  thinking 
their  invention  not  worth  patenting  till 
they  see  it  becoming  common  property. 
Not  infrequently  a  man  invents  something 
to  produce  work  easier  or  to  save  some 
labor,  and  considers  it  too  trifling  for  the 
expense  of  a  patent ;  but  an  invention 
pirate  happens  along,  sees  the  device  and 
knows  its  merits,  patents  it  as  his  own, 
and  finally  it  may  be  that  the  original  in- 
ventor is  called  upon  to  pay  a  royalty  for 
using  the  invention  that  his  brain  con- 
ceived. 

That  is  no  distorted  vision  of  the  im- 
agination. We  once  knew  a  machinist  in  a 
Western  State  who  turned  farmer  and 
was  in  the  habit  of  applying  his  mechanical 
skill  to  the  designing  of  devices  that  made 
farm  operations  easier.  Among  other 
improvements  that  his  mechanical  experi- 
ence suggested  was  a  peculiar  form  of 
plow  clevis.  He  sketched  the  improved 
clevis  and  went  to  a  blacksmith  where 
he  had  one  made  after  his  design.  Several 
of  his  neighbors  perceived  the  merit  of  the 
device  and  had  others  made  like  it.  Two 
or  three  years  afterwards,  when  that 
clevis  was  extending  in  popularity,  a  man 
visited  the  district  and  put  in  a  stiff 
claim  for  royalty  against  the  people  using 
the  clevis.  He  had  papers  showing  that 
he  had  obtained  a  patent  on  that  identical 
clevis,  but  it  was  noticed  that  the  date  of 
the  patent  was  about  a  year  after  the 
machinist-farmer  had  applied  it  to  his 
plows. 

The  threat  was  made;  pay  the  royalty, 
or  stand  a  lawsuit.  A  lawyer  was  con- 
sulted, who  said  the  case  was  clear  against 
the  invention  pirate,  but  securing  justice 
might  involve  expensive  litigation.  He 
thought  upon  the  whole  the  farmers  in- 
terested would  save  money  by  paj'ing  the 
royalty    demanded,    and    so    the    inventor 


had  the  experience  of  paying  royalty  upon 
his  own  invention. 

The  moral  of  this  tale  is  that  an  in- 
ventor who  wishes  to  retain  the  right  to 
his  property  in  an  invention  should  pro- 
tect it  by  letters-patent.  If  the  expense 
of  a  patent  is  considered  too  great,  the 
inventor  may  file  a  caveat  in  the  patent 
office  whrch  costs  less  than  a  patent,  and 
acts  upon  the  invention  pirate  as  a  hos- 
tile flag. 


The  Studious  Season. 

Now  that  the  heat  of  summer  is  gone 
and  the  days  are  shortening,  the  minds  of 
men  turn  inwardly,  as  it  were,  and  other 
sources  of  contemplative  meditation  are 
being  sought.  Amusements  suited  to  all 
seasons  are  plentiful  in  America,  and  we 
would  not  wish  to  be  considered  among 
those  who  sneer  at  rational  amusement 
taken  moderately.  At  the  same  time  we 
have  always  been  greatly  impressed  with 
the  idea  that  with  the  falling  of  the  leaves 
and  the  gathering  in  of  the  harvests  should 
begin  that  preparation  for  the  harvests 
that  are  to  be  gathered  in  the  future. 
This  metaphor  is  especially  recommended 
to  the  attention  of  the  young  railroad  man. 
If  he  wishes  to  gain  a  complete  knowledge 
of  his  calling,  if  he  desires  to  become 
worthy  of  consideration  in  the  matter  of 
promotion  in  the  service  in  which  he  is 
engaged,  if  he  expects  to  secure  the  con- 
fidence and  esteem  of  his  employers,  and 
the  respect  of  his  fellow  workers,  he  can- 
not do  better  than  set  his  mind  seriously 
to  the  mastery  of  his  calling. 

Apart  from  his  merely  mehanical  ex- 
perience he  should  devote  a  certain  por- 
tion of  his  leisure  hours  to  reading  and 
study.  General  literature  is  easily  to  be 
had  in  almost  every  community.  Techni- 
cal literature  is  often  more  difficult  of  ac- 
cess. Much  of  technical  literature  is  not 
well  suited  for  the  student  whose  days 
are  spent  in  mechanical  toil.  Technical 
jargon  is  not  attractive  to  the  mind  whose 
early  training  may  have  been  limited. 
Correspondence  school  courses  are  excel- 
lent in  their  way.  but  it  must  be  admitted 
that  they  cost  more  than  many  young  men 
can  well  afford  to  pay.  The  limited  period 
of  the  course  involves  a  severity  of  appli- 
cation that  only  the  most  earnest  and  stu- 
dious can  keep  pace  with,  .and  the  result 
i?.  that  only  a  comparative  few  finish  the 
course  which  they  begun. 

For  the  young  railway  men  we  have  pro- 
vided a  course  that  has  met  the  require- 
ments of  hundreds  of  thousands.  The  pe- 
rusal of  our  pages  from  month  to  month 
brings  in  a  leisurely  and  interesting  way 
all  that  is  necessary  to  be  known  in  the 
field  of  applied  mechanics  in  the  domain 
of  railway  and  locomotive  engineering.  A 
few  cheap  text-books  might  be  added 
which  can  readily  be  selected  from  our 
catalogue  of  standard  engineering  publica- 
tirns.  Thousands  of  the  leading  railway 
men  in   .'Xmorica   voluntarily  attest  to  the 
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lasting  benefit  they  have  derived  from  the 
effective  means  of  education  that  we  have 
placed  within  their  reach. 

The  revival  of  business  is  bringing  to  us 
every  day  the  names  of  large  numbers  of 
young  men  anxious  to  enjoy  the  benefits 
that  have  been  bestowed  on  their  prede- 
cessors. We  have  never  been  so  well 
equipped  as  we  are  at  present.  Our  pages 
will  retain  all  the  old  features  that  have 
made  the  name  of  Railw.ay  and  Locomo- 
tive Engineering  distinguished  in  the  field 
ot  educational  engineering.  New  features 
are  being  added.  We  are  keeping  pace 
with  the  march  of  events.  Now  is  the 
t"'me  to  join  in  the  most  economical,  the 
most  comprehensive  and  the  most  Interest- 
ing opportunity  of  obtaining  a  compre- 
hensive knowledge  of  railway  and  locomo- 
tive engineering. 


Loyalty    Means    Something. 

If  the  coaches  or  the  caboose  gets  cold, 
don't  put  on  your  overcoat ;  that  won't 
warm  the  passengers.  Fix  the  fire.  MaT^e 
every  traveling  man  a  booster  for  the 
road.  Be  pleasant  to  him ;  it  doesn't  cost 
much  but  it  counts  big.  This  in  effect 
was  the  way  Mr.  J.  F.  Russ,  trainmaster 
on  the  Missouri  Pacific  at  Concordia. 
Kan.,  recently  addressed  the  employees  of 
the  central  branch  of  that  road,  on  the 
subject  of  loyalty. 

The  treatment  he  said  that  is  given  to 
the  public  by  railroad  employees  is  one  of 
the  largest  factors  in  producing  adverse 
legislation,  as  the  persons  agrieved  go 
after  the  company  and  not  the  employee. 
Therefore,  says  Mr.  Russ,  "when  you  run 
across  a  knocker  on  our  road  make  him 
smile  and  he  may  loose  his  hammer.  Just 
remember  that  he  is  knocking  on  your 
employer,  and  anything  that  injures  the 
company  is  a  blow  at  your  int(;rests  as 
well." 

This  is  straight,  sensible  advice  and  is 
a  presentation  of  the  case  which  is  very 
frequently  lost  sight  of.  The  company  is 
an  impersonal  thing  to  the  public,  the 
public  never  sees  the  company,  but  what 
the  public  does  see  is  the  emplo\ee,  and 
the  employee  is  for  all  practical  purposes 
the  company  in  the  eye  of  the  ordinary 
traveling  man. 

Continuing  Mr.  Russ  said  among  other 
things,  though  liot  in  exactly  these  words, 
when  switching  or  handling  cars,  do  not 
hit  cars  hard  together.  The  knock  that 
you  give  it  today  may  not  put  a  blue 
flag  on  it,  but  probably  the  next  man  who 
hits  it  will  do  so.  When  handling  pas- 
sengers, watch  them  carefully;  they  will 
get  hurt  if  you  give  them  half  a  chance 
and  this  is  very  high  class  of  traflfic  tc 
pay  claims  on.  When  you  put  a  brass  in 
a  car,  .save  the  old  brass ;  it  is  worth  some- 
thing. When  you  put  an  air  hose  on  a 
foreign  car,  be  sure  to  report  it  so  that 
your  company  will  not  lose  the  price  of 
it.  Do  not  be  crusty  or  short  with  a  per- 
son  who  asks  a  question.     He   does  not 


know  as  much  about  railroading  as  you 
do  or  he  would  not  have  asked  it,  but  he 
does  know  when  he  gets  a  short  answer 
and   will   be   angry   with   the   company. 

Disloyalty  to  the  company  by  its  em- 
ployees can  create  more  adverse  legisla- 
tion than  any  other  thing.  By  this  I  mean 
careless  and  improper  handling  of  the 
public.  Be  stuck  on  your  job.  Remem- 
ber that  every  other  job  in  the  country, 
as  good  as  yours,  has  a  man  filling  it 
right  now,  and  that  things  far  away  are 
not  always  what  they  seem.  You  have  a 
good   company  to  work   for,  be   loyal. 


Theory  of  the  Steam  Engine. 

.\mong  our  readers  are  many  young  en- 
gineers and  mechanics  who  are  acquiring 
the  principles  of  engineering  by  home 
study,  with  the  aid  of  such  papers  as 
Railway  and  Locomotive  Engineering. 
Former  generations  of  this  class  of  youth 
have  gradually  worked  their  way  to  the 
front  and  are  well  advanced  among  the 
leaders  who  are  carrying  along  nearly  all 
our  important  engineering  operations  to- 
day. We  receive  many  questions  from  the 
rising  generation  of  students  just  as  we 
have  received  them  for  the  last  twenty 
years.  One  question  that  is  of  perennial 
vitality  relates  to  the  theory  of  the  steam 
engine. 

The  successful  construction  and  eco- 
nomical operation  of  the  steam  engine 
were  evolved  by  a  tentative  process  of 
try  and  try  again.  Mistakes  proved -the 
paving  stones  to  form  a  highway  to  suc- 
cess. Science  did  very  little  for  the  de- 
velopment of  the  steam  engine,  but  mod- 
ern science  has  w'orked  up  a  theory  of  the 
steam  engine  from  what  hard-headed, 
practical  engineers  have  accomplished,  and 
self-educated  engineers  must  be  able  to 
explain  the  particulars  of  this  theory. 

The  laic  Professor  Tliurston  gave  the 
following  explanation  which  is  as  clear 
as  the  subject  can  be  made,  when  he  said: 
"The  theory  of  the  steam  engine  rests 
upon  a  foundation  of  facts  ascertained  by 
experiments  and  of  principles  determined 
by  the  careful  study  of  the  laws  relating 
to  these  facts,  and  controlling  phenomena 
properly  classed  together  by  that  science. 
Like  every  other  element  entering  into 
the  composition  of  a  scientific  system, 
this  theory  has  been  developed  subse- 
quently to  the  establishment  of  its  funda- 
mental facts,  and  the  history  of  progress 
in  the  art  to  which  it  relates  shows  that 
the  art  has  led  the  science  from  the  first. 
The  theory  of  the  steam  engine  includes 
all  the  phenomena  and  all  the  principles 
involved  in  the  production  of  power,  by 
means  of  the  steam  engine,  from  the  heat 
energy  derived  from  the  chemical  com- 
bination of  a  combustible  with  the 
oxygen  of  the  air  acting  as  a  supporter 
of  the  combustion. 

"The  complete  theory  of  the  steam  en- 
gine includes  the  theory  of  combustion, 
the   consideration   of  the   methods   of  de- 


velopment and  transfer  and  losses  of  heat 
in  the  steam  boiler;  the  examination  of 
the  methods  of  transfer  of  heat  energy 
from  boiler  to  engine,  and  of  waste  of 
heat  in  this  transfer,  and  finally  the  de- 
velopment of  mechanical  energy  in  the 
engine  and  its  application  beyond  the  en- 
gine to  the  machinery  of  transmission, 
with  an  investigation  of  the  nature  and 
method  of  waste  in  this  transformation." 
When  that  summary  of  the  theory  of 
the  steam  engine  is  properly  compre- 
hended it  seems  to  say  that  the  theory  of 
the  steam  engine  means  a  complete  under- 
standing of  steam  engineering. 


BooK  Notices 

The  Protection  of  Railroads  from  Over- 
head Transmission  Line  Crossings. 
By  Frank  F.  Fowle.  Published  by  D. 
Van  Nostrand  Company,  New  York.  84 
pages.  Twenty-five  full  page  illustra- 
tions and  two  folding  plates.  Cloth. 
Price,  $1.50. 

This  is  an  important  contribution  on 
the  subject  of  safeguarding  persons  and 
property  from  exposed  transmission  lines. 
Much  of  the  work  is  devoted  to  typical 
cases  in  the  general  problem  of  protection. 
The  question  of  what  the  dangers  are  is 
clearly  pointed  out,  and  the  fine  illustra- 
tions greatly  aid  the  student  of  this  im- 
portant subject.  The  paper  and  letter 
press  are  of  the  best,  and  the  style  of  the 
author  is  noteworthy  in  terseness  and 
clearness  of  expression,  while  his  almost 
cc'mplete  avoidance  of  bewildering  tech- 
nical jargon  is  beyond  all  praise. 


Machine  Shop  Drawings.     By  Fred.  H. 

Colvin.     Published  by  the  McGraw-Hill 

Book  Company,  New  York.     140  pages. 

Fully   illustrated.     Cloth.     Price,  $1.00. 

The  object  of  this  handy  volume  is  to 
help  those  who  are  not  entirely  familiar 
with  the  reading  of  drawings  to  a  fuller 
knowledge  of  the  subject  so  that  a  ready 
and  correct  view  of  the  objects  represent- 
ed may  be  obtained.  Numerous  examples 
are  given  of  d'"awings  from  some  of  the 
leading  machine  shops  and  their  meanings 
carefully  explained.  The  work  may  also 
justly  be  considered  as  an  elementary  les- 
son book,  from  which  an  earnest  student 
might  rapidly  gain  a  considerable  knowl- 
edge of  mechanical  drawing.  Those  of  an 
inventive  turn  of  mind  may  also,  with 
a  little  attention  to  this  work,  readily  be- 
come fitted  to  present  their  ideas  to  others 
in  an  intelligent  way. 


The  completion  of  the  building  of  seven 
thousand  locomotives  at  the  engineering 
works  at  Tegel,  Berlin,  Prussia,  has  been 
celebrated  by  the  publication  of  a  finely 
illustrated  souvenir.  The  works  were  be- 
gun in  1837,  and  it  is  interesting  to  note 
that  the  completion  of  five  thousand  loco- 
motives occurred  in  1902.  The  works  are 
the  property  of  Mr.  A.  Borsig. 
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Mallet  Articulated  Compound  for  the  Virginian  Railway 


Our  illustration  shows  the  general  de- 
sign and  some  of  the  more  interesting  de- 
tails of  a  Mallet  articulated  compound 
locomotive,  four  of  which  have  been  built 
at  the  Richmond  works  of  the  American 
Locomotive  Company  for  the  Virginian 
Railway.  These  engines  were  completed 
in  June  and  are  to  be  used  as  pushers 
or  helping  engines  for  the  heavy  coal 
trains  on  the  Clark's  Gap  grade,  which  is 
2.07  per  cent,  compensated,  and  is  14 
miles  long.  Later  it  is  intended  to  use 
them  in  similar  service  on  the  White 
Thorne  grade,  which  is  0.6  per  cent,  com- 
pensated and  10  miles  long.  They  were 
built  to  designs  and  specifications  pre- 
pared by  Mr.  R.  P.  C.  Sanderson,  Super- 
intendent of  Motive  Power  of  the  Vir- 
ginian Railway. 

The  wheel  arrangement  includes  a  two- 
wheel  leading  truck,  the  engines  being  of 
the  2-6-6-0  type.  The  truck  is  of  the  radi- 
al swinging  bolster  type,  the  bolster  being 
suspended  by  three-point  or  stable  equi- 
librium hangers  and  the  load  is  trans- 
mitted to  the  journal  boxes  by  means  of 


tains  390  tubes  2%  ins.  outside  diameter, 
each  21  ft.  long.  It  has  a  total  heating 
surface  of  5065.9  sq.  ft.;  of  this  4842 
sq.  ft.  are  contributed  by  the  tubes,  200 
-sq.  ft.  by  the  firebox  and  the  remainder 
by  the  arch  tubes.  The  firebox  is  114  ins. 
long  and  72  ins.  wide,  with  sloping  back 
head  and  throat  sheet  and  provides  a 
grate  area  of  57  sq.  ft.  The  ratio  of 
grate  area  to  heating  surface  is  as  i  is 
to  88.  Large  water  spaces  are  provided 
around  the  firebox,  these  being  5  ins. 
wide  at  the  mud  ring  on  the  back  and 
sides  and  6  ins.  on  the  front.  The  fire 
box  sides  and  crown  sheet  are  in  one 
piece,  as  are  also  the  outside  side  sheets 
and  roof.  The  dome,  which  is  of  cast  steel, 
is  on  the  third  course,  on  the  vertical 
centre  line  of  the  high  pressure  cylinders. 
The  dome  is  similar  in  design  to  that 
used  on  other  Mallet  articulated  com- 
pounds built  by  the  American  Locomotive 
Company,  having  an  annular  cavity  ex- 
tending around  the  front  half  of  its  cir- 
cumference, which  leads  from  the  throttle 
pipe    connection    to    the    steam    pipes    on 


top  of  the  boiler  backhead.  The  ar- 
rangement of  steam  pipes  to  the  high- 
pressure  cylinders  and  the  design  of  the 
cylinders  follows  the  builders'  usual  prac- 
tice for  this  type  of  engine.  The  high 
pressure  cylinders  are  cast  in  pairs  with 
saddles  and  are  separated  at  a  point  to  the 
right  of  the  centre  in  order  to  provide 
room  for  the  connection  to  the  receiver 
pipe  which  extends  along  the  center  line 
of  the  engine.  As  before  stated,  the  Mel- 
lin  system  of  compounding  is  used,  the 
intercepting  valve  being  located  as  usual 
in  the  left  high  pressure  cylinder  casting. 
The  emergency  exhaust  valve  is  con- 
tained in  a  separate  chamber  attached  to 
the  side  of  the  left  cylinder  casting  and 
communicating  with  the  intercepting 
valve.  From  the  emergency  exhaust 
valve,  a  4j4-in.  pipe,  with  universal  joints, 
leads  to  the  exhaust  pipe  in  the  smoke- 
box.  Exhaust  steam  from  the  right  high 
pressure  cylinder  passes  back  through 
the  casting  into  an  outside  U-shaped  pipe 
connecting  with  a  passage  in  the  left 
cylinder    casting,    which    leads    up    to    the 
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coil  springs  seated  on  top  of  the  box  and 
supporting  the  truck  frame.  In  working 
order,  it  is  estimated  that  the  engine 
will  have  a  total  weight  of  330.000  lbs., 
of  which  312,000  lbs.  is  carried  on  the 
driving  wheels.  The  calculated  tractive 
effort,  working  compound,  is  70,800  lbs. 
This  can  be  increased  about  20  per  cent, 
by  working  the  engine  simple.  The  cylin- 
ders are  22  and  35  by  30  ins.  The  driv- 
ing wheels  are  54  ins.  in  diameter.  The 
engine  being  fitted  with  the  Mellin  in- 
tercepting valve,  which  allows  live  steam 
to  be  admitted  to  the  low  pressure  cylin- 
ders, while  the  exhaust  from  the  high 
pressure  cylinder  is  diverted  through  a 
separate  pipe  to  the  e-xhaust  pipe  in  the 
smokebox. 

The  boiler  is  of  the  radial  stayed  ex- 
tended wagon  top  type  and  is  76  ins.  in 
diameter  outside  at  tlie  first  ring.     It  con- 


either  side  of  the  boiler,  which  convey 
steam  to  the  high  pressure  cylinders.  The 
throttle,  which  also  acts  as  a  steam  sep- 
arator, is  similar  in  design  to  that  applied 
to  the  engine  of  this  type  built  for  the 
Erie  Railroad.  This  engine,  which  has 
been  called  the  Angus  Sinclair  type  on 
the  Erie,  was  illustrated  and  described 
on  page  421  of  the  September,  1907,  issue 
of  Railway  and  Locomotive  Engineer- 
ing. The  throttle  referred  to  here  was 
then  shown  in  detail. 

\s  will  be  seen  by  reference  to  our 
illustration,  the  throttle  valve  is  operated 
through  a  system  of  levers  by  a  crank 
arm  on  a  horizontal  shaft,  passing  out 
through  a  stuffing  box  in  the  side  of  the 
dome  and  fitted  with  a  lever  arm  on  the 
outer  end,  which  is  connected  by  a  rod, 
extending  along  the  outside  of  the  boiler, 
to   the  throttle  lever  which   is   located  on 


intercepting  valve  chamber,  into  which 
steam  from  the  left  cylinder  also  exhausts. 
From  the  intercepting  valve,  steam  passes 
to  the  receiver  pipe,  leading  to  the  low- 
pressure  cylinders. 

The  receiver  pipe  has  a  ball  joint  con- 
nection with  the  high  pressure  cylinders 
and  a  slip  joint  at  the  front  end  where  it 
connects  to  a  Y-pipe,  the  branches  of 
which  reach  the  cored  passages  in  the  low 
pressure  cylinders.  The  low  pressure  cylin- 
ders are  cast  in  pairs.  Owing  to  the  appli- 
cation of  the  leading  truck  and  the  conse- 
quent moving  forward  of  the  boiler,  it  was 
necessary  to  use  a  different  arrangement  of 
the  flexible  connections  between  the  low 
pressure  cylinders  and  the  exhaust  noz- 
zle, froin  that  employed  by  the  builders 
in  other  engines  of  this  type  without  a 
truck. 

The    two    exhaust    passages    from    the 
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cylinders  come  together  in  the  centre  of 
the  cylinder  saddle,  and  fitted  to  the  sin- 
gle opening  in  the  top  of  the  saddle  is 
a  cast  iron  flange  which  forms  a  stuffing 
box  for  the  ball  joint  connection  to  a  cast 
iron  elbow.  The  back  end  of  this  elbow 
screws  into  the  front  section  of  the  con- 
necting pipe  leading  to  the  exhaust  pipe 
in  the  smokebox.  The  two  sections  of 
this  pipe  have  a  slip  joint  connection  be- 
tween them  and  the  rear  section  is  pro- 
vided with  an  elbow  which  has  a  ball 
joint  connection  with  the  exhaust  pipe  in 
the  smokebox.  This  combination  of  ball 
and  slip  joints  thus  permits  the  connecting 
pipe  to  adjust  itself  to  any  lateral  or  ver- 
tical movement  of  the  low  pressure  cylin- 
ders relative  to  the  smokebox. 

The  high  pressure  cylinders  are 
equipped  with  piston  valves,  having  in- 
ternal admission,  while  the  low  pressure 
valves  are  provided  with  Allen-port,  slide 
valves,  having  external  admission.  Both 
valves  have  a  maximum  travel  of  6  ins. 
and  are  set  for  3/16-in.  lead.  The  high 
pressure  valves  are  designed  with  i54-in- 
steam  lap  and  5/16-in.  exhaust  clearance, 
while  the  low  pressure  valves  have  the 
same  exhaust  clearance,  but  3/16-in.  less 
steam  lap.  The  valves  in  each  case  are 
actuated  by  the  Walschaerts  valve  gear, 
and  the  two  sets  of  gears  are  so  ar- 
ranged that  the  high  pressure  link-block 
is  raised  while  the  low  pressure  one  is 
lowered,  when  being  thrown  into  forward 
gear.  Thus  the  two  gears  counterbalance 
each  other.  As  the  high  pressure  valve 
has  inside  admission,  and  the  low  pres- 
sure valve  has  outside  admission,  the  ec- 
centric crank  leads  the  pin  in  each  case. 
Reversing  is  effected  by  means  of  a  hydro- 
pneumatic  reversing  device,  the  same  as 
that  used  on  the  Mallet  articulated  com- 
pound built  by  this  company  for  the  Bal- 
timore &  Ohio.  The  construction  of  the 
frames,  which  are  of  cast  steel,  and  the 
arrangement  of  the  articulated  connection 
between  the  front  and  rear  engines  are 
also  practically  the  same  as  in  the  Balti- 
more &  Ohio  engine. 

Because  of  the  application  of  the  front 
truck,  it  was  necessary  in  this  design,  to 
use  two  self-adjusting  sliding  hearings  to 
support  the  boiler  on  the  front  frames, 
both  of  which  carry  load  under  normal 
conditions.  Each  of  these  bearings  is 
provided,  as  usual,  with  safety  straps  to 
prevent  the  frames  from  dropping  away 
from  the  boiler  in  case  of  derailment,  and 
the  front  bearing  is  provided  with  the 
builder's  usual  design  of  spring  centreing 
device.  The  front  and  rear  systems  are 
equalized  together  by  vertical  bolts,  con- 
necting the  upper  rail  of  the  front  frame 
with  the  lower  rail  of  the  rear  frame. 
But  in  this  design  the  load  on  the  bolt 
is  supported  by  a  coil  spring,  through 
which  the  lower  end  of  the  bolt  passes 
and  which  bears  up  against  the  bottom 
of  the  rear  frame  rail,  the  spring  cap 
having  a   ball   joint   with   the   frame.     A 


flexible  support  at  this  point  was  neces- 
sary in  order  that  each  of  the  three  boiler 
supports,  namely,  the  two  sliding  bearings 
and  the  equalizing  bolt,  might  bear  each, 
its  proportion  of  the  load  in  any  variation 
in  alignment  of  the  three.  In  order  to 
obviate  the  necessity  for  flexible  connec- 
tions in  the  sand  pipes,  leading  to  the 
driving  wheels  of  the  front  engine,  sand 
is  supplied  to  these  wheels  from  a  sand 
box  supported  on  the  front  deck  plate. 
The  headlight  is  carried  on  a  bracket 
bolted   to   the   front   of  this   sand  box. 

Another  interesting  detail  on  these  en- 
gines is  the  arrangement  of  the  draw 
gear  between  the  engine  and  tender.  The 
draw  bar  pin  is  horizontal  and  is  insert- 
ed through  the  side  walls  of  the  foot 
plate  instead  of  being  vertical  and  put  in 
through  the  top  of  the  foot  plate  as  is 
the  usual   practice. 

The  tender  is  of  the  railroad  company's 
design  throughout,  and  is  provided  with 
a  water  bottom  tank  having  a  water  ca- 
pacity of  9,500  gallons.  The  tender  car- 
ries 14  tons  of  coal.  The  frame  is  of 
steel,  the  centre  sills  being  made  of  iS-in. 
channels  and  the  side  sills  of  lo-in. 
channels.  The  tender  trucks  are  of  the 
four-wheel  equalized  type.  Some  of  the 
principal   dimensions   are  as   follows : 

Wheel  base — Driving,  31  ft.  9  ins.;  rigid.  11  ft.; 
total,  39  ft.  II  ins.  Total,  engine  and 
tender,    73    ft.    2    11-16   ins. 

Driving  journals.  9H  ins.  X  12  ins.;  engine  truck 
journals,  5}^  ins.  x  12  ins.;  tender  truck 
journals,  s'/i  ins.  x  10  ins. 

Koiler — Working   pressure,    200   lbs. 

Firebox — Type,  wide;  length,  114  ins.;  width, 
72  ins.;  thickness  of  crown,  H  in.;  tube, 
9-16  in.;  sides,  H  in.;  back.  H  in.;  water 
space,  front,  6  ins.;  sides,  5  ins.;  back,  51ns. 

Driving  boxes,   annealed   cast   steel. 

Brake-Driver.  Westinghouse-.^merican;  _  tender, 
Westinghouse;  air  pumps,  two  11  in.;  two 
reservoirs,    118   x  2x16    ins. 

Piston  Rod  diam.,  3M  ins.;  piston  packing,  cast 
iron  rings. 

Smoke  stack — Diam.,  16  ins.;  top  above  rail,  15 
ft.  6y2    ins. 

Wheels — Driv.  diam.  outside  tire.  54  ins.;  ma- 
terial, main,  open  hearth  annealed  cast 
steel;  engine  truck,  diam.,  30  ins.;  kind, 
rolled   steel   plate. 


Energy   of    Coal    and    Corn. 

The  fallacy  that  electricity  in  itself 
possesses  energy  that  can  perform  work 
is  entertained  by  a  great  many  people 
who  have  received  a  partially  scientific 
education  of  the  character  that  moved 
Alexander  Pope  to  say  that  "a  little  learn- 
ing is .  a  dangerous  thing."  Electricity, 
which  is  largely  employed  as  a  means  of 
transportating  power,  is  generated  by 
some  source  of  energy,  such  as  the  coal 
that  produces  steam  to  operate  a  steam 
engine.  Heat  from  coal,  running  water, 
air  in  motion  or  wind,  are  all  forms  of 
energy  that  are  employed  for  power  pur- 
poses, and  there  are  many  other  sources 
of  energy  really  of  very  great  importance 
to  mankind,  although  they  are  popularly 
supposed  to  be  of  small  value. 

The  utilization  of  the  heat  energy  of 
coal,  to  produce  motive  power,  has  per- 
formed such  wonderfully  vahuable  work 
for  civilization  in  the  last  century  and  a 
half,    that    there    is    a    disposition    among 


UE  to  overestimate  the  value  of  coal  in 
the  world's  economy.  Taking  one  pound 
of  coal  at  a  theoretical  evaporative  power 
of  15,000  thermal  units,  and  each  as 
equivalent  to  778  foot-pounds,  we  have 
11,670,000  foot-pounds  for  each  pound  of 
coal,  but  of  this  the  best  form  of  steam 
engine  utilizes  only  about  one  million 
foot-pounds.  This  would  appear  to  be 
wasting  the  earth's  supply  of  artificial  en- 
ergy at  a  terrific  rate  and  the  dreadful 
vision  comes  to  many  minds  of  the  world's 
wheels  coming  to  a  standstill,  because 
nothing  has  been  left  with  which  to  drive 
them. 

Discoursing  on  this  subject  a  noted 
scientist  says :  "It  must  not  be  forgot- 
ten that,  after  all,  the  most  important 
source  of  energy  is  not  coal,  but  corn  and 
vegetable  matter.  The  power  developed 
in  the  labor  of  animals  exceeds  the  power 
derived  from  all  other  sources,  including 
coal,  in  the  ratio  of  probably  20  or  30  to 
I  •  so  that,  after  all,  if  we  could  find  the 
means  of  employing  such  power  for  the 
purposes  for  which  it  is  specially  era- 
ployed — such  as  driving  our  ships  and 
working  our  locomotives — an  increase  of 
10  per  cent,  in  the  agricultural  yield  of 
the  earth  would  supply  the  place  cf  all  the 
coal  burned  in  our  engines. 

The  energy  which  may  be  derived  from 
the  oxida'tion  of  corn  has  yet  only  been 
artificially  developed  in  the  form  of  heat, 
and  this  may  be  the  only  possible  way; 
but  physiology  has  not  yet  advanced  to 
the  point  of  explaining  the  physical  proc- 
ess of  the  development  of  energy  conse- 
quent on  the  oxidation  of  the  blood;  and 
it  is  at  all  events  an  open  question 
whether  the  energy  of  corn  may  not  be 
really  a  form  of  direct  energy,  in  which 
case  corn  would  yield  six  or  eight  times 
as  much  energy  as  coal  does  as  at  present 
consumed  in  our  engines.  Should  we  find 
an  artificial  means  of  developing  any- 
thing like  the  full  directable  power  of 
corn — a  problem  which  has  not  yet  been 
attempted — coal  would  no  longer  be 
necessary  for  power. 


On  May  24,  1830,  the  opening  for 
general  traffic  of  the  first  section  of  the 
Baltimore  &  Ohio  Railway  took  place. 
This  is  one  of  the  most  important  inci- 
dents in  the  history  of  railway  devel- 
opment on  this  continent.  The  charter 
for  the  road  was  granted  in  1827  by  the 
Legislature  of  Maryland,  and  the  work 
of  construction  was  begun  in  1828.  In 
1830  locomotives  began  to  take  the  place 
of  horses  for  drawing  cars,  and  the  Bal- 
timore &  Ohio  line  was  rapidly  extend- 
ed. It  is  now  part  of  the  Pennsylvania 
system,  but  it  had  for  many  years  a  cred- 
itable record  as  an  independent  line,  un- 
der the  presidency  of  the  late  John  W. 
Garrett,  who  was  quite  as  noted  for  hu- 
manitarianism  as  for  his  administrative 
capacity. 
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understood  that  it  the  motion  of  a  slid- 
ing valve  can  be  perfectly  controlled  and 
the  length  of  stroke  varied  without  the 
intervention  of  a  radial  link,  a  real  gain 
in   the   economical   use  of   steam   will   be 


one  lead  from  the  circular  movement  of 
the  eccentric  crank  and  the  reciprocating 
movement  of  the  crosshead  to  the  sim- 
ple reciprocating  motion  imparted  to  the 
valve  rod.     It  will  be  readily  understood 


The  Baker-Pilliod  Valve  Gear. 
I.  Construction. 
The  twentieth  century  locomotives  have 
grown  to  such  colossal  proportions  that 
the  arrangement  of  the  valve  gearing 
outside  of  the  frames  has  become  a 
primal  necessity.  The  limited  space  be- 
tween the  frames  with  the  increasing 
size  of  axles  and  eccentrics  renders  it 
particularly  difficult  to  adjust  and  ex- 
amine the  Stephenson  shifting  link  gear 
under  such  conditions  and  doubtless  this 
was  the  chief  cause  that  called  the  Wal- 
schaerts  valve  gearing  into  prominent  use 
in  American  locomotive  service.  As  we 
have  endeavored  to  show  in  the  pre- 
ceding chapters  the  Walschaerts  gearing 
has  several  advantages  over  that  of  the 
shifting  link.  It  also  has  its  drawbacks, 
which  in  these  days  of  rapid  construction 
and  hard  usage,  are  not  far  to  seek.  Ii 
is  not  to  be  wondered  at  therefore  that  in 
the  atmosphere  of  American  enterprise 
many  clever  mechanicians  have  been  at 
work  devising  means  of  actuating  and 
controlling  the  valve  gear  of  the  modern 
locomotive.  Perhaps  the  most  successful 
attempt    in    the    present    century    in    this      use  of  the  Corliss  valve  on  stationary  en-      are   regular   in   their   linear   velocity,   the 
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made.   The  best  proof  of  this  is  shown  in  the      that  neither  of  these  primary  movements 


direction  has  been  the  combination  known 
as  the  Baker-Pilliod  valve  gear.  The  de- 
vice resembles  the  Walschaerts  gearing 
in  several  features.  It  has  the  eccentric 
crank  attached  to  the  main  crank  pin, 
and  a  combination  lever  deriving  its  mo- 
tion from  the  crosshead.  With  these  two 
factors  in  the  motion  the  resemblance 
ceases,  the  chief  variation  being  the  ab- 
sence of  the  radial  link.  As  is  well 
known  the  movement  of  a  radial  link 
whether  shifting  or  fixed  is  a  source  of 


gines.     This   kind  of  valve  gearing  with      crosshead  travels   with   an  increasing  de- 


its  delicate  governor  and  complex  mech- 
anism is  not  suited  for  the  incessant  vi- 
brations and  distorting  strains  of  loco- 
motive service.  The  ideal  valve  gearing 
for  a  locomotive  must  have  the  element 
of  rigidity  in  a  marked  degree,  and  at  the 
same  time  possess  that  flexibility  of 
adaptation  essential  to  the  various  re- 
quirements of  the  service.  The  best  use 
of  steam  pressure  is  possible  only  when 
under  perfect  control. 


FIG.  I 

error  in  all  motions.  These  errors  are 
caused  by  the  slipping  of  the  link-block 
and  are  especially  marked  in  the  case  of 
the  shifting  link  as  it  travels  through  a 
longer  arc  than  is  usual  in  the  case  of 
links  oscillating  upon  a  fixed  center. 


OUTLINE    OF    BAKER-PILLIOD    VALVE    GEAR. 


gree  of  rapidity  toward  the  center  and 
diminishes  in  velocity  toward  the  ends  of 
its  stroke.  The  same  irregular  linear 
movement  is  made  by  the  eccentric  rod, 
and  in  Fig.  i  it  will  be  seen  that  the 
crosshead  is  near  the  center  of  its  stroke, 
the  swiftest  part  of  its  motion,  while  the 
eccentric  crank  which  is  set  at  right 
angles  to  the  main  crank  is  experiencing 
its  slowest  movement.  The  union  link 
attached  to  the  crosshead  and  the  eccen- 
tric rod  are  attached  to  the  separate  ends 
of  a  bell  crank.  The  end  of  the  bell 
crank  attached  to  the  eccentric  rod  de- 
scribes a  circle  or  ellipse,  according  to 
the  relative  proportions  of  the  arms  of 
the  bell  crank,  but  always  at  irregular 
velocity.  This  varying  motion  is  con- 
veyed by  a  coupling  and  hanger  to  an- 
other bell  crank,  the  lower  end  of  which 
is  attached  to  the  valve  rod,  which  in 
turn  is  attached  to  the  valve  rod  cross- 
head  to  which  the  valve  stem  is  attached 
and  held  in  place  by  adjustable  nuts.  The 
result  of  the  two  initial  motions  con- 
veyed through  this  double  system  of  bell 
cranks  is  such  that  the  valve  travels  as 


Coining    to    the    valve    gearing    under 

consideration    it    will    be    observed    that  fast  as  the  piston  at  the  beginning  of  its 

there  are   a   number  of   rods   in   addition  stroke  and  by  the  time  that  the  piston  has 

to  those  we  have  alluded  to,  besides  lev-  moved  about  one-twentieth  of  its  stroke 

crs   and   bell   cranks   and   brackets   which  the  valve  is  wide  open  and  the  valve  then 

in  appearance   form   a  complex  combina-  moves     very     slowly     during    the    period 


In  view  of  this  fact,  it  will  be  readily     tion,    but    which    when    followed    one   by     while  the  piston  is  traveling  with  increas- 
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ing  rapidity  during  the  first  half  of  its 
stroke.  As  the  piston  approaches  the 
release  point  the  valve  again  travels  with 

REACH   hOD 


PEVEBSiNO 
SHA  — 


Having  thus  sliown  the  action  of  the 
radius  yoke  on  the  second  bell  crank  and 
its  effect  on  the  valve  rod,  it  can  be 
readily  imagined  that  the  placing  of  the 
reversing  lever  at  any  of  the  intervening 
spaces    between    the    center    of    a    quad- 


CROSSHEAD  CONNECTION 


FIG.  2.     PURPOSELY    DISTORTED     SKELETON     SKETCH     OF    GEAR, 


increasing    rapidity    and    closes    with    a 
speed   equal  to  that  of  the  piston. 

In  regard  to  the  reversing  gear  it  may 
be  shown  more  clearly  by  referring  to 
Fig.  2,  which  represents  a  skeleton  sketch 
of  the  Baker-Pilliod  valve  gear,  shaded, 
and  which  we  have  purposely  distorted 
to  show  more  clearly  the  movable  and 
fixed  parts  of  the  gearing.  It  will  be  ob- 
served that  the  continuance  of  the  ec- 
centric arm  after  passing  the  two  bell 
cranks  already  described  is  attached  to 
a  hanger  G,  at  the  point  F.  This  hanger 
is  suspended  from  the  upper  end  of  a 
radius  yoke  J,  which  is  attached  to  a 
fixed  point  at  K.  The  point  F  therefore 
swings  about  the  point  H.  This  radius 
yoke  J  is  suitably  attached  to  the  gear 
reach  rod  which  is  connected  to  the  re- 
versing shaft.  Assuming  that  the  piston 
and  slide  valve  and  reverse  lever  are  all 
in  the  central  position,  it  can  be  seen 
that  in  the  event  of  the  reach  rod  being 
moved  to  the  front  end  of  the  quadrant, 
the  lower  arm  of  the  reversing  shaft  will 
be  drawn  backward,  carrying  with  it  the 
radius  yoke,  which  hangs  from  the  top  of 
the  reverse  yoke.  This  backward  move- 
ment of  the  radius  yoke  has  the  effect  of 
lowering  the  hanger  G,  so  that  the  point 
F  will  be  considerably  lowered,  carrying 
with  it  the  point  N  of  the  second  cell 
crank  and  consequently  drawing  the  valve 
rod  backward  and  opening  the  front 
steam  port. 

If  on  the  other  hand  the  reverse  lever 
is  drawn  backward  to  the  back  end  of  the 
quadrant  the  radius  yoke  will  be  moved 
forward,  carrying  with  it  the  hanger  G, 
and  raising  the  point  F,  the  effect  be- 
ing to  raise  the  bell  crank  at  N,  which 
moves  on  the  fixed  point  P.  Thus  the 
lower  part  of  the  'bell  crank  at  Q  will  be 
moved  forward,  carrying  with  it  the  valve 
rod  and  opening  the  back  steam  port  in 
the  cylinder,  thereby  inducing  a  back- 
ward motion  of  the  engine.  This  de- 
scription presuines  an  outside,  admission 
valve  with  the  main  rod  at  the  lower  or 
bottom  center. 


rant  and  its  extreme  ends,  have  their 
relative  effect  on  the  position  of  the  bell 
crank  and  the  corresponding  effect  on 
the  motion  of  the  valve  rod. 


valve.  This  is  one  of  the  drawbacks  in 
the  Stephenson  shifting  link,  and  it  is  one 
of  the  chief  merits  of  the  Walschaerts 
valve  gearmg  that  the  crosshead  connec- 
tion is  immediately  attached  with  only 
one  joint  between  the  combination  lever 
and  valve  stem.  There  is  this  particular 
advantage,  however,  in  the  Baker-Pilliod 
gear,  that  the  parts  lend  themselves  read- 
ily to  niassiveness  and  rigidity  of  con- 
struction which  is  impossible  in  the  case 
of  the  Stephenson  shifting  link  gear  and 
IS  only  partially  so  in  the  case  of  the 
Walschaerts  gearing. 

It  may  be  added  that  the  lead  or  open- 
ing of  the  valve  at  the  end  of  the  piston 
stroke  is  an  unvarying  or  constant  quan- 
tity, so  that  the  length  of  the  valve  stroke 
or  point  of  cut-off  of  steam  supply  does 
not  in  any  way  affect  the  exact  amount  of 
opening  at  the  beginning  of  each  piston 
stroke,  while  the  degree  of  rapidity  with 
which   the   valve  opens   during  the  early 


DI.XGR.Ji.M    OF    MO\'h.ai' 


NTS    OF    PARTS    OF    1!.\KER-PILLI0D    GEAR. 


It  will  thus  be  seen  that  there  are  a 
large  number  of  joints  through  which  the 


part  of  the  piston  stroke  or  the  rapidity 
with   which   the  valve   closes   at  the  de- 


tUji-e  "Ot/' 
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r..\Ki-:R-Pii.i.ion   valvi-.   gear   arranged  for  outside  admission. 


motion  must  necessarily  pass  from  the 
main  crank  pin  and  crosshead  connection 
before    the    movement    reaches    the   slide 


sired  point  of  cut-off  is  not  surpassed  by 
any  kind  of  valve  gearing  applied  to  lo- 
comotives. 
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Celebrated    Steam    Engineers. 
XXXII.     Joseph   Harrison. 
The  success  attending  the  building  of 
locomotives  under  the  skillful  eye  of  Mat- 
thias  Baldwin,  of  Philadelphia,   soon  at- 
tracted the  attention   of  other  construct- 
ors   of   machinery.     In    Philadelphia   the 
firm  of  Garrett  &  Eastwick,  who  were  en- 
gaged in  building  steam  engines,  obtained 
an   order  to   build  a   locomotive   for  the 
Beaver    Meadow    Railroad.      This    road 
was   the   first   section   of   what   is   now  a 
branch    of    the    Lehigh    Valley    Railroad. 
The    construction    of   the    rosd    was   the 
most  difficult  task  that  had  been  accom- 
plished  up   to   that   time.     It    had   more 
sharp  curves  and  steeper  grades  than  any 
railroad  in  the  world.     It   was   formally 
opened    in    1835,    and    although    intended 
for  the   transportation  of  coal   for   ship- 
ment on  the  Lehigh  Canal,  the  picturesque 
scenery   through    which    the    road    passed 
attracted   a   constantly   increasing   throng 
of  summer  visitors.     The  district  became 
known  as  the  Switzerland  of  America. 

Messrs.     Garrett    &    Eastwick    having 
no  experience  in  locomotive  building,  en- 
gaged  a  young  engineer   who    had   been 
employed     in     the     Norris     Works.       He 
proved  to  be  an  excellent  designer  of  lo- 
comotives and   invented  a  variety  of  im- 
provements which  became  permanent  fea- 
tures of  the  locomotive  engine.     His  first 
locomotive    in    addition    to    several    dis- 
tinctive   original    features    was    the    first 
that  was   furnished  with  a  cab  to  afford 
protection  to  the  engineer.     This  feature 
was   speedily   adopted   by   other  builders. 
Mr.  Harrison  was  also  the  first  to  intro- 
duce equalizers  into  locomotive  construc- 
tion.     His    first    experiments    were    with 
cast  iron  beams  placed  above  the  frames, 
the  ends  of  the  beams  bearing  on  round 
pins  that   rested   on  the  top   of  the  box. 
It    was   the   first    important    improvement 
looking    towards    increasing    the    size    of 
locomotives,    making    it    possible    to    use 
any   number    of   wheels    on   the    roughest 
kind   of  track.     Mr.   Harrison   secured   a 
immber  of  patents  on  equalizers,  embrac- 
ing almost  all  the  kinds  now  in  use. 

As  may  be  imagined,  the  marked  im- 
provements on  the  locomotive  made  by 
Mr.  Harrison  were  such  that  the  tractive 
power  of  the  locomotive  was  greatly  in- 
creased. Stephenson's  early  locomotives 
v;ere  guaranteed  to  pull  three  times  their 
own  weight.  Harrison's  locomotives 
reached  the  high  tractive  power  of  pulling 
forty  times  the  weight  of  the  engine.  The 
performances  were  such  that  agents  from 
other  countries  came  to  America  to  verify 
statements  in  regard  to  the  American 
locomotives.  The  result  was  that  Mr. 
Harrison  and  his  partner  Mr.  Eastwick 
were  induced  to  visit  St.  Petersburg  and 
establish  locomotive  building  in  Russia. 
The  loss  to  America  was  a  great  gain  to 
Russia,  and  the  work  of  Mr.  Harrison  and 
his  worthy  partner  soon  assumed  colossal 
proportions  in  the  Muscovite  Empire. 


Questions  Answered 

COMPOUND    ENGINES    NOT    IN    STEP. 

67-  W.  H.  B.,  Glazier,  Te.x.,  writes: 
(a)  The  front  and  rear  engines  of  a  Mal- 
let articulated  locomotive  being  com- 
pounded together,  but  not  rigidly  con- 
nected, what  is  to  prevent  them  from 
getting  out  of  step,  and  what  would  be  the 
consequence  if  they  did?— A.  The  valve 
gears  of  both  engines  are  separate  and 
there  is  nothing  to  prevent  them  from 
getting  out  of  step.  They  are  constantly  out 
of  step  and  no  bad  results  follow.  1  his  fact, 
however,  is  significant;  suppose  the  front 
or  low  pressure  engines  slipped  they 
would  use  up  the  steam  coming  from  the 
high-pressure  engine  so  fast  that  it  would 
amount  to  an  easing  down  of  the  throttle 
and  they  would  stop  slipping  for  want  of 
steam.  If  the  high-pressure  engines 
slipped  they  would  fill  the  receiver  faster 
than  the  low  pressure  could  use  it,  thus  in- 
creasing their  own  back  pressure  and  this 
would   tend   to   stop   them   from   slipping. 

EXHAUSTS    FROM     CROSS     COMPOUND. 

(b)  Does  a  two-cylinder  or  cross  com- 
pound engine  have  two  exhausts  or  four? 
-A.  Working  compound  the  cross  com- 
pound engine  has  two  exhausts  to  the 
revolution  of  the  driving  wheels,  for  the 
reason  that  the  Iiigh  pressure  steam  ex- 
hausts into  the  receiver  and  cannot  escape 
until  used  by  the  low  pressure  cylinder. 
In  this  way  you  only  hear  or  see  the  low 
pressure  exhaust  at  the  stack,  and  as  the 
I'lw  pressure  or  indeed  each  cylinder  has 
only  two  exhausts  for  each  revolution 
\-ou  only  hear  two.  There  are,  of  course, 
four  exhausts,  two  from  each  side,  but 
the  high  pressure  go  into  the  receiver 
and  the  low  pressure  go  out  of  the  stack 
working  compound. 

USE    OF    JOY     VALVE    GEAR. 

(c)  Is  Joy's  valve  motion  used  in  con- 
nection with  locomotive  or  marine  en- 
gines?—.A.  The  Joy  valve  gear  is  used  in 
connection  with  locomotives  very  exten- 
sively in  England.  We  believe  this  mo- 
tion has  been  recently  used  on  a  three- 
cylinder  simple  engine  on  the  Philadel- 
phia &  Reading  Railway. 


Auxiliary  reservoir  capacity  3030  cu. 
ins.,  brake  cylinder  capacity  at  8  ins.  pis- 
ton travel  628  cu.  ins.,  and  an  estimate 
of  100  cu.  ins,,  space  between  the  piston 
follower  and  cylinder  head,  in  the  port 
through  the  head  and  in  cavity  in  the 
triple  valve.  In  the  auxiliary  reservoir 
we  have  70  lbs.  gauge  pressure  or  85 
lbs.  absolute,  3,030  X  85  =  257,550  cu.  in. 
pounds,  in  the  100  cu.  ins.  "dead  space" 
there  is  an  additional  1,500  cu.  in.-poundf 
that  is  14.7  X  100  =  1.500,  257.550  -f- 
1,500  =  259,050,  the  total  cu.  in-pounds 
pressure. 

The  total  space  that  will  be  occupied  by 
compressed  air  after  the  equalization  is 
628  cu.  ins.  brake  cylinder  capacity  -f 
3,030  cu.  ins.  auxiliary  reservoir  capacity, 
which  is  628  -f  100  =  728  -f-  3,030  = 
3.75S  cu.   ins.  total  space. 

259,050  cu.  in-pounds-^3,758  cu.  ins. 
space  =  69  lbs.  absolute  pressure  or  54 
lbs.  gauge  pressure  that  will  result  from 
equalization  or  from  a  full  service  appli- 
cation. We  know  that  an  air  gauge  at- 
tached to  the  brake  cylinder  will  show 
that  the  12  X  33  auxiliary  reservoir  at  70 
lbs.  per  sq.  in.  pressure  will  equalize  with 
a  lo-in.  brake  cylinder  with  7  or  8  ins. 
piston  travel  at  about  50  lbs.  pressure  per 
sq.  in.  and  the  calculation  shows  that  it 
should  equalize  at  about  54  lbs.  if  there 
were  no  losses.  The  losses  mentioned 
occur  during  the  first  movement  of  the 
triple  valve  and  brake  cylinder  piston  and 
must  be  taken  into  consideration  during 
a  calculation  to  determine  the  brake  cylin- 
der pressure  that  will  result  from  a  lo-lb. 
brake  pipe  reduction,  hence  the  expression 
"27  lbs.  less  say  4  lbs." 


CALCULATING     BRAKE     CYLINDER     PRESSURES. 

68.  M.  E.  L.,  Chicago,  111.,  writes:  In 
answer  to  question  29  on  page  164  of  the 
April  issue  you  state  that,  according  to 
the  figures  given,  a  lo-lb.  brake  pipe  re- 
duction will  result  in  a  brake  cylinder 
pressure  of  27  lbs.  "less,  say  4  lbs.  for  the 
losses  mentioned."  ?Iow  do  you  arrive  at 
the  conclusion  that  the  loss  is  about  4 
lbs.?— A.  Using  the  same  figures  that 
were  used  in  answer  to  the  question  re- 
ferred to,  let  us  attempt,  by  means  of 
figures,  to  determine  the  brake  cylinder 
pressure  that  will  result  from  an  equaliza- 
tion of  auxiliary  reservoir  and  brake 
cylinder  pressures. 


HUMMING     SOUND     IN     FIREBOX. 

69.  G.  -A.,  Appalachicola,  Fla.,  askc: 
What  causes  the  humming  in  locomotive 
fireboxes?  We  have  a  wood  burner  that 
hums  something  fierce  when  getting  under 
way.  I  speak  especially  about  coal  burn- 
ers.— A.  The  humming  sound  to  which 
you  refer  is  probably  caused  by  a  hole  in 
the  fire,  especially  when  the  blower  is  on. 
If  this  occurs  continually  there  is  probably 
a  portion  of  the  grate  that  is  broken  or 
defective  in  some  way  so  that  air  is  ad- 
mitted in  great  volume  in  one  place. 
Have  the  grates  examined.  A  thin  fire 
of  coal  in  the  firebox  of  an  engine  work- 
ing very  hard  or  easily  slipped  will  tear 
a  hole  in  the  fire  and  produce  the  noise 
you  speak  of. 


LAMP   CHIMNEYS. 

"o.  E.  B.,  Cleveland,  writes :  I  have 
noticed  something  in  your  paper  about 
a  means  of  toughening  glass.  Could  you 
give  me  directions  to  apply  it  to  head- 
light chimneys  to  prevent  the  breakage  so 
common?— .'\.  We  are  not  acquainted 
with  a  process  for  toughening  glass.  We 
think  that  the  Storrs  Mica  Co.,  Owego, 
N.  Y.,  might  help  you. 
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BRASS    POLISH. 

71.  Foreman,  Chicago,  writes:  We  use 
considerable  polish  for  brass  and  other 
work,  but  the  stuff  used  leaves  some 
eoating  that  promotes  tarnish.  Could  you 
give  me  a  recipe  for  something  that  would 
be  free  from  this  peculiarity? — A.  An 
automobile  requires  a  great  deal  of  polish- 
ing, and  the  best  thing  we  have  found  is 
Hoffman's  metal  polish.  Geo.  W.  Hoff- 
man, Indianapolis,  Ind.,  manufacturer. 
Try  that  and  tell  him  that  we  advised  you 
to  do  so. 


VAMATION    OF    LEAD. 

^2.  J.  H.  S.,  Townsville,  Australia, 
writes:  (n)  A  driver  here  is  of  opinion 
that  there  is  no  such  thing  as  variation 
of  lead.  Another  thinks  there  is,  and  we 
want  you  to  settle  the  question — A.  With 
the  Stephenson  or  shifting  link  motion 
there  is  variation  of  lead.  As  you  notch 
up  the  reverse  lever  the  lead  increases. 
The  mid-gear  lead  is  the  maximum. 
Lead  is  always  given  when  variable,  as 
that  of  full  gear  forward.  With  the  sin- 
gle eccentric  motions  like  the  Walschaerts, 
the  Joy,  and  the  Baker-Pilliod  the  lead 
is  constant,  that  is  it  does  not  vary  when 
the  reverse  lever  is  notched  up.  There 
are  efforts  made  now  and  then  in  the 
setting  of  valves  to  reduce  the  amount 
of  mid-gear  lead  on  the  Stephenson  mo- 
tion, for  excessive  lead  is  not  beneficial, 
and  this  is  done  by  sacrificing  the  back 
gear  perhaps  the  back  gear  may  be  set 
blind  in  order  to  reduce  the  variation  of 
lead  in  forward  gear.  See  the  article  on 
"Correctives  in  Link  Motion  Design,"  in 
our  September,  1908,  issue  of  Railway 
AND  Locomotive  Engineering,  page  384. 
When  the  back-gear  is  sacrificed  for  the 
good  of  the  forward  with  the  two  eccen- 
tric motion,  it  is  done  as  a  sort  of  en- 
deavor to  approximate  to  the  constant 
lead  of  the  single  eccentric  motions. 

DIFFERENCE    IN    LEAD. 

(&)  If  two  sister  engines  differ  a  little 
in  outside  lead,  say  one  has  3/32  in.  and 
the  other  1/16  in.,  which  would  be  the 
more  powerful  of  the  two? — A.  This  is 
not  so  much  a  question  of  power  as  it  is 
of  which  is  the  more  satisfactory  for  the 
work  each  engine  is  required  to  do.  It 
largely  depends  upon  what  kind  of  service 
each  engine  is  expected  to  give.  For 
fast  passenger  service  the  engine  with  the 
greater  lead  would  be  the  more  satisfac- 
tory, and  for  freight  the  second  engine 
would  be  the  better.  Lead  increases  the 
cushion  of  steam  which  takes  up  the  force 
of  the  reciprocating  parts,  and  the  faster 
they  move,  as  in  high  speed  service,  the 
greater  the  cushion  required.  Lead  also 
quickens  the  action  of  the  piston  by  as- 
sisting in  opening  the  port  to  rlie  full  more 
quickly,  and  so  giving  a  copious  supply  of 
steam  early  in  the  stroke  for  high  speed 
vork. 


FORCES    AND    VELOCITIES. 

73.  Student,  Hornell,  N.  Y.,  asks : 
(a)  What  is  the  centrifugal  of  a 
weight  of  one  pound  revolving  in  a  cir- 
cle of  two  feet  diameter  at  a  velocity  of 
100  revolutions  per  minute? — A.  3.4 
lbs.  {b)  Force  turns  a  flywheel  100  revo- 
lutions per  minute.  Will  it  take  twice  or 
four  times  the  force  to  double  the  velocity 
in  the  same  time,  starting  in  both  in- 
stances from  a  state  of  rest? — A.  Four 
times. 


WRITING    ON     STEEL. 

74.  A.  R.,  Oscaloosa,  Iowa,  writes : 
I  have  some  steel  tools  that  I  should  like 
to  put  my  name  upon.  How  can  it  be 
done? — A.  Mix  one  ounce  of  nitric  acid 
with  about  one-sixth  ounce  of  muriatic 
acid.  Clean  the  article  and  cover  it  with 
a  coating  of  beeswax.  Then  with  a  sharp 
pointed  scriber  write  on  the  beeswax, 
being  careful  to  make  the  scriber  cut 
down  into  the  metal.  With  a  small  brush 
apply  the  acid  to  the  writing,  filling  the 
letters.  Let  it  remain  about  five  or  six 
minutes,   then   wash   off   with   water. 


WOODS  THAT  SINK. 

75.  R.  O.  S.,  Atlanta,  Ga. :  I  have  been 
told  that  some  kinds  of  wood  are  so  solid 
even  when  dried  that  they  sink  in  water. 
Will  you  kindly  tell  me  if  that  is  true  and 
what  kinds  of  wood  fail  to  float  in 
water?  A. — Among  the  woods  that  sink 
in  water  are  lignum-vitae,  mahogany, 
pomegranate,  Dutch  box,  Indian  cedar, 
heart  of  oak  and  a  variety  of  others. 


Rationale  of  Coal   Economy. 

It  makes  no  difference  what  the  com- 
modity may  be  which  we  handle  in  the 
different  branches  of  our  business,  the 
economy  always  depends  upon  the  quan- 
tity used  and  the  manner  in  which  we 
use  it.  This  sentence  occurs  in  a  very 
interesting  address  to  the  members  of  the 
Iowa  Railway  Club,  by  Mr.  H.  T.  Bent- 
ley,  assistant  superintendent  of  motive 
power  of  the  Chicago  &  North- Western 
Railway.  Mr.  Bentley  applied  these  re- 
marks particularly  to  the  use  of  steam  in 
a  locomotive  and  showed  very  clearly 
wherein  the  economy  of  steam  lay.  In 
fact,  he  very  cleverly  explained  the  ration- 
ale of  the  subject. 

The  example  given  first  by  the  speaker 
was  of  an  18  x  24-in.  cylinder  engine 
carrying  160  lbs.  steam  pressure.  The 
driving  wheels  were  63  ins.,  and  when  at 
work  the  throttle  was  wide  open.  Under 
these  circumstances  the  pressure  in  the 
cylinder  was  145  lbs.  or  90  per  cent,  of 
the  boiler  pressure.  A  6-in.  cut-off  of 
the  slide  valve  gave  very  nearly  i  cu.  ft. 
of  steam  in  the  cylinder  and  the  mean 
effective  pressure  was  78  lbs.  The  cubic 
foot  of  steam  weighed  about  3/10  of  a 
pound.  The  engine,  therefore,  used 
double  that  amount  for  one  revolution  of 


the  driving  wheels,  or  four  times  for  both 
cylinders;  4X3  =  1-2  lbs.  of  steam  each 
revolution  of  the  drivers.  This  size  of 
wheel  makes  320  revolutions  to  the  mile 
so  that,  1.2  X  320  =  384.  The  engine  pull- 
ing the  train  one  mile  at  a  speed  of  30 
miles  an  hour  used  384  lbs.  of  steam  by 
weight.  A  pound  of  steam  by  weight 
means  a  pound  of  water  turned  into 
steam,  so  that  this  engine  used  in  one 
mile,  at  that  speed,  384  lbs.  of  water,  cut- 
ting off  at  6  ins.  The  steam  in  the  cylin- 
der had  been  expanded  four  times  and 
was  exhausted  at  a  pressure  of  34  lbs. 
per  sq.  in.,  which  was  comparatively  light 
on  the  fire. 

The  second  example  taken  was  that  of 
the  same  engine  doing  the  same  work  at 
the  same  speed,  but  with  more  restricted 
throttle  and  slide  valve-  cut-off  at  8  ins. 
The  steam  now  entered  the  cylinders  at 
1x8  lbs.  pressure,  and  following  the  piston 
8  ins.  before  cut-off,  the  amount  of  steam 
in  each  cylinder  each  stroke  was  .375  of 
one  pound.  For  two  cylinders  and  two 
strokes,  4  X  -375  =  i-S  lbs.  This  amount 
of  steam  by  weight  in  320  revolutions 
amounted  to  1.5X320  =  480  lbs.  The 
steam  exhaust  left  the  stack  at  a  pressure 
of  45  lbs.  This  had  a  sharper  action  on 
the  fire.  More  water,  viz. :  96  lbs.  had 
been  used  to  do  the  same  work. 

In  the  third  example  the  same  engine 
under  the  same  conditions  was  again  con- 
sidered, but  with  still  more  restricted 
throttle  and  10-in.  slide  valve  cut-off. 
The  initial  pressure  in  the  cylinders  was 
now  105  lbs.  The  amount  of  steam  by 
weight  in  each  cylinder  in  this  case  was 
.526  of  one  pound,  this  becomes  4  X  -526 
=  2.1  lbs.  for  both  cylinders  and  one 
revolution.  In  the  mile  the  320  driv- 
ing wheel  revolutions  require  320  X  2.I 
:=  672  lbs.  of  steam  by  weight,  used  in 
one  mile,  and  this  greater  amount  of 
steam  having  to  be  got  rid  of  a  still 
sharper  exhaust  action  on  the  fire  was  to 
be  expected. 

We  have,  therefore,  three  one-mile  trips 
run  by  the  same  engine  at  same  speed. 
In  the  first  384  lbs.  of  water  were  used, 
in  the  second  480  lbs.,  which  means  a 
waste  of  96  lbs.  of  water,  and  in  the  third 
trip  672  lbs.  of  water  was  used,  which 
means  an  excess  over  the  second  trip  of 
192  lbs.,  and  over  the  first,  288  lbs.  Tak- 
ing the  evaporation  of  water  at  6  lbs.  to 
one  pound  of  coal  the  useless  evaporation 
of  96  lbs.  of  water  involved  the  unneces- 
sary burning  of  16  lbs.  of  coal  to  the 
mile.  In  100  miles  this  waste  would 
amount  to  1,600  lbs.,  and  in  the  second 
example  32  lbs.  of  coal  per  mile  would 
have  been  uselessly  burned  to  evaporate 
192  lbs.  of  water.  In  100  miles  this  32 
lbs.  becomes  more  than  ij/j  tons.  Com- 
paring the  first  with  the  last  example  it 
appears  that  the  fireman  would  have  la- 
boriously shoveled  nearly  2}^  tons  of  coal 
to  evaporate  288  lbs.  of  water  per  mile 
which  was  not  required. 
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Air  BraKe  Department 


Conducted  by  G.    W.  Kiehtn 


Inspecting   the    H6    Brake. 

The  air  brake  equipment  on  a  locomo- 
tive, whether  in  passenger  or  freight 
service,  should  be  thoroughly  inspected 
after  each  trip  by  a  competent  man,  and 
this  is  done  on  nearly  every  railroad  in 
the  country. 

Sometimes  the  brake  is  inspected  by 
the  repairman,  sometimes  by  an  inspector 
who  has  other  duties  or  who  does  no  re- 
pair work  and  simply  reports  the  dis- 
orders found.  The  latter  is  the  better 
method  where  there  are  enough  engines 
handled  daily  to  keep  an  inspector  busy. 
Sometimes  the  inspectors'  report  is  given 
the  same  attention  that  the  engineers' 
report  is  given,  in  some  cases  very  little 
attention  is  paid  to  it,  especially  when  the 


unnecessarj-  amount  of  work  and  result 
in  a  waste   of   fuel. 

If  unable  to  adjust  the  pressures,  the 
defective  part  should  be  reported. 

The  brake  should  be  inspected  immedi- 
ately upon  the  arrival  of  the  locomotive 
and  before  the  fire  is  cleaned  or  drawn, 
but  it  is  not  necessary  for  the  inspector  to 
be  positive  as  to  what  causes  a  leak  or 
blow  of  air  at  any  part  of  the  equipment, 
nor  should  he  have  to  say  exactly  why  a 
brake  applies  in  full  or  releases,  when  it 
is  not  desired.  His  duty  is  to  state  where 
the  leak  or  blow  is  and  that  the  brake 
applies  or  releases  when  not  desired. 
The  repairman  should  be  able  to  find  the 
cause  of  the  disorder  and  make  the  proper 
repairs.     The   follovv-ing  suggestions  con- 


nal  whistle  at  this  time  should  be  re- 
ported, the  gauge  should  show  45  lbs.  and 
the  whistle  should  not  respond  to  slight 
leakage  and  the  pressure  should  not  vary 
over  2  lbs.,  the  reducing  valve  should 
supply  the  signal  system  promptly.  The 
action  of  the  signal  valve  is  the  same  as 
with  the  older  equipment.  The  inde- 
pendent brake  can  next  be  applied  in  full 
and  if  the  brake  cylinder  gauge  is  cor- 
rect it  will  show  the  same  pressure  that 
is  in  the  signal  system,  as  the  reducing 
valve  will  have  control  of  the  signal 
system  and  application  cylinder  pressure, 
and  the  brake  cylinder  pressure  must 
equal  it. 

With  the  reducing  valve  in  perfect  con- 
dition and  the  signal  pipes  free  from  leak- 


PIPING 

engineer  has  not  noticed  or  failed  to  re- 
port the  defect. 

It  is  needless  to  say  that  the  inspectors' 
report  should  be  given  the  same  attention 
as  is  given  to  the  engineers'  report  in- 
stead of  considering  that  the  inspector  is 
there  simply  because  the  management  in- 
sists upon  inspection.  The  inspector 
should  have  a  good  general  knowledge  of 
the  air  brake,  and  should  use  good  judg- 
ment in  reporting  work,  always  avoiding 
a  rash  guess,  but  reporting  defects  as  he 
sees  them. 

He  should  in  all  cases  attempt  to  ad- 
just the  pump  governor  and  feed  valve, 
if  the  pressures  carried  are  incorrect, 
while  there  is  sufficient  steam  on  the 
boiler  to  do  the  work,  as  the  fire  may  be 
drawn  or  banked  later.  The  banked  or 
drawn  fire   may  cause  the  repairman  an 


DIAGRAM   OF  THE  NO.  6   ET   BRAKE  EQUIPMENT. 


cerning  inspection  have  reference  in  par- 
ticular to  the  Westinghouse  H  6  equip- 
ment, which,  in  spite  of  its  good  features, 
should  have  the  same  attention  as  the 
older  equipment.  If  it  is  inspected  thor- 
oughly at  the  end  of  each  trip  in  a  sys- 
tematic manner  it  will  not  take  up  so 
much  time  as  it  would  appear  to. 

The  inspector's  gauge  should  be  tested 
frequently,  and  known  to  be  accurate  at 
all  times,  and  before  being  attached  to 
the  hose  at  the  rear  of  the  tender,  the 
angle-cock  and  signal  stop-cock  should  be 
opened  slowly  once  or  twice  to  blow  out 
any  cinders  or  loose  scale  that  may  be  in 
the  couplings  or  inside  the  pipes.  This 
will  prevent  any  cinders  or  scale  from 
being  blown  into  the  test  gauge  or  into 
the  triple  valves  in  the  train. 

Any  unusually  long  blast  from  the  sig- 


age,  a  blast  from  the  signal  whistle,  when 
the  independent  brake  is  applied,  indi- 
cates a  leaky  signal-line  check  valve. 
The  gauge  should  then  be  connected  to 
the  brake-pipe  hose,  and  with  the  auto- 
matic brake  valve  handle  in  train  brake 
release  position,  the  test  gauge,  both 
hands  on  the  large  air  gauge,  and  the 
black  hand  on  the  cylinder  gauge  should 
register  the  same  pressure,  the  brake-pipe 
pressure  should  then  be  drawn  down  a 
few  pounds  and  the  handle  placed  in  run- 
ning position,  the  brake  should  remaip 
applied,  the  pressure  should  then  be 
drawn  down  to  the  adjustment  of  the 
feed  valve,  the  brake  valve-handle 
placed  in  running  position  and  the  cock 
in  the  test  gauge  opened,  and  the  brake- 
pipe  pressure  should  fluctuate  from 
about   108  to   no  lbs.     If  the  high-speed 
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brake  is  used,  the  fedd  valve  should  not 
allow  a  variation  of  over  2  lbs.  It  should 
then  be  noticed  that  the  governor  allows 
the  pump  to  start  promptly  when  the 
independent  brake  is  applied  lightly,  and 
that  the  main  reservoir  pressure  rises  to 
140  lbs.  when  the  automatic  brake-valve 
handle  is  placed  on  lap  position.  There 
should  be  no  excessive  leakage  from  the 
drain  or  waste  pipe,  and  none  at  all  when 
the    governor    is    not    in    control    of   the 


mediate  attention,  as  it  is  pounding  that 
usually  causes   the   air   pump   failure. 

The  suction  of  air  at  the  strainer 
should  be  noticed,  and  an  equal  amount 
should  be  drawn  in  on  both  strokes  of 
the  piston,  and  the  suction  should  be 
good  for  nearly  the  entire  stroke  of  the 
piston,  and  will  be  if  the  pump  is  in  good 
condition  and  not  warmer  than  the  nat- 
ural heat  of  compression. 

The    automatic    brake    should    then    be 


MR 
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pump.  The  leakage  from  the  relief  port 
should  not  be  excessive,  and  there  should 
be  none  at  all  when  the  governor  is  not  in 
control  of  the  pump. 

The  tops  should  be  tight  in  the  Siamese 
fitting,  and  the  fitting  tight  in  the  gov- 
ernor, and  there  should  be  no  leakage 
from   any  of  the  threaded  parts. 

It  should  be  observed  that  the  pump 
does  not  pound  and  is  not  overheated. 
It  should  be  securely  fastened  to  the 
bracket  and  the  bracket  to  the  boiler,  that 
the  pump  .strainer  is  clean  and  that  there 
is  no  leak  from  the  gaskets  of  either  the 
air  or  steam  cylinders.  The  pump  should 
not  be  allowed  to  groan.  A  pound  in  the 
pump  as  the  piston  passes  either  of  the 
ends  of  its  stroke  is  usually  due  to  too 
much  lift  of  the  discharge  valve  in  the 
end  of  the  cylinder  at  which  the  pound 
occurs,  or  too  much  lift  of  the  receiving 
valve  at  the  opposite  end.  Assuming  that 
the  pump  is  not  loose  and  well  lubricated, 
a  pound  on  both  ends  of  the  stroke  indi- 
cates an  air  or  steam  piston  loose  on  the 
rod,  and  any  pound  should  be  given  im- 


applied  with  a  full  service  reduction  and 
llie  valve  handle  placed  on  driver  brake 
liolding  position.  All  the  air  pipes  on 
the  engine  will  then  be  filled  with  com- 
pressed air,  and  should  be  thoroughly 
tested  for  leakage  with  a  lighted  torch, 
and  it  should  be  noticed  that  the  dis- 
tributing-valve reservoir,  brake  cylinders, 
main  reservoir  and  all  part  are  firmly 
fastened  to  their  brackets,  and  that  all 
air   pipes  are   properly  clamped. 

The  brake  cylinders  and  pipe  connec- 
tions should  be  reasonably  free  from  leak- 
age, and  should  never  have  a  leak  in 
excess  of  S  lbs.  per  minute  from  a  50-lb. 
cylinder  pressure.  This  leakage  can  be 
determined  by  screwing  a  plug  into  the 
exhaust  port  of  the  distributing  valve  and 
applying  the  brake  until  the  cylinder 
gauge  shows  50  lbs.,  then  releasing  the 
application  cylinder  pressure  and  watch- 
ing the  fall  of  the  hand  on  the  cylinder 
gauge.  After  the  test  the  plug  must  be 
removed.  Brake  cylinder  leakage  can  be 
determined  by  leaving  the  independent 
brake   valve    in   application    position    and 


closing  the  stop-cock  in  the  the  distribut- 
ing valve  supply  pipe ;  the  fall  of  the 
hand  on  the  cylinder  gauge  will  show 
leakage  in  pounds  per  minute.  The  ap- 
plication cylinder,  application-cylinder 
pipe,  release  pipe  and  release-pipe  branch, 
between  the  brake  valves,  must  be  abso- 
lutely tight  and  free  from  leakage.  A 
slight  leak  in  any  of  the  pipes  men- 
tioned would  cause  a  release  of  the  brake 
under  some  conditions.  A  leak  in  the  ap- 
plication cylinder  or  application-cylinder 
pipe  would  release  the  brake  after  an 
application  of  either  brake,  if  the  valve 
handle  is  returned  to  the  lap  position. 

The  brake-cylinder  pistons  should  be 
kept  within  certain  limits  of  travel,  and 
the  brake  rigging  thoroughly  inspected 
after  each  trip.  The  calling  of  attention 
to  a  badly  worn  rod  or  a  missing  cotter- 
key  has  been  the  means  of  preventing 
many  a  serious  detention. 

While  the  pipes  are  being  tested,  the 
gaskets  and  exhaust  port  of  the  dis- 
tributing valve  should  also  be  tested,  and 
in  the  cab,  the  brake  valves,  feed  valves, 
and  signal  apparatus.  If  there  is  no  leak- 
age from  the  application  cylinder  pipe,  re- 
lease pipe  or  brake  pipe,  the  brake  will  be 
found  applied  with  the  same  degree  of 
force  that  it  was  before  the  air  pipe  test. 

Should  the  brake  leak  off  or  release 
while  the  handle  is  on  the  driver -brake 
holding  position,  and  remain  applied  if 
the  brake-valve  handle  is  placed  on  lap 
position,  after  the  application,  or  when 
the  independent  brake  is  applied  and  the 
handle  returned  to  lap  position,  it  indi- 
cates leakage  from  the  release-pipe 
branch   between   the   brake   valves. 

Should  the  brake  remain  applied  when 
the  automatic  brake  is  applied  and  the 
handle  returned  to  lap  position,  but  re- 
lease when  the  independent  brake  is  ap- 
plied and  the  handle  returned  to  lap,  it 
indicates  leakage  from  a  point  in  the  re- 
lease pipe  between  the  distributing  valve 
and  the  independent  brake  valve.  If  the 
brake  releases  after  either  brake  is  ap- 
plied and  the  handle  returned  to  lap 
position,  it  indicates  a  leak  in  the  appli- 
cation-cylinder pipe,  the  application- 
cylinder  cover  gasket,  or  a  leak  from  the 
drain  plug  in  the  application  chamber.  It 
should  be  observed  that  the  equalizing 
discharge  valve  of  the  automatic  brake 
valve  responds  promptly  to  light  reduc- 
tions and  cuts  off  the  escape  of  brake- 
pipe  air  promptly  and  perfectly  when  the 
handle  is  returned  to  lap  position.  Any 
leak  from  the  emergency  exhaust  port 
should   be   reported. 

The  distributing  valve  should  respond 
promptly  and  build  up  brake-cylinder 
pressure  from  a  light  application  of  either 
brake.  A  service  application  of  10  lbs. 
should  result  in  a  brake-cylinder  pressure 
of  25  lbs.,  and  should  remain  at  this 
figure.  If  it  increases,  brake-pipe  leakage 
should  be  looked  after.  If  the  brake- 
pipe  pressure  remains  stationary  and  the 
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pressure  in  the  cylinders  increases,  it 
should  be  reported.  If  the  lo-lb.  reduc- 
tion results  in  less  than  25  lbs.  cylinder 
pressure,  with  the  gauge  known  to  be 
correct,  it  indicates  a  leak  at  the  safety 
valve  of  the  distributing  valve,  or  a  dirty 
or  gummy  condition  of  the  movable  parts 
of  the  distributing  valve.  The  leakage 
at  the  safety  valve  would  be  noticed  only 
while  the  equalizing  valve  is  in  service 
application  position,  or  rather,  it  could 
not  be  detected  at  a  time  the  equalizing 
valve  is  in  service  lap  position,  but  could 
be  detected  at  any  time  by  an  ^application 
of  the  independent  brake,  the  automotic 
brake  being  released  at  the  time.  If  the 
distributing  valve  builds  up  brake-cylinder 
pressure  promptly  upon  an  application  of 
the  independent  brake,  and  is  slow  to  re- 
spond to  an  automatic  application,  there 
being  no  safety  valve  leakage,  it  indicates 
a  gummy  or  dirty  condition  of  the  equal- 
izing valve  of  the  distributing  valve. 
It    should    be    known    that   both   brakes 


piston  travel.  When  the  independent 
brake  is  applied  in  full,  the  automatic 
brake  should  be  applied  in  a  few  suc- 
cessive reductions  and  the  safety  valve 
should  restrict  the  brake-cylinder  pres- 
sure of  68  lbs. ;  finally  the  automatic 
brake  valve  should  be  moved  to  emer- 
gency position,  and  there  should  be  a  con- 
stant blow  from  the  safety  valve,  at  such 
time,  and  the  cylinder  gauge  should  indi- 
cate about  75  lbs. ;  failing  to  do  so,  it 
should  be  reported.  If  the  brake  valve  does 
not  work  freely  it  is  usually  due  to  a  dry 
rotary  valve  seat,  a  dry  •rotary  key  gas- 
ket or  a  stiff  or  dry  handle  latch.  It 
should  take  from  five  to  six  seconds  to 
reduce  equalizing-reservior  pressure  from 
no  to  90  lbs.,  and  from  six  to  seven  sec- 
onds to  reduce  it  from  70  to  50  lbs. 

If  the  equalizing-reservoir  pressure  re- 
duces faster  than  the  time  here  given,  it 
indicates  an  enlarged  preliminary  exhaust 
port  or  leakage  from  the  equalizing  res- 
ervoir.    If  it  takes  longer  than  this  time. 
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can  be  graduated  on  and  off,  and  when 
the  independent  brake  is  applied  in  quick 
application  position,  it  should  take  from 
two  to  four  seconds  to  apply  the  brake 
in  full,  and  from  two  to  three  seconds  to 
exhaust  all  the  pressure  from  the  appli- 
cation cylinder.  The  length  of  time  it 
will  take  for  the  pressure  to  escape  from 
the  brake  cylinders  depends  upon  the  size 
of   the   cylinders   and    the   length   of   the 


it  indicates  a  partly  stopped-up  prelimi- 
nary exhaust  port  or  leakage  of  main 
reservoir  or  brake-pipe  pressure  into  the 
equalizing    reservoir. 

Sometimes  there  is  a  leak  of  main- 
reservoir  pressure  into  the  brake  pipe 
that  will  not  show  on  account  of  leakage 
from  the  brake  pipe,  and  if  one  is  in  any 
doubt  about  rotary  valve  or  feed-valve 
leakage,    the    stop-cock    under    the    brake 


valve  can  be  closed,  and  if  the  equaliz- 
ing reservoir  hand  on  the  gauge  rises 
rapidly,  with  the  handle  in  running  posi- 
tion, but  remains  stationary  when  on  lap, 
it  indicates  feed  valve  leakage.  If  the 
hand  rises  when  the  handle  is  moved  to 
lap  position  it  indicates  brake  valve 
leakage. 

Occasionally  brake  pipe  leakage  occurs 
at  the  brake  valve  service  exhaust  port, 
and  the  equalizing  feature  of  the  H  6 
brake  valve  is  identical  with  that  of  the 
older  types  of  valves  and  a  leak  here  will 
occur  from  the  same  causes.  .  Ordinary 
equalizing  reservoir  leakage  affects  the 
equalizing  piston  only  after  the  valve  han- 
dle has  passed  driver  brake  holding  posi- 
tion and  leakage  from  the  brake  pipe  ex- 
haust port  when  the  handle  is  in  running 
position  is  usually  due  to  a  piece  of  dirt 
or  scale  having  lodged  on  the  seat  of  the 
equalizing  piston,  which  can  nearl;,  always 
be  blown  off  by  closing  the  stop  cock 
under  the  brake  valve,  making  a  heavy 
service  reduction  and  placing  the  valve 
handle  in  release  position;  this  will  lift 
the  piston,  cause  a  violent  blow  at  the 
exhaust  port,  and  usually  remove  any  or- 
dinary collection  of  dirt  ,on  the  valve 
seat. 

The  foregoing  remarks  should  serve 
as  a  guide  to  an  inspector,  and  the  points 
brought  out  should  be  remembered.  It 
is  impossible  to  thoroughly  discuss  the 
subject  in  the  space  allotted  to  the  Air 
Brake  Department,  but  the  defects  of  the 
E.  T.  brake,  which  are  mentioned  from 
time  to  time,  will  assist  in  furnishing  in- 
formation which  should  be  used  in  the 
important    work   of   air   brake   inspection. 


Expansion. 

An  ordinary  poker,  such  as  is  used  in 
our  homes  for  stirring  up  the  fire  on  a 
v/inter's  night,  if  allowed  to  come  to  the 
temperature  of  boiling  water,  is  only  about 
l/250th  of  an  inch  longer  than  when  at 
the  freezing  point.  This  does  not  mean 
much  to  the  every-day  man,  but  the  ex- 
pansion of  metals  due  to  heat  is  a  very  im- 
portant subject  for  the  bridge  engineer  or 
the  maintenance  of  way  superintendent. 

An  accident  occurred  not  long  ago  in 
England,  due  to  the  expansion  of  rails. 
The  variation  of  temperature  between  win- 
ter and  summer  in  many  parts  of  the 
world  is  not  more  than  80  deg.  Fahr.  Yet 
this  range  of  temperature  is  competent  to 
produce  a  variation  in  the  length  of  the 
rails  of  about  two  feet  in  the  mile.  The 
effect  of  this  expansion,  if  it  is  not  "al- 
lowed for"  in  the  track,  is  usually  to 
cause  the  outer  rail  on  a  curve  to  bulge 
out  more  than  the  inner  one  and  thus 
throw  the  track  out  of  gauge.  The  force 
exerted  by  an  expanding  rail  is  estimated 
at  about  1,000  lbs.  for  each  degree  of 
temparature. 


Don't  tell  what  you  are  going  to 


Do  it! 


do — 
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The  Interpole  for  Railway  Motors. 
By  W.   B.   Kouwenhoven. 

Probably  the  greatest  improvement  that 
has  been  made  in  many  years  in  direct 
current  motors  in  either  of  the  railway  or 
shop   types   is    the    interpole.     The    inter- 


Attnafurc  CoTtd  lectors  V— Carnim/tdti""*  ^bll^ 

FIG.   I.     BIPOLAR    MOTOR. 

pole  is  variously  known  as  a  commutating 
or  an  auxiliary  pole  by  the  different  man- 
ufacturers. The  hardest  and  most  dif- 
ficult problem  that  motor  designers  have 
to  solve  is  how  to  build  a  motor  that  will 
run  without  sparking  at  the  brushes.  It 
i.".  also  the  problem  that  most  often  con- 
fronts the  user  of  direct  current  motors. 
Electricians  apply  the  name  commutation 


FIG.  2.     ARMATURE   BACK   TURNS. 

to  this  feature  of  motor  operation.  If  a 
motor  runs  smoothly  without  sparking 
if  is  said  to  have  perfect  commutation. 
With  large  railway  motors  operating  on 
a  high  voltage  a  continuous  spark  or  arc 
is  sometimes  formed  around  the  commu- 
tator between  the  brushes.  This  is  called 
flashing  over,  and  is  almost  invariably 
caused  by  sparking.  Such  flashes  usually 
cause  considerable  damage  to  the  mo- 
tors and  annoying  delays  to  the  service. 
Poor  commutation  or  sparking  also  limits 
the  capacity  of  a  motor.  Almost  all  com- 
mutation or  brush  troubles  are  caused  by 
sparking  at  the  brushes,  and  it  is  to  rem- 
edy this  that  the  interpole  was  designed. 
Sparking  on  a  commutator  melts  or 
bites  away  a  small  piece  of  copper  from 
the  commutator  bar,  and  a  small  piece  of 
carbon  from  the  brush,  while  the  mica 
which  separates  the  bars  is  not  affected. 
Continuous  sparking  burns  off  the  cor- 
ners of  the  brushes  and  burns  away  the 
commutator  bars,   leaving  the   mica   pro- 


jecting up  between  them.  This  high  mica, 
as  it  is  called,  makes  sparking  worse,  and 
produces  a  very  rough  commutator,  with 
consequent  rapid  wearing  away  of  the 
commutator  and  the  brushes.  Turning 
down  the  comnlutator  and  filing  it  smooth 
remedies  this  temporarily  but  does  not 
reach  the  cause  of  the  trouble. 

In  service,  railway  motors  do  not  run 
continuously  with  power  on,  because  there 
is  a  period  of  coasting,  or  drifting  and 
braking,  in  which  the  power  is  turned 
off.  During  this  period  the  roughness 
that  has  been  caused  by  sparking  is  partly 
corrected  by  the  scraping  or  scouring 
action  of  the  brushes.  In  some  cases  this 
action  of  the  brushes  serves  to  keep  the 
commutator  smooth,  clean,  and  bright. 
This  scouring  of  the  brushes,  however, 
cannot  be  depended  upon,  and  although 
it  may  keep  the  commutator  compara- 
tively smooth  it  does  not  stop  the  spark- 
ing. In  shop  motors  there  is  no  such 
action. 

The  action  of  the  interpole  in  pre- 
venting sparking  and  prolonging  the  life 
of  the  commutator  and  brushes  can  best 
be  understood  if  we  consider  the  rela- 
tions that  exist  between  the  field  poles 
or  field  magnets  of  the  motor  and  the 
magnetism  produced  by  the  armature.  It 
will  be  noticed  in  a  shop  motor  that  the 
brushes  do  not  touch  the  commutator  at 
points  that  are  midway  between  the  tips 
of  the  field  poles,  but  rather  to  the  rear 
of  this.  A  plane  or  straight  line  passing 
through  the  centre  of  the  brushes  and  of 
the  shaft  is  called  the  commutating  plane, 
and  a  plane  passing  through  the  points 
that  lie  midway  between  the  pole  tips  is 
c;lled  the  neutral  plane.  The  angle  that 
separates  the  neutral  and  commutating 
planes  is  called  the  angle  of  lag  or  lead, 
whichever  the  case  may  be.  This  ar- 
rangement of  these  planes  is  shown  in 
Fig.  I,  which  illustrates  a  simple  two-pole 
motor.  Here  the  commutating  plane  is 
seen  cutting  the  neutral  plane  at  an 
angle  A.  The  small  circles  arranged 
around  the  circumference  of  the  armature 
represent  the  armature  wires  or  con- 
ductors. Those  in  which  a  cross  is 
placed  are  carrying  an  electric  current, 
flowing  into  the  paper  away  from  the 
reader,  and  those  in  which  a  dot  is 
placed  are  carrying  a  current  flowing  out 
of  the  paper  toward  the  reader.  In  the 
motor  represented  the  commutator  is  not 
shown  for  the  sake  of  clearness ;  how- 
ever, the  brushes  are  shown  rubbing  on 
the  armature  wires  themselves.  The 
commutator  bars  are  supposed  to  be  con- 
nected to  wires  lying  on  the  same  radius. 


Often  the  armature  wires  are  connect- 
ed to  bars  lying  at  an  angle  of  90  deg. 
from  them.  This  would  bring  the  neutral 
plane  at  right  angles  to  its  present  posi- 
tion, and  would  make  it  pass  through  the 
centre  of  the  poles,  instead  of  between 
them.  The  effect  produced  is  exactly  the 
same,  because  the  brushes  are  always 
placed  in  such  a  position  that  an  arma- 
ture conductor  passes  from  one  side  of 
the  armature  to  the  other  while  it  is  in 
the  commutating  plane  or  zone. 

With  the  brushes  in  the  commutating 
plane  the  armature  may  be  looked  upon 
as  consisting  of  two  parts.  The  one  part, 
as  shown  in  Fig.  2,  containing  the  wires 
lying  in  the  double  angle  2A,  and  the 
other,  as  shown  in  Fig.  3,  consisting  of 
the  wires  that  lie  mainly  under  the  poles 
outside  of  this  double  angle.  If  we  con- 
sider first  the  wires  that  lie  in  the  double 
angle  A,  Fig.  2,  it  will  be  seen  that  the 


^Ar-rn   AAagTietl«-Tn. 


FIG.  3.     ARMATURE    CROSS    TURNS. 

conductors  on  top  of  the  armature  are 
paired  with  those  on  the  bottom,  and  that 
each  set  is  carrying  current  in  opposite 
directions.  It  immediately  becomes  evi- 
dent that  this  part  of  the  armature  is  act- 
ing as  a  magnet  whose  magnetism  is  op- 
posing and  bucking  the  magnetism  of  the 
field  poles.  The  solid  arrow  in  Fig.  2  in- 
dicates the  direction  of  the  field  magnet- 


Neu«-ra  I      'Plane. 

FIG.     4.  UNDISTORTKU     FIELD     MAG- 

NETIS.M. 

ism,  and  the  dotted  arrow,  opposing  it, 
that  of  the  armature.  This  behavior  of 
the  armature  is  called  the  demagnetizing 
action  of  the  armature  and  the  turns  that 
lie  in  the  double  angle  A,  the  back  arma- 
ture turns  or  simply  back  turns. 
The  other  part  of  the  armature  contain- 
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ing  the  conductors  that  lie  outside  the 
angle  of  2A  is  shown  ih  Fig.  3.  Here  the 
conductors  under  the  north  and  south 
poles  of  the  motor  are  evenly  matched, 
and  each  set  is  carrying  a  current  in  op- 
posite directions.  The  result,  as  before, 
is  a  magnet  whose  magnetism,  however, 
does  not  oppose  that  of  the  fields,  but  is 
at  right  angles  to  it,  as  indicated  by  the 
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FIG.    5.      FIELD   MAGNETISM    DISTORTED 
BY    ARMATURE    REACTION. 

dotted  arrow.  This  action  of  the  arma- 
ture is  known  as  the  cross  magnetizing 
action,  and  the  turns  that  produce  it  are 
called  the  cross  armature  turns.  Thus  it 
is  evident  that  the  armature  of  the  shop 
motor  really  acts  as  two  magnets  which 
are  entirely  independent  of  the  field  mag- 
nets, and  this  behavior  is  known  as  the 
armature  reaction. 

Next  we  must  consider  what  the  com- 
bined action  of  the  field  magnets  and  the 
back  and  cross  magnetism  of  the  arma- 
ture have  upon  each  other.  If  tlie  arma- 
ture had  no  magnetism,  then  the  path  of 
the  field  magnetism  through  the  armature 
would  be  a  series  of  straight  lines,  as 
shown  in  Fig.  4.  But  the  armature  does 
possess  magnetism  of  its  own,  and  when 
we  combine  the  three  magnetic  fields 
there  results  a  shifting  or  skewing  of  the 
magnetism,  and  the  lines  are  crowded  to 
one  side  of  each  pole,  as  shown  in  Fig.  5. 
The  back  turns  are  easily  overcome,  be- 
cause the  field  magnets  are  much  more 
powerful,  but  the  cross  turns,  however, 
acting  at  right  angles,  pull  and  shove,  and 
distort  the  field  magnetism,  as  shown. 
This  might  be  compared  to  three  men 
shoving  each  other ;  one  a  large  man  of 
great  strength  corresponding  to  the  fields 
of  the  motor,  another  a  small  weak  man, 
corresponding  to  the  back  turns  of  the 
armature,  and  the  third  man  of  fair 
strength  taking  the  part  of  the  cross 
turns.  The  powerful  man  can  easily 
shove  the  little  fellow  who  is  opposing 
him  along,  but  in  spite  of  all  his  strength 
he  is  shoved  sideways  by  the  third  man. 
Ill  just  such  manner  is  the  field  of  the 
motor  distorted  by  the  armature  reaction. 
Moreover,  in  a  motor  the  back  and  cross 
magnetizing  effects  depend  upon  the  cur- 
rent that  the  armature  is  carrying,  and 
therefore  when  the  load  is  very  heavy 
and  the  armature  current  is  large  the 
back  and  cross  turns  become  much 
stronger  and  distort  the  motor's  field 
more. 

It  was  stated  above  that  the  brushes 
are  always  placed  in  such  a  position  that 


an  armature  conductor  passes  from  one 
side  of  the  armature  to  the  other  while 
in  the  commutation  plane  or  zone.  This 
is  the  point  where  the  field  magnetism  is 
very  weak,  practically  zero,  and  it  is  the 
position  in  which  the  direction  of  the 
current  in  the  conductor  can  be  reversed 
without  sparking.  In  Fig.  4,  where  the 
armature  is  supposed  to  have  no  mag- 
netism, this  position  coincides  with  the 
neutral  plane,  but  in  Fig.  5,  where  the 
cross  and  back  turns  of  the  armature  are 
acting,  the  commutating  plane  lies  to  the 
rear,  as  shown,  because  at  that  point  the 
field  magnetism  is  practically  zero.  If 
the  brushes  were  placed  at  a  point  mid- 
way between  the  poles,  that  is,  in  the 
neutral  zone,  sparking  would  take  place 
at  the  brushes,  because  now  there  is  a 
magnetic  field  of  considerable  strength  at 
this  point.  If  it  was  desired  to  run  the 
motor  in  the  opposite  direction,  the 
brushes  would  have  to  be  shifted 
through  the  double  angle  A  in  order  to 
coincide  with  the  new  commutating 
plane. 

A  shop  motor  is  usually  required  to  run 
in  one  direction  only,  and  after  once  set- 


FIG.  6.     MOTOR    WITH    INTERPOLES. 


ting  the  brushes  for  that  direction  of  ro- 
tJ'.tion  little  trouble  is  usually  experienced. 
But  in  the  case  of  the  railway  motor  con- 
ditions are  different.  A  railway  motor  is 
required  to  run  in  both  directions,  and 
for  this  reason  the  brushes  must  be  set 
at  the  neutral  plane,  midway  between  the 
poles,  because  this  is  the  point  that  is 
best  suited  for  both  directions  of  rotation. 
If  the  brushes  are  set  for  sparkless  com- 
mutation for  running  ahead,  then  the  mo- 
tor would  spark  severely  when  backing, 
and  it  is  impractical  to  shift  the  brushes 
while  on  the  road.  With  the  brushes  in 
the  neutral  position  practically  all  of  the 
back  armature  turns  vanish,  leaving  only 
the  cross  turns,  which  serve  to  make  mat- 
ters still  worse,  .^s  there  is  a  consid- 
erable magnetic  licld  at  this  neutral 
point  sparking  is  sure  to  take  place ;  how- 
ever, it  is  the  best  that  can  be  done  in  the 
case   of   the   ordinary    railway    motor. 

The  interpolc  was  applied  to  railway 
motors  to  remedy  this  state  of  affairs 
and  to  provide  sparkless  commutation.  Let 
us  see  what  the  auxiliary,  commutating, 
or  interpole  really  is  before  we  investi- 
gate its  action.     The  interpole  is  a  small 


pole  that  is  placed  midway  between  the 
m.ain  poles  of  the  motor,  as  shown  in 
Fig.  6.  These  poles  are  placed  close  to 
the  surface  of  the  armature  and  wound 
with  a  few  turns  of  wire,  that  is  con- 
nected in  series  with  the  armature 
winding. 

The  magnetism  that  is  produced  in 
these  small  poles  is  in  the  opposite  di- 
rection to  that  produced  by  the  cross 
turns  of  the  armature.  The  poles  are  so 
designed  that  their  magnetism  is  exactly 
equal  to  that  of  the  cross  turns  of  the 
armature,  and  as  the  same  current  passes 
through  both  the  armature  conductors 
and  through  the  windings  on  the  inter- 
pole their  magnetism  will  always  be 
equal  and  opposite.  This  neutralizing 
action  of  the  interpole  brings  the  motor 
back  to  the  conditions  pictured  in  Fig.  4 
and  makes  it  possible  to  place  the  brushes 
at  the  neutral  point.  Referring  to  our 
former  comparison  to  those  men,  the  in- 
terpoles  may  be  compared  to  a  fourth 
man  who  is  of  the  same  strength  as  the 
third,  and  who  is  pushing  against  the 
third  man.  The  result  is  that  the  pow- 
erful man  has  things  all  his  own  way  and 
i.i  able  to  pass  across  the  armature  in  a 
practically   straight   path,   as    indicated   in 

Fig-  4- 

The  interpole  has  been  placed  on  but 
very  few  railway  motors  at  the  present 
time.  They  have  found  their  greatest 
use  in  machine  shop  work  where  a  wide- 
ly varying  speed  is  desired.  Interpoles  en- 
able a  motor  to  run  without  any  sparking 
and  reduce  the  risk  of  fire  and  of  flashing 
over,  to  a  minimum.  Of  late  they  have 
begun  to  enter  the  railway  field,  where  it 
is  thought  that  they  will  prove  ver>-  ef- 
ficient. 

Another  method  of  neutralizing  arma- 
ture reaction  is  illusthated  in  Fig.  7.  In 
this  method  wires  are  embedded  in  slots 
in  the  faces  of  the  field  poles.  These 
wires  are  connected  in  series  with  the 
armature  conductors  and,  as  shown  by 
the  crosses  and  dots,  they  carry  current 
flowing  in  opposite  directions  to  that  in 
the  armature  conductors.  The  result  is 
that   they   neutralize   the   cross    armature 


Fir,.  7.     MOTOR     WITH      COMPEiTSATING 
FIELD   WINDING. 

turns  perfectly  and  bring  the  commuta- 
ting plane  and  the  neutral  plane  together. 
This  is  called  a  compensated  winding,  and 
direct  current  motors  that  are  equipped 
with  it  will  run  equally  well  on  either 
alternating  or   direct   current. 
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Locomotives   for   South  America. 

The  first  locomotives  shipped  to 
South  America  by  the  Baldwin  Loco- 
motive Works  were  built  in  1862  for 
the  Dom  Pedro  Segundo,  now  the 
Central  Railway  of  Brazil.  These  loco- 
motives at  once  proved  entirely  suitable 
for  the  conditions  existing  in  South 
America,  and  since  that  time  there  has 
been  a  steady  demand  on  the  part  of 
South  American  lines  for  American 
built  power. 

The  accompanying  illustrations  rep- 
resent three  locomotives  recently  built 
by  the  Baldwin  Locomotive  Works  for 
South  American  roads.  The  gauge  of 
track  in  each  case  is  one  meter,  that  is 
3  ft.  3}i  ins.  about.  The  first  shown  in  our 
illustration  is  a  ten-wheel  locomotive. 
Ferrocarill  Central  Notre,  Argentine, 
This  is  one  of  si.\  locomotives,  supplied 
to  this  line  for  construction  service. 
The  tractive  force  exerted  is  16,630  lbs. 
The  boiler  of  this  locomotive  is  of  the 
Belpaire  type,  with  copper  firebo.x  and 
brass  tubes.  The  firebox  is  provided 
with  a  brick  arch  supported  on  angle 
irons,     and     is     equipped     for     burning 


Consolidation   Type   Locomotive   No.  equipment       includes       automatic       air 

41    is    one    of   three    in    service    on    the  brakes,     with     train     connections    front 

Northwestern  Railway  of  Brazil.  These  and    back.      The    tender    is    carried    on 

engines  exert  a  tractive  force  of  20,580  arch-bar  trucks,  and  has  a  steel  channel 

lbs.  and  were  designed  to  haul  a  train  frame  and  U-shaped  tank, 

weighing  240  tons  up  a  straight  grade  Ten-Wheeled    Locomotive,    E.    de    F. 


I-OR    THK    NORTHWESTERN    RAILW.W    OF    BR.XZII.. 


of  2  per  cent.  The  leading  truck  of 
this  engine  is  equalized  with  the  first 
pair  of  driving  wheels,  while  the  three 
remaining  pairs  are  equalized  together. 
The  main  rods  are  connected  to  the 
third  pair  of  driving  wheels;  the  eccen- 
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either  coal  or  wood.  The  crown  and 
sides  of  the  inside  shell  are  in  one 
piece.  The  bai^rel  is  straight  topped, 
and  is  composed  of  two  rings.  An 
aiixiliary  dome  is  placed  over  the  fire- 
box, and  carries  the  safety  valves  and 
whistle.  The  steam  distribution  is  con- 
trolled by  inside  admission  piston 
valves,  whicli  are  driven  by  direct 
valve  gear  of  the  Stephenson  type.  The 
links  have  double  suspension  hangers, 
and  the  motion  is  transmitted  to  the 
valve  rods  by  transmission  bars  which 
pass  above  the  first  axle.  The  revers- 
ing gear  is  of  the  screw  type.  The 
equipment  includes  automatic  air 
brakes  on  driving  and  tender  wheels. 
with  train  connections  front  and  back; 
also  the  LeChatelier  brake  on  the  cyl- 
inders. The  boiler  is  fed  by  two  in- 
jectors and  one  pump,  which  is  driven 
from  the  right-hand  crosshead.  Cast 
steel  is  used  for  many  details.  The  en- 
gine truck  and  tender  wheels  are  steel 
tired  with  cast  steel  plate  centers,  and 
were  made  by  the  Standard  Steel 
Works  Company. 


tries,  however,  are  placed  on  the  second 
driving  axle,  and  the  link  blocks  are 
directl3'  connected  to  the  rockers.  This 
is  a  simple  and  exceedingly  compact  ar- 
rangement of  valve  gear.  The  boiler  is 
straight    topped,    with    a    long    firebox 


de  Bnturite,  Brazil.  This  locomotive  is 
suitable  for  general  road  service,  and  is 
capable  of  exerting  a  tractive  force  of 
13,110  lbs.  The  boiler  is  straight  topped, 
w-ith  a  steel  firebox  which  is  placed 
above  the  frames.  Wood  fuel  is  used, 
and  the  smokebox  has  an  extension 
front  and  straight  stack.  Steam  brake 
equipment  is  applied  to  the  driving  and 
tender  wheels,  and  the  LeChatelier 
water  brake  is  also  fitted. 

The  principal  dimensions  of  these  lo- 
comotives are  as  follows: 

Central 
Norte 

Cylinders   15"  x  22" 

Drivers,    diameter.  .      43" 
Steam  pressure,  lbs.  170 
Boiler,     diameter...      50" 
Grate    area,    sq.    ft.     16.2 
Healing    surface, 

square    feet     937 

Wheel  base,  engine.  19'  10 
Wheel  base,  engine  19'  10'" 
Wheel  base,  total  en- 

jrinc  and  tender       43'     6' 
Weight  on  drivers.    70,900 
Weight,  total  engine  85,050 
Tank  capacity,   gals.  2.640 


North- 
western 

E.  de  F.  de 
Baturite 

17"  X  22" 

15"  X  18" 

42" 
160 
60" 
18.2 

42" 
160 
52" 
IS." 

1,390 
d"       20'  3" 

1,023 
19'    10" 

"        2o'  3" 

19'    10" 

45'  2" 

85.300 

97.600 

2,200 

45'      0" 

54,200 

71,700 

1,800 

In  1884  a  patent  was  granted  to  a  New 
England  inventor  for  a  self-feeding 
furnace  suitable  for  locomotives.  The 
invention  consisted  of  apparatus  for  feed- 
ing  the    fuel    by    gravity    from    a    closed 


TEN-WHEEL  ENCrNE,  ESTR.\DA  DE  FERRO   DE  B.\TURITE. 


placed  above  the  frames.  Tlie  inside 
firebox  is  of  steel,  and  is  radially 
stayed,  with  one  T-bar  supporting 
the  front  end  of  the  crown.  Either 
wood  or  coal  may  be  used  as  fuel.    The 


magazine  into  a  horizontal,  unobstructed 
and  grateless  combustion-chamber,  where- 
in the  body  of  the  fuel  was  fed  forward 
as  required.  The  invention  worked  ad- 
mirably— on  paper. 
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A   Club  Train  in   India. 

Last  year  the  Great  Indian  Peninsula 
Railway  put  on  a  train  of  cars  to  run  be- 
tween Bombay  and  Poona  during  the 
fashionable  season,  and  to  further  cater 
for  patronage  this  year  they  have  had  built 
a  complete  "club"  train  for  this  service. 
Only  first-class  passengers  are  carried,  and 
the  train  includes  a  combination  car,  in 
which  a  well-fitted  bathroom  and  four 
separate  dressing  rooms  are  provided,  two 


uies  58S  X  346  ft.  This  building  has  six 
bays  in  all,  two  of  which  are  devoted  to 
tl'ie  erecting  shop.  The  pits  are  arranged 
in  a  transverse  direction,  and  two  over- 
head cranes  serve  the  shop.  The  upper 
crane  has  two  60-ton  hoists  and  one  15- 
ton  auxiliary  hoist.  In  the  heavy  work 
bays  of  the  machine  shop,  tools  requiring 
over  3  h.  p.  are  arranged  for  individual 
motor  drive. 
The   basement   extends   under   ;he   light 


in  a  minor  post  on  the  Plug,  as  the  B.  C. 
R.  &  N.  was  then  known.  He  is  now 
editor  (and  president)  of  the  R.\ilway 
.•\ND  Locomotive  Engineering  of  New 
"^  ork  City,  the  greatest  magazine  of  its 
kind  in  the  world.  He  is  also  author  of 
a  quintet  of  works  on  railroad  engineer- 
ing— educational  and  historical — that  rank 
ill  the  very  van  of  the  army  of  such  pub- 
lications. 

In  token  of  his  ability,  Purdue  Univer- 


CLUB    TR.AI\    OF    T\V 

handsome  saloons  with  private  state- 
rooms and  a  cloakroom  for  hand  luggage, 
a  parlor  car  with  smoking  room  and  cafe 
and  a  large  dining  car  on  twelve  wheels. 
A  small  store  van  with  a  guard's  compart- 
ment brings  up  the  rear. 

The  train  is  vestibuled  throughout  and 
is  electrically  lighted  and  has  punkah  fans 
in  all  compartments.  It  has  been  specially 
designed  by  Mr.  A.  M.  Bell,  the  car 
superintendent,  for  the  comfort  of 
daily  visitors  between  the  two  cities 
during  the  season,  but  when  not  re- 
quired on  this  service,  two  well-ap- 
pointed sleeping  cars  will  replace 
the  two  day  cars,  and  the  train  then 
forms  what  is  practically  a  touring  hotel 
or  club.  The  drawback  to  pleasure  seek- 
ers in  India  has  been  the  lack  of  good 
hotel  accommodation,  and  the  enterpris- 
ing management  of  the  G.  I.  P.  are 
providing  this  train  to  remove  the  diffi- 
culty. By  the  use  of  this  train  a  party 
of  tourists  will  be  able  to  see  all  the 
wonders  of  the  empire  of  India  without 
leaving  the  comforts  of  western  civiliza- 
tion for  a  single  day. 


D.   L.   &   W.   New   Shops  at   Scranton. 

The  work  on  the  new  repair  r^hops  of 
the  Delaware,  Lackawanna  &  Western 
Railroad  at  Scranton,  Pa.,  is  progressing 
rapidly  and  when  this  extensive  plant  is 
cc^mplcted  it  will  be  one  of  the  best 
equipped  in  the  country.  The  new  shops 
will  contain  fifteen  departments  and  the 
site  for  this  establishment  is  in  heart  of 
the  city  and  consists  of  about  23  acres. 
A  number  of  commodious  buildings  on  it 
are  well  advanced. 

The   machine   and   erective   shop   meas- 


ELVE    CARRIAGES    ON    THE    GREAT    INDIAN 

work  bays,  and  in  this  portion  of  the 
building  are  situated  the  locker.s,  wash- 
rooms, etc.,  for  the  men,  aiid  there  is  a 
central  lunch  room  with  a  moderate  priced 
hmch  counter.  Hydraulic  elevators  con- 
ntct  the  basement  with  the  main  .loor,  and 
a  subway  system  has  been  constructed  for 
the  transfer  of  material  and  for  the  use 
of  men  coming  and  going  to  and  from 
their  work.  The  subway  is  equipped  with 
electric  locomotives  of  suitable  dimensions 
so  that  the  transfer  of  material  can  be 
rapidly  made,  and  as  the  good  drainage 
obtained  on  the  property,  which  is  largely 
filled  ground,  has  made  it  possible  to  pro- 
vide basements  for  a  number  of  the  build- 
ings, the  subway  loading  and  unloading 
facilities  are  excellent.  A  sixty-stall 
roundhouse  is  being  built  close  by  the 
present  one  and  is  convenient  to  the  coal 
pockets.  

Dr.  Sinclair  Is  Loyal  to  Athens. 

Iowa  City's  friend  once — Iowa  City's 
friend  always!  This  is  a  motto  that  none 
can  dispute. 

Dr.  Angus  Sinclair,  of  New  York  City, 
an  old-time  railroad  man  of  Iowa  City,  i^ 
the  last  one  to  desire  to  combat  the  the- 
ory. He  has  written  to  George  S.  Car- 
son, acknowledging  the  receipt  of  a  good 
ly  number  of  views  of  the  "New  .Athens." 
and  his  note  is  of  interest.     He  says: 

"I  was  very  much  pleased  to  receive 
your  letter  and  also  the  photographs. 
Iowa  City  seems  to  be  entirely  a  new 
place  from  what  it  w-as  in  the  days  when 
I  was  engineer  on  the  Plug.  I  was  grat- 
ified to  see  such  manifestations  of  its 
progress." 

Mr.  Sinclair,  himself,  has  developed  re- 
markably   since    his    days   of   humble   toil 


PENINSULA  RAILWAY. 

sity  recently  conferred  the  degree  of  Doc- 
tor of  Engineering  upon  the  former  Iowa 
Cityan  (which  fact  will  explain  the  new 
title  to  A.  T.  Calkins  and  other  pioneer 
railroad  associates  of  Dr.  Sinclair).  The 
Erie   Railroad   has   also  honored  the   for- 


FUNICULAR 


SVVITZER- 


nicr  Hawkeye  railroader  by  naming  its 
new  Mallet  articulated  compound  locomo- 
tive the  "Angus  Sinclair."  This  monster 
engine  is  of  a  type  rapidly  coming  into 
popular  favor.  The  .American  Locomo- 
tive Company  built  it  for  the  Erie. — Iowa 
Cily  Republican. 
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Corrugated  Firebox   Sheets. 

Everyone  knows  how  a  steam  pipe  laid 
round  the  wall  of  a  roundhouse  is  some- 
times arched  with  quite  an  artistic  curve 
over  a  doorway.  This  curve  is  really  an 
intentional  kink  in  the  pipe  and  is  in- 
tended to  take  up  the  effect  of  expansion 
and  contraction,  when  the  pipe  is  hot  or 
cold.  The  pipe  bends  in  the  easy  curves 
over  the  door  and  no  harm  comes  to  it 
with  changes  of  temperature. 

With  much  the  same  idea  in  view  Mr. 


box,  and  where  the  staybolts  are  spaced 
4  ins.  apart,  the  depth  of  the  bend  or  cor- 
rugation is  made   13-16  ins.  deep. 


CROWN  SHEET  .'\ND  FLUE  SHEET. 

W.  H.  Wood,  of  Media,  Del.,  has  de- 
signed and  is  building  boilers  with  fire- 
boxes, the  sheets  of  which  are  intention- 
ally kinked  so  as  to  take  up  the  effect 
of  expansion  and  contraction.  Our  illus- 
trations show  details  of  one  of  these 
boilers,  rebuilt  for  the  Great  Northern 
Railroad.  The  staybolts  here  are  5  in. 
centers,  J'^-in.  diameter  with  enlarged 
ends  and  between  each  staybolt  the  sheet 
is  bent  in,  for  a  depth  of  V/i  ins.  The 
roof  and  side  sheets  are  all  made  out  of 
one  piece. 

The  corrugations  are  not  only  intended 
to  deal  with  the  stresses  set  up  in  the 
plates  by  reason  of  expansion  and  con- 
traction, but  they  also  provide  a  greater 
heating  surface  than  could  be  had  if  the 
plates  were  all  perfectly  straight.  They 
provide  this  increased  heating  surface  in 
the  best  possible  place  for  heating  sur- 
face to  be,  viz. :  the  firebox.  In  the  alter- 
ation which  is  being  made  in  the  Great 
Northern  boiler  to  suit  the  corrugated 
firebox  several  of  the  tubes  formerly  in 
the  boiler  have  had  to  be  left  out,  but  it 


CORRUC;a1  Ii)\    OI-    IKONT  FLUE   SHEET. 

is  claimed  that  the  increased  heating  sur- 
face more  than  makes  up  for  their  loss. 
Another  claim  which  is  made  for  these 
fireboxes  is  that  owing  to  the  movement 
of  the  plate  any  scale  that  would  other- 
wise adhere  to  the  sheets  is  cracked  off 
and  the  sheets  are  always  automatically 
kept  clean.  In  the  case  of  old  boilers  in 
which  it  is  desired  to  use  the  corrugated 


Erie's   Operating  Record. 

A  financial  writer  for  an  Eastern  news- 
paper, in  discussing  the  usefulness  and  ac- 
complishments of  public  service  and  rail- 
road commissions,  calls  attention  to  the 
many  duties  of  such  bodies  and  inciden- 
tally comments  upon  the  demands  of  the 
New  York  Commission  for  punctuality 
records  of  passenger  trains. 

"This  innovation,"  continues  the  writer, 
"has  brought  about  some  surprises.  It  is 
ptrhaps  invidious  and  unpleasant  at  times 
I0  make  comparisons,  but  in  this  case,  a 
proper  and  honest  credit  should  be  given 
because  it  has  been  honestly  earned.  The 
writer  confesses  that  he  has  not  always 
been  favorably  disposed  toward  the  Erie, 
being  unable  at  times  to  divorce  capitali- 
zation from  operation,  but  a  spirit  of  fair- 


FIREBO.X    WITH    CORRUGATED    SHEETS. 

ness  compels  the  statement  that  the  offi- 
cial records  give  to  the  Erie  undisputed 
first  place  for  punctuality  and  safety. 

"This  statement  to  some  may  seem  ex- 
aggerated, but  it  is  true,  nevertheless, 
despite  the  jokes  and  gibes  of  the  past. 
Perhaps  the  humorist  did  not  know  the 
facts.  The  si.x  months'  record  of  the 
Erie,  as  shown  by  the  reports,  shows  a 
total  of  43,174  passenger  trains,  of  which 
95  per  cent,  reached  terminals  on  time. 
The  ne.xt  best  record  is  that  of  a  com- 
petitor which  operated  5,100  trains,  with 
a  punctuality  record  of  96  per  cent.  The 
Erie  is  i  per  cent,  behind  the  other  road, 
but  operated  eight  times  as  many  trains. 

"But  the  most  favorable  and  agreeable 
statement  that  can  be  made  about  the 
Erie  is  the  fact  that  it  has  operated  more 
than  600,000  passenger  trains  without  a 
single  fatality  to  a  passenger. 

"Both  records  impress  the  student  of 
railroad  operations  and  finances  with  the 
fact  that  the  working  force  is  not  only 
extremely  competent  and  capable,  but  ex- 
ceedingly careful,  as  well,  of  the  lives  of 
the  traveling  public.  The  Erie  has  a  most 
valuable  asset  in  its  successful  operation." 
— Eric  Employees'  Magazine. 


Boiler  Washer  and  Water  Heater. 

Mr.  D.  W.  Cunningham,  assistant  super- 
intendent of  machinery  of  the  Missouri 
Pacific  Railroad  at  Argenta,  Ark.,  has  se- 
cured a  patent.  No.  927,494,  on  a  water- 
heating  apparatus  designed  for  use  in  con- 
nection with  the  cleaning  of  locomotive 
boilers,  and  from  the  experimental  use  of 
which  very  gratifying  results  have  been 
already  obtained.  The  device  consists  of 
two  cylindrical   receptacles  somewhat  re- 


CORRUG.\TIONS     BETWEEN 
STAY-BOLTS. 


WOOD'S 


sembling  locomotive  boilers  so  attached 
and  so  fitted  with  connections  that  they 
can  receive  the  steam  and  hot  water  from 
a  locomotive  boiler  which  will  heat  the 
water  already  in  the  apparatus  without 
mixing  with  it,  and  the  water  thua  heated 
is  used  for  washing  out  the  boiler  of  the 
locomotive  that  supplied  the  steam  and 
also  for  refilling  the  same  locomotive  with 
clean  water  at  such  a  temperature  that 
Its  introduction  into  the  locomotive  boiler 
will  not  tend  to  cause  undue  contraction 
or  expansion,  and  at  the  same  time  be 
easily  brought  to  the  boiling  point. 

A  feature  of  this  clever  device  is  the 
providing  of  means  whereby  the  steam  and 
hot  water  from  a  number  of  boilers  may 
be  introduced  simultaneously  without 
causing  a  backward  pressure  on  any  boiler 
where  the  pressure  may  be  lower,  the 
ct>mbined  apparatus  making  it  possible  to 
impart  a  maximum  of  the  heat  to  the 
water  in  the  heater. 

It  may  be  added  that  in  the  experiments 
carried  on  for  nearly  two  years  at  Valley 


CUNNMNC.HAM'S    WASHER   AND   HEATER. 

Junction,  Iowa,  the  total  saving  in  the 
washing  out  and  refilling  of  an  average 
ot  450  locomotives  per  month  was  $515.85. 


The  man  whose  keenest  joy  comes  with 
the  sound  of  the  quitting  time  whistle 
will  never  rise  aljove  the  drudgery  he 
dispises. 


October,  1909. 


BIAILWAY    AND    LOCOMOTIVE   ENGINEERING 


453 


Items  of  Personal  Interest 


Judge  Robert  S.  Lovett  has  been  elected 
chairman  of  the  Board  of  Directors  of 
the  Union  Pacific  Railroad,  succeeding 
E.  H.  Harriman.  Although  Judge  Lovett 
reaches  this  exalted  position  in  the  rail- 
v/ay  world  through  his  training  as  a  law- 
yer, his  success  in  life  ought  to  teach  all 
ambitious  young  men  endowed  with  en- 
ergy and  perseverance,  that  their  prospects 
of  reaching  the  top  of  the  railroad  world 
are  far  from  being  hopeless.  Enemies  of 
the  country  keep  preaching  that  the  poor 
boy  no  longer  has  a  chance  to  raise  him- 
self above  the  madding  crowd ;  but  by 
every  case  of  a  new  man  being  drafted  to 
the  highest  rank  through  sheer  merit,  it 
is  revealed  that  the  period  when  early 
poverty  was  no  bar  to  success  and  when 
the  heart  of  youth  could  leap  up  with 
hope  and  get  there  has  not  passed  by 
any  means.  Self  help  was  the  abiding 
faith  and  sheet  anchor  of  Robert  S.  Lovett 
and  he  moved  on  to  be  chairman  of  the 
Union  Pacific  Board  of  Directors  by  the 
quiet  force  that  no  resistance  can  stop. 
Born  on  a  small  farm  in  Texas  in  i860, 
his  prospects  in  life  seemed  far  from 
bright,  but  his  natural  energy  made  up 
for  the  humbleness  of  his  birth.  Natural 
ambition  moved  him  to  seek  a  higher  call- 
ing than  the  farm  afforded  and  he  secured 
a  job  in  a  store  at  ten  dollars  a  month. 
There  he  worked  hard  and  gathered  up 
scraps  of  education  that  enabled  him  to 
t;ike  a  job  as  clerk  in  a  freight  house  on 
the  Houston  East  and  West  Texas  Rail- 
road. There  he  worked  cheerfully  all  day 
and  studied  law  at  night.  This  led  to  his 
appointment  as  local  counsel  for  the  road 
on  which  he  was  first  employed,  and  the 
ability  he  displayed  led  to  his  promotion  to 
the  important  position  of  general  counsel. 
The  natural  course  of  events  was  the  ap- 
pointment of  Judge  Lovett  to  be  general 
counsel  of  the  Harriman  lines,  which 
brought  his  attractive  personality  into 
intimate  relationship  with  Mr.  Harriman. 


A  controlling  interest  in  the  Pan  Amer- 
ican Railway  has  been  secured  by  Mr. 
David  E.  Thompson,  United  States  Am- 
bassador to  Mexico.  The  line  extends 
from  San  Geronimo  on  the  Tehauntepec 
National  Railway  to  Mariscal  on  the 
Mexican-Guatemalan  frontier.  It  is  re- 
ported that  the  road  purchased  will  some 
day  be  part  of  a  greater  Pan  American 
railwav. 


Edward  H.  Harriman. 
In  our  last  issue  we  commented  briefly 
on  the  illness  of  E.  H.  Harriman  and  ex- 
pressed the  opinion  that  his  death  would 
be  a  public  misfortunate  scarcely  second 
to  the  death  of  a  president  of  the  United 
States.  That  misfortune  came  on  Sep- 
tember 9  when  Edward  H.  Harriman  was 
called  from  his  labors  forever.  Millions 
of  people  are  mourning  the  death  of  the 
man  who  was  the  greatest  railroad  mag- 
nate the  world  has  known.  There  have 
been  other  owners  of  vast  railroad  prop- 
erties who  passed  with  little  regret,  but 
Mr.  Harriman  was  of  a  different  type. 
His  dealings  with  railroad  properties  were 
always  beneficent,  for  he  w"as  always  an 
i.Tiprover   and   regenerator.      His  peculiar 


The  American  Railway  Master  Mechan- 
ics' Association  have  engaged  Mr.  Geo.  L. 
Fowler  to  prepare  an  index  of  the  annual 
proceedings  up  to  date. 


THE   LATL    L.    II.   HARRIMAN. 

V.  ay  was  to  obtain  control  of  properties 
t.'iat  had  depreciated  in  value  and  build 
them  up  into  first-class  lines. 

Like  many  other  men  who  have  distin- 
guished themselves  in  the  financial  world, 
Edward  H.  Harriman  was  the  architect  of 
his  own  fortune.  The  son  of  an  Episco- 
pal clergyman,  he  was  reared  in  poverty, 
but  succeeded  in  obtaining  a  good  educa- 
tion. When  he  was  about  seventeen  years 
old,  he  began  work  as  a  broker's  clerk  in 
Wall  street.  New  York.  In  a  few  years 
he  accumulated  sufficient  money  to  pur- 
chase a  seat  in  the  Stock  Exchange,  which 
put  him  on  the  direct  road  to  fortune. 
Having  a  particularly  clear  judgment  of 
coming  events  and  their  results,  he  was 
able  to  avail  himself  of  opportun-'ties  for 
money  making  that  few  men  have  enjoyed. 
He  was  a  seer  of  wonderful  intellect  with 
marvelous  capacity  for  work.    These  attri- 


butes formed  the  financier  who  was 
greater  than  any  king,  emperor  or  any 
other  potentate,  for  he  created  his  own 
greatness  and  passed  away  cherishing 
schemes  for  the  benefit  of  his  fellow  men. 

Mr.  J.  Snowden  Bell  is  engaged  in  pre- 
paring a  history  of  the  early  motive  power 
belonging  to  the  Baltimore  &  Ohio  Rail- 
road. No  man  is  so  well  equipped  for  pre- 
paring such  a  history.  Mr.  Bell  was  a 
draughtsman  on  the  road  in  the  days  when 
the  locomotive  was  under  early  develop-  ' 
ment. 

Mr.  D.  L.  Jones,  heretofore  locomotive 
foreman  at  Smith's  Falls,  Ont,  has  been 
appointed  district  master  mechanic  of 
District  i,  Eastern  division,  Canadian 
Pacific  Railway,  with  office  at  Farn- 
ham.  Que.,  vice  Mr.  E.  W.  Campion, 
assigned  to  other  duties. 

Mr.  C.  A.  Stark,  heretofore  shop  fore- 
man of  the  Canadian  Pacific  Railway  at 
Carleton  Junction,  Ont.,  has  been  ap- 
pointed locomotive  foreman  at  Smith's 
Falls,  Ont.,  vice  Mr.  D.  L.  Jones,  pro- 
moted. 

Mr.  J.  E.  Weatherford,  formerly  fore- 
man of  the  car  department  of  the  Hous- 
ton &  Texas  Central  at  Ennis,  Tex.,  has 
been  appointed  general  foreman  of  the 
same   department   at   Houston. 

Mr.  James  George  has  been  appointed 
foreman  of  the  car  department  of  the 
Houston  &  Texas  Central  at  Ennis,  Tex., 
vice  Mr.  J.  E.  W^eatherford,  promoted. 
Mr.  F.  E.  Patton  has  been  appointed 
read  foreman  of  engines  on  the  Mobile 
&  Ohio  Railroad  at  Mobile,  Ala. 

Mr.  J.  H.  Wilson,  heretofore  locomo- 
tive foreman  at  Brandon,  Man.,  has  been 
appointed  locomotive  foreman  at  Moose 
Jaw,  Sask.,  on  the  Canadian  Pacific 
Railway. 

Mr.  F.  W.  Saddler,  heretofore  district 
master  mechanic.  Moose  Jaw,  Sask., 
on  the  Canadian  Pacific  Railway,  has 
been  appointed  shop  foreman  on  the  same 
road  at  Kamloops,  B.  C. 

Mr.  W.  Northgraves  has  been  appoint- 
ed roundhouse  foreman  at  Brattleboro, 
Vt,  on  the  Central  Vermont  Railway. 

Mr.  C.  A.  Saylor  has  been  appointed 
locomotive  foreman  at  Hamilton,  Ont,  on 
the  Grand  Trunk  Railway,  vice  Mr.  W. 
W.    Yeager,   resigned. 

Mr.  T.  Ryan,  heretofore  roundhouse 
foreman  at  Riviere  du  Loup,  Que.,  on 
the  Intercolonial  Railway,  has  been  ap- 
pointed acting  division  master  me- 
chanic, vice  Mr.  F.  J.  Lozo,  resigned. 
Mr.  Walter  Hill  has  been  appointed 
roundhouse    foreman    on    the    Delaware, 
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Lackawanna  &  Western  Railroad  at  Buf- 
falo, N.  Y. 

Mr.  G.  Fred  Collins,  formerly  connected 
with  J.  A.  Crowley  &  Co.,  has  accepted 
a  position  with  the  Crucible  Steel  Co. 
of  America.  Mr.  Collins  has  charge  of  the 
railway  trade  of  this  company  and  his 
office  is  at  No.  2  Rector  street.  New  York. 

Mr.  F.  J.  Barry  has  been  appointed  the 
acting  inspector  in  charge  of  air  brakes, 
steam  heat  and  lighting  of  the  New  York, 
Ontario  &  Western,  with  office  at  Middle- 
town,  N.  Y. 

Mr.  Charles  D.  Jenks  has  been  appoint- 
ed Western  sales  manager  of  the  Stand- 
ard Coupler  Company,  of  which  Mr. 
George  A.  Post  is  president.  The  West- 
ern Sales  office  of  the  company  is  at  Room 
I'^oy,  Fisher  Building,  Chicago.  Mr  Jenks 
has  been  connected  with  the  Pressed  Steel 
Car  Company  for  the  past  seven  years, 
two  years  in  the  operating  department  as 
assistant  to  the  vice-president  in  Pitts- 
burgh and  five  years  in  the- sales  depart- 
ment in  Chicago.  Prior  to  his  connection 
with  the  Pressed  Steel  Car  Co.  Mr.  Jenks 
v.as  for  eight  years  employed  in  the  Traf- 
fic Department  of  the  Pennsylvania  Rail- 
road, and  for  si.x  years  he  was  with  the 
Engineering  and  Construction  Department 
of  the  Atlantic  Refining  Co.  in  Philadel- 
phia. Mr.  Jenks  enjoys  a  wide  acquaint- 
ance with  railway  officials  and  supply  men, 
by  whom  he  is  highly  esteemed  and  who 
will  hear  with  interest  of  his  having  be- 
come a  member  of  Mr.  Post's  staflf. 

Mr.  Jesse  R.  Garrabrandt,  formerly  sig- 
nal maintainer  of  the  Erie  Railroad  at  Jer- 
sey City,  has  been  appointed  assistant  su- 
pervisor of  signals  on  the  New  York 
division  and  at  the  terminals. 

Mr.  A.  M.  White  has  been  appointed 
assistant  road  foreman  of  engines  of 
Knoxville  division  of  the  Southern  Rail- 
way, headquarters  at  Knoxville,  Tenn. 

Mr.  L.  E.  W.  Bailey  was  appoitited  dis- 
trict master  mechanic  of  the  first  district, 
Canadian  Pacific  Railway. 

Mr.  James  C.  Fritts,  foreman  at  the 
Hoboken,  N.  J.,  shops  of  the  Delaware, 
Lackawanna  &  Western,  has  been  ap- 
pointed master  car  builder,  with  office  at 
Scranton,  Pa.,  vice  Mr.  Robert  McKenna, 
resigned. 

Mr.  J.  Barrydale  has  been  appointed 
assistant  superintendent  of  the  car  de- 
partment of  the  Illinois  Central  with  of- 
fice at  Chica.go,  111. 

Mr.  A.  K.  McKillop  has  been  t'.ppointed 
the  assistant  superintendent  of  machinery 
in  charge  of  locomotives  on  the  Illinois 
Central,  with  office  at  Chicago,  111 : 

At  the  recent  meeting  of  the  Traveling 
Engineers'  Association  at  Denver,  Colo., 
the  following  officers  were  elected  for  the 
year  1909-10.  President  of  the  associa- 
tion, Mr.  C.  F.  Richardson,  assistant  to 
the  general  superintendent  of  motive  pow- 
er Chicago,  Rock  Island  &  Pacific,  Chi- 
cago, 111.  First  vice-president  Mr.  F.  C. 
Thayer,     general      foreman     of     engines 


Southern  Railway,  Atlanta,  Ga.  Second 
vice-president,  Mr.  W.  C.  Hayes,  superin- 
tendent of  locorootive  operation  Erie 
Railroad,  New  York.  Third  vice-presi- 
dent, Mr.  W.  C.  Corbett,  assistant  master 
mechanic  on  the  Michigan  Central  at 
Michigan  City,  Mich.  Mr.  W.  O.  Thomp- 
son, master  car  builder  on  the  New  York 
Central  at  East  Buffalo,  was  elected  treas- 
urer and  Mr.  C.  B.  Conger,  of  William 
Sellers,  Inc.,  Philadelphia,  was  elected 
treasurer. 

Mr.  John  A.  Lee,  shop  and  engine- 
house  foreman  of  the  Western  Allegheny 
at  Kaylor,  Pa.,  has  been  appointed  master 
mechanic  with  office  at  Kaylor,  succeeding 
Mr.  J.  H.  Marks. 

Mr.  C.  W.  Lee  has  been  appointed 
master  mechanic  of  the  Raleigh  &  South- 
port,  with  office  at  Raleigh,  N.  C,  succeed- 
ing Mr.  Geo.  L.  Womble. 

Mr.  W.  L.  Kellogg,  formerly  superin- 
tendent of  motive  power  and  car  depart- 
ment of  the  Pere  Marquette  at  Detroit, 
Mich.,  has  been  appointed  superintendent 
of  motive  power  of  the  Cincinnati,  Hamil- 
ton &  Dayton,  with  office  at  Lima,  O.,  and 
will  have  charge  of  the  locomotive  and  car 
departments. 

Mr.  William  Boughton,  master  me- 
chanic of  the  Pere  Marquette  at  Saginaw, 
Mich.,  has  been  appointed  general  master 
mechanic  in  charge  of  locomotive  and  car 
departments,  with  office  at  Detroit,  Mich., 
vice  Mr.  W.  L.  Kellogg,  resigned. 

Mr.  W.  P.  Plummer  has  been  appoint- 
eil  purchasing  agent  of  the  Mexico  Nprth 
Western,  with  office  at  New  York.  This 
company  has  taken  over  the  Chihuahua  & 
Pacific,  the  Sierra  Madre  &  Pacific  and 
the  Rio  Grande.  Sierra  Madre  &  Pacific. 

The  address  delivered  by  Mr.  Oscar  F. 
Ostby,  president  of  the  International 
.•\cetylene  Association,  has  been  issued  in 
pamphlet  form.  The  title  of  the  sixteen- 
page  pamphlet  is  "Frenzied  Legislation 
and  the  Headlight  Question."  Any  one 
who  is  interested  in  the  subject  dealt  with 
by  Mr.  Ostby  will  be  able  to  get  a  copy 
by  addressing  him,  care  of  the  Commer- 
cial Acetylene  Company,  80  Broadway, 
New  York. 

Mr.  C.  C.  McCain,  chairman  of  the 
Trunk  Line  Association,  has  recently  com- 
pleted a  pamphlet  entitled  "The  Dimin- 
ished Purchasing  Power  of  Railway 
Earnings,"  which  embodies  the  results  of 
an  exhaustive  investigation  relative  to 
the  present  purchasing  power  of  railway 
earnings  as  compared  with  ten  years  pre- 
vious. While  this  inquiry  was  undertaken 
on  behalf  of  the  interests  with  which  Mr. 
McCain  is  associated,  the  conclusions 
reached  do  not  necessarily  indicate  the 
policy  which  such  roads  will  follow.  The 
publication  of  the  data  and  Mr.  McCain's 
deductions  based  thereon  are  for  the  pur- 
pose of  laying  before  the  public  accurate 
information  with  respect  to  a  phase  of  the 
railway  problems  not  generally  under- 
stood.    The  principal  argument  is  to  the 


effect  that  the  ten  years  which  have 
elapsed  since  the  resumption  of  industrial 
activity  have  been  characterized  by 
changes  in  rates  of  wages  for  all  kinds  of 
labor  and  in  the  price  of  most  commod- 
ities, which  has  resulted  in  a  material  al- 
teration in  the  valuation  of  mone>. 

Mr.  C.  J.  Cooper,  formerly  master  me- 
chanic of  the  Toledo  &  Ohio  Central,  has 
accepted  the  position  of  mechanical  in- 
structor in  the  Kumamota  Higher  College 
of  Technology  in  Japan. 

Mr.  C.  M.  Hoffman,  master  mechanic  on 
the  Southern  Railroad  at  Princeton,  has 
resigned  in  order  to  accept  a  position  with 
a  Western  railway. 

Mr.  W.  L.  Allison,  formerly  me- 
chanical engineer  of  the  Atchison,  To- 
peka  &  Santa  Fe  at  Chicago,  has  re- 
signed to  become  mechanical  manager 
of  the  Franklin  Railway  Supply  Co.  of 
New   York. 

There  exists  among  the  members  of  the 
l\Iaster  Car  Builders'  and  the  Master  Me- 
chanics' Association  a  very  decided  senti- 
ment in  favor  of  holding  the  next  annual 
convention  at  some  inland  point,  such  as 
Saratoga.  The  people  attending  these 
conventions  have  come  to  realize  that  it 
is  not  wise  to  keep  going  to  the  same 
place  year  after  year.  The  hotel  keepers 
and  others  of  Atlantic  City  have  come  to 
believe  that  the  railroad  conventions  be- 
long to  them,  and  their  exactions  are 
based  on  that  fallacy.  A  change  is  highly 
desirable. 

Railroad  men  are  particularly  familiar 
with  the  sign  "O  K,"  meaning  all  right, 
as  it  is  generally  believed  to  be  a  pho- 
netic abbreviation  of  "all  correct."  An- 
other version  of  the  origin  of  the  expres- 
sion has  just  come  to  our  notice,  which 
says  that  Orrin  Kendall,  head  of  a  firm  of 
bakers  in  Chicago,  furnished  hard  biscuits 
to  the  United  States  army  during  the 
war  and  that  every  box  bore  the  initial 
O  K,  which  gave  rise  to  the  expression.  We 
are  inclined  to  think  the  latter  explanation 
far-fetched.  Another  explanation  we  have 
heard  was  that  Otto  Kemp,  an  early  train 
dispatcher  on  the  Erie,  used  his  initials  in 
giving  train  orders  and  that  they  came  to 
stand  for  all  correct  or  all  right. 

The  United  States  Government  has 
awarded  the  mail  contract  between  Tor- 
rance and  Roswell,  New  Mexico,  to  the 
automobile  stage  line  which  has  been  in 
operation  between  these  two  places  since 
early  last  summer.  The  line  is  112  miles 
in  length,  and  the  greater  part  of  the  run 
is  made  straight  through  the  desert.  If 
the  traveler  between  Roswell  and  Tor- 
rance patronizes  the  railroad  instead  of 
the  automobile  line  he  is  required,  by 
reason  of  the  roundabout  rail  route,  to 
cover  a  distance  approximating  1,000 
miles.  The  people  of  Roswell  are  espe- 
cially delighted  with  the  motor  line 
because  it  means  to  them  a  saving  of 
forty-eight  hours  on  all  mail  from  Albu- 
querque,   Santa    Fe   and   other  points. 
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Tried  It  Without  Rails. 
A  remarkable  accident  occurred  on  the 
North  Coast  Line  at  Zillmere  last  week, 
when  a  train  ran  on  to  a  bridge  which 
was  undergoing  repair,  and  from  which 
the  rails  had  been  removed.  The  engine 
kept  "on  an  even  keel,"  but  blocked  traf- 


apparatus   is   locally  known   as   a   "deluge 


set' 


In  addition  to  the  system  of  pipes  and 
hydrants  there  are  conveniently  placed  in 
the  shops  water  and  sand  pails,  hose  racks, 
chemical  engines,  ladders,  etc.  A  reservoir 
situated  in  the  Pottsgrove  Hills  behind  Al- 


Coal  delivered  from  the  ordinary  coal 
chute  has  no  approximation  to  exact 
weight.  Until  a  change  is  made  from 
guess  work  methods  to  means  whereby  ex- 
act measurement  is  secured,  it  is  the 
height  of  foolishness  for  railroads  to  com- 
pile performance  sheets  that  are  supposed 
to  tell  the  quantity  of  coal  burned  in  the 
fireboxes  of  the  diflferent  locomotives. 

To  the  railroad  officials  who  are  anxious 
to  change  from  guess  work  to  accurate 
measure  at  their  coaling  stations  we  would 
advise  a  trial  of  the  Otto  Overcut  Flexi- 
ble Coaling  Spout,  made  by  the  Otto 
Gas  Engine  Works,  Chicago,  111. 


QUEENSLAND    ENGINE   ON  A   BKIDGE    WITHOUT   RAILS. 


fic  for  several  days.  A  temporary  devia- 
tion of  twenty  chains  and  a  "pigsty" 
bridge  were  built  in  eighteen  hours,  and 
trains  were  able  to  get  through  without 
delay.  The  work  of  transferring  the  pas- 
sengers and  luggage  of  the  Northern  mail 
train  across  the  break  in  the  meantime 
occupied   two   hours. — The   Queenslander. 


toona  has  a  capacity  of  180  million  gal- 
lons. The  reservoir  can  be  called  on  in 
case  of  breakdown  of  any  of  the  pumps 
and  its  height  above  the  shop  level  is  such 
as  to  ensure  adequate  pressure. 


Fire  Protection  at  Altoona. 

The  fire  fighting  equipment  of  the  Penn- 
sylvania Railroad  at  Altoona  is  probably 
the  most  complete  of  its  kind  in  the  coun- 
try. There  is  first  of  all  what  may  be  called 
a  regular  gridiron  system  of  pipes  for 
the  machine  and  car  shop  area,  and  the 
hydrants  connected  to  the  mains  are  capa- 
ble of  supplying  184  streams  of  water. 

As  a  precautionary  measure  and  to 
guard  against  breakages  in  the  mains  or 
stoppage  of  flow  due  to  mud  or  other 
foreign  matter  in  the  pipes,  the  company 
have  laid  parallel  mains  under  the  shops 
and  yards,  and  by  the  closing  of  certain 
gate  valves  a  section  of  broken  or  clogged 
main  can  be  cut  out  without  interfering 
with  the  water  supply,  just  as  a  car  with 
defective  brake  may  be  cut  out  without  de- 
stroying the  efficiency  of  the  brake  as  a 
whole. 

Many  of  the  buildings  at  Altoona  are 
four  stories  high  and  the  method  adopted 
for  reaching  the  tops  of  such  buildings 
was  to  unite  two  lines  of  hose  in  a  "Siam- 
ese" nozzle.  A  stream  of  water  amount- 
ing to  400  gallons  a  minute  from  a  2-in. 
aperture  was  thrown  from  one  erf  these 
nozzles  to  the  top  of  the  machine  shop,  on 
the  occasion  of  a  recent  test.  This  piece  of 


Exact  Coal  Measurement. 

In  the  course  of  a  discussion  on  Fuel 
Economy  at  the  Traveling  Engineers'  Con- 
vention  at   Denver   the   trend   of   opinion 


The  report  of  the  proceedings  of  the 
fifth  annual  convention  of  the  Interna- 
tional Railway  General  Foremen's  Asso- 
ciation, held  at  Chicago  in  June  last,  has 
just  been  issued.  It  fills  a  closely  print- 
ed volume  of  163  pages,  and  no  better 
proof  of  the  growing  importance  of  this 
ycung.and  flourishing  association  could 
be  given  than  the  handsome  presentation 
of  this  valuable  contribution  to  the  engi- 
neering literature  of  our  time.  The  sub- 
jects discussed  are  all  of  real  interest  to 
railway  men,  and  we  hope  to  have  the  op- 
portunity of  presenting  in  the  pages  of 
Railway  and  Locomotive  Engineering  a 
digest  of  the  more  important  subjects  and 
present  briefly  the  conclusions  arrived  at 
upon  these  subjects  by  the  members  of 
the  convention.  The  compilation  and 
prompt  publication  of  the  volume  reflects 
great  credit  on  the  secretary,  Mr.  L.  H. 
Bryan,  Two  Harbors,  Minn. 


A  warm  friend  of  Railway  and  Loco- 
motive Engineering,  who   believes   it  to 


VVKIXK   ON    NORTH    COAST   LIMITED   AT   2ILLMERK.   AUSTRALLV 


expressed  was  that  railroad  companies 
lose  thousands  of  dollars  weekly  owing  to 
the  loose  manner  in  which  coal  is  placed 
upon  tenders.  Very  few  railroads  can  tell 
with  any  pretense  of  accuracy  how  much 
coal  a  locomotive  uses  in  doing  its  work. 


be  an  exceptionally  valuable  educational 
medium,  never  losses  an  opportunity  to 
urge  the  younger  railroad  men  to  sub- 
scribe for  the  paper.  To  the  oft-repeated 
excuse,  "I  cannot  afford  the  two  dollars," 
he  says,  "drop  one  cigar  a  week." 
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Ragonnet  Power   Reversing  Gear. 
The  Ragonnet  power  gear  is  operated 
bv  compressed  air,  and  is  a  patented  de- 
vice.    It  has  been  applied  by  the  Baldwin 
Locomotive  Works  to  several  Mallet  Ar- 
ticulated Compounds  built  by  them.    This 
gear  is  specially  suitable  for  use  on  articu- 
lated locomotives,  where  two  sets  of  valve 
motions  must  be  operated  simultaneously. 
The  air  cylinder  is  bolted  to  the  side  of 
the  firebox,   immediately  in  front  of  the 
cab.     Distribution  of  air  is  controlled  by 
an   inside   admission   piston   valve  3   ins. 
in  diameter,  which  works  in  a  cast  iron 
bushing  provided  with  suitable  ports.   The 
piston  of  the  air  cylinder  is  directly  con- 
nected to  a  crosshead  which  is  coupled  to 
the  reverse  shaft  by  means  of  a  suitable 
link.    The  crosshead  has  a  cast  steel  body 
and  cast  iron  gibs,  and  slides  on  a  single 
guide  bar.    The  gibs  are  held  in  place  by 
a  wrought  iron  plate  which  carries  a  pro- 
jecting stud.    This  stud  engages  in  a  slot 
which    is   placed   in  the   lower   end   of   a 
combining  lever.     The  upper  end  of  the 
combining  lever  is  connected  by  means  of 


tion,    the    combining   lever    swings    about 
the  crosshead  stud  as  a  fulcrum  and  the 
piston  valve  is  moved  to  the  left,  thus  ad- 
mitting air  to  the  rear  end  of  the  cylinder. 
A  forward  movement  of  the  piston  fol- 
lows;   the    combining    lever   now    swings 
about   its   upper   end  as   a   fulcrum,  thus 
moving  the  piston  valve  to  the  right.   The 
gear   is   so   adjusted  that   when   the   link 
blocks  have  been  shifted  to  give  the  de- 
sired cut-off  as  indicated  by  the  position 
of  the  operating  lever  in  the  cab,  the  pis- 
ton valve  closes  the  admission  port,  and 
the  movement  of  the  piston  ceases.  It  is 
evident  that,  when  the  gear  is  set  for  any 
particular  point  of  cut-off,  the  piston  valve 
is    in    its    middle   position,    and    a    slight 
movement    of    the    combining    lever    will 
shift  the  valve  a  distance  equal  to  itsjn- 
slde   lap,  that  is,   1/32  in.  and  admit  air 
to   the   cylinder,   thus   locking   the   mech- 
anism.    In  other  words,  after  cut-off  of 
the  air  has  taken  place,  a  further  move- 
ment of  the  valve  of  only  1/16  in.  will 
open  the  port  leading  to  the  opposite  end 
of  the   cylinder   and   tluis   lock  the  gear. 
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a  rocker  and  suitable  links,  with  the  op- 
erating lever  in  the  cab.  The  stem  of  the 
piston  valve  is  also  connected  with  the 
combining  lever,  a  short  distance  below  the 
previously  mentioned  connection  to  the 
operating  lever.  The  rocker  is  provided 
with  safety  arms  which  strike  adjustable 
set  screws  when  the  limit  of  travel  of  the 
piston  valve  on  either  side  of  the  center 
line,  has  been  reached. 

The  operating  lever  in  tlic  cab  is  locked 
in  place  by  a  toothed  sector.  When  this 
lever  is  in  its  central  position,  the  com- 
bining lever  stands  vertical  and  the  piston 
valve  covers  both  admission  ports.  When 
the  operating  lever  is  moved  into  forward 
gear  to  the  right,  looking  at  the  illustra- 


Thus  it  happens  that  the  reverse  lever  of 
these  large  Mallet  engines  are  not  a  great 
deal  bigger  than  the  brake  valve. 


Old-Timer 
Talks  No.  3 

Ever  see  a  bearing  under 
a  powerful  microscope  ? 
Well,  it's  just  full  of  little 
hills  and  dales— feels  smooth 
but  it  ain't. 

Course,  oil  keeps  these 
projections  apart  more  or 
less,  but  every  little  while 
they  dig  into  each  other. 
Then  wear  occurs  and 
energy  is  wasted.  When 
you  add  a  little  Dixon's 
Flake  Graphite,  it  spreads 
over  the  friction  surfaces— 
a  little  here,  more  there  if 
it  is  needed  —  until  the 
bearing  is  really  smooth. 

Now,  there's  as  much 
difference  between  various 
graphites  as  there  is  between 
men.  Those  Dixon  people 
produce  a  pure,  thin  flake. 
Being  in  flakes  it  lies  flat 
and  hugs  the  metal  close, 
being  thin  it  covers  the 
most  surface,  being  pure  it 
is  free  from  grit. 

Did  you  send  for  that 
free  sample  No.  69-C  yet  ? 


It  is  pleasing  to  observe  that  the  press 
and  public  of  Great  Britain  have  fittingly 
honored  the  memory  of  Matthew  Boulton, 
the  partner  of  James  Watt  and  the  friend 
ot  Josiah  Wedgewood.  He  was  the  first 
man  of  means  and  courage  who  discov- 
ered the  merits  of  Watt's  engme.  He 
fought  his  way  steadily  through  a  period 
of  financial  stress  and  powerful  opposi- 
tions, and  he  carried  all  before  him  to 
success.  The  people  of  Birmingham  are 
particularly  proud  in  claiming  him  as  a 
citizen.     James   Watt   was   peculiarly   for- 


Joseph  Dixon  Crucible  Co. 

Jersey  City,  N.  J. 
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GOLD 

Car 
Heating 


8r 


Lighting 
Company 


Manufacturer!  of 


ELECTRIC, 
STEAM  AND 
HOT  WATER 
APPARATUS 

FOR    RAILWAY    CARS 

IMPROVED 
SYSTEM  OF 
ACETYLENE 
CAR  LIGHT- 
INC 


Large*!   Manufacturers   in    the    World   of 
Car  Heating  Apparatus 

Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main   Office,  Whitehall    Building 

17   BATTERY   PLACE 

NEW    YORK 


tunate  in  engaging  the  attention  of  so  fine 
a  type  of  the  English  gentleman.  The 
rapid  degree  of  favor  with  which  the 
steam  engine  was  received  was  owing 
largely  to  the  generous  and  intelligent 
aid  of  Matthew  Boulton. 


Atlas  Ash  Pan. 

A  type  of  ash  pan  designed  to  meet  the 
requirements  of  the  Federal  law,  which 
goes  into  effect  in  January.  1910,  has  lately 
been  patented  by  Messrs.  Swartz  and 
Whelan,  of  Fort  Wayne.  The  patent  No. 
is  907,197.  This  pan  is  arranged  so  that 
any  leakage  from  the  mud  ring  will  fall 
outside  and  not  into  the  pan. 

The  feature  of  the  pan,  which  strikes 
the  observer,   is  the  fact  that  it   is   fitted 


Crucible   Hanger. 

The  Joseph  Dixon  Crucible  Company, 
of  Jersey  City,  have  recently  got  out  a 
handsome  illustrated  hanger.  The  center- 
piece is  a  realistic  foundry  scene.  Brawny 
bare-armed  men  are  seen  in  the  red  glow 
of  the  molding  room,  pouring  molten 
metal  from  a  Dixon  crucible  into  a  mold. 
The  illustration  was  made  from  a  photo- 
grapli  and  the  picture  is  true  to  life.  At 
the  top  of  the  hanger  is  an  illustration 
in  black  and  white  of  the  Dixon  plant 
.at  Jersey  City.  The  factories  and  office 
cover  nearly  eighty  city  lots. 

The  other  illustrations  on  the  hanger 
show  the  products  of  this  concern  that 
.are  made  especially  for  foundry  and  met- 
allurgical  purposes  and   consist  of  cruci- 


SELF   CLE.\.\IXG   ASH    r.\N   FOR   LOCOMOTIN'ES. 


with  scrapers.  These  are  really  like  pis- 
tons, though  of  rectangular  shape,  which 
b}'  the  operation  of  a  lever  for  each  sec- 
tion, may  be  forced  through  the  length  of 
the  pan,  thus  pushing  the  ashes  out  ahead 
of  it.  These  scrapers,  when  in  normal 
position,  act  as  dampers  for  the  front  and 
rear  of  each  section.  The  pan  is  provided 
with  a  double  bottom,  which  may  be  filled 
with  steam  to  prevent  freezing  in  winter. 


ibles,  stirrers,  boxes  and  covers  used  in 
burning  electric  light  filaments  and  for 
case-hardening  purposes,  muffles  and 
phosphorizers,  brazing  crucibles,  dipping 
cups,  skimmers,  etc.  The  letterpress  con- 
tains some  valuable  rules  for  the  care  and 
use  of  crucibles.  The  Dixon  company 
will  be  very  glad  to  send  one  of  these 
hangers  or  panels  to  anyone  interested. 
Their  address  is  Jersey  City,  N.  J. 


Mr.  Julius  A.  Perkins,  engineer  and  in- 
ventor, has  met  with  much  success  in 
introducing  a  new  method  of  roller  bear- 
ings. We  are  informed  that  a  number 
of  the  leading  railroads  in  America  and 
in  Europe  having  cars  equipped  with 
these  bearings  are  furnishing  the  most 
gratifying  reports  to  Mr.  Perkins.  He 
will  soon  equip  the  axles  of  a  locomotive 
with  these  bearings  and  the  result  will  be 
watched  with  interest  by  representatives 
of  the  leading  locomotive  constructors 
and  railway  men  generally.  The  advan- 
tage of  the  use  of  the  bearings  in  light 
vehicles  is  beyond  question,  and  it  will 
be  interesting  to  note  the  result  of  the 
experiments  when  Mr.  Perkins  applies  it 
to  a  heavy  locomotive. 


The   Railvyay   Post   Office. 

Train  men  handling  postal  cars  rarely 
realize  the  important  business  that  is  go- 
ing on  in  the  front  part  of  the  train 
where  the  postal  clerks  conduct  their 
business  day  and  night. 

One  of  the  greatest  advances  ever  made 
in  the  postal  service  was  the  origination 
of  the  traveling  post  office,  says  Joseph 
Stewart  in  the  National  Magaziiiv.  This 
was  started  in  1862  and  has  developed  in- 
to the  vast  business  it  has  attained. 

This  railway  mail  service  directs  the 
dispatch  of  all  mails,  determines  the 
routes  over  which  they  shall  be  carried, 
and  distributes  them  en  route,  so  they 
are  ready  for  delivery  to  offices  along  the 
line,  and  in  some  cases  makes  separations 
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for  city  delivery  upon  arrival  at  large 
terminals.  To  conduct  this  service  there 
are  15,295  officers  and  clerks  employed 
at  a  cost  of  more  than  $18,300,000  a  year. 
The  railway  post  office  lines  cover  208,481 
miles  of  steam,  electric  and  steamboat 
routes. 

Some   Small  Tools. 

Among  the  many  useful  tools  made  by 
the  L.  S.  Starrett  Company,  of  Athol, 
Mass.,  may  be  mentioned  their  tool- 
makers'  calipers  and  dividers.  The  cali- 
pers are,  of  course,  outside  and  inside,  and 
they  and  the   dividers   are   made   in   five 


OUTSIDE  CALIPERS. 

sizes,  ranging  from  2  to  6  ins.  Our  illus- 
trations show  the  calipers  and  dividers 
made  from  round  stock  with  legs  drawn 
down,  so  as  to  make  them  hard  and  stiff. 
The  fulcrum  stud  is  hardened  and  the 
bows  are  strong,  the  screw  and  nut  are 
nicely  fitted,  and  all  are  finely  finished. 

Another  useful  piece  of  apparatus  made 
by  this  company  is  the  level  sight  attach- 


INSIDE  CALIPERS. 

ments.  These  are  No.  131  on  the  makers' 
catalogue.  These  attachments  are  made 
to  slip  on  and  off  the  top  side  of  the  Star- 
rett iron  levels  and  are  held  in  place  by 
set  screws.     They  have  sight  holes,  one 


with  a  cross  wire  to  line  accurately  from 
top  of  and  parallel  with  the  level.  Sight- 
ing through  the  holes  enables  one  to  use 
the  common  level  for  leveling  a  plot  of 
ground  from  a  fixed  point  at  long  range. 
These  attachments  are  made  to  fit  6  in., 
9  in.,  12  in.,  18  in.  and  24  in.,  No.  132 
Starrett  Levels. 

This  company  also  makes  what  is  called 
a  universal  bevel  protractor  with  vernier. 
We  give  a  view  of  the  whole  protractor 
and  also  a  view  of  a  portion  of  the  pro- 
tractor with  the  vernier  enlarged.  The 
disk  of  the  protractor  is  graduated  in 
degrees  from  o  to  90  degs.  each  way. 
The  vernier  plate  is  graduated  so  that  12 
divisions  on  the  vernier  occupy  the  same 
space  as  23  divisions  on  the  disk.  The 
difference  between  the  width  of  one  of 
the  12  spaces  on  the  vernier  and  two  of 
the  23  spaces  on  the  disk  is  therefore 
1-12  of  a  space  on  the  disk.  Each  space 
on  the  vernier  is  1-12  of  a  degree,  or  five 
minutes,  shorter  than  two  spaces  on  the 
disk.  If  a  line  on  the  vernier  coincides 
with  a  line  on  the  disk  and  the  protractor 


STARRETT  DIVIDERS. 

head  is  rotated  until  the  next  line  on  the 
vernier  coincides  with  the  next  line  on 
the  disk,  the  vernier  has  been  moved 
through  an  arc  1-12  of  a  degree  or  five 
minutes.  Write  to  this  company  for  il- 
lustrated and  descriptive  circulars  of  any 
or  all  of  these  handy  little  devices. 


The   Open   Hearth. 

"A  Study  of  the  Open  Hearth,"  is  the 
title  of  an  artistic  volume  of  nearly  100 
pages,  gilt  edged  and  bound  in  morocco, 
issued  by  the  Harbison  Walker  Refrac- 
tories Company,  of  Pittsburgh,  Pa.  The 
work  was  originally  intended  for  the  use 
of  the  operating  department  of  the  com- 
pany, but  so  much  interest  has  been 
shown  in  the  treatise,  embracing  as  it 
does  a  detailed  description  of  the  open 
hearth  furnace  and  the  manufacture  of 
open  hearth  steel,  that  the  company  wisely 
decided  to  issue  the  work  in  the  elegant 
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JUST  ISSUED 

WESTINCHOUSE 
E-T  AIR 
BRAKE 

INSTRUCTION 
POCKET  BOOK 

No.  5  and  No.  6 
By 

WM.  W.  WOOD 

Air   Brake   Instructor 

FULLY  ILLUSTRItTED 
WITH  COLORED  PLATES 

PRICE,  $2.00 

Here  is  a  book  for  the  railroad  man.  and 
tlie  man  who  aims  to  be  one.  It  Is  without 
doubt  the  only  complete  work  published  on 
the  Westinghouse  E-T  Locomotive  Brako 
Equipment.  Written  by  an  Air  Brake  In- 
structor who  knows  just  what  Is  needed. 
It  covers  the  subject  thoroughly.  Every- 
thing about  the  New  Westinghouse  Engine 
and  Tender  Brake  Equipment,  including  the 
Standard  No.  5  and  the  Perfected  No.  6 
Style  of  brake.  Is  treated  in  detail.  Written 
in  plain  English  and  profusely  illustrated 
with  Colored  Plates,  which  enable  one  to 
trace  the  flow  of  pressures  throughout  the 
entire  equipment.  The  best  book  ever  pub- 
lished on  the  Air  Brake.  Equally  good  for 
the  beginner  and  the  advanced  engineer. 
Will  pass  any  one  through  any  examination. 
It  Informs  and  enlightens  you  on  every 
point.  Indispensable  to  every  englneman  and 
trainman. 

Walschaert  Locomotive  Gear 

By  Wm.  W.  Wood.  If  you  would  thoroughly 
understand  the  Walschaert  Locomotive  Valve 
Gear  you  should  possess  a  copy  of  this  book. 
It  covers  the  subject  la  every  detail.  Ex- 
amiuation  questions  with  their  answers  are 
given.  Fully  Illustrated  and  contains  slid- 
ing  card   board   models.     Price   $1.50. 

Breakdowns  and  Their  Remedies 

By  Wm.  W.  Wood.  Revised  Pocket  Edition, 
Just  Issued.  This  book  tells  you  Just  what 
to  do  in  case  of  any  accident  or  breakdown. 
Walschaert  Locomotive  Valve  Gear  Troubles, 
The  Electric  Headlight  and  Questions  and 
Answers  on  the  Air  Brake  are  all  Included. 
Fully    Illustrated.     Price    $1.00. 

Locomotive  Catechism 

By  Grimshaw.  27th  Edition.  la  en- 
tirely revised,  rewritten  and  reset  and  Is 
right  up  to  the  minute.  It  Is  a  New  Book 
from  Cover  to  Cover.  Includes  the  greatest 
amount  of  practical  Information  ever  pub- 
lished on  the  construction  and  management 
of  modern  locomotives.  Contains  Specially 
Propared  Chapters  on  the  Walschaert  Loco- 
motive Valve  Gear,  the  Air  Brake  Equip- 
ment and  the  Electric  Head  Light.  825 
pages.  437  Illustrations  and  3  Folding  Plates. 
Over  4.000  Examination  Questions  and  their 
Answers   are    Included.     I^rlce   $2.50. 

Train  Rulesand  Train  Dispatching 

By  Dalby.  It  gives  the  standard  rules  for 
both  single  and  double  track,  shows  all  the 
signals,  with  colors  wherever  necessary,  and 
has  a  list  of  towns  where  time  changes, 
with    a    map    showing    the    whole    country. 

Air  Brake  Catechism 

By  Blackall.  A  complete  treatise  on  the 
Westinghouse  Air  Brake,  including  the  No. 
5  and  No.  6  ET  Txicomotlve  Brake  Equip- 
ment: the  K  (Quick-Service)  Triple  Valve 
for  Freight  Service;  and  the  Cross-Compound 
Pump.  3S0  pnu't^s.  fully  illustrated  with 
folding  plates  and  diagrams.    Price  $2.00. 

A  ^PFPIAl  "'  *"y  ^'  these  books  sent  on 
^lor-iTi Td  '■'^luf'st-  Any  of  these  books 
i-IKCULAK   sent  prepaid  on  receipt  of  price. 

Agent*  Wanted  at  Every  Terminal.  Write 
for  our  special  terms.  You  can  make  equal  to 
a  month's  pay  selling  our  books  on  the  side. 
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RECOGNIZED 

STANDARD 

FLEXIBLE 
STAYBOLTS 

Holds  firebox  sheets  securely 
together,  and  accommodates  it- 
self to  the  unequal  expansion 
of  the  plates. 

USED    ON    OYER    iOO    RAILROADS 


"Starbolt  Trouble 
a  Thing  of  tbe  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 

THE  TATE  BOLT  HAS 
PROVED  ITSELF  INDISPENS- 
ABLE TO  LOCOMOTIVES  IN 
HIGH  PRESSURE  SERVICE 
BY  RENDERING  A  LOWER 
COST  OF  FIRE  BOX  REPAIRS 
TO  A  GREATER  MILEAGE  IN 
SERVICE,  THEREBY  IN- 
CREASING THE  EARNING 
VALUE. 

FIANNERY  BOLT  COMPANY 

PITTSBURGH,   PA. 

Buite  828   Friok  Bnildinc 

B.   E.   D.   STAFFORD.   Cen.    Han&m 

J.    EOGEES   FLANNERY   &    COMPANY, 

Selling    Agents 

Frick   Building,    Pittsburgh,    Pa. 

TOM  B.    DAVIS,    Uochanioal  Eipart 

H.    A.    PIKE,    Eastern  Territory 

W.   IL   WILSON,   Western   Territory 

OOmCONWEAlTH  SUPPLY  OOHPAHT, 
Southeastern    Territory 


form  before  us.  The  work  might  well 
serve  as  a  text-book  on  the  subject.  The 
style  is  clear,  and  where  technical  terms 
are  used,  they  are  explained  with  a  degree 
of  fullness  that  leaves  nothing  further  to 


The  Baltimore  &  Ohio  Railroad  Com- 
pany in  completing  their  orders  for  new 
equipment  which  were  decided  upon  last 
month  have  made  a  contract  with  the 
Baldwin  Locomotive  Works  for  26  Atlan- 


rp^-^Osa^^^ 


he  desired.  It  is  particularly  gratifying 
to  observe  the  generous  spirit  manifested 
in  the  free  distribution  of  this  interesting 
book,  presenting  as  it  does  an  abundance 
of  valuable  information  which  in  other 
hands  and  in  other  times  would  have 
been  locked  up  as  trade  secrets. 


LEVEL   SIGHT   ATTACHMENTS. 

tic  type  passenger  locomotives 


and  also 

with  the  American  Locomotive  Company 
(Richmond,  Va.,  works)  for  34  Consolida- 
tion freight  locomotives.  The  B.  &  O. 
have  also  awarded  contracts  for  500  venti- 
lated box  cars ;  also  for  500  refrigerator 
cars;  also  for  1,000  box  cars  and  with  the 


STARRETT  BEVEL  PROTECTOR. 


A  correspondent  asks  us  the  question : 
"Why  should  the  money  raised  by  taxation 
be  devoted  to  the  training  of  doctors  and 
lawyers,  while  the  artisans  who  produce 
the  nation's  wealth  are  left  to  grope  in 
the  dark  when  trying  to  learn  the  prin- 


General  Electric  Company  of  Schenectady 
for  two  electric  locomotives.  These  orders 
will  require  an  expenditure  of  something 
over  $3,500,000,  and  together  with  those 
given  out  in  August  amount  to  upward 
cf  $10,000,000. 


ENLARGED  VIEW  OF  VERNIER. 


ciplcs  of  their  business?"  We  cannot  an- 
swer the  question,  but  we  know  that  the 
tendency  of  the  pres«nt  day  is  to  pro- 
vide, at  public  expense,  artisans  with  in- 
struction concerning  the  principles  of  their 
business. 


Any  man  may  be  in  good  spirits  and 
good  temper  when  he's  well  dressed. 
There  ain't  much  credit  in  that.  If  I  was 
very  ragged  and  very  jolly,  then  I  should 
begin  to  feel  I'd  gained  a  point. — Martin 
Chusslewit. 
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American  Engines  for  Natal 


The  American  Locomotive  Company 
have  recently  completed  two  engines  for 
the  Natal  Government  Railway  of  South 
Africa.  One  of  these  is  a  Mallet  articu- 
lated compound  of  the  2-6-6-0  type,  and 
the  other  is  a  4-8-2  type,  equipped  with  the 
builders'  latest  design  of  fire-tube  super- 
heater with  side  headers.  As  the  tractive 
power  of  the  compound  engine  "is  only 
about  12.5  per  cent,  greater  than  that  of 
the  superheater  engine,  they  will  also  af- 
ford an  excellent  opportunity  for  com- 
parison. They  will  be  used  in  both  helper 
and  regular  road  service.  The  grades  on 
this  road  are  very  heavy,  the  maximum 
being  3.3  per  cent.,  and  the  engines  are 
designed  to  pass  through  curves  of  300 
ft.  radius.  The  gauge  of  the  track  is  3 
ft.  6  ins.  Though  in  general,  both  de- 
signs follow  American  locomotive  practice 
throughout,  they  embody  a  number  of  fea- 
tures of  English  practice,  such  as  copper 
fireboxes  and  staybolts,  bronze  driving 
boxes  and  automatic  vacuum  brakes  on 
the  tenders. 

The  Mallet  articulated  compound  en- 
gine has  a  total  weight  in  working  order 
of  196,000  lbs.  Of  the  total  weight  179,500 
lbs.  is  carried  on  the  driving  wheels, 
which  gives  an  average  load  per  axle  of 
about  29,900  lbs.  It  is  designed  to  deliver 
a  maximum  tractive  effort  working  com- 
pound of  46,000  lbs.  The  high-pressure 
cylinders  are  171^  x  26  ins.  They  are 
equipped  with  piston  valves,  while  the  low- 
pressure  cylinders  are  28  ins.  in  diameter, 
with   same   stroke  and  are  equipped   with 


bottom  of  the  smokebox  and  the  top  of 
the  low-pressure  cylinder  castings  for  the 
flexible  exhaust  pipe  connections,  it  was 
necessary  to  flatten  the  bottom  of  the 
smokebox  so  as  to  give  an  offset,  of  5  ins. 
Both  high  and  low-pressure  valves  are,  of 
course,  operated  by  the  Walschaerts  valve 
gear,  and  the  arrangement  of  the  reversing 
mechanism  is  such  that  the  link  block  of 
the  high-pressure  gear  is  lowered,  while 
that  of  the  low-pressure  gear  is  raised 
when  being  thrown  into  forward  motion. 
In  this  way  the  weights  of  the  parts  of  the 
two  sets  of  valve  motions  counterbalance 
each  other.  As  the  high-pressure  valves 
have  inside  admission  and  the  low  pres- 
sure outside  admission,  with  this  arrange- 
ment the  eccentric  cranks  lead  their  re- 
spective main  pins  in  both  sets  of  valve 
motions.  Reversing  is  effected  by  means 
of  a  screw  and  hand  wheel. 

The  boiler  is  of  the  extended  wagon-top 
type,  and  the  design  incorporates  a  12-in. 
combustion  chamber  in  the  firebox.  This 
combustion  chamber  is  supported  on  the 
bottom  and  sides  by  wrought  iron  braces. 
Ample  water  space  between  it  and  the 
shell  of  the  boiler  is  provided  to  give  good 
water  circulation.  The  barrel  of  the 
boiler  measures  65J4  ins.  at  the  front  end, 
contains  230  tubes,  2'4  ins.  in  diameter, 
and  each  18  ft.  long.  The  total  heating 
surface  of  the  boiler  is  3,347  sq.  ft.,  of 
which  the  tubes  contribute  2,422,  and  the 
firebox  the  remainder.  The  firebox  is 
96  ms.  long  and  60  ins.  wide,  and  pro- 
vides a  grate  area  of  40  sq.  ft. 
The  4-?-2  type  engine  has  a  total  weight 


RETURN  YOUR 
ENGINES  TO 
SERVICE  IN 
12  HOURS  OR 
LESS 


4-8-2   ENGINE   FOR   THE   NATAL   GOVKKNMEXT    KAILWAVS. 


Allen-Richardson  slide  valves.  In  this  de- 
sign of  cylinders,  the  exhaust  passages 
are  so  arranged  that  the  steam  passes 
through  openings  in  the  front  of  each  cyl- 
inder casting  into  a  Y-pipe,  which  is  con- 
nected to  the  exhaust  pipe  in  the  smoke- 
box by  means  of  elbows  and  a  pipe  fitted 
with  a  slip  joint.  This  arrangement  is 
necessary  in  order  to  increase  the  length 
of  the  exhaust  pipe  so  as  to  reduce  the 
angle  of  its  deflection  when  the  locomo- 
tive passes  around  a  sharp  curve. 
In  order  to  provide  room  bfetween  the 


in  working  order  of  172,000  lbs.,  of  which 
126,700  lbs.  is  carried  on  the  driving 
wheels.  Because  of  the  use  of  super- 
heated steam  a  low-boiler  pressure;  viz., 
160  lbs.,  is  carried.  The  cylinders  are  24  x 
24  ins.,  and  the  engine  is  designed  to  de- 
liver a  maximum  tractive  effort  of  41,320 
lbs.  Superheated  steam  is  distributed  to 
the  cylinders  by  ii-in.  piston  valves,  having 
inside  admission  "and  actuated  by  the 
Walschaerts  valve  gear.  This  gear  is 
so  arranged  that  the  link  block  is  raised 
when  the  gear  is  thrown  into  forward  mo- 


The  quickest  method  of  re- 
pairing broken  locomotive 
frames,  driving  wheel  spokes, 
connecting  rods,  mud  rings, 
etc.,  is  to  WELD  WITH 
THERMIT.  The  work  can  be 
done  without  dismantling  en- 
gine, which  may  be  placed  in 
service  in  the  shortest  possible 
space  of  time.  Thermit  repairs 
not  only  weld,  but  REIN- 
FORCE the  weak  point,  thus 
eliminating  chances  of  future 
breakage.  The  process  is  in 
general  use  by  practically  every 
railroad  of  importance  in  the 
country. 

Write  for  Pamphlet  No.  25-B. 


90  West  St..  New  York 

432-436   Folsom   St.,    San    Francisco,    Calif. 
103    Eichmond    St.    W.,    Toronto,    Ont 


SINCLAIR'S  LOCOMOTIVE  ENGINE 

RUNNING  AND  MANAGEMENT 

Is  itill  popular.         We  hav;  it.         Price  $2.00 

ANGUS  SINCLAIR  CO..    114  Liberty  St.,  N.   Y. 


THE  AEMSTRONG   IMPEOVED 

PACKER  RATCHCT  DRILLS 

Are  ALL  STEEL 

and 
Harden   d  All  Over 

Wllloutwear  two  of  the  ioft  kind. 

W*    maks    all   kindl — all   liiti. 

Do  701  want  a  eaUloKl 


ARMSTRONG  BROS.  TOOL  CO. 

"The   Tool    Holder   People." 
112  N.  FRAKCnSCK)  AVE.,         CHICAGO.  ILL. 
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CARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


Trade  | 

MARK 


RUBEROID 
ROOFING 


I  Reglct'd 
I  U.  S.  Pat. 
I  Office 


^A^ill  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 

Oatlatl-t  Metat 
SPARK  PROOF,  CINDER  PROOF, 
QAS  PROOF,  WEATHER  PROOF 

Write  for  aamples.  prices  »nd  booklet  No.  W. 

THE    STANDARD     PAINT    CO. 
I  00  William  Strast  Naw  York 

Chicago.    I'hlladelphla.    Boston.    Kansas  City. 
Memphis.    Atlanta. 


The  Flue  Cleaner  with 
Always  Sharp  Knives— 

THE 


(( 


PERFECTION 


1) 


This  comes  about  because  of  the  peculiar 
knife  arrangement — while  in  operation, 
they  sharpen  themselves.  The  positivt 
cleaner  for  welded  or  drawn  flues  in  any 
quarter  and  especially  in  places  where 
there  is  little  elbow  room.  Removes  all 
of  the  scale,  leaves  all  of  the  tules. 

TRY  IT  FOR  30  DAYS  ON  THE  BASIS 
OF  SATISFACTION  OR  NO  PAY. 

SCULLY  STEEL  AND 
IRON  COMPANY 

CHICAGO.  ILLINOIS 


ENaMELEO    IRON    TLUSM    OR  DRV  CLOSETS 

DUNER 
CAR    CLOSETS 

DUNER   CO, 

lis   S.   CLINTON    ST.,   CHICaGO 


tion  and  the  eccentric  crank  thus  leads 
tlie  pin.  Reversing  is  effected  by  a  screw 
and  hand  wheel  as  in  the  Mallet  engine. 

The  frames,  which  are  in  two  sections, 
consist  of  a  main  frame  of  wrought  iron 
4  ins.  wide,  with  single  front  rail  and  a 
rear  frame  of  the  slab  section,  1}^  ins. 
wide,  for  the  trailing  truck.  The  rear 
frame  is  I2j4  ins.  outside  of  the  main 
frame  and  is  secured  to  the  latter  through 
the  medium  of  a  heavy  cast  steel  bracket. 

The  trailing  truck  is  of  the  radial  out- 
side bearing  type.     The  trailing  truck  is 


ir.g  a  depth  of  27}/^  ins.  from  the  bottom 
of  the  mud  ring  to  the  shell  of  the  boiler. 
Both  engines  are  provided  with  eight- 
wheel  tenders  fitted  with  tanks  having 
a  water  capacity  of  4,000  Imperial  gallons 
and  space  for  g  tons  of  coal. 

MALLET    ENGINE. 

Track   Gauge — 3    ft.    6   ins. 

Wheel  Base — Driving.  25  ft.  11  ins.;  rigid, 
S  ft.  .J  ins. ;  total.  23  ft.  2  ins. ;  total, 
engine  and  lender,  60  ft.  2^  ins. 

Weight — In  working  order,  196,000  lbs.;  on  driv- 
ers. 179,500  lbs.;  engine  and  tender,  295.200 
lbs. 

Heating  Surface — Tubes,  2,422  sq.  ft.;  firebox, 
125    sq.    ft.;    total.    2,547    sq.    ft. 

Grate    .-\rca — 40    sq.    ft. 


M.ALLKT  .\kTICUL.\TED   ENGINE  FOR  THE  N.\T.\L   GOVERNMENT   R.MLW.WS. 


equalized  with  the  rear  driving  wheels, 
and  all  the  driving  wheels  on  each  side  are 
equalized.  An  interesting  feature  of  the 
design,  in  which  it  differes  from  Ameri- 
can locomotive  practice,  will  be  noticed 
in  the  use  of  plain  tires  on  the  leading 
driving  wheels.  The  engine  truck  is  of 
the  three-point  suspension  swinging  bols- 
ter type,  and  is  designed  to  give  a  lateral 
play  of  4  ins.  on  each  side  of  the  center. 
This  necessitated  the  use  of  a  very  long 
center  plate  and  a  special  design  of  swing 
bolster,  in  order  to  provide  the  required 
clearance  between  the  bolster  and  the 
truck  frame. 

The  boiler  is  of  the  straight-top  type, 
with  Belpaire  firebox.  The  superheater 
i?  of  the  firetube  type  with  side  headers, 
the  design  being  similar  to  that  applied 
to  a  consolidation  engine  built  for  the 
Wabash-Pittsburgh  Terminal  Railway,  by 
the  same  company,  which  was  illustrated 
in  the  June  issue  of  Railway  and  Loco- 
motive Engineering  for  this  year.  The 
barrel  of  the  boiler  measures  66  ins.  in  di- 
amter  at  the  front  end,  and  is  fitted  with 
172  tubes,  2l4  ins.  in  diameter,  and  fifteen 
5J4-'n.  tubes,  which  contain  the  super- 
heating pipes.  The  tubes  are  18  ft.  9  ins. 
long,  and  the  total  heating  surface  of  the 
boiler  is  2,417  sq.  ft.,  of  which  the  tubes 
contribute  2,268  sq.  ft.  and  the  firebox 
the  remainder.  The  superheater  has  a 
heating  surface  of  358  sq.   ft. 

The  firebox  is  81  ins.  long  and  63  ins. 
wide,  and  provides  for  a  grate  area  of 
35.4  .sq.  ft.  Full  advantage  has  been 
taken  of  the  opportunity  afforded  by  the 
use  of  trailing  wheels  to  provide  a  deep 
firebox.  The  mud  ring  is  sloped  down  at 
a  sharp  angle  toward  the  front  end,  giv- 


Axles — Driving  journals,  8  ins.  x  10  ins.;  engine 
truck    journals,    diameter,    554    ins.;    length, 

9  ins.;  tender  truck  journals,  5  ins.;  length, 

10  ins. 

Boiler — Type,    extended    wagon    top;    O.    D.    first 

ring,   6514    ins.;    working  pressure,   200  lbs.; 

fuel,    bituminous   coal. 
Firebox^Type,  semi-wide;  length,  96  ins.;  width, 

60    ins.;    thickness   of    crown,    J/S    in.;    tube 

(copper),  I  and  i^  ins.;  sides,  J/S  in.;  back, 

^A   in.;  water  space,  front,  4  ins.;  sides,  3I/2 

ins.;  back,  sVs  ins. 
Crown  Staying — Radial. 
Tubes — Material,     seamless    steel;    number,    230; 

diameter,  2'4    ins.;   length,   18  ft.;  thickness, 

No.    II    B.  W.   G. 
Piston   Rod — Diameter,   3%    ins.;   piston  packing, 

cast   iron   rings. 
Smokestack — Diameter,    16    ins.;    top    above    rail, 

12   ft.    s'A    ins. 
Tender     Frame — lo-in.     steel     channels. 
Tank — Style,   "U"  shape   flat  top. 
Setting — 3/i6-in.     constant    lead. 
Driving     Wheels — Diameter,     outside    tire,     455^ 

ins.;   material,  cast  steel. 


4-8-2     ENGINE. 

Cylinder — Type  simple;  diameter,  24-ins. ;  stroke, 
24    ins. 

Track — Gauge.  3  ft.  6  ins.;  tractive  power, 
41,320    lbs. 

Wheel  Base — Driving,  12  ft.  9  ins.;  total,  22  ft. 
6  ins.:  total,  engine  and  tender,  49  ft.  7  ins. 

Weight — In  working  order,  172,000  lbs.;  on  driv- 
ers, 126,700  lbs.;  engine  and  tender,  271,200 
lbs. 

Heating  Surface — Tubes,  2,268  sq.  ft.;  firebox, 
149  sq.  ft.;  total,  2,417  sq.  ft.;  superheater 
surface,  358  sq.  ft. 

Grate  Area — 35.4  sq.  ft. 

Axles — Driving  journals,  main,  9  ins.  x  10  ins.; 
others,  8  ins.  x  10  ins.;  engine  truck 
journals,  diameter,  s'/i  infe. ;  length,  9  ins.; 
trailing  truck  journals,  6  ins.;  length,  12 
ins.;  tender  truck  journals,  5  ins.;  length 
10  ins. 

Boiler — Type,  straight  Belpaire;  O.  D.  first  ring, 
66  ins.;  working  pressure,  160  lbs.;  fuel, 
bituminous  coal. 

Firebox — Type,  wide;  length,  81  ins.;  width,  63 
ins.;  thickness  of  crown,  J4  in.;  tube  (cop- 
per), I  and  1I/2  ins.;  sides,  ^  in.;  back,  J4 
in.;  water  space,  front,  4  ins.;  sides,  3  ins.; 
back,  3  ins. 

Crown  Staying — Radial. 

Tubes — Materi.-il.  seamless  steel;  number  172; 
diameter,  2^4  ins.;  length,  18  ft.  9  ins.; 
gauge  No.   1 1  B.  W.  G. 

Piston  Rod — Diameter,  354  ins.;  piston  packing, 
cast  iron  rings. 

Smokestack— Diameter,  18  ins.;  top  above  rail, 
12  ft.  6  ins. 

Tender  Frame — -Steel  channels. 

Tank — Style,    "U"   shape   level  top. 

Valves — Type,  piston;  travel,  s^ins. ;  steam  lap, 

15/16  in.;  ex.  lap,  line  and  line. 
Setting — ^^-in.    lead. 
Driving  Wheels — Outside  tire,  45}^   ins. 
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Swift  and  True 


ARROW 

High-Speed 


TOOL 
STEEL 


For 


Railroad  Repair 
Shop  Work 


American  Selling   Agent* 

JOHNA.CROWLEY&CO. 

120-122  Liberty  Street 
NEW  YORK 


ESTABLISHED    1884 

Sipe's 
Japan  Oil 


Is  superior  to  Linseed  Oil 
and  Dryers  for 

All  KINDS  Of  PAINTING 

In   Daily  Use   by 

All  the  leading  Railroads 

In  the  United   States 


Manufactured   tolely  by 

JAMfS  B.  SIPt  &  (0. 


North  Side, 


PITTSBURGH 


The  use  of  peat  as  fuel  for  locomotive 
firing  is  being  again  tested  on  the  Swedish 
State  Railways.  The  experiments  are  be- 
ing carried  on  with  a  view  to  test  the 
merits  of  various  mixtures  of  peat  with 
roal.  The  tests  so  far  are  said  to  be  of  a 
very  satisfactory  kind,  but  no  complete 
report  will  be  made  until  the  various  types 
of  locomotives  are  tested  with  the  variou; 
inixtures  of  peat  and  coal. 


New  Lubricator. 
A  lubricating  cup  for  locomotives,  the 
product  of  W.  H.  Bailey  &  Co.,  Salford, 
England,  is  rapidly  coming  into  favor  on 
British  railways.  The  oil  cup  is  fitted 
with  ball  valves,  and  while  the  engine  is 
running  the  balls  roll  on  their  seatings, 
th.us  admitting  the  oil  which  passes  to 
the  parts  requiring  lubrication.    When  the 


LUBRICATOR  WITH  li.VLL  VALVES, 
engine  stops,  the  balls  settle  in  the  center 
of  their  respective  seats  and  to  stop  the 
fl(AV  of  oil.  The  lubricator  is  therefore 
automatic  in  its  action.  An  adjustable 
screw  is  attached  to  regulate  the  flow  or 
feed  of  oil  passing  through  the  opening. 
They  are  made  in  various  shapes  to  suit 
various  requirements  of  the  service. 


When  you  are  "all  done  but  finishing" 
you  are  just  half  done. — Maxim. 


TOOL 


Die  Blocks 
Steel  Forgings 


First  Prize  awarded  at  the  Loui- 
siana Purchase  Exposition,  at  St. 
Louis,  for  our  TOOL  STEEL 
when  placed  in  competition  with 
the  best  makes  in  England  and 
Germany. 

Write  lor  Inlomiatlon  and  Prices. 
Specify      Mclnnes     Tool     Steel     when 
ordering. 


McINNES 
STEEL  CO. 

CORRY,  PA. 

Agents 
SCHBOCK    Ic    SQinRES, 

291  Pearl  St..  New  York. 

EOY    IIACHINEHY    CO., 

MinneapolU,    Hinn. 


STAMDARD  MECHANICAL  BOOKS 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.50 


"Flatwist"  is  a  new  word  made  up  by 
the  Cleveland  Twist  Drill  Company,  of 
Cleveland,  Ohio,  and  refers  to  their  fiat 
high  speed  twist  drill.  This  flatwist  drill 
has  a  Paragon  shank  and  they  call  it  their 
Xo.  930.  This  shank  is  forged  and  ground 
to  size  from  the  original  bar,  without  weld 
or  joint,  and  tapers  both  on  the  fiat  sides 
and  on  the  rounded  edges. 

It  is  a  simple  strong  shank  and  is  th« 
logical  drive  for  a  "Flatwist"  drill.  The 
Paragon  socket  with  its  flat-tapered  hole 
secures  the  drill  firmly  and  accurately, 
centering  as  truly  as  a  regular  taper 
shank,  and  at  the  same  time  distributing 
the  strain  of  driving  along  the  entire- 
shank,  leaving  no  weak  point  to  break 
or  twist  off. 

Write  to  the  company  if  you  would  like 
to  see  a  copy  of  their  illustrated  folder  on 
the  subject. 


New  York  and 
Westinghouse  Air  Brakes 


Price,  $1.30 


One  Thousand  Pointers  for 
Machinists  and  Engineers 


Price,  $1.50 


All  books  bound  In  line  cloth 


AGENTS  WANTED  everywhere:  write  for 
terms  and  descriptive  circulars.  Will  be 
sent  prepaid  to  any  address  upon  receipt 
of   price. 

GRirriiN  &WI1NTBRS 

171  L«  Salle  Street,  CHICAGO 
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One  Year  and 
Eleven  Months' 

SERVICE 

WITHOUT   REPACKING,   ON 

High-Pressure  Locomotives 


style  300  ;tv. 

A  throttle  failure  is  an  absolute 
impossibility     where     Cran- 
dall's  Throttle  Valve  pack- 
ing is  used. 


IT  WILL  NOT  BLOW  OUT 


Crandall  Packing  Co. 

FACTORY    AND    GENERAL    OFFICE 

PALMYRA,      .       NEW  YORK 

BRANCHES 

New  York  Cleveland 

136  Uberty  St.  9  So.  Water  St. 

Chicago 

62    West    Washington    St. 


NEW  AND  SCENIC 

LINE 

Yellowstone 

Park 

One  of   the    most    bonutifnl    spots   in 
America.         No     matter     where     you 
have    travt'Ie<i,     or    what     you    have 
seen,   here  is  a  trip  that  will  please 
you  aa  well,   if  not  t>etter. 

Very  low  Eound-trip  Rates  in  effect  this 
summer 

VIA    THK 

UNION   PACIFIC 

Inquire    of 
E.    L.    LOMAX,    G.    P. 
OMAHA,    NEB. 

A., 

The  Watson-Stillman  Company,  of  New 
York,  have  issued  a  fine  new  catalogue. 
No.  73,  containing  much  new  matter  that 
will  be  of  particular  interest  to  all  en- 
gaged in  the  use  of  hydraulic  fools  for 
steam  and  electric  railways.  Among  their 
latest  improvements  are  several  new  types 
of  jacks,  a  motor-driven  rail  bender,  a 
series  of  hydro-pneumatic  wheel  presses 
which  are  a  great  improvement  in  point  of 
rapidity  of  action  in  comparison  with  the 
older  machines.  The  catalogue  contains 
120  pages  and  almost  every  page  is  finely 
illustrated. 


When  steamers  first  came  into  use  very 
little  attention  was  bestowed  upon  the  con- 
sumption of  fuel.  It  was  not  until  the 
Cunard  steamers  were  started  crossing  the 
-\tlantic  in  1840  that  reliable  records  of 
fuel  consumption  began  to  be  kept  sys- 
tematically. The  Britannia,  one  of  the 
early  Cunarders,  used  to  make  the  run 
from  Liverpool  to  New  York  in  about 
14  days  on  a  coal  consumption  of  about 
47  lbs.  per  indicated  horse  power  per 
hour.  The  modern  steamers  do  the  work 
on  about  iH  lbs.  of  coal  per  horse  power 
per  hour. 


Packing  Throttle  Rod  with  Steam  On. 

A  device  which  enables  one  to  pack  the 
throttle  rod  of  a  locomotive  with  steam  on 
the  boiler  has  been  patented  by  Messrs. 
Dexter  and  Kindig.  The  latter  is  an 
engineer  on  the  Mobile  &  Ohio  Railroad. 
The  patent  number  is  924,080.  The  de- 
vice consists  of  a  sleeve  which  fits  closely 
on  the  outside  of  the  throttle-rod  and  at 
its  outer  end  the  sleeve  is  screwed  on 
the  rod  with  a  thread  cut  on  the  interior 
of  the  sleeve.  Inside  the  boiler  a  conical 
casing  containing  a  screw  thread  at  its 
small  end  fits  round  the  throttle  rod.  A 
similar  screw  thread  is  cut  on  the  outside 
of  the  sleeve.     This  sleeve  may  thus  be 


MICA 

Caboose  Lamp  Chimneys 

Save  50  per  cent. 

STORRS  MICA  CO., 

R.  R.  Depl.  OWECO,  N.  Y. 


Air  Brake 
Instruction 


THE  AIR  BRAKE  ART 
has  virtually  been  revolution- 
ized during  the  last  five  years 
and  the  railroad  man  who 
wants  a  complete  education  on 
the 

Westinghouse,  New  York  and 

Dukesmith  Air  Brake 

Systems 

at  a  price  and  on  terms  that 
will  suit  any  sized  pocketbook, 
will  learn  how  to  get  it  by 
writing  at  once  to 

THE  DUKESMITH   SCHOOL 
OF  AIR  BRAKES 

MEADVILLE,    PA. 


as  far  as  it  generally  goes.  When  in  this 
position  a  special  wrench  is  applied  to  the 
sleeve.  Our  illustration  shows  two  holes 
on  each  side  for  the  reception  of  the 
points  of  the  special  wrench.    These  holes 


THROTTLE  ROD  PACKING  ARRANGEMENT. 


screwed   into   the   recess   at   the  back  or 
small  end  of  the  conical  casing. 

When  it  is  desired  to  pack  the  throttle 
rod  with  steam  on,  the  throttle  valve  is 
shut  and  the  rod  is  therefore  pushed  in 


are  near  where  the  throttle  lever  is  at- 
tached to  the  rod.  By  turning  the  special 
wrench,  the  sleeve  moves  along  the  throt- 
tle rod  on  the  thread  which  is  cut  on  the 
outside  of  the  rod  and  the  interior  of  the 
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sleeve.  This  progress  of  the  sleeve 
along  the  rod  causes  it  to  inove  into  the 
boiler  and  the  thread  on  the  outside  of 
this  sleeve  enters  the  threaded  cavity  at 
the  small  end  of  the  conical  casing.  When 
the  sleeve  is  screwed  home  it  'acts  like 
a  valve  closing  the  small  opening  around 
the  rod,  through  which  steam  and  water 
might  escape.  The  regular  gland  may 
now  be  slacked  back  and  packing  put  into 
flie  stuffing  box  in  the  usual  way. 


Woodworker  for  the  Repair  Shop. 

The  J.  A.  Fay  &  Egan  Company,  of 
Cincinnati,  Ohio.,  have  just  issued  a  cir- 
cular containing  a  full  description  of 
their  No.  62  Universal  Woodworker,  to- 
gether   with    a    number    of    illustrations, 


The  Danes  apparently  are  waking  up 
to  the  fact  that  they  are  being  lefi  behind 
i,i  the  world  of  invention.  Two  brothers 
named  Anderson,  in  Copenhagen,  are  said 
to  have  nearly  perfected  an  apparatus 
whereby  optical  currents  can  be  thrown 
through  a  telephone  wire,  so  that  the 
sender  of  a  message  may  be  shown  at  the 
other  end  of  the  wire.  It  is  said  to  be 
something  totally  different  from  the  trans- 
mission by  wire  of  photographic  pictures, 
the  vision  appearing  in  natural  colors  and 
motions,  but  in  reduced  dimensions. 


NO.  63  UNIVERS.\L  WOODWORKER, 
showing  the  kind  of  work  that  can  be 
done  on  this  machine.  One  of  our  illus- 
trations shows  some  of  these  operations. 
True  to  its  name,  this  woodworker  will 
do  a  variety  of  work  that  usually  requires 
several  different  machines.  For  instance, 
it  will  plane  out  of  wind,  it  will  surface 
straight  or  taper,  rabbet  door  frames, 
rabbet    and    face    inside    blinds.      It    will 


The  H.  W.  Johns-Manville  Company, 
of  New  York,  have  just  issued  a  new 
pamphlet.  No.  303.  describing  and  illus- 
trating their  latest  improvements  in  As- 
bestos Roofing.  This  product  is  known  as 
the  .T.-M.  Asbestos.  It  is  said  to  be  per- 
manently durable,  requiring  no  painting. 
It  will  neither  rust,  rot,  nor  burn.  For 
sizes  and  price  list  see  catalogue. 


Railway  people  who  require  the  use  of 
small  power  that  can  be  operated  at  small 
cost  with  very  little  personal  attention 
should  send  to  the  Trenton  Malleable  Iron 
C(mpany,  Trenton,  N.  J.,  for  their  Bulle- 
tn-  i-.\  of  gas  engines.  The  engines  are 
remarkably  simple  in  design  and  efficient 
in  action.  We  do  not  know  of  any  power 
better  adapted  to  water  stations  and  to 
small  engine  houses. 


According  to  a  French  statistician,  the 
railway  mileage  of  the  principal  divisions 
of  the  world  is  as  follows:  North,  Cen- 
tral and  South  America,  303,000  miles; 
Europe,  200,000  miles ;  Asia,  56,200  miles ; 
Africa,  18,500  miles  and  in  Australia,  17.- 
800  miles.  The  largest  percentage  of  in- 
crease since  1903  has  been  in  Africa, 
where  the  increase  in  mileage  has  ap- 
proached 25  per  cent. 


One  of  the  advantages  obtained  by  elec- 
tric motors  for  suburban  train  service  is 
the  high  rate  of  acceleration  by  which  the 
train  can  be  forced  quickly  into  high 
speed.  Common  practice  permits  as  high 
values  as  2  to  2'/4  miles  per  hour  for 
every  second  the  power  has  been  applied. 
Steam  locomotives  produce  accelerations 
of  ^  mile  per  hour  for  each  second  or 
less  due  to  power  of  locomotive,  load  and 
grade. 


OPERATIONS   ON   UNIVERS.^L  WOOD- 
WORKER. 

jointj  bevel,  gain,  chamfer,  plow,  make 
glue  joints,  square  up  bed  posts,  table 
legs,  newels,  raise  panels,  either  square, 
bevel  or  ogee,  stick  beads,  work  circular 
mouldings,  etc.,  rip,  cross-cut,  tenon,  bore, 
route,  rabbet,  joint  and  bead  window 
blinds,  work  edge  mouldings,  etc.  You 
are  requested  to  write  to  the  manufac- 
turers for  their  new  circular,  which  they 
will  be  glad  to  send  you. 


The  Canadian  Rocky  Mountains  pos- 
sess the  most  striking  mountain  scenery 
to  be  found  on  this  continent.  The  Cana- 
dian Pacific  Railway  carries  hosts  of 
tourists  bent  on  seeing  the  beautiful 
.Alpine-like  scenery.  A  curious  thing 
about  the  visitors  is  that  over  75  per  cent, 
of  them  hail  from  the  United  States. 
This  proves  that  there  is  no  discrimina- 
tion on  the  part  of  Americans  in  regard  to 
seeing  the  beauties  of  the  earth. 


I» 


"HOMESTEAD 
VALVES 

Are  constructed  upon  mechanically  cor- 
rect principles— they  are  leak  proof  under 
steam,  air  or  hydraulic  pressures.  They 
are  practically  indestructible  because  the 
seats  are  protected  from  wear.  the  plug 
is  balanced  and  held  in  place  by  pressure 
when  open,  and  when  closed  it  is  locked 
on  the  seat  by  our  patent  wedging  cam. 
"Homestead"  Valves  are  the  quickest  acting, 
simplest,  most  easily  operated  and  longest 
lived  of  any  made.  .       .j  j 

Homestead    Valves    are    opened    wide    and 
closed  tight  by  a  quarter  turn. 


LOCOMOTIVE  BLoW-OFF 
Write  for  catalogue  of  Homestead  Goodj. 

HOMESTEAD  VALVE  M'F'G  CO. 

Brass  Founders    Works  at  Homestead,  Pa. 
P.    O.   Box  1754,  PITTSBURG,  PA. 


Patents. 

GEO.  P.  WHITTLESEY 

McQlLL  BUILDINQ  WASHINGTON.  D.  C. 

Terms  Reasonable  Pamphlet  SenI 


TURNTABLES 

Philadelphia  Turntable  Co. 

PHILADELPHIA,  PA. 

CHICAGO:  3T.  LOUIS: 

Marquette  Bldg.    Commonwealth  Trmf  Bldg. 


LOCOMOTIVE  ENGINEER  de- 
sires position  on  industrial  railway. 
Young  man,  careful  runner,  able  to 
make"  all  repairs,  sober  and  steady 
worker.  Address  W.  A.  H.,  care 
R.MLw.w  .^ND  Locomoti\t;  Engineer- 
in  c. 


A  Western  paper  says  that  there  are 
about  45,000,000  tons  of  rails  in  the 
228,000  miles  of  railways  in  the  United 
States.  For  that  mileage  of  single  track 
there  would  be  a  little  over  24,000.000 
tons  of  rails  calculating  the  average  weight 
at  60  pounds  to  the  yard. 


The  locomotive  blower  was  first  invent- 
ed in  1852  by  A.  F.  Smith,  superintendent 
Cumberland  Valley  Railroad,  and  applied 
t.o  engine  "Novelty." 
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Detroit  River  Tunnel  Locomotive. 

A  series  of  acceptance  tests  has  been 
recently  completed  by  the  General  Electric 
Company  and  the  Detroit  River  Tunnel 
Company,  jointly,  upon  electric  locomo- 
tive No.  7500,  illustrated  in  our  frontice- 
piece.  This  is  the  first  of  six  locomotives 
to  be  operated  by  the  Michigan  Central 
in    the    tunnel    under    the    Detroit    River. 


new  yards  at  Windsor,  Ont.  The  electri- 
fied zone,  embracing  the  tunnel  with  its 
approaches,  terminal  tracks  and  sidings, 
will  cover  a  distance  of  approximately 
33,000  ft.  On  the  approaches  a  2  per  cent, 
grade  extends  for  about  2,oco  ft.  at  each 
end  of  the  tunnel. 

The     locomotives     are      designed     for 
freight,   passenger   and    switching   service. 


electric  locomotive,  weighing  200,000  lbs. 
and  equipped  with  four  GE-209  motors. 
The  articulated  running  gear  may  be 
roughly  considered  as  consisting  of  two 
four-wheel  trucks  coupled  together;  but 
the  method  of  coupling  and  the  relation 
of  the  equalizing  schemes  on  the  two 
trucks  makes  it  impossible  to  consider  one 
truck  independently  of  the  other,  so  that 


ELECTRIC  LOCOMOTIVE  FOR  PASSENGER  .WH   FREIGHT   SI  R\H  I     I\  THE  DETROIT  RIVER  TUNNEL. 


The  electrical  equipment  of  this  locomo- 
tive, the  most  powerful  ever  designed  for 
operation  by  direct  current,  was  built  and 
installed  by  the  General  Electric  Comany 
of  Schenectady,  N.  Y.  The  mechanical 
equipment  was  built  by  the  .American  Lo- 
comotive Company.  The  Detroit  River 
tunnel  will  connect  the  West  Detroit 
yards  of  the  Michigan   Central   with   the 


The  specifications  demand  service  consist- 
ing of  hauling  an  1800-ton  train  on  the 
2  per  cent,  grade,  at  a  speed  of  not  less 
than  10  m.p.h.,  with  two  locomotives  in 
multiple  unit.  Their  capacity  is  such  that 
they  are  capable  of  repeating  trips  with 
this  weight  of  train  continuously  with  a 
layover  of  15  minutes  at  each  end. 

It   is  an  articulated,   four-axle   type   of 


accurately  described  the  whole  must  be 
considered  as  a  single  running  gear 
hinged  or  articulated  in  the  middle.  Draft 
gear,  buffers  and  all  truck  frame  members 
are  calculated  for  buffing  stresses  of 
500.000  lbs.  and  hauling  stresses  in  pro- 
portion. 

The    suspension    is    of    the    locomitive 
type,  the   weight  being  carried  on   semi- 
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elliptical  springs  resting  on  the  journal 
box  saddles.  The  system  of  equalization 
by  which  these  springs  are  connected  to- 
gether is  interesting.  The  forward  truck 
is  side  equalized,  the  two  springs  on  each 
side  being  connected  together  through  an 
equalizer  beam.  This  equalizes  the  dis- 
tribution of  weight  between  the  two 
wheels  on  one  side,  giving  to  this  truck 
a  two-point  support  and  consequently 
leaving  it  in  a  condition  of  unstable  equi- 
librium as  regards  tilting  stresses,  that  is, 
stresses  tending  to  tip  the  truck  forward 
or  backward.  The  other  end  of  the  run- 
ning gear,  or  rear  truck  is  cross  equalized. 
The  other  two  springs  on  this  truck  are 
independent,  and  are  connected  directly 
to  the  truck  frame.  This  results  in  a 
three-point  suspension  on  the  rear  truck, 
leaving  it  in  a  condition  of  stable  equi- 
librium, capable  of  resisting  stresses  in 
any  direction,  whether  rolling  or  tilting. 
The  two  trucks  are  coupled  together  by  a 
massive  hinge,  so  designed  as  to  enable 
the  rear  truck  to  resist  any  tilting  ten- 
dency of  the  forward  truck.  In  other 
words,  this  hinge  combines  the  two 
trucks  into  a  single  articulated  running 
gear,  having  lateral  flexibility  with  verti- 


support  of  the  forward  truck  and  the  in- 
dependent equalization  of  the  rear  truck. 
Center  pins  and  side  bearings  are  pro- 
vided on  the  running  gear  for  the  sup- 
port  of  the  cab.     The  center  pin  on  the 


standing  symetrically,  while  those  on  the 
other  end  have  a  clearance  of  about 
V2  in. 

The  cab  platform  is  built  of  four  lo-in. 
longitudinal   channels   running  the   whole 
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forward  end  is  a  swivel  pin,  having  a 
turning  motion  only ;  while  that  on  the 
rear  end  has  a  turning  and  a  sliding  mo- 
tii  n.     This   construction   allows  the   lon- 
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cal  rigidity.  Thus  the  running  gear  has 
what  may  be  called  a  compound  three- 
point  suspension.  The  rear  truck  has  in 
itself  a  three-point  suspension,  while  the 
forward  and  rear  trucks  together  form 
an  articulated  frame  having  a  three-point 


gitudinal  motion  necessary  to  take  care 
of  the  variation  in  distance  between  the 
truck  center  pins  occurring  as  the  loco- 
motive passes  around  curves.  The  side 
bearings  on  the  front  end  have  a  clear- 
ance  of    about    y%    in.    when    the    cab    is 


length  of  the  locomotive,  which  are  tied' 
together  by  the  end  channels  and  bolster 
plates.  Such  ballast  as  is  necessary  to 
bring  the  weight  of  the  locomotive  up 
to  the  required  amount  is  bolted  to  the 
two  center  sills.  A  floor  plate,  consisting 
of  two  sheets  of  J-^-in.  steel,  is  riveted  to 
the  platform  sills  and  serves  to  stiffen 
and  square  the  platform  framing.  In  the 
operating  cab  a  ^-in.  wood  flooring  is 
placed  over  this  steel  floor. 

The  side  and  ends  of  the  cab  are  built 
of  y%-m..  steel  plate,  supported  by  a 
frame  work  of  small  angles.  The  opera- 
ting cab  occupies  the  central  portion  of 
the  locomotive,  and  covers  a  floor  space 
of  IS  ft.  6  ins.  by  10  ft.  The  cab  con- 
tains the  engineer's  seat  and  such  appa- 
ratus as  naturally  belongs  in  the  opera- 
ting section  of  a  locomotive.  Covered 
receptacles  extend  from  the  main  cab  to 
tlie  ends  of  the  locomotive,  and  occupy  a 
floor  space  of  9  ft.  by  6  ft.  each.  These 
receptacles  contain  the  air  tank,  sand 
boxes,  rheostats  and  contactors. 

The  difference  in  width  of  the  recepta- 
cles and  cab  allows  room  for  a  narrow 
platform  or  running  board,  extending 
from  the  cab  along  the  sides  to  the  front 
of  the  locomotive.  This  running  board  is 
in  turn  protected  by  hand  rails,  running 
around  the  outside  of  the  locomotive  from 
one  side  of  the  cab  to  the  other.  The 
doors  of  the  cab  open  to  this  platform, 
and  the  steps  reaching  the  ground  are 
carried  near  the  doors. 

.\  type  C--9  controller  and  the  op- 
crating  handles  for  the  air  brakes  are  in- 
side of  the  cab  at  the  engineer's  seat. 
Sander  valves  are  beside  him,  and  over 
his  head  are  switches  for  the  headlight 
and  control  circuits.  Directly  in  front 
are  illuminated  air  gauges,  ammeter,  and 
a  foot-operated  trolley  valve  for  raising 
and  lowering  the  overhead  trolley. 

A  CP-26  air  compressor  is  placed  in  the 
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■center  of  the  cab.  This  is  a  two-stage, 
four-cylinder  compressorj  geared  to  a  600 
volt  direct  current  series  motor.  The  com- 
pressor has  two  low-pressure  and  two 
high-pressure  cylinders,  so  arranged  as  to 
divide  the  work  of  compression  into  four 
equally  distributed  impulses  per  revolu- 
tion. It  has  a  capacity  of  100  cu.  ft.  pis- 
ton displacement  per  minute  when  pump- 
ing against  a  pressure  of  135  lbs.  Ample 
circulating  pipes  are  provided  for  cooling 
the  air  between  stages  and  between  pump 
and  tanks,  in  order  that  the  temperature 
may  be  maintained  at  a  moderate  value. 
The  compressor  is  controlled  by  a  gov- 
ernor, consisting  of  a  pneumatically  op- 
erated piston,  controlling  the  contact  of 
the  motor  circuit  switch,  and  so  arranged 
as  to  close  or  open  this  circuit  at  any  pre- 
determined limits  of  pressure. 

The  motor  equipment  consists  of  4 
GE-209  motors.  The  GE-2og  is  a  stand- 
ard General  Electric  box  frame  motor  of 


and  the  excessive  overloads  that  the  mo- 
tors will  encounter. 

The  motor  is  designed  for  forced  venti- 
lation. Air  is  delivered  into  the  motor 
frame  at  the  end  furthest  from  the  com- 
mutator, passes  between  the  field  coils 
and  around  the  armature,  and  finally 
escapes  through  suitable  discharge  open- 
ings over  the  commutator.  The  blower 
used  for  this  purpose  has  a  capacity  of 
2,000  cu.  ft.  of  air  per  minute  at  2j^-ins. 
water  pressure,  and  is  driven  by  a  direct 
current  series  motor.  This  blower  de- 
livers air  to  the  passage  between  the  two 
center  sills,  from  which  the  ventilating 
ducts  are  tapped  off  to  the  motors  at  ap- 
propriate points. 

The  control  system  used  in  the  well 
known  Sprague-General  Electric  multiple 
unit  control,  with  two  master  controllers 
in  the  cab  and  the  contactors  in  the  re- 
ceptacles, carried  on  the  locomotive  floor. 
Multiple  unit  connections  have  been  sup- 


crease  of  the  draw  bar  pull  is  about  6,500 
lbs.  on  the  first  few  steps  after  which  the 
maximum  throughout  the  remainder  of 
the  acceleration  is  from  2,oco  to  3,000  lbs. 
Ihe  practical  effect  of  this  smooth  accele- 
ration appears  to  an  observer  in  the 
caboose  that  the  rear  end  of  the  train  is 
started  so  gradually  that  the  beginning  of 
the  motion  is  almost  imperceptible.  The 
locomotive  is  equipped  with  third  rail 
shoes  to  take  current  from  an  inverted 
third  rail.  It  is  also  fitted  with  an  over- 
head trolley  which,  as  stated  above,  can 
be  raised  or  lowered  by  a  foot-operated 
valve  in  front  of  the  motorman. 

A  full  description  of  the  tunnel  and 
how  it  was  built  is  to  be  found  in  Rail- 
way AND  Locomotive  Engineering  for 
September,  1907,  page  411.  An  explana- 
tion of  this  frequently  used  word  Torque 
will  be  found  on  page  124  of  our  March 
igo6  issue,  and  to  these  two  fully  de- 
scriptive articles  the  reader  is  referred. 


the  commutating  pole  type,  and  has  a  rat- 
ing of  approximately  300  h.p.  At  its  one- 
hour  rating  the  motor  will-  develop  a 
torque  of  4,050  lbs.  at  i  ft.  radius.  The 
gearing  between  motor  and  axle  has  a  4.37 
reduction,  and  the  driving  wheels  are  48 
ins.  in  diameter.  With  this  reduction  each 
motor  will  develop  a  tractive  effort  of 
9,000  fbs,  at  the  rail,  which  gives  a  total 
tractive  effort  for  the  four  motors  of 
36,000  lbs.,  at  12  m.  p.  h.  The  motors 
have  an  overload  capacity  sufficient  to 
slip  the  driving  wheels,  and  the  locomo- 
tive can  develop  at  the  slipping  point  of 
the  wheels  an  instantaneous  tractive  effort 
of  50.000  to  60,000  lbs.  The  maximum 
speed  of  the  locomotive  running  light 
upon  a  level  track  is  about  35  m.  p.  h. 

There  are  two  gears  and  pinions  for 
each  motor,  one  at  either  end  of  the  shaft. 
This  form  of  construction  was  used  on 
account    of    the    unusually    heavy    torque 
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plied,  so  that  three  locomotives  may  be 
operated  in  multiple  unit,  if  necessary. 
The  problem  of  starting  and  accelerating 
a  train  of  from  1,000  to  1,500  tons,  which 
may  consist  of  40  or  50  cars,  is  a  rather 
delicate  one.  Such  a  train  is  not  a  rigid 
mass,  but  a  long  elastic  body,  and  any 
inequality  in  the  starting  torque  results 
in  waves  of  jerking  and  buffing  strains 
which  are  very  likely  to  reach  abnormal 
values  in  some  parts  of  the  train.  Con- 
sequently the  control  for  this  locomotive 
was  designed  especially  to  produce  a  uni- 
form increase  of  speed  and  torque  dur- 
ing the  period  of  acceleration.  The  con- 
trol combinations  are  arranged  so  that  the 
motors  may  be  operated  four  in  series, 
two  in  scries  and  two  in  parallel,  or  four 
in  parallel.  There  are  nine  resistance 
steps  in  series,  eight  in  series  parallel  and 
seven  in  the  parallel  position.  It  was 
found  in  the  tests  that  the  maximum  in- 
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Some  of  the  principal  dimensions  of 
the  locomotive  are  given  in  the  follow- 
ing table : 

Number  of  motors,  4;  gear  ratio,  4.37; 
number  of  driving  wheels,  8;  diameter 
of  driving  wheels,  48  ins.;  total  wheel 
base,  27  ft.  6  ins. ;  rigid  wheel  base,  9  ft. 
6  ins. ;  length  inside  knuckles,  39  ft.  6 
ins. ;  length  of  main  cab,  15  ft.  6  ins. ; 
height  of  cab,  12  ft.  6  ins. ;  maximum 
height,  trolley  up,  15  ft.  6  ins. ;  maxi- 
mum height,  trolley  retracted,  14  ft.  10% 
ins. ;  maximum  width,  10  ft.  2^  ins.; 
width  of  cab,  10  ft.  i  15-16  ins.;  total 
weight,    199,000  lbs. 


The  Alaska-Yukon-Pacific  Exposition 
has  awarded  grand  prizes,  which  is  the 
highest  award,  for  insulated  wires  and 
cables,  to  the  General  Electric  Company 
and  to  John  A.  Roebling  Sons'  Company. 
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4-6-2  on  the  Canadian  Pacific. 
The  Schenectady  Works  of  the 
American  Locomotive  Company  have 
recently  completed  two  Pacific  or  4-6-2 
type  locomotives  for  the  Canadian 
Pacific  Railway,  and  thirty  more  of  the 
same  design  are  now  under  construc- 
tion at  the  Montreal  Works  of  these 
builders.  These  engines,  one  of  which 
forms    the     subject    of    our    illustration. 


standard  cylinders  made  for  engines 
equipped  with  the  Stephenson  link 
motion,  an  interesting  and  ingenious 
arrangement  of  valve  gear  has  been 
employed.  In  the  cylinders,  the  center 
of  the  valve  chamber  is  3  ins.  inside 
the  center  of  the  cylinder  which  brings 
the  plane  of  the  valve  stem  about  10 
ins.  inside  that  of  the  eccentric  crank 
pin.     Part  of  this  offset  is  provided  by 


reach  rod.  All  the  parts  of  the  gear 
have  been  carefully  designed  to  give 
the  necessary  strength  and  stiffness  to 
prevent  springing.  The  pins,  through- 
out, are  case  hardened  and  the  bear- 
ings provided  with  wrought  iron  case 
hardened  bushings,  to  prevent  wear 
and  lost  motion.  The  gear  is  designed 
to  give  a  ma.ximum  valve  travel  of  sH 
ins.    in    forward    gear    and    S/^    'ns.    in 


4-6-2  TYPE  PASSENGER  ENGINE  FOR  THE  CANADI.\N  PACIFIC  RAILWAY. 
H.    H.    Vaugban,   Assistant   to   Vice-President.  American    Locomotive    Company,    Builders. 


will  be  used  on  the  divisions  between 
Magantic  and  Brovvnville,  Me.,  and 
between  Brownville  and  McAdam  Jet.. 
N.  B.,  a  total  distance  of  223  miles. 
These  two  divisions  are  in  rolling 
country  with  maximum  grades  of  1% 
per  cent.  The  engines  are  designed  to 
handle  trains  of  from  10  to  12  cars, 
weighing  from  500  to  650  tons,  run- 
ning on  schedules  of  35  miles  an  hour, 
including  stops. 

,  They  were  built  to  the  railroad  com- 
pany's designs,  and  are  practically 
duplicates  of  their  standard  Class  G-i 
Pacific  type  engines,  except  that  they 
have  69  in.  wheels  and  are  equipped 
with  the  Walschaerts  instead  of  the 
Stephenson  valve  gear.  There  is  also 
a  difference  in  the  size  of  the  firebox, 
which  in  the  design  here  illustrated  is 
94%  ins.  long  and  67%  ins.  wide. 

In  working  order  they  have  a  total 
weight  of  218,000  lbs.  of  which  136,000 
lbs.  is  carried  on  the  driving  wheels, 
34,500  lbs.  on  the  trailing  wheels,  and 
47,500  lbs.  on  the  leading  truck.  The 
cylinders  are  2r  by  28  ins.,  and  with 
driving  wheels  69  ins.  in  diameter  and 
a  boiler  pressure  of  200  lbs.,  the  theo- 
retical maximum  tractive  power  is  30.- 
400  lbs. 

Following  the  regular  practice  of 
the  Canadian  Pacific  for  all  road  en- 
gines, superheated  steam  is  used,  the 
superheater  being  of  the  Vaughan- 
Horsey  type.  Steam  is  distributed  to 
the  cylinder  by  means  of  ii-in.  piston 
valves,  having  inside  admission,  and,  in 
order    to    use    on    these    engines    the 


an  extension  of  the  outside  trunnion 
of  the  link  carrier  which  is  fitted  with 
a  downward  extending  arm  to  which 
the  eccentric  rod  is  connected. 

The  link  is  carried  in  a  bracket 
bolted  to  the  front  of  a  heavy  cast 
steel  crosstie  located  between  the  first 
and  second  pair  of  driving  wheels  and 
having  liberal  bearing  on  the  frames.  The 
center  of  the  link  is  314  ins.  outside  of 
the  center  of  the  valve  stem  and  this 
difference  is  taken  care  of  by  an  offset 
in  the  radius  bar.  The  valve  stem  is 
connected  to  a  small  crosshead  which 
slides  on  a  single  bar  supported  be- 
tween a  lug  on  the  valve  chamber  head 
and  a  knee  secured  to  the  top  of  the 
guide  bar.  The  combination  lever  is 
placed  inside  of  the  guides  and  is  pro- 
vided with  a  fork  at  the  upper  end, 
which  spans  the  valve  stem  crosshead 
and  the  front  end  of  the  radius  bar. 
As  the  valves  have  inside  admission, 
the  connection  of  the  radius  bar  to  the 
combination  lever  is  above  the  connec- 
tion of  the  latter  to  the  valve  stem 
crosshead. 

The  reverse  shaft  is  carried  in  bear- 
ings bolted  to  the  same  crosstie  to 
which  the  link  bracket  is  secured  and  a 
forward  extending  arm  of  the  shaft  is 
connected  to  the  radius  bar  by  means 
of  a  link.  This  shaft  is  operated  by 
means  of  another  shaft  located  be- 
tween the  second  and  third  pair  of 
driving  wheels  which  is  connected  direct 
to  the  reverse  lever.  Each  shaft  has  a 
downward  extending  arm  in  its  center 
and  the  two  arms  are  connected  by  a 


back  gear,  and  is  set  to  give  a  15/16 
in.  constant  lead.  The  valves  have 
15/16  in.  steam  lap  and  a  ^/i  in.  ex- 
haust clearance.  The  frames  consist 
of  a  main  frame  of  cast  steel  4}^  ins. 
wide,  with  double  front  rails  of  wrought 
iron ;  and  a  rear  section  of  slab  form, 
2  ins.  wide,  which  is  connected  to  the 
main  frame  by  a  heavy  cast  steel  cross- 
tie.  The  trailing  truck  is  the  railroad 
company's  standard  design  of  outside 
bearing  radial  truck. 

The  boiler  is  of  the  extended  wagon 
top  type  with  slopping  back  head  and 
throat  sheet  The  barrel  measures 
6-^i  ins.  in  diameter  outside  at  the  first 
ring.  It  is  fitted  with  193  tubes  2% 
ins.  in  diameter  and  22  tubes  5  ins.  in 
diameter,  which  contain  the  super- 
heater tubes.  The  tubes  are  19  ft.  6 
ins.  long.  The  total  evaporative  heat- 
ing surface  of  the  boiler  is  2,951 
sq.  ft.,  of  which  the  tubes  con- 
tribute 2,765  sq.  ft.  and  the  firebox 
the  remainder.  The  superheater  has 
a  heating  surface  of  403  sq.  ft.  The 
firebox  is  94^/^  ins.  long  and  67^  ins. 
wide  and  provides  a  grate  area  of  45.6 
sq.  ft.  It  is  supported  at  both  the 
front  and  back  by  buckle  plates.  A 
limited  number  of  Tate  flexible  stay- 
bolts  made  by  the  Flannery  Bolt  Co. 
of  Pittsburgh  are  used  in  the  back  head, 
throat  and  sides.  The  water  feed  con- 
sists of  two  10  A.  Hancock  injectors, 
one  on  either  side  of  the  firebox.  The 
delivery  pipes  arc,  however,  connected 
to  a  common  boiler  check  placed  on 
the    top    center    line    of    the    boiler,    18 
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ins.    back    of    the    front    tube    sheet   and 
covered  by  the  bell  stand. 

The  tender  is  of  the  railroad  com- 
pany's standard  design  throughout. 
The  frame  is  of  steel,  13-in.  channels 
being  used  for  the  center  sills  and  lo- 
in, channels  for  the  side  sills.  It  is 
mounted  on  two  four-wheel  trucks  of 
the  equalized  type.  The  tank  is  of  the 
so-called  turtle  back  type  and  has  a 
capacity  of  5,000  Imperial  gallons  and 
space  for  10  tons  of  coal. 

The  dimensions,  weights  and  ratios 
of  the  locomotives  are  as.  follows: 

Weight  on    drivers -^tractive   effort 4.47 

Total    weight   -~   tractive   effort 7.17 

Tractive  effort  X  diameter  drivers  -7-  heat- 
ing  surface    710, 

Total   heating   surface -^  grate   area 64.7 

Firebox     heating     surface-:- total     heating 

surface,    per   cent 6.3 

Weight   on   drivers -^  total   heating  surface     46. 

Total  weight-:- total  heating  surface 73.8 

Volume  of  cylinders,  cu.  ft 11.20 

Total    heating    surface-:- volume    of    cylin- 
ders       263. 

Grate  area-^volume  of  cylinders 4.07 

Wheel  Base. — Driving.   13  ft.:  total,  33  ft.  7  in.: 

total,  engine  and  tender,  60  ft.  }i  in. 
Axles. — Driving  journals,  main,  g'/j   m.  x  12  in.; 
others,  9  in.  x  12  in.;  engine  truck  journals, 
diameter,  6  in.;  length,   10  in.;  trailing  truck 
journals,    diameter,    7    in.;    length,     14    in.; 
tender     truck    journals,    diameter,     5J/2     in.; 
length,    10  in. 
Boiler. — Type,  extension   wagon  top;    O.   D.   first 
ring,    67^    in.;    working   pressure,    200   lbs.; 
fuel,   bituminous  coal. 
Firebox. — Type,    wide;    length,    94}^    in.;    width, 
67^    in.;    thickness   of   crown,    ^    in.;    tube, 
H    in.;    sides,    s/16   in.;   back,    9^   in.;   water 
space,    front,    5    in.;     sides,    4J4     in.;    back, 
^       3}4    in. 

Crown    Staying. — Radial. 
Driving    Boxes. — Cast   steel. 

Brake. — Pump,    11    in.;    reservoir    i,    22)^    in.    x 
385^    in.;   other,   22^6    in.   x  95   in. 

We    recently    enjoyed    a    pleasant    visit 


Garratt  Locomotive. 

The  Government  railways  of  Tas- 
mania have  recently  received  an  articu- 
lated locomotive  of  novel  design.  It 
was  built  by  the  firm  of  Byer,  Peacock 
&  Co.  Ltd.,  of  Manchester,  England. 
The  engine  is  known  as  the  "Garratt" 
patent  locomotive  and  is  designed  to 
work  up  grades  of  I  in  25,  with  curves 
of  lJ/2  chains  radius.  The  gauge  of  the 
road  is  2  ft. 

The  engine  is  an  articulated  com- 
pound with  one  pair  of  high  pressure 
cylinders  11  x  16  ins.,  situated  at  the 
rear  end  and  one  pair  of  low  pressure 
cylinders  1/  x  16  ins.  at  the  front.  The 
driving  w-heels  are  arranged  in  two 
trucks  each  having  4  wheels,  2  ft.  7% 
ins.  in  diameter.  Our  illustration 
shows  the  arrangement  of  wheels, 
cylinders,  etc.  The  cylinders  are 
placed  front  to  front  so  that  when  the 
locomotive  is  progressing  forward  the 
leading  engine  is  "backing  up"  as  one 
might  say  while  the  rear  engine  is  run- 
ning forward.  Walschaerts  valve  gear 
is  used. 

The  method  of  applying  the  crank 
V-in  and  counterbalance  is  interesting. 
These  arc  not  attached  to  the  wheel  as 
in  usual  practice  but  are  applied  to  the 
projecting  end  of  the  axle.  The  coun- 
terbalance is  a  hammer-shaped  exten- 
sion of  the  crank  and,  of  course,  has 
the    bulk    of    its    weight    at    the    opposite 


hcsion  with  tanks  full  amounts  to  5.3, 
while  with  tanks  empty  it  is  4.5. 

The  boiler  is  a  straight  top  one  7 
ft.  long  and  3  ft.  11''^  ins.  in  diameter. 
There  are  170  tubes  each  i-}4  ins.  out- 
side diameter.  These  tubes  give  a 
heating  surface  of  568  sq.  ft.  and  the 
firebo.x  contributes  60  sq.  ft.,  making 
a  total  of  628  sq.  ft.  The  grate  area  is 
14.8  sq.  ft.  which  gives  a  ratio  of  grate 
to  evaporative  surface,  as  I  is  to  49. 
The  steam  pressure  is  195  lbs.  to  the 
sq.  in.  The  firebox  is  of  the  Belpaire 
type  S  ft.  S  1/16  ins.  long  by  4  ft.  3^ 
ins.  wide  by  4  ft.  2  ins.  high  at  the 
front  and  4  ft.  oyi  in.  high  at  the  back. 

The  fuel  space  is  of  course  at  the 
rear  and  holds  a  ton  of  coal.  The  rear 
tank  also  holds  320  gallons'  of  water; 
the  front  tank,  which  contains  only 
water,  was  a  capacity  of  520  gallons, 
making  a  total  of  840  imperial  gallons. 
The  engine  frame  is  practically  a 
bridge-girder  supported  at  each  end  on 
pivot  points  through  which  steam  and 
exhaust  connections  are  made.  The 
cylinders,  wheels  and  tank  at  each  end 
having  a  radial  motion  independent  of 
each  other.  The  entire  weight  of  the 
engine  is,  of  course,  adhesive  weight. 
Altogether  the  engine  is  a  unique  machine. 


At  the  New  York  November  meeting 
of  The  .American  Society  of  Mechanical 


G.\RR.ATT    ARTICULATED    LOCOMOTIVE,    T.VSMANIAN   GOVERN.MENT    R.MLWAVS. 

from  Mr.  F.  A.  McKenzie,  a  member  of     end    of    the    crank   pin.     The    spread    of      Engineers,   to   be   held   on   the  9th   in- 
the   editorial    staff   of   the   London   Daily      each  truck  is  4  ft.  and  the  total  wheel      slant,     in     the     Engineering     Societies 


Mail.     He  has  been  sent  over  to  describe  base  of  the  engine  is  26  ft.  9  ins.     The 

for    the    British    readers    the    wonderful  distribution     of     weight     results     in     a 

strides  that  Canada  is  making  under  the  slightly   increased   burden    on    the    rear 

vast    railway    extensions    going    on,    and  truck.       In     working    order    the    front 

how    much    profit    our    .American    mer-  truck    carries    16    tons    s    cwls.    i    qt., 

chants   are   enjoying  by  pouring  the   ne-  while  that  at  the  firebox  end  has  upon      Concrete  Beams,"  and  the  other  by  Prof. 

cessities    and    luxuries    of    life    into    the  it  17  tons,  5  cwts,  2  qts.     Giving  a  total      Walter     Rautenstrauch     of     Columbia 

newly    opened    territories    and    provinces  weight  of  the  whole  machine  of  33  tons      University,   on    "Stresses   in   Curved   Ma- 

of  the  Dominion.  10   cwts.    3    qts.      The    coefficient    of    ad-      chine  Members." 


Building,  2Q  West  3Qth  Street,  New 
York,  there  will  be  two  papers  presented. 
One  by  Prof.  Gaetano  Lanza  and  Law- 
rence S.  Smith  of  The  Massacusetts  In- 
stitute   of    Technology,    on    "Reinforced 
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Traveling  Engineers*  Convention  at  Denver 


TOOL   EQUIPMENT. 

The  first  paper  read  at  the  Traveling 
Engineers'  Convention  at  Denver  was 
the  committee's  report  on  "The  most 
economical  method  of  maintaining  tool 
equipment  and  supplies  other  than  coal, 
water  and  sand  on  locomotives  in  serv- 
ice." The  committee  consisted  of  Messrs. 
J.  A.  Talty,  Joseph  Keller,  W.  H.  Cor- 
bett,  J.  J.  Gill  and  E.  Salley. 

The  report  was  read  by  Chairman 
Talty,  and  showed  that  great  diversity 
of  practice  exists  in  providing  and  main- 
taining tool  equipment  on  locomotives. 
A  very  timely  discussion  followed  the 
reading  of  the  report,  one  side  contend- 
ing for  liberality  in  the  number  of  tools 
supplied,  while  the  other  side  argued  in 
favor  of  restricting  the  tool  equipment 
to  the  smallest  practicable  limit.  A  large 
number  of  the  members  took  part  in  the 
discussion. 

FUEL    ECONOMV. 

The  most  important  business  done  at 
the  Traveling  Engineers'  Convention  was 
in  connection  with  a  paper  on  Fuel 
Economy,  contributed  by  Mr.  S.  D. 
Wright,  Central  of  Georgia.  The  first 
point  made  was  that  engines  should  be 
kept  in  proper  condition  and  that  coal 
should  be  loaded  on  the  tenders  so  that 
no  loss  occurs  and  that  firemen  be  in- 
structed on  the  best  methods  of  doing 
that  work.  Harmonious  co-operation  be- 
tween engineer  and  fireman  he  considered 
to  be  essential  in  avoiding  waste.  To 
promote  economical  use  of  fuel  the  coal 
furnished  ought  to  be  of  uniform  qual- 
ity and  the  draft  appliances  adjusted  to 
suit  the  coal.  He  favored  a  certain  size 
of  box  for  measuring  the  coal.  He  had 
found  coal  varying  in  weight  from  46  to 
52  lbs.  to  the  cubic  foot. 

Among  the  fuel  saving  devices  he  had 
noted,  were  an  automatic  fire  door  opener 
and  a  patented  slide  valve  that  had  en- 
abled him  to  open  the  nozzle  from  one 
eighth  to  half  inch.  He  considered  it 
very  important  that  provision  be  made  to 
prevent  coal  from  falling  off  the  tender 
when  it  is  lurching  about  at  high  speed. 
Considerable  attention  was  given  to  the 
waste  of  fuel  that  results  from  scale  and 
boiler  impurities.  He  considered  that  too 
little  attention  is  given  to  defects  of 
cylinder  packing  and  to  valves.  The 
judicious  use  of  a  little  flaked  graphite, 
he  said,  will  reduce  friction  by  forming 
a  glaze  on  the  cylinder  walls  and  valve 
seats,  which  in  this  condition  arc  not  so 
easily  affected  by  an  overflow  of  water 
or  wet  steam.  Friction  overcome  or  re- 
duced in  any  manner  in  locomotive  ma- 
chinery means  increase  of  power  de- 
veloped and  fuel  saved. 

Among  the  many  causes  that  make  en- 
gines steam  badly  are  leaky  steam  pipes, 


exhaust  pipe  joints,  air  leaks  in  front  end. 
He  remarked,  "We  make  tests  periodical- 
ly of  steam  and  exhaust  pipes  by  cold 
water  pressure  and  it  is  surprising  the 
leaks  detected." 

The  value  of  the  brick  arch  cannot  be 
overestimated  as  a  fuel  saver  and  pro- 
moter of  smoke.  Besides  it  preserves 
the  flues  by  preventing  the  cold  air  from 
striking  them  direct.  The  heat  in  the 
arch  ignites  gases  that  otherwise  would 
be  wasted,  it  prevents  fine  coal  from 
passing  directly  into  the  flues  and  pre- 
vents spark  throwing.  He  found  from 
test  that  the  arch  saved  from  9  to  12  per 
cent,  of  the  fuel. 

Referring  to  the  experiments  with 
front  ends  made  by  I  he  Master  Me- 
chanics' Association,  he  said  that  his  road 
had  devised  a  modification  of  the  Master 
Mechanics'  Standard  front  end  and 
found  it  very  satisfactory.  The  engines 
equipped  with  it  are  free  steamers  and 
easy  on  fuel. 

Mr.  Wright  gave  particulars  of  tests 
made  with  engines  having  feed  water 
heaters  and  others  with  steam  super- 
heaters and  testified  favorably  to  both 
means  of  saving  fuel.  These  means  of 
fuel  saving  he  considered  good,  but  he 
put  strong  emphasis  upon  the  necessity 
for  preventing  the  leakage  of  steam  from 
stuffing  boxes,  valves  and  pistons.  He 
also  advised  all  concerned  to  try  the 
striking  points  of  pistons  to  prevent  the 
waste  that  comes  from  excessive  clear- 
ance. 

With  all  the  fuel  saving  appliances  and 
methods  used  for  economy,  there  is  noth- 
ing more  conducive  to  good  results  than  the 
earnest  hearty  co-operation  of  the  engine- 
men.  There  is  a  friendly  rivalry  among  the 
men  and  every  one  thinks  his  engine  is 
the  best.  They  keep  the  engines  in  good 
condition  by  doing  all  necessary  work  and 
keep  the  men  as  comfortable  as  possible. 

This  is  one  of  the  best  papers  we  have 
ever  read  and  as  we  cannot  publish  it  in 
full  we  heartily  advise  every  person  in- 
terested in  this  important  subject  to  pro- 
cure a  copy  of  the  paper  from  the  secre- 
tary, Mr.  W.  O.  Thompson,  New  York 
Central  Railroad,  East  Buffalo,  N.  Y. 

LOOSE     METHODS     OF     SUPPLYING     CO.\L. 

There  is  nothing  more  important  in 
promoting  the  economical  operating  of 
locomotives  than  to  have  the  means  of 
keeping  an  accurate  record  of  the  coal 
put  upon  locomotives  tenders.  In  this 
connection  while  discussing  the  paper  on 
Fuel  Economy  presented  to  the  Traveling 
Engineers'  Convention,  Mr.  Charles  Cot- 
ter, Duluth  &  Iron  Range,  said : 

In  speaking  with  a  great  many  of  the 
traveling  engineers  here  I  see  that  the 
companies  are  getting  away  from  keeping 
an  individual   record  of  the  coal ;  that  is, 


they  are  not  weighing  the  coal  or 
measuring  it  so  that  you  can  tell  what 
your  engine  takes.  My  experience  has 
been  where  the  amount  of  coal  taken  by 
each  engine  is  guessed  at  that  you  can 
not  only  expect  a  poor  coal  record  but 
the  firemen  will  degenerate  for  lack  of  an 
incentive  to  make  a  coal  record. 

Mr.  Petty,  speaking  on  the  same  sub- 
ject, said:  I  will  state  that  on  the  N.  C. 
&  St.  L.  we  are  keeping  a  record  now  in 
freight  service  on  the  ton-mileage  basis 
and  in  passenger  service  on  the  car  mile- 
age basis.  At  the  end  of  the  run  the  coal  is 
shoveled  down  in  the  tank,  which  is 
graduated,  as  near  as  we  can  get  at  it, 
and  the  man  who  handled  the  engine  in, 
gets  credit  for  that.  The  amount  of  coal 
that  is  given  to  the  engine  is  reported 
regularly  and  the  coal  that  he  takes  on 
the  line  of  the  road  is  also  reported  to 
the  fuel  inspector  and  he  is  given  credit 
at  the  other  end  of  the  terminal.  I  be- 
lieve that  is  about  the  best  way  that  we 
can  keep  it  without  a  great  deal  of  ex- 
pense, as  far  as  weighing  is  concerned. 
We  are  keeping  an  individual  record.  We 
post  that  monthly  on  our  bulletin  boards 
and  I  believe  we  are  getting  good  results 
even  from  those  bulletins. 

INFLUENCE    OF    THE    EOAD    FOREMAN. 

Mr.  Summers  said :  I  believe  that  the 
road  foreman  can  do  a  great  deal  toward 
reducing  the  amount  of  coal  used  by  ob- 
serving the  coal  on  the  tank  in  riding 
over  the  road,  and  even  though  the  en- 
gine does  not  fail  for  steam,  make  a 
record  and  report  to  the  person  handling 
the  fuel  in  case  the  coal  is  not  up  to  the 
standard  that  the  company  has  made  the 
agreement  to  buy.  In  that  way  you  can 
keep  the  coal  from  getting  below  the 
standard  and  also  prevent  engine  failures 
and  every  time  you  have  an  engine  fail- 
ure, naturally  a  certain  amount  of  coal  is 
going  to  be  wasted  by  the  men  trying  to 
crowd  the  engine  for  steam. 

GUESSING     AT    THE    COAL     PUT    ON. 

Mr.  David  Meadows  said :  Mr.  Cotter 
from  the  Duluth  &  Iron  Range  has 
brought  up  the  question  of  keeping  a 
record  of  coal  consumed  on  engines. 
That  is  a  very  important  question  and  is 
something  that  was  taken  care  of  at  one 
lime  on  the  road  that  I  represent,  the 
Michigan  Central;  but  of  late  years  we 
have  not  kept  that  record.  In  the  major- 
ity- of  cases  on  most  trunk  lines  at  the 
present  time  coal  is  put  on  the  engine 
from  a  link  belt  coal  chute  or  some  coal 
chute  of  a  similar  nature.  The  quantity 
of  coal  that  is  charged  to  the  engineer 
bringing  the  engine  in  is  simply  esti- 
mated by  the  engine  loader,  and  on  that 
account  we  found  it  very  unsatisfactory. 
{Continued  on  page  493.) 
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General  Correspondence 


One  System  for  Day  and  Night. 

Editor: 

I  have  just  finished  my  perusal  of 
your  September  number,  having  noted  in 
this  as  in  previous  issues  the  very  perti- 
nent remarks  that  have  been  made  on  the 
subject  of  night  signaling  on  railroads. 
I  hope  these  expressions  of  opinion  will 
find  their  way  to  the  notice  of  the  mem- 
bers of  the  Block  Signal  and  Train  Con- 
trol Board  at  Washington,  which  board 
is  at  the  present  time  deliberating  upon 
the  question  of  night  sigiialing.  Indeed, 
I  have  myself  pointed  out  several  of 
these  letters  to  their  notice,  as  bearing 
upon  the  utility  of  the  illuminated  back- 
ground system  of  signaling. 

If  any  criticism  could  be  made  of  the 
published  letters,  it  might  perhaps  be  that 
the  main  point  is  overlooked  by  your 
correspondents  in  their  desire  to  express 
their  preferences  as  to  the  colors  to  be 
used  for  the  three  principal  indications. 
Vou  have  voiced  this  sentiment  in  a  foot 
note  asking  that  attention  be  turned  to 
the  question  of  whether  there  is  danger 
in  passing  a  red  light  on  an  interlocking 
signal,  when  the  red  light  of  the  auto- 
matic signal  should  not  be  passed  with- 
out first  coming  to  a  stop.  The  ambigu- 
ity that  arises  from  this  usage  of  red, 
certainly  lessens  the  significance  of  a  light 
of  that  color,  while  the  use  of  green  for 
clear  on  one  road  and  for  caution  on  an- 
other, without  doubt  weakens  the  value 
of  such  indications. 

Mr.  L.  R.  Clausen,  president  of  the 
Railway  Signal  Association.  recently 
stated  that  in  his  opinion  a  "white"  light 
should  be  used,  as  formerly,  for  the  clear 
indication.  Other  railroad  men,  to  whose 
opinions  importance  must  be  attached,  ad- 
vocate the  "green."  Indeed,  the  school 
of  "green  for  clear"  seems  to  be  a  little  in 
the  lead,  though  its  popularity  may  be  due 
in  some  measure  to  the  recommendations 
of  certain  associations  of  railroad  men. 
However,  far  more  important  than  the  in- 
dividual dangers  of  white  or  green,  would 
appear  to  be  the  dangers  of  different  in- 
dications on  different  roads  being  given 
by  the  same  color,  for  it  is  quite  within 
the  bounds  of  possibility  for  an  engine- 
man,  fireman,  conductor,  or  flagman,  or 
pilot,  who  for  years  had  been  governed 
by  one  system,  to  find  himself  upon  a 
road  on  which  the  opposite  system  was  in 
force. 

A  certain  psychological  condition  of 
•uncertainty  always  exists  after  a  long 
•established  habit  of  thought,  has  been  re- 
versed and  then  reinstated.  And  this 
condition  must  often  arise,   for  not  only 


may  a  man  be  employed  within  a  short 
period  of  time  by  several  roads,  but  in  the 
modern  centralization  and  co-operation 
in  the  use  of  terminals,  an  engineman 
may,  while  entering  one  of  our  great 
cities,  run'  over  the  rails  and  be  governed 
by  the  signals  of  as  many  as  four  sepa- 
rate and  independent  roads.  Here  he  may 
encounter  green  clear,  green  caution,  or- 
ange caution,  and  then  the  whole  arrange- 
ment over  again  in  the  opposite  direction. 
If  to  these  difficulties  we  add  those  which 
confuse  the  use  of  red,  in  interlocking, 
automatic,  and  switch  signals,  we  have 
a  system  far  too  complicated  for  ready 
interpretation  and  quick  action. 

In    striking   contrast   to    the    complica- 
tions of  signaling  at  night,  when  travel  is 


equipment  of  the  signals  which  he  con- 
demns. His  article  can  scarcely  be  read 
without  conviction,  though  unfortunately 
for  the  traveling  public  dollars  and 
cents,  or  the  cost  of  installing  the  system 
there  proposed,  has  proved  still  more  con- 
vincing and  in  an  opposite  direction.  At 
the  present  time,  when  reform  seems  to 
be  even  more  in  the  air,  a  quotation  from 
this  article  will  not  be  amiss. 

Prof.  Stratton  says :  "But  the  really 
grave  fault  in  the  present  arrangement  is 
not  that  the  signals  are  changed  twice 
daily,  but  that  the  alternate  sets  are  of 
immensely  different  value,  and  the  worse 
signals  are  in  force  during  the  very  period 
of  greatest  danger.  The  coming  of  night, 
which    for    so    manv   causes    is    the    most 


RESULT  OF  A   "PITCH-IN,' 

most  perilous,  is  the  simplicity  of  the  al- 
most universal  system  of  indication  by 
day.  This  system,  once  established  at 
night,  would  not  only  eliminate  the  dan- 
gers from  color-blindness,  color-weakness, 
and  the  change  between  form  and  posi- 
tion, and  colored  lights,  twice  daily,  but 
it  would  harmonize  the  systems  of  the 
various  roads  to  a  very  great  extent.  A 
method  of  accomplishing  this  has  been 
proposed.  It  is  the  illuminated  back- 
ground system. 

Two  years  ago  an  article  on  raihvay 
signaling,  by  Prof.  G.  M.  Stratton,  of 
Johns  Hopkins  University,  was  published 
in  the  Century  Magazine.  It  was  the 
first  note  sounded  by  the  public  in  pro- 
test against  an  alarming  condition.  The 
article  was  almost  unnoticed,  and  as  a  re- 
sult nothing  has  been  done  to  ameliorate 
the  conditions  which  the  professor  de- 
plores, except  to  increase  the  extent  and 


■   OR   RE.\R   COLLISION. 

perilous  time  of  travel,  makes  useless  the 
signals  which  require  the  engineer  merely 
to  distinguish  forms  and  directions,  and 
brings  in  their  stead  colors,  which  are  pe- 
culiarly liable  to  be  misread.  The  diffi- 
culties with  which  the  color  signals  are 
burdened,  I  cannot  believe  are  fully 
known  to  all." 

"In  the  first  place,  and  perhaps  of  minor 
importance,  it  should  not  be  overlooked 
that  the  white  light  used  in  the  color  sys- 
tem is  to  be  entitled  "white"  only  by  cour- 
tesy, for  it  comes  in  reality  from  the 
warm  yellow  flame  of  an  oil  lamp,  and  is 
uncommonly  rich  in  red  rays.  When 
viewed  through  the  smoky  air  that  so 
often  hovers  over  our  railroads,  it  is  for 
this  reason  the  more  liable  to  take  on  a 
reddish  tinge,  a  ruddy  effect  which  even 
the  pure  white  of  the  sun  cannot  escape 
when  brought  into  the  presence  of  smoke. 
Now,  at  the  first  thought  it  might  sMm 
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of  no  moment  that  occasionally  a  "white" 
signal  did  appear  tinged  with  red.  Would 
it  not  at  most  cause  an  engineer  to  delay 
at  a  point  where  he  might  with  perfect 
safety  have  advanced?  But  if  he  should 
often  see  a  reddish  light  which  he  later 
discovered  to  be  intended  for  white,  a 
red  light  would  cease  to  be  quite  so  start- 
ling a  deterrent  to  him ;  and  thereby  the 
chances  are  at  least  slightly  increased 
that  he  will  at  some  critical  moment  per- 
haps unconsciously  make  allowance  for 
the  effect  of  smoke  where  no  smoke  what- 
ever exists,  and  by  taking  an  actually  red 
light  for  white  will  dash  his  train  with  all 
the  life  it  holds,  headlong  into  ruin. 
But  the  present  system  of  block  signals 
at  night  is  ill-adapted  not  to  the  eye- alone; 
it  gives  needless  labor  to  the  memory  and 
the  attention.  It  requires  the  engineer 
among  the  innumerable  lights  that  line  his 
track  to  distinguish  those  that  are  to 
guide  him,  from  those  that  are  of  no  sig- 
nificance to  him  at  all.  Anyone  who  has 
ridden  in  the  cab  of  an  express  locomotive 


ing.  and  put  in  its  place  a  better  order  of 
signals. 

"The  plan  that  I  would  propose  would 
be  to  use  throughout  the  24  hours  the 
kind  of  signal  that  is  now  used  only  by 
day.  Such  an  arrangement  would  have 
the  advantage  which  lies  in  perfect  uni- 
formity; it  would  abolish  the  daily  change 
from  form  to  color.  But  it  would  also 
have  the  more  important  e.xcellence,  that 
the  signals  thus  made  general  are  emi- 
nently preferable  to  those  which  would  be 
crowded  out.  For  inasmuch  as  the  day 
signals  now  in  use  consist  of  markedly 
different  directions  of  a  semaphore  vane, 
whereof  the  color  is  of  no  importance  ex- 
cept to  make  the  projecting  arm  con- 
spicuous, they  are  based  upon  something 
psychologically  sound.  The  space  sense 
upon  which  they  place  their  reliance  has, 
like  every  human  power,  its  imperfections ; 
but  these  are  far  less  glaring  than  in  the 
case  of  color,  and  are  more  surely  detected 
when  they  occur.  .  .  .  The  feeble 
color  vocabulary  of  the  ordinary  male  is 


road  equipped  with  block  signals,  engine- 
man  failed  to  heed  caution  signal,  etc., 
etc.  The  instances  could  be  multiplied 
almost  indefinitely  until  it  becomes  quite 
apparent  that  in  at  least  some  of  the  cases 
the  engineman  was  unable  to  distinguish 
the  color,  or  became  confused  in  the  sys- 
tem of  indication,  or  mistook  other  lights 
for  his  signals.  More  than  likely  all  of 
these  and  other  disasters  are  due  to  some 
of  the  defects  explained  by  Prof.  Stratton, 
and  would  have  been  impossible  had  the 
engineman  been  able  to  see  the  position  of 
the  semaphore  arm.  J.  H.  W.,  Jr. 

Chicago,  III. 


OLD-TIMK  4-40  BUILT  BY  THE  JER 
during  its  frantic  course  by  night,  and 
seen  the  engineer,  as  by  a  miracle,  pick 
out  his  'white'  signal  amid  a  swarm  of 
nearby  city  lights  of  a  hue  identical  with 
the  one  that  must  direct  him.  .  .  . 
can  no  longer  wonder  that  signals  are  oc- 
casionally misread  or  unobserved.  He 
can  only  marvel  that  a  night  express  ever 
reaches  its  goal  in  safety.  Added,  then, 
to  the  perils  due  to  the  defects  of  the  eye, 
both  normal  and  abnormal,  the  present 
block  signals  have  this  serious  fault :  they 
do  not  stand  out  distinct  and  apart  from 
numberless  other  lights  that  suddenly  ap- 
pear to  the  engineer,  but  to  which  he  is 
expected  to  give  no  heed. 

"These  objections  to  the  use  of  color  in 
our  block  signals,  for  to  them  I  am  con- 
fining my  paper,  might  perhaps  be  hardly 
worth  recounting  if  nothing  belter  could 
possibly  take  its  place;  we  might  regret 
that  our  own  safety  and  the  safety  of  our 
fellow-men  must  hang  by  so  slender  a 
thread,  and  there  the  matter  would  end. 
The  situation,  however,  is  not  at  all  so 
hopeless.  We  may,  whenever  we  please, 
do  away  with  color  as  a  means  of  signal- 


SEY   CITY   1.IJCU.\10TI\  E      WORKS. 

a  fair  expression  of  this  native  lack  of  in- 
terest in  color ;  and  in  more  than  one 
whole  language,  differences  as  great  as 
that  between  green  and  blue  are  left  un- 
marked by  separate  words.  The  very  fre- 
quent lack  of  any  power  in  us  to  notice 
colors,  of  which  enough  has  already  been 
said,  is  perhaps  the  strongest  indication 
that  Nature  regards  lightly  this  power  of 
ours  to  catch  the  fleeting  tints  and  hues  of 
things.  The  color  sense  saunters  in  and 
out  of  life  as  irresponsible  as  any  Harold 
Skimpole.  and  seems  never  to  have  been 
intended  to  bear  the  brunt  of  elemental 
action.  To  take  the  responsibility  for 
the  traveler's  safety  away  from  the  color 
faculty  and  intrust  it  to  the  space  sense, 
is,  then,  the  plain  dictate  of  science." 

Much  confirmation  of  the  professor's 
conclusions  might  be  brought  to  bear  in 
the  shape  of  extracts  from  the  accident 
bulletins  of  the  Interstate  Commerce  Com- 
mission. There  the  story  is  told  all  over 
again.  "Engineman  did  not  heed  red 
light,'  'Engineman  passed  automatic  block 
signal  indicating  stop,''  2  a.  m. ;  "Engine- 
man   ran   at   uncontrollable   speed,"    dark. 


Position   of   Arms  at   Night. 

Editor: 

In  my  letter  in  the  September  issue  of 
R.MLWAY  .^ND  Locomotive  Engineering 
I  did  not  refer  to  the  "World"  system  of 
signals  in  speaking  of  some  engineers  who 
desire  to  see  the  position  of  arm  at  night, 
but  to  one  or  tw'o  previous  writers  who 
had  suggested  a  desire  to  see  the  position 
in  order  to  verify  the  color  indication.  I 
have  never  seen  the  "World"  signals,  but 
if  a  system  has  been,  or  can  be.  devised, 
whereby  the  position  of  the  arms  can  be 
plainly  seen  a  long  distance  at  night  I 
think  it  would  be  a  distinct  improvement 
ill  railwav  signaling.  P.  S.  Waite. 

Loco.  Engr.,  N.  Y.,  N.  H.  &  H. 

Sfyii'gHt'ld.  Mass. 


The  Signal  Question. 

Editor: 

I  am  much  interested  in  the  signal 
question  and  if  I  may  I  will  give  you  ex- 
perience at  home  in  Scotland,  and  here, 
in  the  Argentine.  In  Britain  gener- 
ally the  practice  is  to  treat  the  dis- 
tant signal  when  at  danger  as  a  caution 
signal  and  for  the  driver  to  be  prepared 
to  stop  at  the  home  signal  if  it  is  at  dan- 
ger, but  if  he  gets  the  distant  in  the  oflf 
position  when  approaching  with  a  train, 
he  knows  that  all  the  other  signals  con- 
trolling the  road  over  which  he  is  to  run 
are  ofif  also,  and  he  is  further  assured 
in  this  by  the  knowledge  that  all  the  sig- 
nals are  interlocked  and  the  siynalman 
cannot  pull  off  the  distant  until  the  home 
and  start  signals  are  off  also. 

In  the  Argentine  all  signals  at  danger 
are  stop  signals,  when  controlling  the 
road  over  which  the  train  is  running  and, 
during  the  night  on  the  single  line  when 
a  crossing  has  to  be  made  whh  another 
train,  the  second  train  to  arrive  has  to 
stop  at  the  distant-signal  even,  although 
it  may  be  showing  line  clear.  This  system 
of  making  all  signals  controlling  the 
movement  of  trains  on  the  single  line  or 
at  junctions  a  stop  signal,  is,  I  think,  a 
good  one. 

The  question  as  to  whether  a  driver 
tries  to  see  the  signal  arm  at  night  is,  I 
think,  only  confined   to   drivers   who   are 


November,  1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING. 


473 


not  very  well  acquainted  with  the  road, 
or  when  the  light  is  showing  imperfectly, 
perhaps  half  green,  half  red,  although 
this  class  of  signal  is  strictly  enjoined  to 
be  taken  as  a  danger  signal.  A  driver 
on  fast  passenger  trains  couldn't  keep 
time  if  he  depended  on  seeing  the  signal 
arm  at  night,  or  he  would  run  risks  that 
no  sane  man  would  take.  Undoubtedly 
the  colored  light  is  best. 

The  second  question  is,  I  think,  not  so 
much  against  the  color  of  the  signal  or 
against  its  position.  I  consider  it  bad 
practice  to  have  junction  signals  one  over 
the  other  on  the  same  signal  post ;  they 
ought  to  be  placed  side  by  side  and  in 
that  position  the  objection  to  passing  a 
danger  signal  does  not  obtain.  Signals 
one  over  the  other  are  mostly  confined 
to  sidings  to  or  from  the  main  line,  and 
are  rapidly  being  abolished ;  but  in  any 
case  the  driver  is  guided  by  the  signal 
for  the  road  over  which  he  is  traveling, 
because  he  knows  there  is  a  diverging 
route  and  by  seeing  the  red  light  he 
knows  that  the  diverging  route  is  closed 
to  him  and  he  can  proceed  with  confi- 
dence. I  think  signal  engineers  should 
aim  at  simplicity  of  signals  and  place 
them  in  such  a  position  that  a  good  view 
can  be  obtained  by  the  driver  in  time  to 
bring  the  fastest  train  to  a  stop  with 
ease.  J.  A.  Robertson, 

Buenos  Aires,  Driver. 

Argentina. 


Signal  Views. 

Editor : 

Having  read  the  several  discussions  on 
the  signal  question,  I  would  like  to  give 
you  some  of  my  views  on  the  same.  Now, 
about  the  most  important  part  of  op- 
erating a  railroad  with  safety  is  the  sig- 
nal system,  no  matter  what  kind  it  may 
be,  so  that  all  the  signals  should  be  lo- 
cated in  such  a  way  that  they  could  be 
seen  in  time  to  stop  the  fastest  trains,  and 
not  like  some  of  our  Eastern  roads,  which 
have  them  placed  either  on  a  curve,  in 
front  of  a  woods  or  directly  back  of  it, 
or  among  the  cross-arms  of  the  telegraph 
lines,  so  that  they  cannot  be  seen  until 
one  is  very  close  to  them. 

Some  time  ago  I  had  the  pleasure  of 
serving  on  a  committee  in  which  we  trav- 
eled from  Boston  to  nearly  every  point 
in  the  Middle  West,  covering  about  6,500 
miles.  We  had  a  grand  opportunity  of 
studying  the  signal  systems  on  the  dif- 
ferent lines ;  we  rode  on  the  locomotive 
several  hundred  miles  and  when  not  on 
the  locomotive  we  were  in  the  observation 
car  on  rear  of  the  train,  and  I  must  say 
that  there  were  a  great  number  of  signals 
that  were  hard  to  locate  both  day  and 
night. 

On  the  majority  of  the  Western  roads 
the  signals  are  from  5  to  10  miles  apart 
and  on  Eastern  roads  from  ^  to  1 
mile  apart.  On  some  of  the  Western 
roads  where  a  green  lamp  was  used  for 


safety  and  yellow  for  caution,  they  might 
as  well  have  had  a  dark  lamp  as  far  as 
the  engineer  was  concerned,  for  in  riding 
on  the  locomotive  and  observation  car 
across  the  plains  of  Indiana  and  Illinois 
we  took  particular  notice  of  the  different 
colored  signal  lamps ;  the  red  could  be 
seen  plainly  two  miles  away,  the  green 
and  yellow   both    disappeared   in   ^   of   a 


AUTO.     MOUNTED     AS     AN     INSPECTION 
CAR. 

mile,  while  the  white  lamp  could  be  seen 
as  far  as  vision  would  carry,  which  is 
in  some  places  10  miles.  I  am  one  who 
will  always  be  in  favor  of  red  for  danger, 
green  for  caution  and  white  for  safety. 
There  is  only  one  fault  in  white  for 
safety,  and  that  is  if  a  colored  lens  should 
fall  out  of  the  spectacle  or  be  broken, 
white  would  show.  This  can  almost  be 
eliminated  by  putting  a  distant  signal  to 
all  stop  arm  signals;  this  distant  signal 
to  be  a  caution  signal  only.  This  cau- 
tion signal  will  call  the  engineer's  atten- 
tion to  home  or  red  signal  that  something 
is  wrong  and  cause  him  to  look  care- 
fully at  home  signal  arm  even  if  lens  is 
broken  when  he  is  passing.  All  careful 
engineers  look  for  signal  arm  at  night  as 
well  as  they  do  in  day  time.  I  have  never 
known  but  one  case  of  lens  having  been 
broken  in  my  30  years'  continuous  service 
on  a  locomotive.  I  have  run  under  all 
kinds  of  signals  and  systems  and  at 
present  time  am  running  over  5  divisions. 


rKMI-OUAKV    BRIDGE    KEI'AIKS. 

Now  about  the  signal  arm  question  the 
Pennsylvania  railroad  has  the  best  in  the 
world  today,  as  arm  works  up  instead 
of  down,  so  that  if  anything  happens  to 
the  mechanism  or  to  the  arm  it  falls  to 
danger,  where  old  arms  would  fall  to 
safety  position,  and  as  the  correspondent 
on  page  382  says  snow  and  sleet  cover 
green  and  yellow  lens  so  one  cannot  see 
them.     This    is    so   in    foggy   weather   as 


well ;  they  cannot  be  seen,  for  you  can 
scarcely  see  a  white  lamp,  located  on  a 
post  on  top  of  a  signal  bridge,  let  alone 
see  a  colored  glass. 

I  will  also  say  my  views  on  automatic 
signals  are  stop  and  proceed  carefully 
to  next  block  and  for  interlocking  stop 
and  stay  there  until  you  receive  a  written 
order  to  proceed.  Now  having  white  for 
safety  they  say  engineers  might  take 
some  other  white  lamp  for  their  signal. 
Every  engineer  has  to  learn  the  road  or 
division  before  he  can  run  over  it.  All 
block  signals  are  fixed  signals ;  he  must 
know  the  exact  location  of  each  signal 
and  he  has  no  excuse  of  taking  any  other 
white  lamp  but  the  signal,  as  it  may  be. 
What  we  want  is  our  signals  placed  where 
we  can  see  them.      ^^^^^^^   ^    Lee. 

Engineman  P.  R.  R. 

Philadelphia,  Pa. 

[Our  correspondent  expresses  his  pref- 
erence for  the  upper  quadrant  signal  sys- 
tem because  if  anything  goes  wrong  the 
signal  arm  drops  to  the  stop  position. 
The  lower  quadrant  signals  do  not  drop  to 
safety  if  anything  goes  wrong;  the  spec- 
tacle frame  is  weighted  far  in  excess  of 
the  arm,  and  if  anything  does  go  wrong 
the  weight  of  the  spectacle  frame  pulls 
the  signal  up  to  the  stop  position. — 
Editor.] 


Brake  Cylinder  Gasket. 

Editor : 

Ever  since  i86g.  when  Mr.  Geo.  West- 
inghouse,  Jr.,  first  invented  the  air  brake, 
there  have  been  many  changes  made,  and 
these  changes,  we  know,  have  been  all 
for  the  betterment  of  the  railway  com- 
panies' property,  and  for  the  benefit  of 
the  public  service.  Everything  has  been 
improved  from  time  to  time,  but,  sad  to 
say,  there  is  one  thing  that,  in  my  opinion, 
remains  to  be  changed,  and  it  needs  it 
badly,  and  that  is  the  cylinder  gasket 
P.  F.  40  and  50,  No.  14.  Now,  Mr.  Editor, 
you  know  and  every  one  knows  that  ever 
had  any  thing  to  do  with  air  brakes,  that 
whenever  one  of  these  gaskets  blow  out 
or  start  to  leak  that  brake  is  useless  on 
that  car ;  not  only  that,  but  it  is  not  an 
easy  job  to  replace  it  with  a  new  one. 
This  is  especially  so  with  steel  and  steel 
underframe  cars,  where  everything  is  so 
arranged  that  there  is  no  give  to  it  any- 
where. I  am  speaking  of  this  from 
experience. 

My  first  work  on  a  railroad  was  piping, 
and  air  brake.  For  five  years  I  had  charge 
of  the  air  brake  department  on  one  of  the 
Eastern  roads,  and  was  two  years  on  an- 
other, and  the  rest  I  have  spent  as  car 
inspector,  and  I  want  to  say  right  here 
that  when  a  fellow  has  to  do  a  job  like 
that  under  cars  when  the  wind  blows  and 
the  snow  is  flying,  believe  me  he  feelt 
like  saying  something.  As  it  is  now.  our 
Uncle  Sam  says  that  every  car  must  have 
an  air  brake  on  it  and  that  every  brake 
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must  be  in  working  order ;  and  when  we 
get  a  car  like  that  it  must  be  repaired,  and 
that  work  is  not  so  easily  done  at  night 
when  a  train  of  50  or  60  cars  stands 
ready  to  go  on.  To  replace  one  of  these 
gaskets  will  take  from  15  to  45  minutes, 
and  sometimes  longer.     I  have  seen  men 


sir,  that  a  gasket  so  placed  will  stay  there 
as  long  as  the  car  lasts.  To  repair  a  car 
like  that  in  a  train  takes  time,  and  to 
switch  said  car  out  of  train  also  takes 
time,  and  the  time  is  money  lost,  and 
causes  delay  to  shippers. 

H.   A.  Josephs, 
Car  Inspector,  So.  Pac. 
Los  Angeles,  Cal. 


FIG.    I.      S  r.    l-<il.-IS    LIMllil)    <)[■     TRAIN 
NO.   27. 

who  could  not   replace  it  at  all,   without 
taking  down  all  the  apparatus. 

In  all  this  time  in  a  large  railroad  yard 
there    are    lots    of    men    standing,    doing 
nothing  at  all,  getting  overtime  watching 
the   poor   car    inspector   work   where    no 
one  can  give  him  any  assistance.     Putting 
in  a  gasket  is  not  a  job  that  a  dozen  men 
can    work   at.     All    those   men    standing 
around  are  making  suggestions,  even  the 
foreman;   so  many  times  it  happens  that 
not  one  of  these  men  know  anything  about 
the  work,  never  having  done  it,  and  they 
are   more   bother   to   the   man   that   does 
the   work   than   a   help   to   him.     Conse- 
quently   the    train    is    delayed,    overtime 
has  to  be  paid,  and  the  poor  car  whacker, 
besides     working     his     fingers     off,     will 
get   a   letter   a   yard   long   about    it,   and 
will  have  to  tell  the  M.  C.  B.  how  it  all 
happened.     I  know  all  this  from  my  own 
experience    for    the    past    twelve    years. 
Those    gaskets    were    not    so    numerous 
years  ago  as  they  are  to-day,  especially  on 
these  new  cars  equipped  with  the  N.  Y. 
brakes ;  I  own  no  stock  in  any  of  the  air 
brake  companies,  but  justice  demands  that 
the  truth  be  told;   I   have  seen  ten  gas- 
kets  blow  out  of  the  New   York  equip- 
ment where  I  have  seen  one  on  the  other. 
This  happens   more  when  the   road  uses 
oil   to    lubricate   the   cylinder   instead   of 
grease,  and  after  five  or  six  trips  that  the 
car    has    made   on   the    road    the    gasket 
shoots  right  out  of  its  place. 

Now,  Mr.  Editor,  it  seems  to  me,  that 
in  this  age  of  many  improvements  there 
ought  to  be  some  way  to  improve  on  this 
important  gasket,  as  when  the  gasket  has 
blown  out,  the  brake  apparatus  on  that  car 
is  rendered  useless.  Would  not  a  soft 
lead  gasket  or  a  copper  one  do?  I  think 
it  would,  and  it  would  give  better  service. 
If  the  railways  continue  using  rubber,  let 
there  be  deeper  space  between  the  flanges 
of  the  cylinder  and  reservoir  and  place 
the  gasket  there  with  white  lead,  and  the 
bolts   well   tightened.     I   will   assure  you, 


Hewing  to  the  Line. 

Editor : 

I  see  on  page  464  of  Railw.w  and  Lo- 
comotive Engineering  that  A.  F.  Smith, 
of  Cumberland  Valley  Railroad,  invented 
the  first  locomotive  blower  in  1852  and 
applied  it  to  engine  "Novelty."  I  would 
call  your  attention  to  engine  "Gowan  & 
Marks,"  on  page  148  in  the  "Development 
of  the  Locomotive  Engine,"  by  Angus 
Sinclair;  also  to  A.  L.  Holley's  "Ameri- 
can and  European  Railw^ay  Practice,"  page 
113,  under  head  of  the  steam  jet,  used 
by  Gray  and  Chanter  in  1837  on  the  Liv- 
erpool and  Manchester  Railway.  I  am 
for  "hewing  to  the  line,  let  chips  fall 
where  they  may."  Knocker. 

Philadelphia,  Pa. 


FIG.     2.  ST.     LOUIS     SECTION     OF    TRAIN- 
NO.   21. 

Some    of   the   Pensey's  Trains. 
Editor : 

Enclosed  is  my  subscription  for  R.\il- 
\v.\Y  AND  Locomotive  Engineering  for 
this  year.  I  am  sending  you  under  sepa- 
rate cover  some  photographs,  but  I  do  not 
know  whether  any  of  them  are  good 
enough  for  copy  or  not.  They  are  as 
follows:  Fig.  I  is  the  Pennsylvania's  St. 
Louis,  Limited,  train  No.  27.  In  Fig.  2 
is  shown  the  St.  Louis  section  of  the  St. 
Louis-Cincinnati  express  train  No.  21  on 
the  Pennsylvania.  Fig.  3  is  Express  No. 
19  on  the  same  road.  Fig.  4  is  the  Cin- 
cinnati section  of  train  No.  21.  The  next. 
Fig.  5,  is  a  very  important  piece  of  rail- 
road equipment.  Fig.  5  shows  the  Penn- 
sylvania's pay  car  with  a  standard  4-4-0 
engine  in  front.  Fig.  6  is  train  No.  30. 
All  these  photographs  were  taken  near 
Xenia,  Ohio.  J.  Humphrey  Dean. 

Joes,  Ohio. 


time,  after  twenty-seven  days  sail,  which, 
though  pleasant  in  a  way,  grew  tiresome 
toward  the  end.  We  made  the  usual  calls 
en  route  at  Bahia,  Rio  de  Janeiro,  Santos 
and  Monte  Video.  Strange  as  it  may 
seem,  Santos  has  the  only  harbor,  where 
we  docked.  At  all  the  others  we 
anchored  out  from  shore  and  discharged 
cargo  and  passengers  by  lighters,  which 
seemed  slow  to  a  Northerner. 

Buenos  Ayres  is  a  large  and  live  city 
of  over  a  million  people,  of  all  nationali- 
ties. Spanish  is  of  course  the  official 
language  of  the  country  and  one  hears 
nothing  else.  Even  those  who  have  to 
learn  the  language  converse  in  Spanish 
after  they  are  here  a  year  or  more.  After 
a  short  stay  at  Buenos  Ayres  I  went  west 
across  the  prairies  to  the  mountains. 
From  the  car  windows  the  country  re- 
sembled very  much  the  stretches  of 
country  between  Winnipeg  and  Calgary 
on  the  Canadian  Pacific. 

The  city  of  Mendosa,  which  was  de- 
stroyed by  an  earthquake  in  1861,  is 
situated  at  the  foot  hills  of  the  Andes. 
It  has  a  population  of  some  35,000,  and 
is  the  centre  of  a  large  grape  producing 
country,  where  most  of  the  native  wine 
is  made.  Everj'one  uses  wine  in  the  Ar- 
gentine from  the  best  families  to  the  or- 
dinary railway  man. 

The  railway  I  am  now  connected  with, 
the  Trans- Andine,  is  no  miles  in  length 
and  runs  from  Mendosa  to  the  Chilian 
boundry,  which  is  the  summit  of  the  An- 
des. At  the  summit  a  tunnel  is  being  con- 
structed, two  miles  in  length;  this  will  be 
competed  by  the  end  of  December,  and 
the  through  service  from  Buenos  Ayres 
to  Valparaiso  may  commence  about  the 
end  of  ^lay.  Owing  to  the  difference  of 
track  gauge  (the  Trans-Andine  is  one 
meter  wide),  a  transfer  of  trains  will  have 
to  be  made  at  Mendosa  on  the  East  and 
at  Los  Andes  on  the  West  slope.  The 
altitude  at  Mendosa  is  2,500  ft.  and  at  the 
sunnnit  of  the  Andes  it  is  10,000  ft.     The 
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Trans-Audine  Railway. 

Editor : 

On  my  trip  from  New  York  to  Argen- 
tina   I    arrived   at    Buenos   Ayres   in    due 


adhesion  grades  are  so  much  as  3  per 
cent.,  and  on  the  nine  miles  of  rack  or 
cog  road  the  grades  vary  from  3  to  7 
per  cent. 

The  rack  portion  of  the  line  is  on  the 
twenty-seven  miles  near  the  summit. 
They  have  the  same  grades  west  of  the 
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tunnel  on  the  Chilian  side.  Owing  to  the 
raclc  engines  on  this  twenty-seven  mile 
stretch  have  to  back  down  the  grade 
which  makes  it  rather  awkward  in  the 
snow  as  it  may  be  necessary  to  have  the 


FIG.   4.     CINCINNATI   SECTION  OF  TR.AIN 
NO.    21. 

small   pilot   plow,   we   use   in   the   North, 
put  on  rear  of  the  tenders. 

I  am  located  at  Puenta  del  Inca,  ten 
miles  west  of  the  summit  tunnel,  at  an 
altitude  of  about  9,000  ft.  We  have  not 
had  the  usual  fall  of  snow  this  winter  and 
the  cold  has  not  been  severe,  but  as  we 
have  very  strong  winds,  what  snow  does 
fall,  is  all  blown  into  drifts  in  the  cut- 
tings. 

During  the  winter  months  the  line  is 
not  opened  for  through  traffic.  Passen- 
gers are  taken  over  the  Coumber  in  stage 
coaches  some  six  miles,  and  most  of  the 
time  they  have  to  go  on  foot  or  on  mule 
back.  The  railway  has  the  rotary  snow 
plow  which  was  shipped  from  Paterson, 
N.  J.,  in  1900  and  it  has  done  excellent 
service  on  the  road  last  winter  when  we 
opened  up  the  line  to  the  summit.  Trains 
have  been  running  west  to  this  point  all 
winter.  For  ordinary  storms  and  snow 
fall  on  the  Canadian  Pacific  we  used  the 
wing  plow  which  no  doubt  you  remember 
well.  I\Ir.  Griffiths  and  I  expect  to  leave 
for   London   in   October. 

Geo.  F.  Risteen. 
Puenta  del  Inca,  Argentina. 


Light  Throttle  and  Longer  Cut-off. 
Editor: 

In  reading  extracts  from  the  address 
of  Mr.  H.  T.  Bentley,  Assistant  Superin- 
tendent of  Motive  Power  of  the  Chicago 
&  North-Western  Railroad,  in  the  last 
issue  of  your  valuable  paper,  I  cannot 
agree  with  him  in  his  findings  of  fuel 
economy  in  running  a  locomotive  from 
every  day  experiences  on  a  road  which 
has  been  noted  for  its  fuel  economy. 

When  the  monthly  performance  sheet 
■was  still  in  use,  if  an  engineer  had  run 
his  locomotive  in  strict  accordance, 
with  a  full  open  throttle  and  short  cut- 
off, he  would  have  found  his  name  at 
the   last    side   of   the    sheet   each    month. 


as  was  the  case  with  the  men  who 
operated  their  locomotives  in  this 
fashion. 

In  my  short  experience  of  nearly 
eight  years  on  the  right  side  and  from 
five  years  observation  when  firing,  I 
have  found  that  the  hardest  men  to 
help  make  a  fuel  record  were  the  full 
throttle  men  and  they  were  most  of 
the  time  in  hot  water  over  coal  and 
were  not  making  the  time  or  getting 
over  the  road  as  easy  as  the  men  who 
use  a  lighter  throttle  and  a  little  longer 
cut-ofif,  probably  an  inch  more. 

The  minute  you  pull  the  throttle  wide 
open  business  gets  good  for  the  fireman 
and  you  have  to  increase  the  flow  of 
water  to  the  boiler  in  order  to  maintain 
it  at  a  level  to  what  was  being  used. 
1  ou  will  also  find  in  operating  a  loco- 
motive, that  at  a  certain  speed,  cut-ofif, 
and  opening  of  throttle,  when  the  loco- 
motive does  her  best  work  in  the  use 
of  fuel,  that  when  you  go  above  that 
with   a   wide   open   throttle   and   longer 


FIG.   5.      I'.W  C-\R  TR.MN  ON  THE  P.  R.   R. 

cut-off  your  coal  pile  starts  to  disappear 
a  good  deal  faster. 

C.    F.     SUNDBERG. 

Sioii.v  Cilv,  la. 


English  Locomotive  Footplate. 
Editor: 

Most  English  railroads  use  the  va- 
cuum brake,  but  about  half  a  dozen, 
including  the  Caledonian,  Great  East- 
ern, and  the  London,  Brighton  and 
South  Coast,  use  the  Westinghouse.  A 
certain  number  of  cars  and  locomo- 
tives have  to  be  fitted  with  both  systems. 

Tlie  photograph  shows  the  footplate 
of  a  British  locomotive.  I  do  not 
say  "cab,"  be  it  noticed,  as  most 
British  locomotives  have,  according  to 
American  ideas  practically  no  cab,  al- 
though the  Great  Eastern  Company 
have  provided  a  cab;  this  is  the  case 
also  on  the  North  Eastern  and  North 
British  railways. 

The  illustration  shows  the  footplate 
of  one  of  the  latest  four  cylinder  4-6-0 
Great  Western  locomotives,  and  is 
fairly  representative  of  British  practice 


with  the  following  exception.  Instead 
of  using  a  small  ejector  to  maintain 
the  vacuum  the  Great  Western  and  the 
London  and  North-Western  use  an  air 
pump  worked  off  the  cranks,  this  per- 
mits the  using  of  a  special  pattern  of 
simpler  ejector  of  the  company's  own 
design. 

Looking  at  the  picture:  on  the  right 
of  the  regulator  is  the  vacuum  brake 
ejector  and  to  the  right  of  that  again 
is  the  steam  blast  or  blower.  The 
right  hand  gauge  is  a  duplex  vacuum 
gauge  showing  the  amount  of  vacuum 
in  the  train  pipe  and  in  the  reservoir. 
The  hanging  chain  blows  the  whistle; 
while  the  screw  reversing  gear  can  be 
seen  on  the  right.  Owing  to  the  use 
of  the  vacuum  brake  certain  operations, 
such  as  reversing,  etc.,  which  on  some 
engines  are  performed  by  compressed 
air  in  America,  are  done  by  hand  in 
Great  Britain.  On  the  Great  Eastern 
which  employs  the  Westinghouse  brake, 
air  reversing  is  used  while  steam  re- 
versing is  used  on  the  London  and 
South  Western.  The  handle  in  the 
foreground  behind  the  tool  box  lifts 
and  lowers  the  water  scoop.  To  the 
left  of  the  reversing  gear  are  the  sand- 
ing levers.  At  the  foot  of  the  picture 
are  the  cocks  for  controlling  the  water 
supply  from  the  tender.  The  handle 
nn  the  very  left  secured  by  a  chain  i* 
the  hand  brake  to  the  tender.  To  the 
left  of  the  furnace  door  are  two  handles 
for  controlling  the  injectors.  The  fur- 
nace door  can  be  shut  either  by  the 
lever  doors  as  shown,  or  by  the  chain 
and  flap,  but  the  latter  is  not  often 
used  owing  to  so  much  air  being  let 
into  the  firebox. 

In  the  older  engines  on  this  line  the 
handle  to  the  left  of  the  water  gauge 
was  extended  outside  the  cab  so  that 
if  the  glass  broke  the  gauge   could  be 


FIG.  6.     I'.   R.   k.   TK.MN  NO.  30. 

shut  off  without  risk  of  scalding,  but 
the  form  of  guard  now  fitted  does 
away  with  the  necessity  of  such  a  long 
shaft.  Above  the  water  gauge  will  be 
seen  the  pipe  for  steam  heating.  The 
gauge     on    the    left    is    the     pressure 
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gauge;  and  the  three  pipes  with  valves 
coming  down  vertically  are  the  steam 
supplies  to  the  injectors.  There  are 
also  valves  at  the  top  to  the  two 
whistles  in  addition  to  the  chain. 
Three  lubricators  will  be  noticed  above 


is  a  list  of  the  first  ten  locomotives  on 
the  Boston  &  Maine,  as  follows,  An- 
dover  No.  i,  Boston  No.  i,  Berwick, 
Cocheco,  Dragon,  Dover,  Haverhill, 
Medford,  Rockingham  and  Whistler. 
These    did   the   work   until   about    1844, 


TVP]C.\L    KOOTPI..\TE   OF   MODERN    ENGLISH    LOCOMOTIVE. 


the  furnace  door  and  to  the  right,  also 
behind  the  reversing  handle.  American 
engineers  will  notice  that  no  doors  are 
provided  for  the  fireman  when  oiling, 
but  in  many  cases  he  is  expected  to 
climb  round  the  cab.  Hand-rails  being 
provided  and  their  securing  nuts  can 
be  seen  on  the  left  wall  of  the  cab. 

The  cars  are  lighted  by  gas  or  elec- 
tric light;  the  latter  being  on  the  self- 
contained  systems  so  that  no  steam  is 
required  to  drive  generators  for  the 
light,  although,  of  course,  more  coal  is 
burnt  on  trains  with  these  systems  of 
lighting.  Headlights  are  non-existant 
except  as  signals  to  indicate  the  class 
of  train,  so  no  generators  are  provided 
on  the  engines.  Simplicity;  I  venture 
to  add,  is  still  a  feature  of  British  loco- 
motive practice  in  spite  of  four  cylin- 
ders and  other  complications  of  modern 
transportation.      Aubrey  F.  Inglefield. 

London,  England. 


the  Maiden.  Reading,  Antelope,  Port- 
land and  Norris  following  later.  If 
you  can  reproduce  the  cut  of  the 
"Medford"  it  may  be  of  interest  to 
your  readers.  W.  A.  H.\zelboom. 

Boston,  Mass. 


Helping  to   Make   Both  Ends  Meet. 
At   the    Traveling    Engineers'    Conven- 
tion,  after   the   admirable   paper   on   Fuel 


-r^<-j> 


Southwestern,  were  so  comprehensive, 
that  we  consider  them  worthy  of  being 
reported  as  a  special  article. 

Mr.  Roesch  said :  The  question  of  fuel 
economy  is  getting  to  take  more  promi- 
nence every  day.  In  fact,  there  has  been 
an  association  organized  within  the  past 
year  composed  of  railway  men,  called  the 
American  Fuel  Association.  Its  mem- 
bership is  composed  of  some  of  the  bright- 
est minds  in  the  country.  They  put  in 
four  days  on  this  one  subject  and  then 
did  not  get  started.  So  you  can  see 
what  we  may  expect  if  we  want  to  dig 
into  the  subject  as  they  did.  So  I  thought 
that  I  might  get  up  for  fear  that  some 
of  the  arguments  might  drift  back  into 
the  old  front  end  proposition,  the  petti- 
coat or  no  petticoat,  and  things  like  that 
and  get  clear  away  from  the  subject.  I 
thought  I  would  start  the  thing  right,  or 
at  least  what  I  think  is  right.  With  the 
shippers,  aided  and  abetted  by  the  legis- 
latures, on  the  one  hand,'  asking  for  a 
decrease  of  rates ;  with  the  employees,  on 
the  other  hand,  asking  for  an  increase  of 
wages ;  the  railroads  are  sometimes 
rather  hard  put  to  it  to  make  both  ends 
meet. 

In  order  to  make  both  ends  meet 
there  is  nothing  left  except  to  decrease 
the  cost  of  transportation.  The  art  of 
dispatching  trains,  getting  trains  over  the 
road,  or  traffic  transportation,  has  al- 
most been  reduced  to  an  exact  science ; 
so  we  have  little  to  hope  for  in  the  line 
of  economy  in  this  direction.  Shop  tools 
and  shop  methods  and  maintenance  of 
power  have  also  been  brought  to  such  a 
point  that  little  further  economy  in  that 
respect  can  be  expected.  Consequently, 
about  the  only  thing  that  is  left  that 
would  amount  to  anything  would  be  a 
reduction   in   fuel  or  in   the  cost  of  pro- 


'/ 


Old  Engine  on  the  B.  &  M. 
Editor. 

Referring  to  the  Boston  &  Maine 
locomotives  of  1856,  a  list  of  which  ap- 
peared in  your  September  issue,  I  send 
you  herewith  a  copy  of  an  old  wood 
cut  illustrating  the  primitive  locomo- 
tive "Medford,"  with  one  car  attached, 
«n  the  Boston  &  Maine  Railroad  over 
sixty  years  ago.  This  engine  evidently 
antedated  the  one  named  on  the  list 
referred  to  as  being  the  old  "Bangor" 
renamed.      .Accompanying    the    picture 


SIXTY   VE.\RS   AGO   ON   THE   BOSTON   &    M.'MNE. 


Economy  was  read  by  Mr.  S.  D.  Wright, 
Central  of  Georgia,  an  excellent  discus- 
sion ensued  which  was  participated  in  by 
many  members.  The  remarks  made  by 
Mr.    F.    P.    Roesch,    of    the    El    Paso    & 


ducing  transportation.  It  could  be  re- 
duced in  two  ways.  One  way  would  be  to 
increase  the  tons  hauled  per  unit  of  power. 
The  other  way  would  be  to  decrease  the 
cost  of  the  power  used.     With   the  first 
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proposition,  which  means  larger  engines, 
we  have  little  to  do;  that  is  up  to  the 
general  manager  and  superintendent  of 
motive  power.  With  the  second  proposi- 
tion, however,  decrease  in  the  cost  of  the 
power  used,  we  have  all  to  do ;  which 
simply  means  get  a  little  more  out  of  the 
coal  than  you  are  doing  at  present,  be- 
cause when  you  get  right  down  to  the 
root  of  the  matter  the  coal  is  the  power. 
Although,  to  digress  a  little,  in  examining 
a  fireman  not  long  ago  one  of  the  ques- 
tions asked  was,  "What  is  the  source 
of  power?"  and  he  said  "On  the  Ameri- 
can locomotive,  the  fireman's  back." 

In  order  to  decrease  the  amount  of  coal 
used,  it  would  be  necessary  to  start  a 
campaign  of  education.  Now  this  edu- 
cation should  not  be  confined  to  the  en- 
ginemen  alone,  but  should  commence  at 
the  top  and  go  down  to  the  bottom.  If 
your  management  insists  on  burning  any 
certain  grade  of  coal,  it  does  not  make 
any  difference  what  kind  it  is,  and  one 
gentleman  stated  in  Chicago  a  couple  of 
months  ago  there  was  no  such  thing  as 
a  poor  coal,  this  management  should  be 
educated  to  the  fact  that  it  takes  time  to 
so  change  an  engine  so  that  it  can  handle 
any  kind  of  coal,  and  consequently  if  he 
has  decided  to  burn  one  kind  of  coal  it 
should  be  burned  continually.  Buy  one 
grade  of  coal  and  stick  to  it.  Changing 
the  draft  of  a  locomotive  is  a  little  bit 
more  of  a  proposition  than  simply  open- 
ing or  shutting  up  the  nozzle.  It  some- 
limes  takes  several  weeks  of  good,  hard, 
conscientious  work  on  the  part  of  the 
road  foreman  before  he  is  thoroughly 
satisfied  that  his  engine  is  now  in  such 
condition  that  he  is  getting  the  most  out 
of  the  coal  that  he  can. 

After  we  get  the  fellows  at  the  top 
educated  we  can  come  down  and  educate 
ourselves  a  little  bit.  Then  go  a  little 
further  down  and  educate  the  men  who 
are  really  handling  the  coal.  Educate 
them  to  stop  the  waste.  There  is  more 
coal  wasted,  I  believe,  today,  when  you 
take  it  all  round,  than  there  is  burned. 
Some  statistician — and  that  is  one  of 
those  fellows  that  hasn't  anything  to  do 
but  sit  down  and  figure — worked  it  out 
that  there  was  $600,000,000  worth  of 
smoke  going  out  of  the  chimneys  in  the 
United  States  every  year.  That  is  a 
whole  lot  of  money,  but  I  believe  he  is 
right.  I  do  not  mean  out  of  the  locomo- 
tives alone,  but  out  of  all  chimneys  there 
is  considerably  more  waste  in  smoke  than 
we  use. 

A  few  years  ago  Dr.  Angus  Sinclair, 
through  his  magazine,  started  a  cam- 
paign against  smoke.  What  was  the  re- 
sult? Everybody  commenced  calling  him 
down.  They  were  not  ready  to  stop  the 
smoke:  didn't  know  enough.  Yet  it  is 
the  same  proposition  as  thirty  years  ago, 
when  a  general  manager  of  a  little  rail- 
road running  out  of  here,  the  South  Park 
road,   specified   all    Walschaerts   gear,   on 


his  engines.  The  next  man  came  along 
and  knocked  it  off;  but  we  see  today  that 
Colonel  Tucker  was  right ;  we  are  putting 
the  Walschaerts  gears  on.  Probably  in 
the  course  of  time  we  shall  see  that  Dr. 
Sinclair  was  right  when  he  started  this 
smoke  agitation. 

What  is  black  smoke?  That  ii  one  of 
the  questions  in  the  progressive  examina- 
tion. The  answer  is :  It  is  unconsumed 
gases  mixed  or  colored  with  carbon.  We 
are  taught  that' a  pound  of  coal  will  fur- 
nish 14,500  British  thermal  units.  In 
order  to  get  that  many  British  thermal 
units  out  of  a  pound  of  coal,  you  must 
get  the  temperature  up  high  enough  so 
that  the  oxygen  in  the  air  will  combine 
with  the  hydrocarbons  distilled  from  the 
coal.  If  they  are  not  combined  with  oxy- 
gen after  being  distilled  from  the  coal, 
they  pass  off  in  the  form  of  smoke.  We 
are  further  taught  that  if  we  do  not  get 
a  perfect  mixture  of  oxygen  and  hydro- 
carbon in  our  firebox,  we  only  get  4,500 
British  thermal  units  out  of  a  pound  of 
coal.  Consequently,  to  put  the  proposi- 
tion into  common  form,  every  time  that 
you  see  that  cloud  of  black  smoke  going 
out  of  the  stack,  you  see  10,000  or  nearly 
sixty-six  per  cent,  of  the  heat  units  go- 
ing up  there  in  the  form  of  smoke.  Now, 
that  is  some  of  the  waste  that  we  can 
stop. 

As  far  as  changing  front  ends  is  con- 
cerned, changing  nozzles,  putting  on 
superheaters,  feed  water  heaters,  and 
compounding;  things  like  that  which 
could  be  done  to  stop  the  waste  of  fuel, 
that  is  up  to  the  other  fellow ;  we  have 
nothing  to  do  with  that  as  road  foremen 
or  traveling  engineers ;  but  we  have  some- 
thing to  do  with  the  man  at  the  wooden 
end  of  the  scoop  and  we  can  stop  the 
waste  in  that  direction,  and,  as  I  have 
just  stated,  if  the  engine  was  smoking 
all  the  time  sixty-six  per  cent,  of  the 
coal  would  be  going  through  the  stack 
and  thirty-three  per  cent,  would  be  going 
into  the  cylinders. 


Too   Much    Optimism. 

The  well-known  optimistic  tendency  of 
American  mechanics,  inventors  and  busi- 
ness men  sometimes  brings  failure  to 
machines,  processes  and  appliances  that 
are  really  efficient  when  properly  man- 
aged. This  was  strikingly  shown  in  rela- 
tion to  oxy-acetylene  welding  by  Mr.  A. 
Davis,  Jr.,  in  a  paper  read  at  last  Gen- 
eral Shop  Foremen's  Convention.  He 
said: 

"It  was  the  optimism  and  over-confidence 
of  the  first  promoters  that  caused  them 
to  try  to  perform  work  without  the  two 
absolute  essentials,  perfected  apparatus 
and  experienced  skilled  workmen.  Even 
at  the  present  time  those  two  factors  are 
not  sufficiently  considered  except  by  a 
comparatively  few.  Until  they  are  recog- 
nized, there  will  be  continuous  loss  of 
time  and  money  by  wasted  efforts  to  per- 


form  satisfactory  work  by  oxy-acetylene 
welding."       

The  General  Electric  Company  of 
Schenectady,  N.  Y.,  have  received  grand 
prizes,  which  are  the  highest  awards,  at 
the  Alaska- Yukon- Pacific  Exposition  in 
each  class  of  electrical  apparatus  in  which 
an  exhibit  was  made  by  the  company. 
Their  apparatus  was  ranked  first  in  the 
following  divisions  :  Apparatus  for  cook- 
ing by  electricity,  apparatus  for  heating 
by  electricity,  automatic  motor  starters, 
arc  lamps,  bonds,  cabinets,  circuit  break- 
ers, cutouts,  fans,  indicating  instruments, 
integrating  instruments,  insulated  wires, 
insulated  cables,  incandescent  lamps,  mine 
locomotives,  motor  generators,  motors  for 
direct  current,  motors  for  alternating  cur- 
rent, recording  instruments,  rectifiers 
(mercury  arc),  sockets,  transformers,  and 
wiring  devices.  G.  E.  turbines  were  also 
entered  in  the  Government  exhibit  in 
which  no  awards  were  made. 


Recently  Mr.  James  J.  Hill,  chairman 
of  the  Board  of  the  Great  Northern,  gave 
an  interview  to  Mr.  A.  D.  Albert,  who 
quotes  Mr.  Hill  in  the  Baltimore  News  as 
saying  on  the  subject  of  "Future  Trans- 
portation Requirements" :  "The  problem 
of  finding  railroad  equipment  today  is 
not  what  it  was  ten  years  ago.  There  are 
plenty  of  cars  and  engines.  What  is 
needed  now  is  terminals,  and  they  are 
the  hardest  things  to  get.  The  only  way, 
if  the  road  has  the  money,  is  to  buy  im- 
proved property  in  desirable  locations, 
tear  down  the  buildings,  and  erect  ter- 
minals on  the  sites.  That's  dreadfully 
expensive.  Also  it  may  destroy  whole 
business  sections.  But  where  it  can  be 
done  it  may  not  prove  a  simple  business 
proposition  to  get  the  money. 

"The  demand  is  everywhere  for  more 
service.  The  railroads  have  met  that  de- 
mand as  far  as  they  could  by  increasing 
the  efficiency  of  their  equipment,  but 
there  is  a  limit  to  that  kind  of  develop- 
ment. I  think  that  limit  has  been  prac- 
tically reached  in  the  large  centers.  There 
are  only  three  ways,  then,  of  raising  the 
money.  One  is  to  wait  until  the  increased 
traffic  provides  it.  That  is  a  very  slow 
way.  Another  is  to  raise  the  freight  and 
passenger  tariffs.  .And  the  last  is  to  bor- 
row the  money  (in  which  event,  plainly, 
the  public  must  pay  the  interest  in  the 
form  of  charges  for  service). 

"I  have  for  years  been  urging  that  the 
building  up  of  a  transportation  machine 
commensurate  with  the  growth  of  the 
country  should  not  only  be  permitted  but 
encouraged  in  .the  only  two  possible  ways 
— first,  by  encouraging  capital  to  invest  in 
railroad  construction,  instead  of  scaring 
it  away  by  hostile  and  unjust  legislation; 
and,  second,  by  a  comprehensive  and  ra- 
tional system  of  waterway  improvement. 
There  is  no  other  way  now,  nor  will  there 
ever  be,  by  which  the  business  of  the 
country  can  be  done." 
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Whistles  and  Pipes. 
At  first  sight  there  docs  not  seem  to 
be  much  connection  between  a  locomo- 
tive whistle  and  a  church  organ  pipe, 
and  neither  there  is  as  far  as  the  uses 
to  which  each  is  put,  but  from  a  scien- 
tific point  of  view  there  is  a  very  close 
connection  between  them,  and  also  be- 
tween them  and  the  wind  instruments 
of  an  orchestra. 


necessary  to  produce  what  is  called  the 
fundamental  tone  of  the  pipe.  The 
flutter  of  air  at  the  mouth  sets  the  air 
in  the  pipe  vibrating  and  this  causes  the 
musical  sound.  There  is  no  rush  of  air 
through  the  pipe,  but  its  whole  mass 
is  made  to  vibrate. 

The  length  of  a  pipe  is  an  important 
matter  in  determining  the  musical  note 
produced.     The  middle  C  on  the  piano 
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The  organ  pipe  may  be  taken  as  the 
typical  wind  instrument,  for  it  is  the 
simplest  of  all.  The  steam  whistle  of 
a  locomotive  is  to  all  intents  and  pur- 
poses an  organ  pipe,  and  the  sound  it 
gives  out  is  produced  in  the  same  way 
as  the  tone  we  hear  when  an  organ 
pipe  is  made  to  "speak." 

The  organ  pipe  is  a  tube  of  wood  or 
of  metal  with  a  partition  across  its 
bore,  placed  at  the  lower  end,  and  this 
partition  is  cut  away  at  the  opening  or 
mouth  of  the  pipe  so  as  to  make  a 
small  thin  slit  through  which  air  from 
below  the  permanent  partition  is  able 
to  blow  upward.  The  upper  lip  of  the 
mouth  of  the  pipe  is  beveled  to  a  sharp 
edge,  and  this  is  so  placed  that  air 
passing  up  through  the  thin  slit  strikes 
en  the  sharp  edge  of  the  upper  lip. 
This  thin  sheet  of  air  blown  up  out  of 
the  slit,  striking  the  edge  of  the  lip 
produces  a  sort  of  eddy  or  flutter  of  air 
at  the  lower  end  of  the  column  of  air 
standing  in  the  pipe.  The  property  of 
a  column  of  air  thus  confined  is  that 
from  the  confused  flutter  at  Jhe  mouth 
it  is  able  to  select  those  vibrations 
which  synchronize  with  the  vibrations 


is  made  by  256  vibrations  a  second  and 
requires  a  pipe  2  ft.  long.  A  pipe  4  ft. 
long  will  sound  the  octavo  below.  If 
the  2-ft.  pipe  be  stopped  or  closed  at 
the  upper  end  it  will  give  out  the  same 
note  as  the  open  4-ft.  pipe.  A  i-foot. 
stopped  pipe  will  give  the  same  funda- 
mental tone  as  a  stopped  2-ft.  pipe.     , 

Those  familiar  with  the  construction 
of  the  locomotive  whistle  will  readily 
see  that  it  is  a  stopped  organ  pipe  and 
has  the  permanent  partition  at  the  bot- 
tom and  the  sharp  upper  lip  at  the 
lower  edge  of  the  bell.  Steam  instead 
of  air  produces  the  flutter  at  the  base 
of  the  pipe  and  the  vibrating  column 
of  air  contained  in  the  bell  of  the 
whistle  produces  the  sound. 

The  chime  whistle  is  practically  three 
stopped  organ  pipes  contained  in  one 
bell.  One  of  them  is  stopped  off  by  a 
partition  perhaps  half-way  up  the  bell; 
the  second  has  a  partition  higher  up 
and  the  third  is  open  up  to  the 
cap  of  the  whistle  bell.  The  lengths 
of  these  three  pipes  are  so  pro- 
portioned as  to  produce  the  notes 
separated  by  the  intervals  which  a 
musicians  would  describe  as  one,  three. 


and  five.  When  this  whistle  is  sounded 
it  produces  the  composite  musical  tone 
which  we  call  a  chord.  The  notes  C,  E, 
and  G  are  the  ones  usually  employed. 

The  Gabriel  horn  used  on  automo- 
biles is  very  similar  to  the  chime  whistle 
of  a  locomotive.  There  is  this  dif- 
erence,  however,  that  whereas  the 
chime  whistle  is  a  combination  of  three 
stopped  organ  pipes,  the  Gabriel  horn 
is  made  up  of  three  open  pipes  com- 
bined in  one  tube. 

These  pipes  each  have  slits  on  the 
side,  near  the  upper  end  of  each, 
placed  at  different  distances  from  the 
base  so  as  to  make  each  of  the  open 
pipes  of  unequal  length  as  far  as  the 
length  of  the  vibrating  columns  of  air  are 
concerned.  When  sounded  each  gives  forth 
its  fundamental  note,  the  whole  forming 
practically  the  same  major  chord  as 
that  of  the  chime  whistle.  The  horn  is 
blown  by  the  exhaust  gas  from  the 
automobile  engine,  after  it  has  passed 
through  the  muffler.  A  simple  valve 
turns  the  exhaust  gas  into  the  horn 
when  sound  is  wanted  and  is  allowed 
to  escape  freely  to  the  air  when  the 
horn  is  not  m  use. 

When  whistle  or  horn  is  blown  all 
tjiree  pipes  respond  and  the  full  chord 
is  always  heard.  A  rather  pleasing 
change  from  the  automobile  "honk"  is 
made  by  what  is  called  the  Gabriel 
military  bugle  horn.  This  is  simply 
four  separate  pipes  usually  tuned  to  C, 
F,  A,  C  on  the  musical  scale  and  having 
separate  valves  to  operate  each.  Bugle 
calls  and  simple  airs  can  be  played  on 
this,  but  in  emergency  the  operation 
of  one  valve  makes  all  the  pipes  speak 
together.  The  bugle  horn,  it  is  said, 
has  had  a  most  satisfactory  effect  on 
pedestrians  and  those  driving  horse 
vehicles     on     country     roads.      They     re- 
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spond  quickly  and  happily.  The  musical 
tones  of  the  bugle  horn  give  warning  of 
the  approach  of  the  touring  car,  but  the 
sound  is  pleasant  and  is  almost  equiva- 
lent to  the  polite  request  "let  me  pass, 
please,"  instead  of  the  peremptory,  "get 
out  of  the  way,"  which  seems  to  come 
from  the  ordinary  "honk." 

We  do  not  know  if  the  chime  whistle 
has  exercised  any  kindly  influence  on 
the  railroad  tramp  or  the  trespasser  on 
the  right  of  way  similar  to  that  credited 


November,  1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEKRING. 


479 


to  the  military  bugle  horn.  Statistics 
seem  to  prove  that  it  does  not.  The 
chime  whistle,  however,  while  making 
no  very  elaborate  claim  to  music  is 
nevertheless,  while  doing  its  duty  as  a 
warning  sound,  always  pleasing,  and  on 
some  roads  has  been  used  as  a  dis- 
tinguishing feature  of  passenger  trains. 


Adjustable   Scaffolding  for   Shops. 

A  particularly  interesting  feature  of 
the  equipment  of  the  new  shops  of  the 
St.  Louis  &  San  Francisco  at  Springfield, 
Mo.,  is   the  unique  construction   and   ar- 
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OUTLINE   SKETCH   OF   SCAFFOLDING. 

rangement  of  the  permanent  scaffolding 
which  has  been  erected  in  both  the  car 
repair  shop,  and  the  paint  shop.  The 
arrangement  is  such  that  the  brackets 
upon  which  the  planking  is  supported  can 
be  turned  so  as  to  extend  in  any  direction 
from  the  support  or  fixed  at  any  height 
from  the  floor,  and  when  not  in  use  can 
be  pushed  up  out  of  the  way  so  as  to  give 
7  ft.  clearance  from  the  floor. 

The  supports  consist  of  a  double  frame- 
work of  piping,  the  two  pipes  being  con- 
nected and  suitably  braced  by  cross-bars, 
also  of  piping.  The  uprights  are  them- 
selves double,  the  pipes  being  placed  about 
6  ins.  apart  and  connected  by  T-unions  at 
the  points  where  the  cross-bars  from  the 
opposite  sides  of  the  frame  are  joined. 
This  entire  frame  is  suspended  from  the 
under  side  of  the  roof  trusses  alongside 
the  repair  tracks. 

The   frame  as   described   extends   from 


the  roof  truss  to  a  point  about  on  a  level 
with  the  edge  of  the  car  roof.  Within  one 
of  the  two  pipes  forming  the  supports 
upon  each  side  of  the  frame  is  telescoped 
a  piece  of  pipe  of  a  smaller  size  and  upon 
this  is  carried  the  bracket  which  forms 
a  support  for  the  planking.  The  upper 
end  of  the  telescoped  pipe  is  connected  to 
a  chain  which  passes  over  pulleys  at  the 
upper  end  of  the  frame  just  below  the 
roof  truss,  and  the  chain  is  carried  down 
in  the  other  pipe  of  the  same  side  of  the 
frame  and  attached  to  a  counterweight 
which  telescopes  in  the  other  pipe.  ■  .^s 
the  bracket  pipe  is  raised  or  lowered  in 
the  support  the  counterweight  correspond- 
ingly lowers  or  rises  and  it  therefore  re-, 
quires  only  the  slightest  push  to  send  the 
bracket  up  out  of  the  way  when  not  in 
use.  The  bracket  is  further  made  ad- 
justable in  the  height  upon  its  support  by 
the  use  of  a  pin  which  is  inserted  in  holes 
formed  at  convenient  intervals  therein 
and  there  are  corresponding  holes  in  the 
downwardly  projecting  end  of  the  count- 
erweight, by  means  of  which  the  position 
of  the  bracket  is  permanently  fixed  on 
account  of  the  weight  of  the  scaffold 
planks  and  their  load. 

Each  of  the  22  stalls  in  the  car  repair 
shop  and  of  the  16  stalls  in  the  paint 
shop  is  provided  with  these  permanent 
scaffolds,  the  arrangement  in  pairs,  as 
described,    enables    work   to    be    done    on 


the  designers  and  constructors  of  the  en- 
tire plant,  which  is  a  complete  car  and 
locomotive  repair  plant. 

The  planking  used  for  the  scaffolds  is 
all  of  uniform  dimensions,  12  feet  by  12 
by  2  ins.,  and  can  thus  be  used  upon  any 
set  of  supports. 


Getting  Ahead  Not  Always  Good. 

An  old  couple,  who  had  passed  their 
lives  in  the  quiet  of  a  Derbyshire  village, 
resolved  to  make  a  journey  to  London. 
The  i'esolution  was  communicated  to 
their  neighbors,  who  gave  them  long  in- 
structions as  to  the  best  methods  of  tak- 
ing care  of  themselves  and  avoiding  city 
sharpers. 

The  villagers  gathered  at  the  station 
to  see  the  departure,  and  all  went  well 
until  the  train  reached  Bedford.  There 
the  old  man,  in  an  evil  moment,  left  the 
compartment,  with  the  result  that  the 
train  went  off  without  him. 

Fortunately  an  express  was  due  in  a 
few  minutes,  and  the  station-master,  tak- 
ing pity  on  the  old  countryman's  distress, 
permitted  him  to  board  it,  so  that  he  was 
enabled  to  reach  London  fully  twenty 
minutes  before  the  arrival  of  his  wife. 

He  was  waiting  eagerly  at  the  station 
when  the  train  came  in,  and  seeing  his 
wife,  he  rushed  joyously  up,  crying  out: 

"Hi,  Betty,  I'm  glad  to  see  you  agean! 
I  thought  we  were  parted  forever  I" 
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each  side  of  the  passageway  between  ad- 
jacent cars. 

It  will  be  noted,  therefore,  that  when 
the  brackets  are  pushed  up  out  of  the 
way,  when  not  in  use,  the  floor  is  left 
absolutely   free    from   obstruction. 

This  scaffold  arrangement  was  worked 
out  especially  for  this  plant  by  the  Arnold 
company,  Chicago,  whose  engineers  were 


The  old  woman  looked  at  him  suspi- 
ciously, and  remembering  all  the  advica 
that  had  been  showered  upon  her,  said 
indignantly : 

"Away  wi'  ye,  man !  Don't  be  comin' 
yer  Liuinon  tricks  wi'  me.  I  left  my  owd 
man  at  t'  other  station.  Be  off  at  once, 
or  I'll  call  a  bobby  and  hae  yer  locked 
up!"— IforW  IVide. 
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Steel  Fireboxes  in  Europe. 

Steel  fireboxes  are  being  used  on  some 

■of  the  railways  of  Europe,  notably  in 
France  and  Spain.  A  recent  report  of  the 
International     Railway     Congress     gives 

-some  interesting  information  on  this  sub- 
ject. As  a  general  rule  copper  is  used  by 
these  railways  for  locomotive  fireboxes, 
but  there  is  a  growing  tendency  among 
leading  railway  men  on  the  Continent  to 
investigate  at  first  hand  the  claims  made 
for  steel  as  a  firebox  material. 

In  France  it  is  reported  that  the  South- 
ern Railway  has  a  number  of  engines 
running  with  steel  crown  sheets  which 
are  said  to  be  very  satisfactory.  The 
Northern  Railway  is  experimenting  with 
complete  steel  fireboxes  in  two  of  their 
older  type  engines.  The  Paris,  Lyons  & 
Mediterranean  experimented  with  steel 
fireboxes,  but  that  material  appears  not 
to  have  given  satisfaction  on  this  line, 
owing  to  the  cracking  of  the  stayed  por- 
tions. On  the  French  Government  rail- 
ways an  interesting  trial  has  been  made 

-  of  steel  in  combination  with  copper.  Two 
engines  have  been  fitted  with  composite 
fireboxes,  that  is,  the  part  of  the  flue 
sheet  which  holds  the  tubes  is  made  of 
steel,  while  the  lower  portion  of  the  sheet 
i.-.  composed  of  copper.  These  dissimilar 
metals  are  united  by  a  lap  joint  with  the 
copper  lap  next  the  fire.    The  seam  is  just 

.  above    the    brick    arch    and    the    copper 


calking  edge  is  therefore  readily  accessi- 
ble. On  the  whole,  these  composite  flue- 
sheets  have  given  satisfaction,  though,  as 
might  have  been  expected,  leaks  have 
from  time  to  time  developed. 

The  Great  Southern  of  Spain  has 
used  complete  steel  fireboxes  in  two  en- 
gines for  a  period  covering  two  years, 
and  the  steel  fireboxes  are  reported  as 
being  quite  satisfactory.  These  facts 
serve  to  show  the  interest  which  is  being 
taken  in  steel  fireboxes,  and  though  the 
steel  box  may  be  said  to  be  in  the  experi- 
mental stage  in  those  countries,  it  is  well 
known  to  continental  engineers  that  the 
steel  firebox  is  practically  standard  in 
this  country,  and  in  the  tests  which  they 
may  make,  they  are  not  working  entirely 
in  the  dark.  Local  conditions,  no  doubt, 
influence  results,  but  it  is  in  all  probabili- 
ty only  a  matter  of  time  when  steel  will 
be  used  to  the  same  extent  abroad  as  it 
is  here. 

In  the  matter  of  firebox  staying,  the 
crown  bar  has  practically  disappeared. 
The  radial  stayed  firebox  is  most  exten- 
sively used,  though  the  Belpaire  box  makes 
a  good  showing.  The  French  railways 
use  the  Belpaire  firebox  extensively,  but 
in  Belgium,  where  this  form  of  boiler 
construction  originated  the  Belpaire  box 
is  not  the  favorite  form  used.  Spain  and 
Portugal  use  both  the  radial  stayed  and 
the  Belpaire  firebox.  The  report  makes 
mention  of  the  general  practice  of  using 
one  or  more  rows  of  expansion  stays 
near  the  flue-sheet.  Cylindrical  fireboxes 
such  as  the  Vanderbilt  box,  is  not  used  on 
Continental  railways. 

The  Serve  tube,  which  is  made  with 
inwardly  projecting  longitudinal  fins  so 
as  to  provide  additional  heat  absorbing 
surface,  are  used  extensively  in  France 
and  in  Italy.  The  objection  to  the  Serve 
tube,  however,  is  that  the  fins  cause  the 
tube  to  be  very  rigid,  and  on  the  Belgian 
State  Railway  their  use  was  discontinued 
some  years  ago.  as  the  flue-sheets  were 
deformed  by  the  thrust  of  the  tubes. 

In  this  connection  we  may  refer  to  an 
interesting  experiment  made  with  long 
tubes  on  the  Lake  Shore  &  Michigan 
Southern  some  years  ago,  and  of  which 
we  gave  an  account  in  our  November, 
1902,  issue,  page  484.  These  long  tubes 
were  thought  at  first  to  vibrate  when  the 
engine  was  working  hard,  and  that  this 
caused  the  tubes  to  leak.  The  experi- 
ment revealed  the  fact  that  the  long  tubes 
did  not  vibrate,  but  that  there  was  some 
sag,  not  very  much,  toward  the  center 
of  the  tube,  even  when  the  engine  was 
cold.  When  the  flue  became  hot  it  ex- 
panded, and  being  held  at  each  end,  the 
expansion  of  the  tube  increased  the  sag. 
When  the  engine  was  worked  very  hard 
the  sag  reached  its  maximum.  In  no 
case  did  the  tube  vibrate  up  and  down  or 
sideways  in  the  water,  but  the  alteration 
in  the  amount  of  sag  was  always,  as 
mathematicians  would  say,  a  function  of 


the  temperature  of  the  flue  itself.  From 
this  it  is  easy  to  imagine  how  the  action 
of  the  stiff  and  rigid  Serve  tube  might 
affect  the  flue-sheets. 


The  Machlet  Process. 

The  subject  of  case  hardening  iron 
was  very  interestingly  and  instruct- 
ively handled  at  the  recent  convention 
of  the  Master  Blacksmiths'  Association 
in  a  paper  read  by  Mr.  William  Donahue. 
For  many  purposes,  he  said,  case 
hardened  mild  steel  is  an  ideal  ma- 
terial, but  so  little  dependence  can  be 
placed  in  the  ordinary  cementation 
process  to  give  satisfactory  results  that 
the  proper  extension  of  case  hardening 
has  not  taken  place. 

A  process  which  is  likely  to  give  a 
decided  stimulous  to  the  whole  science 
of  case  hardening  is  a  new  process 
brought  out  by  Mr.  A.  W.  Machlet. 
This,  it  is  believed,  overcomes  many  of 
the  defects  incident  to  the  cementation 
process.  In  the  Machlet  system,  the 
objects  to  be  case  hardened  are  heated 
to  the  usual  temperature  and  are  then 
subjected  to  the  action  under  pressure 
of  a  gas  heavily  laden  with  carbon. 
From  this  gas  the  articles  absorb  car- 
bon. Everywhere  there  is  the  same 
pressure,  and  the  interior  of  small 
holes,  or  large  surfaces  are  acted  upon 
uniformly  by  the  carbonizing  gas.  The 
penetration  of  the  carbon  is  thus  ren- 
dered equal  all  over  any  exposed  sur- 
face. As  the  carbon  is  absorbed  fresh 
gas  is  introduced  as  the  carbonless  gas 
passes  off.  The  container  is  continu- 
ally rotated,  and  this  causes  what  may 
be  called  a  circulation  of  the  gas  over 
and  all  around  the  objects  to  be  case 
hardened. 

The  carbonization  of  articles  in  the 
Machlet  process  is  more  rapid  and 
more  even  than  that  of  the  usual  pro- 
cess, but  in  the  Machlet  process,  as  Mr. 
Donahue  remarks,  gas  under  consider- 
able pressure  in  a  red  hot  retort,  whose 
walls  are  softened  by  the  heat,  presents 
a  problem  not  to  be  dealt  with  reck- 
lessly. The  gas  itself  is  not  heated  in 
the  making,  the  process  being  purely 
chemical.  A  carbon  vapor  obtained 
from  an  oil  is  mixed  with  a  neutral 
gas.  It  is,  in  fact,  a  special  product. 
It  is  supposed  that  the  molecules  of 
carbon  are  held  in  suspension  in  the 
gas  until  absorbed  by  the  glowing  iron 
or  steel  articles  wliich  are  to  be  car- 
bonized. 

The  furnace  used  in  the  Machlet 
method  of  case  hardening  consists 
essentially  of  an  inner  and  an  outer 
cylinder.  The  articles  to  be  case  hard- 
ened are  placed  in  the  inner  cylinder 
and  heat  is  applied  through  gas  burners 
to  the  annular  space  between  the  inner 
and  outer  cylinder.  Worm  gear  is  pro- 
vided to  rotate  of  the  cylinder,  thus 
giving   all    parts   of   the   articles   equal 
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exposure  to  the  carbonizing  gas.  The 
retort  itself  is  supported  upon  two 
wheels  at  each  end,  thus  providing  an 
anti-friction  bearing,  and  also  allowing 
for  the  expansion  due  to  the  heat. 

Special  methods  are  employed  for 
different  classes  of  work,  in  order  to  hold 
them  during  the  rotation  of  the  retort. 
Thus,  if  the  pieces  are  rings,  they  are 
placed  on  bars  secured  in  the  retort  in 
a  longitudinal  position.  Likewise,  if 
the  pieces  are  round  bars,  which  it  is 
desirable  shall  not  touch  each  other 
they  may  be  supported  in  the  perfora- 
tions of  two  or  more  thin  dfscs  arranged 
transversely  in  the  retort.  The  per- 
forations are  made  slightly  larger  than 
the  bars,  so  as  to  permit  a  rolling  mo- 
tion when  the  retort  is  rotated. 

The  hardening  operation  is  also  ef- 
fected by  a  special  apparatus.  It  con- 
sists of  the  tank  which  contains  the 
quenching  liquid.  There  is  a  funnel  at 
one  end,  and  in  it  the  hot  pieces  are 
received.  They  then  fall  into  a  funnel- 
shaped  rotating  vessel.  This  is  per- 
forated and  lies  in  the  quenching  liquid, 
its  larger  end  being  ne.xt  the  receiving 
funnel.  The  hardening  articles  pass  to 
this  lower  and  smaller  end.  Here  they 
are  raised  and  discharged  by  an  ap- 
paratus, which  is  practically  a  con- 
veyor arranged  like  a  chain  pump. 

It  appears  that  the  new  process  is  capa- 
ble of  very  wide  application  in  case  hard- 
ening. Screws,  nails,  nuts,  etc.,  may  be 
cheaply  treated,  and  there  are  many  arti- 
cles which  would  have  their  value  en- 
hanced by  surface  hardening. 


Accidents  to  Trespassers. 

According  to  a  statement  issued  by 
the  Pennsylvania  Railroad,  trespassing 
on  railroad  property,  in  violation  of 
the  law,  has  been  responsible  for  the 
deaths  of  47,416  people  in  the  United 
States  in  the  last  ten  years.  In  the 
same  period,  more  than  50,000  tres- 
passers were  injured.  It  is  in  view  of 
these  facts  that  many  of  the  important 
railroads  have  determined  to  redouble 
their  efforts  to  secure  in  this  country 
that  rigid  enforcement  of  the  law 
against  trespassing,  which,  in  England, 
has  reduced  the  practice,  and  accidents 
to  trespassers,  to  a  minimum.  Figures 
compiled  by  the  Pennsylvania  Railroad 
alone  show  that  465  trespassers  lost 
their  lives  on  that  System's  line  in 
1899;  781  were  killed  in  1904;  while  in 
1907  the  number  reached  915,  being  an 
average  of  almost  three  for  every  busi- 
ness day  in  the  year. 

It  is  not  only  tramps  who  are  killed 
and  injured  while  trespassing,  but  also 
laborers,  factory  workmen,  their  wives 
and  children,  who  use  railroad  tracks 
as  thoroughfares.  This  practice  gives 
added  significance  to  the  figures  from 
the  Pennsylvania  System,  the  tracks  of 
which,  lined  with  factories,  run  through 


the  densest  industrial  sections.  On 
these  tracks  and  adjacent  property 
over  11,000  trespassers  were  arrested 
in  1908.  The  alarming  death  roll  from 
trespassing  on  railroad  property,  which 
from  1899  to  1909  was  nearly  four- 
fifths  of  that  suffered  by  the  entire 
Union  Army  in  all  the  battles  of  the 
civil  war,  is  every  year  charged  up  to 
tlie  railroads,  even  though  these  people 
are  killed  as  a  result  of  their  violation  of 
the  law,  under  conditions  over  which 
the  railroads  have  no  control. 

It  is  stated  that  the  co-operation  of 
State  and  county  authorities  has  been 
solicited,  but  actual  punishment  of  per- 
sons violating  the  laws  forbidding  tres- 
passing on  a  railroad's  private  prop- 
erty has  been  infrequent.  The  cost  of 
imprisonment  has  deterred  the  local 
courts  from  holding  those  arrested 
while  trespassing  on  railroad  property. 
The  Blair  County  Pomona  Grange  met 
at  Bellwood  last  spring  and  passed 
resolutions  protesting  against  railroads 
driving  tramps  off  their  property,  on 
the  ground  that  it  forced  this  undesir- 
able element  to  pass  through  farming 
regions,  and  that  robbery  and  destruc- 
tion of  property  was  the  result. 

The  criticism  which  has  been  leveled 
at  the  Grange  resolutions  is  that  they 
fail  to  point  out  a  remedy.  The  rail- 
way track  is  often  the  shortest  line  by 
which  pedestrians  can  reach  an  objec- 
tive point,  but  the  convenience  of  the 
trespasser  is  not  taken  cognizance  of  by 
the  law.  The  presence  of  an  un- 
authorized person  on  railway  right  of 
way  constitutes  a  violation  of  the  law. 
Often  the  railway  track  affords  better 
walking  than  the  ordinary  highway 
and  the  suggestion  made  by  the  Al- 
toona  Mirror  in  this  connection  is 
sound  and  to  the  point.  It  is  in  sub- 
stance that  vagrants  found  on  railway 
tracks  instead  of  being  imprisoned  and 
kept,  at  the  public  expense,  should  be 
put  to  work  on  the  public  highways. 
The  betterment  of  the  ordinary  country 
road  would  tend  to  keep  people  off 
railway  right  of  way  and  the  fact  that 
those  who  did  trespass  would  be  made 
to  help  bring  about  this  desirable  state 
.of  affairs,  seems  to  be  a  form  of 
poetic  justice  which,  in  such  cases, 
would  make  the  punishment  fit  the 
crime. 


Healthy  Activity. 

The  employees  of  the  Canadian 
Pacific  Railway  resident  in  Montreal 
and  vicinity  have  lately  formed  an 
Amateur  Athletic  Association  which  is 
wide  in  its  aims  and  scope.  There  has 
always  been  a  manly  spirit  of  healthy 
rivalry  among  the  company's  em- 
ployees in  the  Angus  shops  in  the  mat- 
ter of  sport,  hut  the  new  association 
goes  farther.  It  includes  every  form 
of    healthy    outdoor    recreation     from 


swimming  to  skating  and  from  cricket 
to  photography. 

In  order  to  carry  out  this  project 
a  site  is  to  be  secured  on  the  river 
front  with  club  house  and  park-like 
grounds  surroundings.  A  portion  of  the 
ground  will  also  be  set  apart  definitely 
for  athletics.  There  is  also  a  summer 
camp  talked  of  in  connection  with  the 
association  so  that  members  may  have 
an  opportunity  at  moderate  cost  of 
spending  their  vacations  in  company  with 
congenial  spirits. 

One  of  the  most  commendable  fea- 
tures in  this  voluntary  organization  is 
that  it  will  not  seek  to  secure  a  large 
membership  for  the  purpose  of  main- 
taining a  semi-professional  team  to 
play  matches  for  others  to  look  on  at 
and  enjoy  while  they  take  no  part. 
No  doubt  matches  will  be  played  and 
the  honor  and  standing  of  the  associa- 
tion will  be  vigorously  striven  for  by 
those  engaged,  but  the  primary  object 
seems  to  be  to  bring  in  all  lovers  of 
manly  and  health-giving  pursuits  and 
afford  them  the  means  of  gratifying 
their  tastes. 

Speaking  of  the  effect  of  such  an 
organization  on  the  citizens  of  Mon- 
treal the  Daily  JVitness  says :  "Though, 
naturally,  the  membership  is  to  be  re- 
stricted to  the  company's  employees, 
an  association  on  such  a  scale  is  bound 
to  exercise  an  influence  that  will  be 
felt  throughout  the  whole  community 
— an  influence  the  whole  weight  of 
which  will  be  on  the  side  of  good 
citizenship." 

This  puts  the  railroad  man  in  a  new 
light,  and  the  fact  that  the  regular 
and  official  organization  of  men,  as  it 
exists  for  the  purpose  of  carrying  on 
the  work  of  a  great  railway,  almost 
logically  suggests  the  voluntary  as- 
sociation of  such  men  for  self-improve- 
ment, recreation  and  all  that  tends'to 
help  the  advancement  of  the  com- 
munity. Work  for  the  improvement  of 
their  town  has  been  done  by  the  em- 
ployees of  the  Bangor  &  Aroostook,  at 
Milo,  Me.,  by  means  of  concentrated 
effort,  and  healthy  civic  pride  has  been 
called  into  being  thereby. 

In  the  British  Isles  railway  men 
have  first  aid  associations,  the  members 
of  which  compete  as  teams  for  first 
place  on  their  own  railway  in  render- 
ing first  aid  to  the  injured,  and  the 
winning  teams  of  each  road  hold  an 
annual  tournament  for  the  possession 
of  a  pennant.  The  work  of  first  aid 
is  carried  on  very  efficiently  on  the 
Boston  &  Maine.  All  these  instances 
show  the  good  influence,  on  their  fel- 
low citizens,  which  railway  men  can 
wield  when  banded  together  for  some 
laudable  or  useful  object  entirely  out- 
side the  scope  of  the  duties  which 
naturally  devolve  upon  them  as  em- 
ployees of  a  railroad  corporation. 
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Priming  and  High  Water. 

Clean  water  in  a  clean  boiler  is  the 
best  preventive  of  "priming."  What- 
ever foreign  admixture  there  may  be 
in  the  water  it  seems  to  increase  in 
volume  when  the  water  is  passing  off 
in  the  form  of  steam.  The  steam  car- 
ries with  it  mud,  sand,  and  occasionally 
lime  which  has  a  pernicious  effect  on 
everything  it  touches.  Occasionally 
priming  occurs  even  when  the  water 
and  boiler  are  fairly  clean.  The  causes 
of  priming  are  sometimes  almost  past 
finding  out,  but  it  may  be  taken  for 
granted  that  there  must  be  some  foreign 
substance  in  the  water  when  priming 
occurs.  It  is  a  remarkable  fact  that 
new  boilers,  and  boilers  newly  repaired 
will  begin  priming  at  their  first  trials, 
and  sometimes  settle  themselves,  as  it 
were,  after  a  few  days  work.  In  such 
instances  it  is  safe  to  assume  that  there 
has  been  a  quantity  of  oil  or  other 
foreign  matter  in  the  boiler,  and  this 
mixing  with  the  water  causes  the  prim- 
ing on  the  occasion  of  the  first  trials  of 
the  engine. 

The  theory  concerning  priming  is 
briefly  that  the  water  contains  some 
foreign  matter  of  a  more  or  less  soapy 
nature.  Normally  when  a  steam  bubble 
forms  down  below  the  level  of  the 
water  it  rises  to  the  surface  as  a  small 
sphere.  The  steam  bubble  bursts  the 
film  of  water  at  the  surface  and  is  free. 
In  the  case  of  priming  water  the  sur- 
face film  does  not  readily  burst,  but 
seems,  if  one  may  so  speak,  to  be  tough 
like  a  soap  bubble.  Innumerable  bub- 
bles of  steam  slow  to  burst  cause  an 
acCTimulation  like  froth  and  this  is 
readily  carried  into  the  throttle  and  ap- 
pears as  water  by  the  time  it  reaches 
the  valves  and  cylinders.  This  priming 
as  it  is  called  must  be  distinguished 
frqm  the  result  of  a  high  water  level. 

There     is     a     tendency     among    the 
younger   class   of   engineers   to   carry   too 
much  water  in  the  boiler.     While  this 
may  be  considered  to  be  acting  on  the 
side  of  safety  as  far  as  preventing  the 
scorching  of  an  uncovered  crown  sheet 
is  concerned,  it  is  a  practice  that  should 
be  avoided  as  much  as  possible.     With 
the  present  form  of  boiler  having  the 
throttle    valve    located    in    a    compara- 
tively narrow  and   elevated  dome,  the 
rush  of  steam  and  the  formation  of  a 
double  vortex  near  the  throttle  pipe  has 
the  effect  of  causing  the  bursting  bub- 
bles of  steam  to  throw  drops  of  water 
toward  the  throttle,  and  so  in  a  sense 
raise  the  level  of  the  water.     An  extra 
amount    of   water   in    the    boiler   lends 
itself    readily   to   this   mixture   of   water 
and  steam   that   rushes  to  the  throttle 
valve,   and   the   showers   of  water   that 
are  seen  and  heard  passing  put  of  the 
smokestack    attest    to    the    difficulties 
under  wl'.ich  the  valves  and  pistons  are 
working. 


Many  clever  devices  are  in  operation 
testing  the  presence  of  water  in  steam. 
Generally  there  is  never  less  than  five 
per  cent,  of  water  in  steam  as  used  in 
locomotives.  The  extensive  experi- 
ments carried  on  at  the  St.  Louis  Ex- 
position being  entirely  with  clean 
boilers  and  fairly  clean  water,  the  re- 
sults need  not  be  taken  as  any  approach 
to  common  practice.  There  is  much 
loom  for  improvement  in  the  matter  of 
perfecting  appHances  for  preventing 
priming.  It  is  known  that  distilled 
water  will  not  prime,  while  rain  water 
and  all  other  kinds  of  water  will  prime 
sometimes.  The  various  water  treating 
plants  used  by  many  railways  for  the 
purpose  of  removing  incrusting  matter 
have  also  the  effect  of  removing  the 
substance  which  tends  to  bring  about 
the  state  of  affairs  which  we  call 
priming. 


from  slipping.  In  the  first  place  it  fails  in 
its  purpose  and  in  the  second  place  its  in- 
efiiciency  leads  to  a  lavish  supply  which 
clogs  the  rail  surface  and  increases  the 
resistance  of  the  wheels.  We  advise  pur- 
chasing agents  to  establish  a  standard  for 
sand  and  call  for  at  least  75  per  cent,  of^ 
silicon.  Good  sand  is  of  greater  impor- 
tance than  it  receives  credit  for. 


Good   and   Bad   Sand. 

With  the  heavy  trainloads  now  hauled 
by  locomotives,  the  matter  of  sand  sup- 
ply is  of  greater  importance  than  most 
people  realize.  It  is  not  so  long  ago  that 
the  persons  in  authority  over  the  water 
supply  of  railroads  began  to  realize  that 
being  wet  did  not  fulfill  all  the  require- 
ments of  water  for  boiler  feeding.  Water 
was  water  and  many  locating  engineers 
resented  questions  raised  concerning  qual- 
ity. The  same  with  coal  and  other  costly 
supplies.  To  question  concerning  qu&lity 
was  considered  impertinent  meddling. 
But  the  tendency  towards  guarantees  kept 
marching  on  and  now  the  sand  box  supply 
has  come  under  suspicion. 

A  certain  engine   house   foreman,   who 
lives    on    a    street    partly    occupied   by    a 
steam    railway,    was    visited    occasionally 
by  the  railroad  chemist.    On  one  of  these 
visits  the  attention  of  both  was  drawn^  to 
the   excessive   amount   of   wheel    slipping 
the  engines  were  doing  and  the  foreman 
attributed    much    of    the    slipping   to    the 
poor  quality  of  sand  supplied.    The  chem- 
ist volunteered  to  analyze  the   sand  and 
find  out  its  composition.     Then  the  ques- 
tion  arose,   what   constitutes  good   sand? 
On    investigation    it    was    found   that   no 
specification  of  sand  was  in  possession  of 
the  purchasing  department.     The  chemist 
proceeded,  however,  to  find  out  the  com- 
position of  the  sand  supplied  to  the  com- 
pany whose  engines  were  noted  for  slip- 
ping and   discovered   that  only   iibout  40 
per    cent,    of   the    stuff    was    silicon,    the 
sharp  gritty  matter  that  makes  the  tires 
bite  the   rails   in   slippery   weather.     The 
remainder   of   the    sand   consisted   mostly 
of  minute   shells  formed  of  lime,  a  sub- 
stance that  has  very  little  of  the  grit  that 
prevents  slipping.     Besides  the  lime  there 
was  some  feldspar,  hornblcnd  and  alumi- 
num,  substances   of  little   value   as   sand 
box  supplies. 

There  are  two  grave  objections  to  in- 
ferior  sand   used   to  prevent  locomotives 


Steam  Saving  Problems. 

The  system  of  superheating  the  steam- 
used  by  locomotives  has  been  growing 
steadily  into  favor,  although  it  has  re- 
ceived set-backs  on  several  railroads- 
where  trouble  was  experienced  through 
the  superheating  apparatus  burning  out. 
The  superintendent  of  a  certain  division 
on  a  Western  railway  was  a  great  be- 
liever in  giving  every  engineer  the  last 
car  it  could  haul.  Full  loading  was  his 
motto,  but  it  came  to  pass  when  the  ex- 
pense of  moving  freight  was  ascertained 
and  analyzed  it  was  found  that  it  cost 
more  money  to  move  a  ton  on  the  heavy 
loading  division  than  it  cost  where  lighter 
trains  were  run.  This  seemed  like  a  para- 
dox, but  it  was  a  truth  that  applies  to 
more  things  than  to  overloading  locomo- 
tives. For  instance,  it  applies  to  the  over- 
heating of  superheaters. 

A  speaker  who  was  discussing  the  sub- 
ject of  steam  superheating  at  a  railroad 
convention  lately  insisted  that  superheat 
of  100  deg.  Fahr.  is  useless,  and  that  there 
is  no  advantage  in  trying  to  superheat  the^ 
steam  unless  the  temperature  is  almost 
doubled  above  that  due  to  the  working 
pressure.  That  person  did  not  understand 
the  subject  very  well,  and  there  are  others 
familiarly  discoursing  on  superheated 
steam  who  have  much  to  learn  concerning. 
the  phenomenon. 

The  steam  used  in  locomotives  is  known- 
as  saturated  or  anhydrous  steam.  Tht 
term  "saturated"  confuses  a  great  many- 
people,  who  receive  the  impression  that 
saturated  in  that  connection  means  wet, 
which  is  not  the  case,  for  anhydrous  steam 
is  free  from  water.  But  as  the  steam 
passes  out  of  the  boiler  it  is  constantly 
at  the  dew  point,  ready  to  revert  into- 
water  on  the  least  portion  of  the  heat 
of  evaporation  being  abstracted,  .^s  the 
steam  chests  and  cylinders  are  colder 
than  the  boiler,  they  act  to  a  great  ex- 
tent as  condensers  on  the  entering  steam, 
depriving  it  of  a  portion  of  its  energy,  be- 
cause the  water  resulting  from  condensa- 
tion has  no  power  to  perform  work. 

For  a  long  time  after  the  steam  engine- 
was  invented  engineers  believed  that  some 
mysterious  influence  neutralized  the  force 
due  to  the  evaporation  of  steam  in  the 
boiler.  Watt  and  others  demonstrated 
that  the  "mysterious  influence"  was  the 
comparatively  cold  metal  of  the  steam 
chest  and  cylinders  which  robbed  the 
steam  of  part  of  its  power  to  do  work. 
James  Watt  invented  a  steam  jacket  to 
keep  the  cylinders  warm.  It  consisted  of 
a  steam-tight  casing,  into  which  steam  was. 
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admitted  from  the  boiler.  This  was  vul- 
garly spoken  of  as  a  case  of  robbing  Peter 
to  pay  Paul,  yet  it  produced  steam  saving 
effects  when  the  steam  jackets  were  prop- 
erly operated.  Through  ignorance  in  de- 
sign and  manipulation,  the  steam  jackets 
acted  as  veritable  condensers  and  wasted 
steam,  instead  of  saving  it. 

Great  hopes  were  entertained  at  one 
time  of  the  advantage  to  be  derived  from 
steam  jacketing,  and  for  several  years  not 
a  few  locomotives  were  provided  with 
steam  jackets,  the  responsible  officials 
holding  that  engines  of  that  character 
were  peculiarly  liable  to  losses  through 
cylinder  condensation.  About  1885  Mr. 
Alexander  Borodin  experimented  exten- 
sively with  the  steam  jacketing  of  locomo- 
times  in  Russia,  and  he  seemed  to  show 
a  saving  of  from  15  to  20  per  cent,  in 
fuel.  As  the  practice  was  abandoned  in  a 
few  years  we  suspect  that  the  saving 
needed  the  presence  of  the  inventor  to 
maintain  it.  Many  steam  engines  in  Eu- 
rope are  still  equipped  with  steam 
jackets  sometimes,  but  the  practice  has 
never  formed  much  favor  in  the  United 
States. 

The  practice  of  preventing  cylinder  con- 
densation by  means  of  steam  jackets  hav- 
ing been  found  unsatisfactory  for  loco- 
motives, attempts  to  keep  the  cylinders 
hot  were  for  a  time  abandoned,  but  the 
losses  became  more  manifest  as  scientific 
investigators  instituted  elaborate  tests  to 
find  out  how  much  truth  there  was  in  the 
theory  of  cylinder  condensation.  Bryan 
Donkin,  a  celebrated  English  engineer, 
took  a  very  prominent  part  in  this  line  of 
investigation,  inventing  some  valuable  ap- 
paratus to  aid  in  the  work.  He  found  that 
the  theories  of  Watt,  Kinnear  Clark, 
Isherwood  and  others  concerning  the  ac- 
tion of  steam  in  cylinders  was  substantial- 
ly correct.  The  theories  in  question  are 
that  the  stream  in  entering  the  compara- 
tively cool  cylinder,  becomes  partly  con- 
densed through  the  chilling  action  of  the 
metal.  This  continues  till  the  point  of 
cut-off  is  reached,  after  which  the  ex- 
panding steam  begins  to  absorb  heat  from 
the  cylinder  metal,  thereby  cooling  it,  and 
so  preparing  it  to  act  as  a  condenser  for 
the  next  period  of  steam  admission. 

In  the  course  of  his  experiments  Mr. 
Donkin  found  that  i6  deg.  Fahr.  of  super- 
heat was  sufficient  to  prevent  condensa- 
tion of  steam  through  the  whole  period  of 
admission.  The  demonstrations  which 
Donkin  and  others  made  concerning  the 
extent  of  the  steam  losses  due  to  cylin- 
der condensation,  moved  a  variety  of  in- 
ventors to  begin  devising  some  form  of 
superheater  that  could  be  economically 
applied  to  locomotives.  Some  Ameri- 
can inventors  carried  on  exhaustive  ex- 
periments with  casing  jackets  through 
which  the  hot  gases  from  the  flues 
were  passed,  but  that  plan  never 
worked  properly.  Among  the  inven- 
tions produced,  the  superheater  patent- 


ed by  Mr.  Schmidt  of  the  Prussian  State 
Railways,  took  the  lead  and  gave  the 
proper  cue  to  various  American  inventors. 
The  Schmidt  superheater  has  become  a 
regular  feature  of  German  locomotives, 
and  the  same  device  or  imitations  are  be- 
coming very  popular  on  the  American 
continent.  Here  it  has  been  found  that 
a  steam  superheater  device,  successful  in 
Europe,  is  not  necessarily  successful  in 
America.  The  hard  work  which  our  loco- 
motives are  habitually  forced  to  do,  burns 
out,  in  a  few  trips,  superheaters  that  would 
last  throughout  an  engine's  lifetime  in 
Europe.  Those  who  have  been  familiar 
with  the  action  of  superheaters  in  sta- 
tionary engine  practice,  say  that  100  deg. 
Fahr.,  is  the  maximum  temperature  above 
the  saturated  or  anhydrous  steam  that  can 
be  employed.  We  are  inclined  to  think 
that  the  efforts  to  produce  much  more  in- 
tense superheat  has  caused  the  failures 
that  are  so  much  talked  about.  The  loco- 
motive that  overdoes  the  superheating  is 
not  likely  to  make  the  best  record  any 
more  than  the  locomotive  that  is  habitually 
overloaded. 


BooK  Notices 


The  a,  B,  C  of  Railroad  Signaling. 
By  W.  H.  Elliott.  Published  by  the 
Mackenzie-KIink  Publishing  Company, 
Chicago.  75  pages.  Cloth.  Price,  50 
cents. 

Mr.  Elliott,  signal  engineer  of  the  serv- 
ice of  the  N.  Y.  C.  &  H.  R.  R.,  recently 
delivered  a  lecture  before  the  Harvard 
School  of  Business  Administration  on  the 
subject  of  "Railroad  Signaling,"  The 
growing  importance  of  this  branch  of  rail- 
road work  attracted  more  than  ordinary 
attention  to  Mr.  Elliott's  lecture,  and  it 
will  be  gratifying  to  all  interested  in  sig- 
naling to  learn  that  the  lecture  is  now  in 
book  form.  The  subject  is  treated  ably  and 
clearly,  and  the  book  should  meet  with  pop- 
ular favor,  especially  among  the  younger 
railroad  men,  to  whom  it  is  particularly 
addressed. 


Standard     Train     Rule     Examination. 
Seventh  Edition.     Edited  by  G.  E.  Col- 
lingwood.    Published  by  the  Train  Dis- 
patcher's   Bulletin,   Toledo,    Ohio.     126 
pages.    Leather,  $2;  cloth,  $1.50. 
This  book,  which  has  already  met  with 
much  popular   favor,   is   intended   for  the 
use   of   examining   officials,   and   also   for 
the  use  of  trainmen,  train  dispatchers,  tel- 
egraph operators,  and  others  who  desire 
to   be   thoroughly   informed   in   regard  to 
train  rules.    The  rulings  of  the  American 
Railway    Association    are    carefully    fol- 
lowed in  every  case,  and  in  many  ways 
the  present  edition  is  a  marked  improve- 
ment on   the   preceding  editions.     Those 
who  have  had  Mr.  Collingwood's  "Ques- 
tions and  Answers,"  as  well  as  those  who 
have  not  had  copies  of  that  popular  work, 
will  find  in  this  book  much  valuable  new 
matter  presented  in  a  way  that  is  at  once 
instructive  and  interesting. 


Motorman's    Practical   Air    Brake   In- 
structor.    By  Geo.   R.   Denekie.     Pub- 
lished by  F.  J.  Drake  &  Co.,  Chicago, 
111.     280   pages.      Profusely   illustrated. 
Ornamental  flexible  leather.  Price,  $1.50. 
Mr.  G.  R.  Denekie,  master  mechanic  of 
the  Terre  Haute,  Indianapolis  &  Eastern 
Traction    Company,   has    had   exceptional 
opportunities     of    obtaining    a    complete 
knowledge  of  the  air  brake,   particularly 
in  its  application  to  electric  traction  work. 
The  book  before  us  shows  how  thoroughly 
he  has  gone  into  the  matter.  The  latest  in- 
formation  in    regard   to   the   subject   has 
been    carefully    collected,    condensed    and 
compiled.      As    might    be    expected,    the 
Westinghouse   A-M-M   Brake    equipment 
figures  largely  in  the  book,  but  the  Na- 
tional Straight  Air  Brake  equipment,  not 
only  for  straight  air,  but  as  adapted  for 
automatic  service,  as  vv-ell  as  the  General 
Electric,  the  Christensen  Air  Brake,  and 
also   the   Westinghouse   S-M-E  are   fully 
described  and  illustrated. 


Lighting  Engineer's  Hand-Book.    Com- 
piled by  L.  R.  Pomeroy.     Published  by 
the   Safety   Car   Heating   and   Lighting 
Company,  New  York.    231  pages.    Gilt- 
edged  flexible  leather  binding.  Price,  $1. 
There  is  a  mass  of  valuable  information 
ir  this  elegant  book  which  is  indispensable 
to  engineers  generally,  and  to  car  lighting 
engineers     particularly.      Mr.     Pomeroy's 
work  has  the  good  qualities  of  condensa- 
tion and   classification.     The  hook  is   di- 
vided into  seven  sections,  embracing  Elec- 
tricity, Lighting,  Steam  Heat  and  Heating, 
Traction,  Pipes  and  Tubes,  and  Hydraul- 
ics.   The  book  seems  to  us  to  be  as  finely 
fitted  for  the  use  of  lighting  engineers  as 
Kent's    popular    book    is    for    mechanical 
engineers. 


The  proceedings  for  1909  of  the  Amer- 
ican Railway  Master  Mechanics'  Associa- 
tion has  just  been  received.     It  is  a  vol- 
ume of  405  pages  and  of  course  contains 
numerous  illustrations  in  connection  with 
the  reports  presented.    There  were  fifteen 
of  these  reports  and  the  following  are  the 
subjects  covered  by  them :  Bank  vs.  level 
firing;  castle  nuts;  fuel  economics;  lubri- 
cating   material     economies ;     mechanical 
stokers;   motor  cars;   revision    of  stand- 
ards;   revision    of    the    constitution    and 
by-laws ;   safety  valves ;   steel   tires ;   sub- 
jects; superheaters;  tender  trucks;  U.  S. 
Senate   bill  on   boiler   inspection ;    widen- 
ing gauge  of  track  on  curves.     The  dis- 
cussions on  the  reports  are  given  in  full 
and  form  very  interesting  and  instructive 
reading.    The  book  may  be  got  from  Mr. 
Joseph  W.  Taylor,  secretary  of  the  asso- 
ciation,   Old    Colony    Building,    Chicago, 
111. 
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Watt's  Parallel  Motion. 

A  correspondent  writes  us  that  he  is 
anxious  to  have  a  description  of  Watt's 
parallel  valve  motion,  and  we  must  an- 
swer him  in  the  outset  by  saying  that  the 
parallel  motion  devised  by  Watt  had 
nothing  at  all  to  do  with  valve  motion. 
It  was  for  the  purpose  of  compelling  a 
straight  up  and  down  or  vertical  motion 
for  the  crosshead  of  a  beam  engine  with- 
out the  use  of  guide  bars. 

Our  illustration  shows  a  skeleton  out- 
line of  the  parallel  motion.  Watt  himself 
was  very  much  pleased  with  his  solution 
of  this  particular  problem,  which  in  me- 
chanics may  be  placed  under  the  head  of 
'"Changes  of  figure  of  a  jointed  system 
of  rigid  parts."  There  are  a  number  of 
forms  in  which  the  problem  can  be  pre- 
sented, which  may  be  more  or  less  use- 
ful and  interesting  to  the  student,  but 
Watt  dealt  with  a  practical  problem  in 
engine  building  and  appears  to  have  been 
glad  to  escape  from  the  necessity  of 
using  guide  bars  with  crosshead  made 
to  slide  along  them. 

In   the   ordinary   beam   engine    the   end 


these  points  are  connected  with  the 
crosshead  G  by  bars  so  that  the  path  of 
G  is  approximately  a  straight  line.  In 
fact,  the  whole  parallelogram  AEBG 
changes  its  shape  during  each  stroke,  but 
it  does  not  alter  the  length  of  any  of  its 
sides. 

The  determination  of  the  length  of  the 
bridle  rod  CB  is  an  interesting  feature 
of  the  problem.  The  motion  would  work 
most  accurately  in  the  bridle  rod  wa.i 
equal  to  half  the  length  of  the  walking 
beam  or  working  beam  as  it  is  more  cor- 
rectly called.  If,  however,  this  cannot  be 
done  the  point  F  on  the  second  link  as- 
sumes some  importance.  This  is  the 
point  where  a  line  from  the  pivot  point 
D,  of  the  beam  to  the  crosshead  G  cuts 
the  second  link.  This  point  is  generally 
used  as  the  place  where  the  air  pump  rod 
is  attached,  and  connection  is  sometimes 
made  by  the  use  of  a  smaller  or  half  link 
as  shown  in  the  diagram  by  the  dotted 
lines  parallel  to  E  F.  The  point  F,  how- 
ever, is,  as  we  said,  where  the  line  DG 
cuts  EB.  The  rule  for  finding  the  length 
of    the   bridle    rod    is    a    somewhat    com- 
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of  the  piston  rod  where  we  usually  put 
the  crosshead  must  move  up  and  down 
in  a  vertical  line.  That  is  the  end  and 
object  of  the  parallel  motion.  To  the 
crosshead  is  attached  the  lower  end  of 
the  main  link.  The  motion  of  the  end  of 
the  beam,  to  which  the  upper  end  of  the 
main  link  is  attached,  is  the  arc  of  a 
circle,  with  convexity  to  the  left.  The 
result  of  the  motion  of  a  simple  connec- 
tion such  as  this,  would  be  that  the  piston 
rod  would  be  swayed  first  to  the  right 
and  then  to  the  left  and  finally  bent  out 
of  shape. 

In  order  to  overcome  this  difficulty,  a 
second  link  parallel  to  the  main  link  is 
hung  from  the  beam  nearer  the  pivot 
point  of  the  beam  and  a  rod  joins  the 
crosshead  to  the  lower  end  of  the  second 
link.  A  bridle  rod  also  is  attached  to  the 
lower  end  of  the  second  link  and  the 
outer  end  of  the  bridle  rod  is  fixed  some 
distance  beyond  the  beam. 

It  is  easily  seen  by  reference  to  the 
diagram  that  the  point  A  moves  in  the 
arc  of  a  circle  with  convexity  to  the  left 
and  the  point  B  follows  a  curved  path 
with    convexity    to    the    right.      Both    of 


plicated  one  in  proportion,  but  the  rela- 
tive lengths  of  the  lines  BF  and  FE  have 
the  same  ratio  to  each  other,  that  the  line 
DE  has  to  the  line  CB.  Hence  the  im- 
portance of  the  point  F  in  helping  to  de- 
termine the  proportions  of  the  other  parts. 


Appreciates  Merit. 
A  recent  press  dispatch  from  Ottawa 
says  that  merit  and  not  seniority  is  to 
be  considered  in  making  promotions 
on  the  Intercolonial  Railway  of  Can- 
ada. A  circular  has  been  sent  out  to 
heads  of  departments  asking  them  to 
take  note  of  all  employees  who  display 
ability  in  any  particular  direction. 
When  a  young  man  shows  aptitude  for 
any  particular  line  of  work  and  it  is 
thought  he  could  better  display  his  tal- 
ents in  another  department  a  transfer 
may  be  in  order.  It  is  believed  that  the 
adoption  of  this  policy  will  in  the 
course  of  a  short  time  greatly  increase 
the  efficiency  of  the  staff. 


Trivial  things,  invented  and  pursued 
for  bread,  become  very  serious  matters  of 
fact. — Cricket  on  the  Hearth. 


U.  P.  Shops  at  Omaha. 

By  Angus  Sinclair. 

One  of  the  cleanest  and  most  orderly 
railroad  shops  that  we  have  visited  for 
some  time  are  the  Union  Pacific  shops  at 
Omaha,  of  which  Mr.  G.  J.  Hatz  is  super- 
intendent. The  machine  tools  have  lately 
been  rearranged  in  a  way  that  materially 
increases  the  output  while  giving  much 
more  room  for  movement  on  the  floors. 

A  novelty  connected  with  this  shop  is 
that  every  machinist  has  a  metal  drawer 
for  his  own  use.  These  neat,  cleanly  kept 
drawers  make  a  decided  contrast  with  the 
greasy  wooden  ones  that  become  disrepu- 
table looking  through  the  contempt  of  the 
owner. 

The  shops  are  fairly  busy  with  repair 
work,  among  that  being  the  changing  of 
one  engine  a  month  from  compound  to 
simple.  The  objection  held  against  the 
compound  locomotive,  is  that  it  spends 
too  much  time  in  the  repair  shop.  The 
saving  in  cost  is  more  than  counterbal- 
anced by  the  hours  it  is  out  of  service 
and  the  annoyance  and  loss  of  revenue 
due  to  failures  on  the  road.  The  Union 
Pacific  Railroad  have  been  making  a  most 
enviable  record  of  late  for  having  trains 
on  schedule  time,  and  the  officials  hold 
wicked  sentiments  about  a  locomotive  that 
adds  to  road  failures. 

Mr.  Hatz  is  changing  the  position  of  all 
the  air  brake  reservoirs  that  were  set 
at  the  side  of  the  wide  fireboxes  because 
the  reservoir  had  to  be  taken  down  every 
time  that  the  staybolts  on  that  side  re- 
quired attention. 

The  controversy  about  the  advantage  of 
cross  or  longitudinal  pits  in  erecting  shops 
has  come  home  to  Mr.  Hatz  in  practical 
form.  He  holds  that  the  longitudinal 
plan  involves  the  waste  of  about  20  per 
cent,  of  the  time  needed  to  repair  a  lo- 
comotive. 

These  shops  are  much  better  equipped 
with  first  class  machine  tools  than  ihey 
were  ten  years  ago  when  I  was  a  frequent 
visitor.  The  methods  of  moving  material 
from  shop  to  shop  and  among  the  vari- 
ous machine  tools  seem  to  have  been  made 
as  nearly  perfect  as  circumstances  will 
permit.  During  my  brief  visit  I  received 
the  impression  that  men  and  tools  were 
worked  in  harmony  to  produce  good  re- 
turns for  fair  wages  and  satisfactory 
working  conditions. 

.-\  novelty  to  me  in  those  shops  was  the 
repairing  of  some  weed  burners  made  for 
the  road  by  the  Commonwealth  Steel 
Company,  of  St.  Louis.  On  sand  ballasted 
and  on  earth  ballasted  roads  which  are 
still  quite  common  west  of  the  Missouri 
River,  keeping  down  weeds,  calls  for 
much  tedious  labor.  If  the  weeds  are  not 
kept  below  the  level  of  the  rails  they 
cause  wheel  slipping  that  materially  re- 
duces the  tractive  efficiency  of  a  locomo- 
tive. The  Commonwealth  Steel  Com- 
pany's weed  burners  are  said  to  do  the 
work  of  seventy  men. 
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THE  BAKER-PILLIOD  VALVE  GEAR. 
11.     ADJUSTMENT. 

In  the  adjustment  of  the  gearing  it  may 
be  noted  that  it  is  essential  that  the  pro- 
portions of  the  various  parts  be  correctly 
designed  by  following  a  precise  formula, 
aided,  if  possible,  by  an  adjustable  model. 
The  setting  of  the  valves,  in  the  same 
sense  of  the  words  as  is  used  in  the  care 
of  the  Stephenson  gearing,  would  be  an 
idle    experiment.     This     is    one    of    the 


rarely  necessary,  and  it  is  questionable 
whether  in  the  instance  of  a  change  in 
the  amount  of  valve  opening  being  neces- 
sary it  would  not  be  advisable  to  make 
a  slight  change  in  the  structure  of  the 
valve  itself  by  adding  to  or  removing 
from  its  overlapping  surface  such  a  por- 
tion as  might  be  necessary  to  a  prefect 
adjustment. 

The  exact  position  of  the  eccentric  crank 
in  relation  to  the  main  crank  is  a  varia- 


FIG. 


BAKER-PILLIOD   VALVE  GEAR  ARR.\NGED   FOR  INSIDE  ADMISSION. 


advantages  of  the  Baker-Pilliod  gear- 
ing that  when  properly  constructed 
and  adjusted  to  the  locomotive  the  valve 
gearing  passes  outside  of  the  pale  of  the 
constant  consideration  of  the  engineer  or 
mechanic,  and  while  liable,  of  course,  to 
a  certain  amount  of  wear  and  possible 
fracture,  it  is  not  subject  to  those  erratic 
variations  so  peculiar  to  some  forms  of 
valve  gearing.  Generally  speaking,  the 
eccentric  rod  is  the  only  part  that  may 
occasion  a  renewal  of  adjustment,  as  the 
wear  of  the  bearings  at  the  main  crank  or 
in  the  main  driving  boxes  may  occasion 
a  slight  variation  in  point  of  length  of 
the  eccentric  rod.  The  gear  reach  rod 
and  eccentric  arm  as  well  as  the  valve 
rod  are  all  fitted  with  means  for  adjust- 
ment in  regard  to  length,  so  that  the 
equalization  of  the  travel  of  the  valve 
can  be  readily  effected  in  the  original  as- 
sembling of  the  parts. 

The  amount  of  lead  or  opening  of  the 
valve  at  the  beginning  of  the  piston  stroke 
can  be  increased  or  diminished  by 
lengthening  or  shortening  the  lower  arm 
of  the  bell  crank.  It  can  be  readily  seen 
that  by  lengthening  the  arm  of  the  bell 
crank  attached  to  the  valve  rod  connection 
that  an  increase  in  the  length  of  the 
valve  stroke  will  be  made,  and  this  in- 
crease will  be  added  to  the  amount  of 
valve  opening  at  the  end  of  the  piston 
stroke.  A  corresponding  decrease  will 
occur  in  the  case  of  shortening  the  bell 
crank   arm.     These   organic   changes   are 


able  point  to  the  designer,  and  is  adapted 
by  him  to  suit  the  requirements  of  the 
valve  gear  construction.  In  the  case  of 
an  inside  admission  valve,  the  return  or 
eccentric  crank  follows  the  main  crank 
when  the  engine  is  running  forward.  In 
the  case  of  an  outside  admission  valve,  the 
eccentric    crank    is    set    a    corresponding 


is  an  ascending  one  towards  the  lifter  bar 
and  bell  crank.  These  necessary  varia- 
tions will  be  readily  observed  in  com- 
paring the  illustration  of  the  different  po- 
sitions of  the  eccentric  crank,  as  showrp 
in  Fig.  I,  which  displays  the  arrangement 
of  the  eccentric  crank  and  lifter  bar 
adapted  to  an  inside,  admission  valve, 
with  that  of  Fig.  4,  which  shows  the 
parts  arranged  from  an  outside  admis- 
sion  valve. 

An  admirable  feature  of  the  gearing 
is  the  fact  that  all  the  connections  are 
mechanically  positive  and  the  e.'cchange 
of  hardened  pins  and  bushings  affords  aa 
opportunity  of  retaining  the  action  of  the 
gearing  with  a  degree  of  accuracy  whicb 
leaves  little  or  nothing  to  be  desired  in 
the  ready  application  of  means  for  the 
maintenance  of  the  wearing  parts.  This 
is  a  marked  advance  over  the  use  of 
sliding  blocks  and  cumbrous  rockers  which 
cannot  be  overestimated  and  reflects  much 
credit  on  the  practical  ingenuity  of  the 
accomplished  inventors. 

It  need  hardly  be  stated  that  the  gear- 
ing is  capable  of  many  changes  in  or- 
ganic structure  and  is  readily  adaptable  to 
any  length  of  valve  stroke.  In  its  present 
form  as  applied  to  a  large  number  of 
American  locomotives  the  throw  of  the 
eccentric  crank  is  such  as  describes  a 
circle  of  seven  inches  in  diameter  pro- 
ducing a  valve  travel  when  in  full  gear  of 
six  inches.    This  could  be  easily  increased 


FIG.   4.     EAKER-PILLIOD  VALVE  GEAR  ARRANGED   FOR   OUTSIDE  ADMISSION. 


distance  ahead  of  the  main  crank.  The 
length  of  the  eccentric  crank  is  also  a 
variable  quantity  to  the  designei.  The 
eccentric  crank  used  in  the  case  of  an 
inside  admission  valve  being  longer  than 
that  used  in  the  case  of  an  engine 
equipped  with  a  valve  having  outside  ad- 
mission. The  necessity  for  this  variation 
is  apparent  when  it  is  observed  that  the 
angle  of  inclination  of  the  eccentric  rod 


or  diminished  to  suit  the  requirements  of 
any  size  or  design  of  locomotive.  The 
equable  motion  of  the  eccentric  rod  trav- 
eling as  it  does  in  parallel  precludes  the 
possibility  of  any  of  that  peculiar  varia- 
tion in  motion  incident  to  all  movements 
where  circular  motion  is  changed  into 
linear  motion  and  which  is  such  a  disturb- 
ing factor  in  the  action  of  the  Stephenson 
sliifting    link    motion,    and    is    not  alto- 
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gether  absent  in  the  Walschaerts  valve 
gearing.  This  regularity  of  movement  is 
fully  and  completely  secured  by  the  car- 
riage of  the  gearing,  which  is  almost  en- 
tirely supported  in  a  substantial,  chan- 
neled cradle  set  between  the  guide  yoke 
and  a  cross  tie  extending  over  the  frames, 
and  which  prevents  the  motion  of  the 
valve  gearing  from  having  a  distorting  ef- 
fect on  the  frames,  and  adds  much  to  their 
necessary   rigidity. 

In  brief  assuming  that  the  design  of  the 
■valve  gearing  is  correct,  the  adjustment 
'of  the  parts  is  a  matter  comparatively 
■easy  of  accomplishment,  while  the  com- 
pleted, clever  contrivance,  when  once  ad- 
justed, has  the  rare  quality  of  retaining 
lliat  degree  of  accuracy  which  approaches 
as  near  to  perfection  as  can  be  expected 
in  the  strenuous  segregation  oi  diverse 
forces  that  live  and  move  and  have  their 
titanic  and  tumultuous  being  in  locomotive 
service. 


Celebrated  Steam  Engineers. 

XXIII.      JAMES    MILLHOLLAND. 

When  a  locomotive  was  being  built 
under  the  supervision  of  Peter  Cooper 


periments  with  a  view  to  improving 
the  locomotive.  He  was  the  first  to 
construct  boilers  that  extended  over 
the  frames  of  the  locomotives,  and  was 
successful  in  using  anthracite  in  the 
fireboxes  that  he  designed. 

Some  of  the  boilers  constructed  by 
Millholland  were  equipped  with  com- 
bustion chambers,  but  these  were 
iiuickly  discarded  by  him,  and  he  ad- 
hered to  the  form  of  boiler  almost 
similar  to  what  is  now  known  as  the 
Wootten  boiler.  While  experimenting 
on  boiler  construction  he  was  also  busy 
on  wheel  arrangements  and  produced 
the  first  of  what  is  known  as  the 
Alogul  type  of  locomotive.  Out  of  his 
numerous  variations  in  construction 
also  came  the  balanced  throttle  valve 
being  the  first  double  seated  throttle 
valve  applied  to  a  locomotive.  The 
breaking  of  cranked  axles  being  of  fre- 
quent occurrence  among  the  early  loco- 
motives owing  to  the  poor  forging 
facilities,  Mr.  Millholland  conceived 
the  idea  of  adopting  cast  iron  axles, 
jnd  in  view  of  the  fact  that  the  steam 
pressure  used  on  locomotives  was  com- 
paratively low  at  that  period,  the  cast 


BAKER-PILLIUlJ    \AL\I'.    Cl^.XR   .'\S    .M'l'LIED   TO   C.   &    N.-VV.    KiNt,  IN  K. 


in  1830,  a  bright  lad  of  eighteen  years 
named  James  Millholland  was  working 
on  the  job.  The  "Tom  Thumb"  as  the 
locomotive  was  named  was  looked 
upon  by  mechanics  generally  as  an  idle 
and  dangerous  experiment.  Millhol- 
land thought  diflferently  and  gave  his 
earnest  attention  to  the  construction 
of  locomotives.  At  twenty-one  he  was 
Master  Mechanic  of  the  Baltimore  & 
Susquehanna  Railroad,  and  he  soon 
found    opportunities    for    extensive    ex- 


iron  axles  met  the  requirements  of  the 
service  better  than  the  poorly  forged 
axles. 

One  of  Mr.  Millliolland's  clever  in- 
ventions was  a  movable  cone  which 
was  adapted  to  increase  or  diminish 
the  amount  of  space  in  the  opening  of 
the  exhaust  nozzle.  A  system  of  rods 
and  levers  furnished  means  of  adjust- 
ing the  contrivance  from  the  engine 
cab.  It  is  a  noteworthy  fact  that  this 
device  has  been  patented  several  times 


since  Millholland  first  applied  it  to 
locomotive  service.  He  also  equipped 
his  locomotives  with  double  smoke- 
stacks, one  pipe  being  inside  the  other, 
with  means  at  the  top  of  the  smoke- 
stack for  deflecting  the  cinders  into  the 
outer  pipe  from  which  they  could  be 
readily  emptied  as  occasion   required. 

Among  Millholland's  experiments  in 
locomotive  construction  were  several 
from  which  he  expected  great  results 
in  climbing  service.  The  most  remark- 
able of  these  were  the  kind  known  as 
the  mountaineer  class,  having  six  pairs  of 
driving  wheels  about  four  feet  in  dia- 
meter. As  may  be  readily  imagined 
this  class  of  engine  gave  no  end  of 
trouble  on  curves,  and  they  were  finally 
rebuilt  and  the  number  of  driving 
wheels  reduced. 

In  the  construction  of  locomotives 
for  passenger  service  he  was  very  suc- 
cessful. What  is  now  known  as  the 
American  type  of  locomotive  was 
brought  to  a  degree  of  elegant  perfec- 
tion by  Millholland  that  has  not  been 
much  surpassed  after  the  lapse  of  half 
a  century.  The  valve  motion  was  a 
compound  between  the  Stephenson 
and  Walschaerts  kinds  of  valve  gear- 
ing. The  link  was  stationary  and 
oscillated  upon  a  fixed  center.  There 
were  double  slide  valves  located  near 
the  ends  of  the  cylinder  shortening  the 
steam  passages  as  much  as  possible. 
In  short  there  was  scarcely  any  part  of 
the  locomotive  upon  which  Millholland 
did  not  make  improvements,  and  it  might 
be  wondered  at  how  he  found  time  and 
means  to  carry  on  his  extensive  altera- 
tions and  experiments.  He  was  for- 
tunate in  being  appointed  master  of 
machinery  of  the  Philadelphia  &  Read- 
ing Railroad  in  1848.  His  chief  aim 
heems  to  have  been  to  produce  a  loco- 
motive that  would  burn  anthracite 
satisfactorily  and  also  to  effect  such 
improvements  in  the  design  of  loco- 
motives as  to  make  them  capable  of 
hauling  heavier  trains  than  anything 
accomplished  at  the  time  he  did  his  work. 
He  was  eminently  successful  in  both 
directions,  and  among  the  early  en- 
gineers whose  thoughts  gave  the  best 
form,  and  produced  the  greatest  force 
in  the  application  of  steam  to  land 
transportation,  there  were  few  more 
earnest  and  successful  workers  than 
James  Millholland. 

Questions  Answered 

GOOD   BRASS    POLISHER. 

76.  R.  McR..  Toledo.  Ohio,  asks :  What 
is  the  best  method  of  polishing  brass  so 
that  it  may  remain  the  same  as  when  it 
came  from  the  shop?— A.  A  solution  of 
oxalic  acid,  that  is,  oxalic  acid  mixed  with 
water,  will  speedily  remove  any  tarnish  on 
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tirass.  The  acid  should  be  washed  off  with 
clean  water  and  the  brass  rubbed  with 
whiting  powder  and  chamois  or  other  soft 
leather.  The  careful  washing  of  the  brass 
is  important,  as  the  atmosphere  quickly 
tarnishes  brass  if  any  of  the  acid  is  left 
upon  it.  Spirits  of  turpentine  or  sweet  oil 
rubbed  in  with  a  soft  cloth  helps  in  re- 
sisting the  atmospheric  action  on  all  pol- 
ished metals. 


WHO   WAS  CHORD.\L? 

Tj.  S.  Y.  B.,  St.  Paul,  Minn.,  writer: 
I  notice  that  you  occasionally  name 
"Chordal,"  who  appears  t6  be  a  writer 
of  some  merit.  To  paraphrase  the  wdrds 
of  our  eminent  speaker,  "who  is  Chordal, 
anyhow?" — A.  Some  twenty-five  years 
ago  James  W.  See,  of  Hamilton,  0., 
wrote  a  series  of  letters  under  the  pen 
name  of  "Chordal"  to  the  American  Ma- 
chinist. They  were  celebrated  for  wit, 
wisdom,  good  sense  and  sound  mechanical 
philosophy.  They  were  published  after- 
ward in  book  form  and  are  for  sale  in 
this  office,  price  $2.  The  mechanic  or 
engineer  who  has  failed  to  read  Chordal's 
Letters  has  missed  a  great  treat.  In- 
tellectually and  from  a  business  stand- 
point he  has  missed  much  instruction. 


EARLY    FULL    PORT    OPENING. 

78.  C.  O.  F.,  Salem,  Mass.,  asks . 
would  there  be  any  economy  in  the 
operation  of  a  locomotive  by  using  a 
device  that  would  give  a  full  port 
opening  at  2  ins.  travel  of  piston  and 
would  an  engine  equipped  with  such  a 
device  have  advantage  in  pulling  her 
load  over  those  that  have  a  longer  pis- 
ton travel  before  getting  a  full  port 
opening,  it  being  understood  that  with 
a  device  of  this  kind  we  get  an  early  re- 
lease of  steam  from  exhaust  side  of  the 
valve? — A.  Yes  there  would  be  a  de- 
cided advantage  in  such  an  arrange- 
ment. In  stationary  practice  the  Cor- 
liss valve  gear  does  the  very  thing  you 
speak  of  and  in  locomotive  practice 
the  Walschaerts  valve  gear  is  an  en- 
deavor to  do  the  same  thing.  The 
Baker-Pilliod  valve  gear,  concerning 
which  we  have  printed  several  articles 
in  our  Applied  Science  Department, 
does  this  very  successfully.  Read  the 
articles  referred  to  in  the  September 
and  in  this  issue  of  Railway  and  Loco- 
motive Engineering. 


COMPRESSED    STEAM    LOCOMOTIVE. 

79.  D.  G.,  Dayton,  O.,  writes:  The 
other  day  I  was  asked  a  question  re- 
lative to  a  compressed  steam  locomo- 
tive. I  gave  the  man  as  intelligent  an 
answer  as  I  could,  telling  that  engines 
of  this  kind  were  in  existence,  but  as 
to  the  principle  I  was  unable  to  give 
him  any  information ;  and  I  am  now 
writing  to  ask  you  if  you  will  enlighten 
me  on  the  principle  of  this  kind  of  a 
locomotive.      I   would  be   glad   to  have 


all  the  information  you  can  give  me. — 
A.  You  probably  refer  to  compressed 
air  locomotives,  which  are  used  for 
special  purposes  such  as  mine  haulage 
or  in  small  tunnels  where  the  head- 
room is  restricted  and  where  the  at- 
mosphere may  not  be  vitiated  by 
smoke  or  steam.  Such  a  locomotive 
carries  a  strong  tank  instead  of  a 
boiler,  and  this  tank  is  filled  with  com- 
pressed air  at  the  charging  station  up 
to  a  pressure  of  perhaps  500  lbs.  or 
more  and  is  then  capable  of  working 
alone  for  several  hours. 


English  Spark  Arrester. 
We  are  accustomed  to  think  that 
owing  to  the  dampness  of  the  English 
climate  and  the  character  of  the  fuel 
used  on  many  of  the  railways  of  Great 
Britain,  that  spark  arresting  devices 
.Trc  not  much  needed  on  the  other  side 
of  the   Atlantic.     The   assumptions   are 


tration  has  been  fitted  to  one  of  the 
Great  Northern  8-coupled  shunting 
engines.  It  consists  of  a  curved  plate 
placed  at  the  back  of  the  blast  pipe. 
This  spark  arrester  is  the  outcome  of  a 
long  series  of  carefully  conducted  ex- 
periments with  a  variety  of  appliances. 
This  form  of  arrester  which  is  a  solid 
plate  against  which  the  sparks  strike 
appears  to  be  the  most  satisfactory 
form  yet  tried  on  this  railway.  As 
Mr.  Ivatt  very  truly  says  each  smoke- 
box  is  a  law  unto  itself,  and  the  curve 
of  the  plate  has  to  be  altered  to  suit 
different  engines,  but  the  principle  is 
the  same  in  all. 

The  action  of  the  arrester  appears  to 
be  to  cause  the  sparks  to  be  thrown 
against  the  plate  and  deflected  in  their 
course  before  they  are  carried  out  of 
the  stack  by  the  action  of  the  blast, 
and  it  is  the  knocking  about  and  the 
delay    of    their     exit     that     kills     them. 


SPARK  ARRESTER  ON  THE  GREAT  NORTHERN  OF  ENGLAND. 

partly  negatived  by  the  fact  that  Mr.  The  alteration  in  the  curve  of  the 
W.  H.  Ivatt,  locomotive  engineer  of  spark  deflector  is  occasioned  by  the 
the  Great  Northern  Railway  of  Don-  varying  degree  of  steaming  ability 
caster  England  has  been  making  some  possessed  by  each  engine  to  which  the 
experiments  for  the  purpose  of  reduc-  device  has  been  applied, 
ing  the  number  of  live  sparks  thrown 
out  of  the  smoke  stack. 

Writing  to  Railway  and  Locomotive 
Engineering  on  the  subject,  Mr. 
Ivatt  says:  "The  experiments  have 
been  carried  out  more  with  the  idea  of 
reducing  sparks  than  for  coal  consump- 
tion, but  as  far  as  we  have  got  I  do  not 
think  the  spark  arresters  are  having  a 
bad  effect  on  the  coal  consumption, 
but  we  do  not  yet  know  enough  to  be 
certain  on  this  point." 

The  arrangement  shown  in  our  illus- 


Mr.  A.  Agathocles,  an  old  subscriber  to 
Railway  and  Locomotive  Engineering 
and  for  years  engineer  in  chief  of  roll- 
ing stock  of  the  Athens-Piree-Peloponese 
Railway,  has  resigned  that  position  to 
take  charge  of  the  Bureau  des  Travaux 
Techniques,  Athens,  Greece.  Mr.  Aga- 
thocles is  interested  in  receiving  infor- 
mation concerning  the  manufacture  of 
war  material,  gasoline  motors  and  other 
classes  of  American  machinery  likely  to 
find  a   market   in   foreign   countries. 
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Air  Brake  Department 


Conducted  by  G.    W.  Kiehm 


Correcting  Air   Pressures. 

Much  that  is  written  on  air  brake 
subjects  has  been  thoroughly  threshed 
out  by  some  classes  of  railway  em- 
ployees but  the  same  subject  may  be 
of  interest  and  benefit  to  another  class, 
and  often  the  same  subject  presented 
from  a  different  point  of  view  creates 
renewed  interest.  Air  brake  men  arc- 
always  interested  in  any  discussion  of 
air  brake  matters,  as  they  have  usual- 
ly derived  their  knowledge  from  var- 
ious, and  sometimes  unexpected,  sources. 
They  do  not  despise  an  opinion,  no  matter 
how  poorly  expressed,  but  are  always 
open  to  conviction  and  always  ready  to 
entertain  a  suggestion  regardless  of  where 
it  originated. 

It    is    of    course    useless    to    present 


ing  nuts  of  the  pump  governor  or  feed 
valve  when  those  parts  are  in  perfect 
condition,  but  when  they  do  not  regulate 
the  pressures  they  are  intended  to  regu- 
late, cleaning  has  usually  to  be  re- 
sorted to,  and  it  is  the  adjusting  after 
cleaning  or  repairing  that  the  following 
remarks    apply    to: 

It  is  difficult  to  decide  what  a  round- 
house test  should  consist  of,  if  there 
is  a  more  rigid  back  shop  test,  for  if 
the  governor  or  feed  valve  is  not  in 
fit  condition  to  leave  the  repair  shop 
or  pass  a  back  shop  test  it  is  not  in  a 
fit  condition  to  leave  the  engine  house 
on  a  locomotive.  Both  valves  are  de- 
signed to  restrict  to  a  certain  figure, 
the  pressures  they  govern,  yet  allow  a 
very    narrow    margin    of    variation    in 


FEED    VAL\E,    OPEN. 


anything  concerning  the  correction  of 
air  pressures  or  the  adjustment  of  the 
pump  governor  and  feed  valve  of  the 
brake  equipment  on  a  locomotive  to 
those  who  know  all  about  it.  T-he  oper- 
ation is  so  simple  that  it  merely  consists 
of  screwing  up  or  slacking  off  the  adjust- 


those  pressures  and  allow  them  to  be 
accumnnilated  as  promptly  as  the  size 
and  construction  of  the  parts  will  permit. 
Any  leakage  from  the  threaded  and 
fitted  parts  should  not  be  permitted 
and  leakage  from  the  governor  drain 
or  waste  pipe,  previous  to  the  time  the 


air  pressure  moves  the  governor  pis- 
ton, is  unnecessary.  It  is  not  parti- 
cularly wasteful  of  steam,  but  tends  to 
drain  away  a  large  portion  of  the  oil 
that  should  pass  to  the  pump.  Leakage 
of  air  from  this  point  after  the  gover- 
nor piston  has  moved  and  closed  the 
steam  valve,  is  from  the  governor  pis- 
ton packing  ring  and  becomes  exces- 
sive and  wasteful  long  before  the  gov- 
ernor becomes  inoperative  from  that 
cause.  If  this  leakage  is  allowed  to 
continue  it  increases  in  volume  and 
eventually  the  governor  does  become 
inoperative.  One  of  the  relief  ports  in 
the  neck  of  the  governor  should  always 
be  plugged,  and  it  should  always  be  the 
excess  pressure  top.  By  adopting  this 
plan  one  avoids  confusion  by  some- 
times having  both  ports  plugged  or 
both  ports  open  instead  of  one.  There 
may  be  said  to  be  four  drain  or  waste 
ports  in  the  S.  F.  4,  governor  the  size 
of  two  of  which  is  very  important.  The 
size  of  the  other  two  is  not  of  so 
much  consequence.  The  waste  port  in 
the  steam  body  is  %  of  an  inch  and 
that  in  the  spring  box  above  the 
diaphragms  of  the  high  pressure  top, 
about  1/16  of  an  inch,  but  the  one 
through  the  steam  valve  should  be  ex- 
actly 1/16  and  the  relief  port  in  the 
neck  or  diaphragm  body  1/32  of  an 
inch.  There  should  be  no  leakage  from 
the  relief  port  up  to  the  time  the  dia- 
phragm is  raised  by  air  pressure  and 
there  should  be  no  leakage  from  the 
port  of  the  -spring  box  at  any  time. 
Leakage  from  the  latter  point  is  from  or 
past  the  diaphragm  and  usually  because 
the  spring  box  and  diaphragm  body 
come  together  at  their  threaded  parts 
before  the  lower  end  of  the  spring  box 
can  force  the  diaphragm  ring  firmly 
against  the  diaphragms  and  shoulder 
upon    which   they   rest. 

When  the  leak  occurs  in  the  maxi- 
mum pressure  top  it  can  escape  at  the 
waste  port  without  doing  any  harm,  but 
when  it  occurs  in  the  excess  pressure  top 
it  can  enter  the  feed  valve  pipe  and  the 
brake  pipe.  This  is  practically  a  leak 
of  main  reservoir  pressure  into  the 
brake  pipe.  This  leak  should  be  tested 
for  when  the  governor  is  being  cleaned 
and  at  a  time  when  the  upper  pipe  is 
disconnected  and  when  there  is  air 
I)ressure  under  the  diaphragms.  A  leak 
past  the  diaphragms  of  the  maximum 
pressure  top  often  results  in  the  spring 
box  being  drawn  down  on  the  dia- 
phragm body  so  tightly,  in  an  effort 
to  stop  the  leak,  that     the  diaphragm 
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portion  is  practically  ruined  while  fill- 
ing the  upper,  or  threaded  end  of  the 
diaphragm  body  slightly,  all  other  parts 
being  in  good  condition,  would  correct 
the  disorder  by  allowing  the  spring  box 
to  be  drawn  down  far  enough  to  force  the 
ring  against  the  diaphhagms  properly. 

In  air  brake  work  as  in  everything 
else  there  is  a  right  way  of  doing  things 
and  a  way  that  will  pass.  In  adjusting 
the  air  pump  governor  it  should  be 
partly  done  and  tested  at  a  vise  bench 
with  an  air  connection  and  finished  by 
the  air  gauge  on  the  engine.  In  assem- 
bling the  air  portion  of  the  governor 
at  a  vise  bench  after  cleaning  or  re- 
pairing it  is  well  to  bear  in  mind  the 
following. 

That  the  relief  port  is  1/32  of  an 
inch.  That  the  diaphragm  valve  is  not 
perfectly  rigid  and  can  be  moved. 

That  the  diaphragms  and  ring  are 
perfect  and  that  the  spring  box  is  screwed 
into  the  diaphragm  body  hand  tight 
and  after  the  air  connection  is  made 
and  the  air  turned  on  it  can  be  tight- 
ened down  with  a  wrench  until  there 
is  no  leak  at  the  waste  port  in  the 
spring  box.  This  prevents  the  spring 
box  from  holding  the  diaphragms  too 
rigidly,  which  would  render  the  gover- 
nor   less    sensitive. 

It  should  then  be  observed  that  th'i 
diaphragm  valve  has  suflScient  lift  by 
noting  the  volume  of  air  escaping 
through  the  lower  opening  in  the  body. 
The  adjusting  spring  should  then  be 
put  in  and  the  adjusting  nut  tightened 
down  until  the  tension  on  the  spring 
equals  the  air  pressure.  The  number 
of  pounds  air  pressure,  and  the  dis- 
tance the  adjusting  nut  must  be  screwed 
into  the  spring  box  to  accomplish 
this  should  also  be  observed,  and  the 
diaphragm  valve  should  open  wide  and 
close  off  perfectly  in  one  fourth  of  a  .turn 
of  the  adjusting  nut. 

If  the  foregoing  is  closely  observed 
up  to  the  time  the  spring  is  put  in, 
the  sensitiveness  of  the  governor  will 
depend  upon  the  condition  of  the  spring, 
and  if  the  spring  has  lost  its  elasticity 
the  governor  top  cannot  be  sensitive 
to  operate  upon  slight  variations  of 
pressure.  Any  permanent  set  in  the 
spring  can  be  detected  by  the  distance 
the  adjusting  nut  must  be  screwed  into 
the  spring  box  to  attain  certain  pressures. 
Of  course  the  air  portion  of  the  gov- 
ernor can  be  cleaned  and  adjusted  with- 
out removing  it  from  the  engine,  but 
in  doing  this  work  at  a  vise  bench  and 
testing  it,  insures  a  correct  operation 
and  very  often  results  in  a  consider- 
able saving  of  time.  When  a  disorder 
develops  in  the  steam  body  it  means 
repairs,  and  any  repairs  to  this  por- 
tion while  on  the  engine  is  out  of  the 
question  and  in  repairing  and  overhaul- 
ing, a  considerable  saving  of  time  is 
effected  by  the  use  of  a  reamer  on  the 


steam  valve  seat  and  having  on  hand 
a  supply  of  faces  off  steam  valves.  It 
is  of  course  useless  to  attempt  to  fit 
a  piston  ring  in  a  worn  bushing  and 
when  the  cylinder  is  true  the  ring 
should  be  fitted  tight  enough  so  that 
by  a  circular  grinding  movement  the 
ring    can    be    ground    to    a    bearing    in 


wheel,  the  two  stops  limiting  the  move- 
ment of  the  hand  wheel,  allows  the 
high  speed  brake  to  be  set,  or  allows  a 
change  to  low  pressure  whether  the 
boiler  is  under  steam  pressure  or  cold, 
and  is  accomplished  in  an  instant  by  a 
slight  movement  of  the  hand  wheel  on 
the   feed   valve.     The   brake   pipe   feed 


FEED  VALVE,  CLOSED. 


the  piston  groove  as  well  as  to  the 
cylinder.  In  assembling  the  parts  and 
testing  the  steam  body  there  is  but 
little  to  be  observed  outside  of  leakage 
from  the  packing  ring  or  from  the 
body,  or  out  of  the  drain  pipe,  and  that 
the  piston  moves  down  far  enough  to 
close  the  steam  valve  and  that  it  re- 
turns promptly  to  the  end  of  its  stroke 
when  relieved  of  air  pressure.  If  there 
is  a  tension  of  20  lbs.  on  the  spring  of 
the  excess  pressure  top  of  the  governor, 
and  the  maximum  pressure  top  is  ad- 
justed to  carry  140  lbs.,  the  governor 
is  provided  with  an  automatic  adjust- 
ment and  permits  of  a  20  lb.  excess 
pressure  in  the  main  reservoir  regard- 
less of  the  brake  pipe  pressure,  and  tliis 
part  needs  no  further  adjustment  until 
it  becomes  defective. 

The  brake  pipe  pressure  is  adjusted 
by  regulating  the  hand  wheel  of  the 
feed  valve  to  70  lbs.  pressure  and 
clamping  the  stop  back  of  it  then  to 
no  lbs.  and  tightening  the  screw  in 
the    clamp    ahead    of    the    pin    on    the 


valve  is  intended  to  maintain  brake 
pipe  pressure  at  a  certain  figure  rather 
than  to  restrict  it  to  that  figure  and  it 
should  be  subjected  to,  and  put  in  con- 
dition to  pass  a  very  rigid  and  exacting 
test  before  being  put  in  service.  The' 
importance  of  the  feed  valve  should 
not  be  underestimated,  the  amount  of 
pressure  carried  in  the  brake  pipe  is 
very  important  and  the  feed  valve  con- 
trols it.  After  cleaning  or  repairs  the 
feed  valve  should  be  tested  on  a  shop 
test  rack  made  for  the  purpose  and  in 
such  a  manner  that  the  feed  valve  to 
be  tested  can  control  a  considerable 
volume  of  air  pressure.  It  should  be 
placed  on  this  rack  after  cleaning  and 
the  spring  box  removed  and  after  the 
pressure  is  turned  on  and  the  blow  at 
tlie  exposed  port  c,  stops  it  should  be 
tested  for  leakage,  there  must  be  no 
leakage  from  the  cap  nuts,  from  the 
flush  nut,  or  from  the  exposed  regulat- 
ing valve.  Any  leakage  from  the  port 
e  comes  from  the  slide  valve.  After  all 
parts    are    free    from    leakage    the   dia- 
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phragms  should  be  put  in  place  and  the 
spring  box  screwed  up.  If  this  results 
in  an  increase  of  pressure  in  the  con- 
trolled volume  of  the  rack,  the  valve 
must  again  be  tested  for  leakage  and 
the  length  of  the  regulating  valve  be 
noted.  It  should  be  flush  with  the 
shoulders  against  which  the  diaphragms 
rest.  If  correct  the  spring  can  be  put 
jn  and  the  adjusting  nut  screwed  up 
until  the  feed  valve  maintains  70  lbs. 
pressure.  It  must  then  be  tested  for 
sensitiveness  by  making  a  slight  leak 
in  the  controlled  volume  and  observing 
the  movement  of  the  hand  on  the 
gauge,  it  should  move  back  and  forth 
slightly  or  fluctuate  but  not  allow  a 
variation  of  more  than  2  lbs.  in  the 
controlled  volume.  If  it  does  allow 
more  it  indicates  that  the  supply  valve 
piston  is  too  loose  a  fit  in  the  bushing 


It  might  be  well  to  add  here  that  the 
wings  on  the  supply  valve  piston  act  as 
a  guide  to  keep  the  piston  moving  back 
and  forth  squarely  through  the  bushing, 
and  in  facing  off  the  valve  and  seat  it 
must  be  kept  in  line  with  the  piston 
bushing.  In  facing  oflf  the  valve  seat  a 
fine  file  the  width  of  the  valve  seat, 
and  with  two  safe  edges  can  be  used 
with  advantage,  and  in  scraping  and 
rubbing  the  slide  valve  to  a  perfect 
bearing  on  the  seat  it  can  be  held 
squarely  to  seat  by  making  a  small  dent 
with  a  center  punch  on  the  inside  of 
the  slide  valve,  and  using  a  short  rod 
with  a  pointed  end  turned  to  a  packing 
hook  form.  This  prevents  the  valve 
being  held  out  of  square  or  tipped  off 
the  seat  or  tilted  on  one  edge  when 
being  rubbed  in. 

No  special  tool  or  combination  square 


ABF-' 


-MR 


SECTION  OF  SI    . 

or  that  the  regulating  valve  is  too 
short,  or  that  the  adjusting  spring  has 
lost  its  elasticity,  but  before  condemn- 
ing the  spring  it  should  be  tested  in  a 
feed  valve  that  is  known  to  be  in  good 
condition.  Another  effect  of  too  loose 
a  supply  valve  piston  is  for  the  pres- 
sure to  rise  to  65  or  66  lbs.,  then  slowly 
creep  up  to  70  lbs.  If  the  controlled 
volume  rises  to  a  figure  somewhat  be- 
yond 70  lbs.,  then  slowly  drops  back  to 
70  it  indicates  undue  frictional  resist- 
ance to  the  movement  of  the  supply 
valve  piston  or  the  use  of  a  two  heavy 
or  thick  lubricant  on  the  piston  and  in 
the  piston  bushing. 


and  should  be  filed  down  squarely  all 
the  way  across  to  keep  the  piston  from 
being  tilted  which  would  bind  it  in  the 
bushing  during  its  movement. 

The  controlled  pressure  building  up 
slowly  during  the  test  may  be  due  to  a 
partly  closed  port  in  the  feed  valve 
body.  Often  pieces  of  cork  or  gum  and 
dirt  are  found  in  the  ports.  The  ports 
should  be  positively  known  to  be  free 
from  any  obstruction  when  the  valve  is 
tested. 

The  feed  valve  body  alone  without 
any  movable  parts  can  be  bolted  to  the 
rack  in  a  reverse  position,  or  upside 
down,  and  by  the  air  pressure  turned 
on.  The  port  t  blown  out  then  bolted 
up  in  its  proper  position  and  the  port  j 
blown  out,  then  the  flush  nut  and  supply 
piston  cap  screwed  in  place  and  the 
port  e  blown  out  and  the  port  h  at  the 
same  time.  It  is  sometimes  necessary 
to  drill  out  the  latter  ports,  but  in  drill- 
ing through  and  removing  the  plugs  in 
the  ends  of  the  ports  in  the  valve  body 
a  3/16  drill  will  be  found  to  be  of  the 
correct  size. 

What  has  been  said  of  the  feed  valve 
applies  to  the  reducing  valve  also,  as 
the  only  difference  between  them  is  in 
the  adjusting  portion  and  it  should  have 
the  same  thorough  and  careful  test,  for 
to  insure  a  correct  operation  of  the 
signal  whistle  the  valve  must  be  in  per- 
fect condition ;  sensitive  as  it  is  pos- 
sible to  make  it;  absolutely  free  of 
leakage  from  the  slide  valve  and  regu- 
lating valve,  or  from  any  outside  point 
to  the  atmosphere. 
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is  required  to  keep  the  slide  valve  seat 
in  line  with  the  piston  bushing.  With 
the  flush  nut  and  supply  valve  piston 
cap  nut  removed,  the  piston  bushing 
end  of  the  feed  valve  body  can  be 
placed  on  the  edge  of  a  surface  strip  or 
any  perfect  surface  and  a  small  scale 
passed  through  the  slide  valve  bushing 
which  is  then  in  a  vertical  position. 
The  end  of  the  scale  held  squarely 
against  the  surface  strip  will  form  a 
perfect  right  angle  and  the  edge  of  the 
scale  will  show  the  correct  line  the 
slide  valve  scat  should  have.  When  out 
of  line,  the  end  of  the  slide  valve  seat 
will  be   found  to  be  the  highest  point 


Young  engineers  having  to  all  ap- 
pearances drifted  into  other  occupa- 
tions in  the  past  two  years  has  caused, 
it  is  said,  a  scarcity  of  skilled  draughts- 
men. The  demand  for  them  has  been 
increased  by  the  work  of  municipalities, 
architects  and  various  corporations, 
where  the  compensation  is  said  to  be 
better  than  can  be  obtained  from  rail- 
roads. As  a  result,  with  a  return  of 
activity  in  manufacturing,  the  number 
of  positions  reported  available  exceed 
the  supply  of  competent  men. 

The  greatest  demand  seems  to  be  in 
connection  with  structural  iron,  the 
largest  establishments  engaged  therein 
making  the  most  strenuous  effort  to 
get  such  men.  The  opportunity  afford- 
ed for  varied  experience  and  promotion 
is  exceptional.  Railways,  therefore,  are 
reported  to  be  having  difliiculty  in  get- 
ting mechanical  draughtsmen,  and  all 
this  is  encouraging  for  the  prospective 
graduates  of  engineering  schools. — 'Sew 
York   Commercial. 


The  National  Society  for  the  promo- 
tion of  Industrial  Education  is  very  active 
in  the  promotion  of  trade  schools.  The 
society  is  going  to  hold  a  convention  m 
Milwaukee  on  December  1-3. 
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Electro-Pneumatic    Interlocking. 
By   W.    B.    Kouwenhoven. 

The  earlier  systems  of  interlocking 
were  operated  entirely  by  hand  power, 
and  are  known  as  mechanical  inter- 
locking systems.  But  as  the  size  of  the 
terminal  to  be  governed  by  interlock- 
ing grew,  hand  power  became  unable 
to  do  the  work,  and  what  is  known  as 
the  electro-pneumatic  system  of  inter- 
locking was  developed.  This  system 
operates  all  switches  locks  and  signals 
by  compressed  air,  and  controls  the  ap- 
plication of  the  compressed  air  to  the 
switches  and  signals  by  electricity.  The 
latest  system  of  interlocking  is  the  all 
electric  system  which  not  only  controls 
the  operation  of  the  signals  and 
switches  by  electricity,  but  operates 
them  by  the  same  power.  These  three 
systems  of  interlocking  are  all  exten- 
sively used  today.  In  this  article  we 
will  briefly  consider  the  construction 
and  operation  of  the  electro-pneumatic 
interlocking  system;  the  all  electric  sys- 
tem will  be  discussed  in  a  later  issue. 

Interlocking  is  defined  by  the  Amer- 
ican Railway  Association  as:  "An  ar- 
rangement of  switch,  lock  and  signal 
appliances  so  interchanged  that  their 
movements  must  succeed  each  other  in 
a  predetermined  order."  This  defini- 
tion applies  equally  well  to  all  forms 
of  interlocking.  The  essential  parts  of 
any  interlocking  plant  are  a  group  of 
levers  concentrated  at  one  point  for  the 
operation  of  certain  switches,  derails, 
locks  and  signals.  These  levers  are  so 
arranged  as  to  make  it  impossible  to 
give  clear  signals  over  conflicting 
routes.  When  a  movement  of  a  train 
or  a  given  track  is  desired,  it  is  neces- 
sary to  set  all 'switches  and  derails  in 
their  proper  positions,  and  then  to  lock 
them  before  the  signal  governing  the 
train  movement  can  be  cleared. 

LOCKING    OF    SWITCHES    AND    DERAILS. 

The  locking  of  switches  and  derails 
is  accomplished  by  a  bolt  or  dog  thrust 
through  a  hole  or  a  notch  in  a  bar 
that  is  attached  to  the  points  of  the 
switch.  If,  for  any  reason,  the  switch 
does  not  go  to  its  normal  or  reverse 
position  it  is  clear  that  the  bolt  can- 
not be  thrust  through  the  hole  in  the 
bar  and  the  switch  locked,  thus  indi- 
cating to  the  tower  man  that  the  switch 
is  not  in  its  proper  position.  Usually 
the  signals  controlling  the  movements 
over  such  tracks  are  also  made  to  lock 
the  switch  by  a  second  bolt  lock  which 


makes  it  impossible  to  clear  the  signal 
unless  the  switch  is  in  the  proper  posi- 
tion. At  each  switch  there  is  placed  a 
bar  which  lies  against  the  outside  of 
the  rail  and  about  one-half  inch  below 
the  top.  This  bar  is  known  as  a  de- 
tector bar,  and  works  in  connection 
with  the  lock  on  the  switch.  It  must 
be  raised  above  top  level  of  the  rail 
before  the  switch  can  be  unlocked,  thus 
making  it  impossible  to  unlock  and 
throw  a  switch  while  a  train  is  passing. 

INTERLOCKING    PARTS, 

The  interlocking  parts  of  all  types 
of  interlocking  machines  are  similar  in 
construction,  the  only  difference  being 
in  size  and  weight.  Interlocking  be- 
tween levers  is  accomplished  in  the 
tower  by  means  of  what  are  known  as 
drivers,  bars,  dogs  and  cross  locks, 
which  are  arranged  to  slide  and  to  fit 
into  each  other  in  such  a  manner  that 
the  levers  must  be  thrown  in  a  regular 
order,  and  the  throwing  of  one  lever 
releases  the  lever  that  is  to  be  thrown 
next.  When  the  throwing  of  one  lever 
depends  upon  the  position  of  ten  or 
more  other  levers,  the  arrangements 
of  the  interlocking  parts  become  a  very 
tiifiicnit   engineering  problem. 

MECHANICAL  INTERLOCKING    MACHINES. 

Mechanical  interlocking  machines  are 
all  worked  by  hand  power  and  are  con- 
nected to  the  switches  and  signals  by 
lines  of  piping  and  wire.  They  require 
considerable  effort  to  operate  and  take 
up  a  large  amount  of  space  not  only  in 
the  tower  itself,  but  also  in  the  yard 
where  the  pipes  and  wires  must  be  run. 
The  most  serious  objection  to  them, 
however,  is  the  fact  that  with  the  small 
stroke  available  for  throwing  and  lock- 
ing a  switch,  the  lever  may  be  thrown 
completely  over,  but  by  lost  motion,  the 
switch  may  not  be  in  position,  and 
the  fact  that  the  position  of  a  switch 
may  not  be  the  same  as  that  indicated 
by  its  lever  because  of  a  broken  or 
or  buckled  pipe  line. 

ELECTRO-PNEUMATIC     INTERLOCKING. 

Electro-pneumatic  interlocking  has 
many  advantages  over  mechanical  in- 
terlocking. It  is  much  quicker  in  op- 
eration, thus  making  possible  extremely 
rapid  movements  of  trains  on  congest- 
ed tracks.  It  occupies  about  one- 
fourth  the  space,  and  requires  but  little 
effort  on  the  part  of  the  tower  man. 
In  its  simplest  form  it  operates  the 
switches,    locks    and    signals    by    com- 


pressed air  which  is  admitted  to  and 
released  from  air  cylinders  by  valves 
controlled  by  electro-magnets.  The 
electrical  circuits  for  these  magnets  are 
made  and  broken  by  the  movement  of 
levers  in  the  interlocking  machine 
which  is  in  the  tower.  The  movements 
of  all  switches,  locks  and  signals  op- 
erated by  the  levers  are  repeated  back 
to  the  tower  by  electricity,  locking  and 
unlocking  these  same  levers  as  the  po- 
sition of  the  switch  may  indicate.  This 
gives  positive  indication  to  the  tower 
man  of  the  positions  and  movements 
of  all  switches,  locks  and  signals  which 
must  correspond  to  the  position  of  the 
levers  operating  them. 

POWER   PLANTS. 

The  power  plant  is  usually  located 
in  the  lower  story  of  the  tower,  which 
is  generally  two  stories  in  height. 
The  equipment  includes  the  air  com- 
pressing and  electric  plants  for  the 
system.  The  air  compressing  plant 
consists  of  two  duplicate  air  compres- 
sors driven  by  either  gas  engines  or 
motors,  a  set  of  cooling  coils  and  a 
main  air  reservoir.  The  air  from  the 
air  compressors  passes  through  the 
cooling  coils,  where  it  is  reduced  to 
atmospheric  temperature,  then  on  to 
the  reservoir,  where  the  moisture  is 
deposited.  The  reservoir  is  provided 
with  a  stop  cock,  through  which  the 
water  which  thus  collects  can  be  drawn 
off.  The  electrical  equipment  also  in- 
cludes two  duplicate  generators  driven 
by  gas  engines  or  motors,  which  sup- 
ply current  to  two  sets  of  storage  bat- 
teries. Only  a  very  little  current  is  re- 
quired to  operate  the  plant.  If  the  in- 
terlocking machine  is  installed  at  a  ter- 
minal or  other  place  where  there  is  al- 
ready an  air  compressor  plant,  the  com- 
pressed air  is  taken  from  the  existing 
plant. 

ELECTRICAL    WISING. 

The  electric  wires  which  lead  from 
the  tower  to  the  various  switches  and 
signals  which  they  control  are  run  in  fine 
conduits  usually  placed  about  6  ins.  above 
the  ground  to  insure  freedom  from 
moisture.  The  conduits  are  provided 
with  frequent  terminal  boxes  in  which 
all  splices  are  made,  no  splices  being 
allowed  in  the  conduits  themselves. 
The  wires  are  run  in  five  conductor 
cables,  each  individual  wire  being  cov- 
ered with  a  different  colored  cotton  in- 
sulation, in  order  that  it  may  be  readily 
distinguished   from   its  fellows.     There 
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are  five  wires  leading  to  each  switch, 
having  the  following  names:  lock  wire, 
normal  wire,  reverse  wire,  and  normal 
and  reverse  indicating  wires.  There  is 
also  a  common  return  wire.  The  sig- 
nals require  but  two  wires. 

SWITCH     AND    LOCK     APPARATUS. 

The  switches  are  operated  by  pistons 
and  rods  in  cylinders  varying  from  5 
to  7J/2  ins.  in  diameter,  according  to 
weight  to  be  moved.  The  cylinders 
with  their  attachments  are  fastened  to 
iron  plates  which  are  bolted  to  the  ties. 
The  stroke  of  the  cylinders  is  8  ins.  the 
first  2  ins.  throw  the  detector  bar,  the 
next  4  ins.  throws  the  switch  and 
the  last  2  ins.  lock  it.  The  admission 
of  air  to  the  main  cylinder  is  controlled 
by  a  D-slide  valve,  similar  to  the  or- 
dinary locomotive  slide  valve.  The 
slide  valve  lies  between  the  ends  of  two 
small  plungers  which  are  connected  to 
two  single  acting  cylinders.  These 
cylinders  are  each  provided  with  a  sep- 
arate magnet  and  pin  valve  for  operat- 
ing them.  One  of  the  magnets  is 
called  the  normal  magnet  and  is  op- 
erated by  current  from  the  normal 
wire,  the  other  is  called  the  reverse 
magnet  and  receives  its  energy  from 
the  reverse  wire.  In  practice  one  of 
these  wires  is  always  energized,  con- 
sequently pressure  is  always  against 
one  or  the  other  of  the  pistons  that 
move  the  D-slide  valve.  For  additional 
safety  a  bolt  lock  is  slipped  into  a  hole 
in  the  top  of  the  D-valve.  This  bolt 
lock  is  held  in  by  a  spring  pressing 
against  a  balanced  piston.  A  lock  mag- 
net, as  it  is  called,  which  is  connected 
to  the  lock  wire,  operates  a  pin  valve 
which  releases  the  air  above  the  pis- 
ton. The  pressure  of  the  air  below 
raises  the  piston,  compresses  the  spring 
and  withdraws  the  bolt  lock. 

INTERLOCKING  MACHINES. 

The  interlocking  machine  is  placed 
in  the  upper  story  of  the  tower.  Al- 
most all  electro-pneumatic  interlocking 
machines  are  provided  with  a  track 
model,  which  is  a  miniature  reproduc- 
tion of  'the  yard.  On  the  track  model 
all  switches,  derails,  and  signals  are 
shown,  and  numbered  to  correspond  to 
the  handles  governing  them,  and  all 
tracks  arc  designated  by  their  proper 
nsmes  or  numbers.  The  switches  and 
signals  on  the  track  model  are  mechan- 
ically connected  to  their  levers,  and 
show  to  the  operator  what  route  he  has 
lined  up. 

The  operating  levers  point  alternate- 
ly up  and  down,  and  are  numbered 
from  left  to  right.  Those  pointing  up 
have  odd  numbers  and  control  the 
switches.  Those  pointing  down  con- 
trol the  signals  and  are  even  numbered. 
Switch  levers  are  inclined  normally  at 
an  angle  of  .30  degs.  to  the  left  of  the 
vertical   and   are   operated   through   an 


angle  of  60  degs.  to  the  right.  The  sig- 
nal levers  point  normally  down  and 
are  capable  of  operation  either  to  the 
right  or  the  left.  Movement  in  one 
direction  clearing  the  inward  signal,  in 
the  other  the  outward.  A  set  of  me- 
chanical interlocking  parts  are  provid- 
ed which  are  identical  in  every  respect 
except  in  weight  with  those  of  the  me- 
chanical machine. 

Each  lever  is  attached  to  a  horizontal 
shaft  which  performs  three  distinct 
functions;  first,  it  drives  the  mechani- 
cal interlocking  parts  by  means  of  a 
segmental  gear  and  a  rack;  second,  it 
rotates  a  hard  rubber  roller  which 
carries  contact  bands  for  opening  and 
closing  the  various  electrical  circuits, 
and,  lastly,  two  projections  or  segments 
which  engage  two  catches  or  latches 
which  are  controlled  by  two  magnets 
called  indicating  magnets.  The  object 
of  these  catches  is  to  prevent  the  tower 
man  placing  the  lever  in  the  extreme 
position  until  the  switch  or  signal  has 
completed  its  movement.  The  action 
of  these  catches  is  as  follows:  The 
operator  in  throwing  a  switch  from 
normal  to  reverse  moves  the  switch 
lever  to  the  right  until  he  is  stopped 
by  the  reverse  segment  coming  up 
against  the  reverse  latch  or  catch.  The 
switch  in  following  the  movement  of 
the  lever  closes  what  is  known  as  a 
circuit  controller,  which  is  connected 
through  the  reverse  indicating  wire  to 
a  magnet  controlling  the  reverse  latch. 
Upon  the  closing  of  the  circuit  the 
magnet  releases  the  latch  and  allows, 
the  operator  to  place  the  lever  in  the 
extreme  position  indicating  to  him  that 
the  switch  has  followed  the  movement 
of  its  lever.  Each  switch  lever  has  two 
of  these  segments,  a  normal  and  a 
reverse,  with  their  normal  and  reverse 
indicating  magnets,  and  each  signal 
lever,  one. 

In  addition  to  this  there  is  on  switch 
levers  a  loose  section  of  hard  rubber 
at  the  back  of  the  rubber  roller  which 
carries  two  contacts.  This  loose  sec- 
tion only  moves  during  the  last  lo 
degrees  of  each  lever  movement.  Un- 
derneath the  rubber  rollers  there  is 
a  hard  rubber  plate  which  carries  con- 
tact springs  of  phosphor-bronze  which 
rub  on  the  contact  bands  of  the  rollers. 
The  arrangement  of  these  springs  and 
the  contact  bands  is  sometimes  known 
as  the  "combination."  There  are  five 
bands  to  each  switch  lever,  three  of 
which  press  on  the  roller  and  are  con- 
nected to  the  lock,  normal  and  reverse 
wires,  and  two  which  press  on  the  loose 
collar,  and  are  connected  to  the  normal 
and  reverse  indicating  wires.  Two  con- 
tact springs  are  provided  for  each  sig- 
nal. The  entire  machine  is  inclosed  in 
a  hard  wood  case,  provided  with  glass 
windows  through  which  the  operation 
may   be   observed,   and   which   may  be 


readily     removed     when     repairs     are 
necessary. 

SWITCH    OPERATION. 

On  throwing  a  switch  from  normal 
to  reverse,  the  towerman  moves  its 
switch  lever  from  left  to  right.  The 
first  movement  closes  the  circuit  of  the 
lock  magnet  through  the  lock  wire  and 
withdraws  the  bolt  from  the  D-slide 
valve  as  was  explained.  Continuing  the 
movement,  the  circuit  through  the  re- 
verse magnet  is  next  closed  and  at  the 
same  time  the  circuit  of  the  normal 
magnet  is  broken  releasing  the  air  back 
of,  the  piston.  Energizing  the  reverse 
magnet  admits  air  behind  the  piston  of 
the  reverse  plunger,  which  drives  over 
the  slide  valve,  thereby  admitting  air 
to  the  reverse  side  of  the  main  piston 
and  at  the  same  time  opening  the  other 
side  to  the  atmosphere.  The  lever  has. 
now  been  brought  up  until  the  segment 
stops  its  further  progress  by  coming 
into  contact  with  the  reverse  indicating 
latch.  When  the  switch  has  completed 
its  movement  of  unlocking  itself,  throw- 
ing the  detector  bar  and  locking  itself 
in  its  reverse  position  it  closes  what 
is  called  a  circuit  controller  which, 
energizes  the  magnet  and  releases  the 
indicating  latch,  permitting  the  tower 
man  to  move  the  lever  to  its  extreme 
position.  This  breaks  the  lock  magnet 
circuit  and  allows  the  bolt  lock  to  lock 
the  valve  in  its  reverse  position.  The 
last  10  degrees  of  the  movement  carries. 
with  it  the  loose  rubber  collar  men- 
tioned above.  This  breaks  the  circuit 
of  the  reverse  indicating  magnet  and 
closes  that  of  the  normal  indicating 
magnet,  thus  putting  everything  in 
readiness  for  the  throwing  of  the  switch 
back  to  normal. 

Sometimes  two  switches  are  thrown 
by  a  single  lever.  In  this  case  the  in- 
dicating circuits  are  led  through  both 
switches  in  series  making  it  necessary 
for  both  switches  to  be  in  their  correct 
position  before  the  lever  can  be  moved 
to  its  extreme  position.  As  the  lever 
is  moved  from  normal  «to  reverse  the 
segmental  gears  drive  the  rack  and, 
mechanical  interlocking  parts,  unlock- 
ing the  next  lever  to  be  thrown. 

The  signal  lever  as  stated  above  is 
provided  with  a  segment  and  a  latch 
which  engages  it.  The  latch  is  con- 
trolled by  a  magnet  that  is  connected 
with  the  lock  magnet  of  the  switch. 
When  the  switch  is  in  its  proper  place 
the  magnet  is  energized  and  the  latch 
releases  the  segment,  holding  the  sig- 
nal lever.  The  movement  of  the  lever 
closes  the  circuit  of  the  electro-magnet 
that  operates  the  pin  valve  on  the  air 
cylinder,  admitting  air  to  the  cylinder 
and  clearing  the  signal.  The  mechanism 
throughout  is  very  carefully  made  and; 
adjusted,  as  a  very  small  amount  of  lost: 
motion  would  cause  trouble. 
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Traveling  Engineers'  Convention. 

(Coiitinutd  from  page  470.) 

In  fact,  we  all  understand  that  our  en- 
gineers are  usually  very  intelligent  men, 
and  it  is  useless  to  run  up  against  a  man 
and  tell  him  his  record  is  very  poor  when 
he  can  turn  around  and  tell  you,  "I  know 
that  I  am  not  getting  a  fair  show  at  the 
coal  chute.  I  came  in  last  trip  and  got 
a  check  for  seven  tons,  and  I  know  I  only 
required  five."  You  take  it  up  with  the 
coal  man ;  he  was  500  tons  short  and  had 
to  make  it  up  somewhere.  Somebody  had 
received  the  benefit  of  this  5.09  tons  short- 
age and  somebody  had  to  suffer  for  it. 
Unless  the  coal  is  weighed  or  measured, 
and  then  weighed  or  measured  on  engine, 
I  do  not  see  where  you  have  any  direct 
basis  to  figure  the  amount  of  coal  you 
have  or  the  tonnage  hauled  per  ton  of 
coal.  I  realize  as  well  as  anybody  that 
if  we  had  some  accurate  method  of  stat- 
ing the  number  of  tons  of  coal  consumed, 
it  would  be  worth  a  great  deal  of  money 
to  the  company  and  would  certainly  be  a 
great  advantage  to  the  traveling  engineer 
in  bringing  about  results ;  but  with  the 
method  employed  on  most  roads  it  is 
simply  a  great  big  guess. 

SC.\LE  EFFECTS. 

Continuing  Mr.  Meadows  said :  There 
is  one  question  I  wish  to  ask  Mr.  Wright. 
I  notice  where  he  mentions  about  the 
collection  of  scale,  the  paper  reads :  "As 
the  scale  formation  increased  in  thick- 
ness we  were  forced  to  gradually  reduce 
the  size  of  the  nozzle,  with  the  resultant 
increase  of  coal  consumed."  That  does 
not  occur  to  me  as  agreeing  with  my 
experience.  I  presume  that  the  nozzle 
in  this  case,  the  opening,  was  reduced 
simply  because  the  engine  was  not  steam- 
ing. 

My  experience  has  been  that  an  engine 
that  does  not  steam  is  a  wasteful  engine. 
I  have  always  found  that  a  fireman,  if  en- 
gine is  getting  to  the  uneasy  point,  hardly 
holding  her  there,  always  goes  to  the 
coal  pile  and  increases  the  amount  of  the 
coal  put  in,  when  possibly  he  should  de- 
crease it.  It  has  been  my  experience  that 
reducing  the  nozzle  generally  increases 
the  consumption  of  coal. 

No  doubt  there  are  many  roads  that 
are  running  with  an  extremely  small  noz- 
zle, and  for  quite  a  long  time  on  the 
Michigan  Central  we  labored  under  the 
delusion  that  the  engine  had  to  have  a 
certain  sized  nozzle  whether  the  engine 
steamed  or  not.  But  we  got  out  of  the 
rut.  At  the  present  time  we  have  pretty 
good  steaming  engines ;  hardly  ever  have 
a  steam  failure;  but  we  do  not  run  with 
as  large  a  nozzle  as  we  did  a  few  years 
ago.  I  can  cite  cases  where  engines  have 
been  running  along  perhaps  just  merely 
making  the  steam.  The  engineman  would 
come  in  and  state  the  engine  does  not 
make    sufficient    steam    to    make   a    good 


run ;  he  could  simply  nurse  the  engine 
along  and  make  running  time  and  per- 
haps make  up  five  or  ten  minutes.  In- 
variably in  this  case  a  slight  reduction 
in  the  nozzle  brought  in  better  time,  bet- 
ter steaming  engine  and  economy  in  the 
fuel  consumed.  On  the  division  where  I 
am  located  we  had  one  engine  that  would 
come  in  every  morning  on  a  very  heavy 
passenger  train.  Each  morning  the  en- 
gineer reported  the  engine  did  not  make 
sufficient  steam  to  make  a  good  run.  We 
could  not  find  any  defects  in  the  engine; 
everything  apparently  in  first  class  con- 
dition. That  continued  for  a  number  of 
trips.  Coming  down  one  morning  (pos- 
sibly the  coal  was  not  quite  so  good,  it 
was  in  the  winter)  the  engine  failed  for 
steam.  Time  lost,  about  twenty  minutes. 
On  a  trunk  line  like  the  Michigan  Central 
that  means  a  good  deal ;  there  was  a 
good  deal  of  correspondence.  The  fore- 
man acquainted  me  with  the  facts.  I 
knew  pretty  well  the  condition  of  the  en- 
gine and  I  asked  him  to  bridge  the  noz- 
zle. He  did  so.  I  also  asked  the  en- 
gineer to  make  me  a  clear  report  when 
he  came  back  of  the  performance  of  the 
engine.  That  engine  had  21  x  26-  in. 
cylinders.  It  was  running  with  a  five 
and  five-eighths  nozzle.  We  had  other 
engines  that  possibly  could  do  pretty 
well  with  that  size  of  nozzle  up  there. 
The  foreman  put  this  bridge  in  the  nozzle 
and  the  engineer  returned  the  next  morn- 
ing and  stated  that  the  engine  had  never 
done  better;  it  was  light  on  the  fuel,  ap- 
parently used  less  water  and  made  any 
amount  of  steam,  and  he  had  made  a  bet- 
ter run  than  he  had  made  in  the  month 
or  two  that  he  had  teen  running  the 
engine  previously.  There  might  be  a  good 
deal  more  history  to  that  which  does  not 
bear  on  this  case,  but  the  point  comes 
out  that  it  is  a  question  in  some  modern 
engines  whether  an  extremely  large 
nozzle  is  always  beneficial.  I  am  in- 
clined to  believe  that  a  certain  amount 
of  back  pressure  or  compression  is  a 
benefit. 

INDIVIDU.'\L   CO.^L   RECORDS. 

Mr.  John  McManamy,  of  the  Pere 
Marquette  remarked :  I  would  like  to 
reply  to  our  friend  from  the  Duluth, 
Mesaba  &  Northern  road,  in  regard  to 
the  invidual  fuel  records,  that  they  are 
not  being  kept  on  a  great  many  railroads 
at  the  present  time.  It  would  be  a  bene- 
fit if  we  were  able  to  keep  individual  fuel 
records,  but  that  again  brings  up  the 
question  of  dollars  and  cents.  Where  we 
are  using  the  link  belt  coaling  station  or 
the  Adams  &  Westlake  coaling  station, 
and  each  chute  will  consume  from 
80  to  100  lbs.,  it  is  an  utter  impossibility 
to  get  the  exact  amount  of  coal  placed 
on  each  locomotive  except  by  weighing 
the  tanks  before  they  are  coaled  and 
weighing  them  again  after  they  are 
coaled.  That  would  mean  the  installa- 
tion  of   a   pair  of   scales   at   the   coaling 


station  and  the  expense  of  weighing  the 
coal.  While  it  is  true  we  do  not  get  the 
individual  coal  record,  we  do  get  the 
exact  amount  of  coal  that  is  burned  by 
the  locomotives  on  that  division,  and  I 
believe  now  is  the  time  that  it  is  up  to 
the  road  foreman  of  engines  to  appeal  to 
the  pride  of  all  the  men  and  work  up  a 
friendly  rivalry  on  the  part  of  the  men 
to  induce  each  engineer  and  fireman  to 
save  a  little  fuel  on  each  trip,  and  the 
pounds  saved  there  will  make  a  decided 
improvement  in  the  fuel  consumption 
during  the  current  year. 

HEATING   FEED    WATER. 

I  notice  in  this  paper  that  he  stated  he 
is  heating  the  water  in  his  heater  up  to 
170  degs.  temperature  and  using  a  pump 
to  put  the  water  into  the  boiler.  I  believe 
he  is  making  more  saving  on  that  than 
in  any  other  one  line.  While  it  is  a  mat- 
ter of  fact  that  we  haven't  any  injectors 
today  that  will  put  water  into  the  boiler 
at  170  degs.,  we  have  injectors  that 
will  put  water  into  the  boiler  at 
125  to  136  degs.  One  British  thermal 
unit  is  the  amount  of  heat  that  is  neces- 
sary to  raise  the  temperature  of  one 
pound  of  water  from  39  to  40  degs.  Fahr. 
or  one  degree  higher.  If  we  could  raise 
the  temperature  from  39  to  89  degs.,  or 
50  degs.  higher,  and  we  are  perfectly 
safe  in  raising  it  50  degs.,  we  would  save 
50  British  thermal  units  for  every  pound 
of  water  that  was  fed  into  the  locomotive 
boiler,  providing  we  heated  this  water 
with  exhaust  steam  that  was  not  costing 
us  anything  to  heat  the  water  before  it 
passed  into  the  boiler.  One  gallon  of 
water  weighs  8^  lbs.  and  would  require 
4i6j^  British  thermal  units  to  raise  its 
temperature  50  degs.  A  conservative  es- 
timate of  the  amount  of  water  used  on  a 
passenger  train  would  be  100  gallons  per 
mile,  and  on  a  freight  train  would  be 
200  gallons  per  mile.  By  raising  the 
temperature  50  degs.  it  would  save  46,500 
British  thermal  units  per  mile  in  passen- 
ger service  and  83,300  British  thermal 
units  per  mile  in  freight  service.  One 
pound  of  pure  carbon  contains,  and  when 
properly  combined  with  oxygen  will  give 
off,  14,500  British  thermal  units  of  heat. 
Raising  the  temperature  of  the  feed 
water  50  degs.  would  mean  a  saving  in 
passenger  service  of  as  many  British 
thermal  units  as  could  be  produced  by 
the  complete  combustion  of  321  lbs.  of 
pure  carbon,  and  in  freight  service  of  643 
lbs.  of  pure  carbon  if  it  were  burned  to 
complete  combustion. 

Now,  it  is  well  known  that  carbon  is 
not  burned  to  complete  combustion.  We 
do  not  have  complete  combustion  in  the 
locomotive  firebox.  There  is  not  a  road 
foreman  of  engines  or  an  engineer  with- 
in the  sound  of  my  voice  at  the  present 
time  that  would  think  of  throwing  off 
of  the  tender  of  his  locomotive  643  lbs.  of 
pure  carbon  per  mile.     The  best  coal  or 
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the  average  coal  that  we  are  using 
throughout  the  country  today  is  only 
sixty  per  cent,  carbon,  and  by  figuring  the 
amount  of  saving  that  would  be  made  in 
raising  the  temperature  of  the  feed  water 
only  50  degs.,  there  would  be  an  enormous 
saving  to  the  railroads  throughout  this 
country. 

EFFECT     OF     FIXING     THE     ENGINE. 

Mr.  J.  F.  Emerson,  Central  of  Georgia, 
talking  about  scale  on  the  flues  and  the 
size  of  the  nozzle,  said:  We  have  got  a 
traveling  fireman  here  somewhere.  We 
had  a  coal  eater  before  we  took 
it  into  the  shop.  We  overhauled  it.  The 
engineer  was  making  sixteen  miles  per 
ton  of  coal  in  passenger  service.  He  was 
a  good  man  and  I  knew  it,  but  I  thought 
he  was  not  taking  the  interest  he  ought 
to  take.  He  said,  "Fix  my  engine  like 
some  other  fellow's  engine  and  I  will 
get  off  the  bottom  of  the  list."  I  said, 
"All  right,  we  will  fix  your  engine."  We 
took  his  engine  in,  gave  him  a  new  set  of 
flues,  started  out  65^-in.  nozzle,  finally  in- 
creased it  to  6}i  ins.  and  we  ran  him  on 
a  test  where  the  coal  was  weighed  to 
him  in  sacks  and  he  made  thirty-eight 
miles  to  the  ton  of  coal  between  terminals 
and  the  coal  was  light  burning  coal; 
practically  speaking,  it  was  all  carbon. 
We  had  another  engine  that  made  forty 
some  odd  miles  between  terminals.  That 
engine  nozzle  was  6j4  in.  Before  she 
went  into  the  shop  that  engine  made 
about  twenty-five  miles  and  the  scale  on 
the  flue  was   ^   in.   thick. 

HARD    WORK    DEMANDS    COAL. 

Mr.  Summers  said:  I  am  of  the  opin- 
ion that  as  to  fuel  and  nozzle  we  have 
got  to  be  governed  by  the  conditions  alto- 
gether. While  some  one  has  said  that 
all  coal  is  good,  I  find  that  some  coal 
is  better  than  others,  and  the  conditions 
are  different.  Where  you  have  a  piece 
of  territory  where  an  engine  is  to  be 
worked  at  maximum  capacity  for  a  long 
distance,  it  is  necessary  to  have  steam. 
In  other  conditions,  where  you  have  a 
piece  of  track  where  the  engine  can  be 
worked  with  the  shortest  possible  cut- 
off, you  can  use  a  little  less  steam.  And 
us  fellows  that  have  200  lbs.  all  the  time, 
we  have  got  to  have  steam,  entirely  re- 
gardless of  coal.  Mr.  Roesch  has 
spoken  of  two  conditions  we  are 
up  against,  the  reduction  in  rates  and 
the  increase  of  employees'  pay,  but  there 
is  another  condition  that  we  are  up  against 
too,  that  means  more  coal  burned  now 
than  formerly,  and  that  is  dispatch.  The 
public  is  demanding  dispatch  in  passenger 
and  freight  service  daily  and  the  man  that 
can  hand  over  the  goods  is  the  fellow  that 
gets  the  trade.  We  all  want  the  trade. 
It  is  necessary  for  pay  day,  and  natur- 
ally we  have  got  to  figure  on  getting  the 
trains  over  the  road  with  dispatch,  whether 
we  burn  a  little  more  coal  or  not,  and  I 
do  not  think  any  of  us  can  be  governed  by 


any  particular  size  of  nozzle.  Some  men 
may  be  able  to  run  a  6-in.  nozzle  with  a 
2l-in.  cylinder,  but  we  can't  do  it. 

Mr.  Wright  said :  The  gentlemen  seem 
to  be  under  the  impression  that  we  are 
using  a  smaller  nozzle  and  sacrificing 
steam.  We  have  to  steam  too,  and 
we  have  got  a  dispatcher  with  a  little  red 
pencil  that  just  delights  in  putting  in  the 
engine  failures.  We  have  some  fast 
freights  and  passenger  trains  too  that 
will  compare  with  any  ordinary  railroad. 
We  are  handling  trains  right  up  to  the 
capacity  of  the  engine. 

SAVING   FUEL   ON    THE    SANTA   FE. 

Mr.  John  M.  Lynch,  of  the  Santa  Fe, 
said:   I  may  try  to  explain  our  methods 
of  handling  fuel  on  the  Santa   Fe:_  Up 
to  July,  1507,  on  a  1,000  ton-mile  basis  we 
consumed  254  lbs.  of  fuel.    This  was  get- 
ting so  high  that  our  higher  offioials  saw 
that  the   fuel   proposition   would   have   to 
have    some    attention.      We    organized    a 
fuel   department.     Up   to   July,    1908,   the 
first  month  that  this  fuel  department  took 
charge  of  the  fuel,  we  consumed  226  lbs. 
of  fuel  to  a   1,000  ton-mile.     To-day  we 
are.  consuming  209  lbs.  of  fuel  per   1,000 
ton-mile.    This  is  due  practically  to  close 
supervision.     A  monthly  report  is  got  out 
showing  the  number  of  ton-miles  made  by 
each  engineer  and  fireman,  the  pounds  of 
fuel  consumed  per  1,000  ton-miles  and  his 
gain  or  saving.     I  am  sent  a  copy  of  this 
report,  also  a  copy  is  placed  in  the  engine 
room  in  a  conspicuous  place  where 'each 
engineer    and    fireman    can    see    his    own 
record.     I  notice  the   engine   or  engineer 
that  is  below  the  average,  and  I  aim  to 
get  after  this  engine  or  engineer  as  soon 
as  possible  and  see  if  we  cannot  remedy 
the  cause.     However,  all  engineers  have 
considerable    pride    and    are    anxious    to 
have  their  record  even  above  the  average, 
and  it  has  a  wonderful  effect,  the  placing 
this    report   in   a   conspicuous   place.     By 
this  supervision  of  our  fuel  we  have  de- 
creased    the     consumption     eighteen     per 
cent.,  saving  the  Santa  Fe  Company  ap- 
proximately a  million  and  a  half  dollars 
in  one  year.    We  are  adopting  brick  arches 
on  all  of  our  engines,  which  is  making  a 
wonderful  increase.    We  are  also  adopting 
superheaters.     In  fact,  we  are  using  every 
means   we   know   of  to   save   a   pound   of 
fuel. 

PRAISE   FOR   THE    SUPERHEATER. 

I  would  like  to  cite  to  you  a  test  that 
was  recently  made  in  the  last  month  with 
two  tandem-compound  engines.  One  was 
equipped  with  the  two-stage  superheater 
invented  by  our  assistant  superintendent 
of  motive  power,  Mr.  H.  W.  Jacobs.  The 
other  was  simply  a  tandem-compound  en- 
gine, both  carrying  the  same  steam  pres- 
sure. Engine  901  was  the  engine  equipped 
with  the  superheater.  Engine  923  is  the 
compound  engine.  The  tonnage  hauled 
on  one  trip  by  engine  901  was  1,327  tons. 
This   was  on   a  ruling  grade   of   113  per 


cent.  The  number  of  cars  was  forty- 
eight  1,000  ton-miles,  109.  Time  on  the- 
road,  six  hours  and  three  minutes.  Num- 
ber of  stops,  four.  Delayed  time,  one 
hour  and  six  minutes.  Running  time, 
seven  hours  and  fifty-seven  minutes.  152,- 
400  lbs.  of  water  consumed;  21,948  lbs. 
of  coal  consumed.  Coal  per  1,000  ton-mile 
was  201.3  lbs.  That  was  the  first  test 
made  by  engine  901  with  the  superheater. 

The  next  trip  was  made  by  engine  923 
without  the  superheater.  This  engine  had 
1,250  tons,  seventy-two  cars;  1,000  ton- 
miles,  101.9.  Time  on  the  road,  six  hours 
and  seventeen  minutes ;  number  of  stops, 
six;  delayed  time,  forty-nine  minutes; 
running  time,  five  hours  and  twenty-eight 
minutes;  168,750  lbs.  of  water  consumed; 
24,717  lbs.  of  coal  consumed.  You  will  see 
there  the  economy  in  the  two  engines  on 
the  consumption  of  water.  You  will  see 
the  saving  on  the  fuel,  as  the  engine  with 
the  superheater  only  consumed  21,948  lbs. 
of  fuel. 

Another  test  that  was  made  on  the  901 : 
We  had  1,328  tons.  We  consumed  IS7,SS0 
gallons  of  water  and  22,216  lbs.  of  coal. 
The  next  trip  made  on  923  with  1,176  tons 
we  consumed  178,400  gallons  of  water  and 
26,133  lbs.  of  fuel.  So  you  can  see  the 
advantage  of  the  superheater.  Both  of 
these  engines  were  equipped  with  brick 
arches.  There  were  201  and  205  lbs.  of 
fuel  used  per  1,000  ton-mile  on  this  en- 
gine with  the  superheater,  compared  with- 
the  tandem  without  the  superheater  2441 
lbs.  and  272  lbs. 

EFFECT  OF  SAVING  ONE  SCOOPFUL  IN   100. 

Mr.  Roesch  rose  to  speak  and  said:  I' 
do  not  know  that  we,  as  traveling  engi- 
neers, can  take  any  credit  to  ourselves  for 
any  reduction  in  the  amount  of  fuel  con- 
sumed by  an  engine  equipped  with  a  super- 
heater over  one  not  so  equipped.  Tha^ 
credit  belongs  to  the  superheater  and  is- 
aside  from  the  present  subject.  That  is 
something  that,  as  I  said  before,  the  super- 
intendent of  motive  power  or  management 
of  the  railroad  must  take  up.  We  have 
got  to  save  coal  with  the  appliances  that 
we  have  at  our  hands,  w'hich  are  the  pres- 
ent-day locomotive  and  the  fireman.  If 
you  go  to  your  fireman  and  say,  "Billy,  if 
you  were  to  save  one  scoopful  out  of  every 
100,  I  think  we  could  raise  your  pay  next 
year,"  I  think  Billy  would  save  that  one 
scoopful.  On  the  road  with  which  I  ami 
connected  at  present  our  fuel  bill  last 
year  was  a  little  bit  over  one  million  dol- 
lars. If  Billy  had  saved  one  scoopful  out 
of  every  lOO  he  would  have  saved  the 
company  $10,000,  that  is  one  per  cent. 
I  think  he  could  even  save  two  scoopfuls. 
I  think  the  road  foreman  of  engines  in- 
going over  the  road  could  instruct  the 
fireman  how  to  save  at  least  two  scoopfuls 
of  coal  that  he  has  been  throwing  away. 
I  believe  also  he  could  instruct  the  round- 
house foreman  how  he  might  save  two- 
scoopfuls  of  coal  by  sliortcning  the  draw- 
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bars  between  the  engine  and  tank.  He 
might  also  show  the  hostler  how  he  could 
save  a  couple  of  scoops  of  coal  by  not 
putting  so  much  on  the  tank.  He  might 
also  show  the  engineer  how  he  might 
save  a  little  coal  by  handling  the  engine 
a  little  bit  differently.  In  fact,  there  are 
hundreds  of  ways  in  which  we  could  save 
coal  with  our  present  appliances  and 
those  are  the  appliances  that  w'e  want  to 
use. 

LIES    AND    STATISTICS. 

Now,  I  do  not  mean  to  decry  any  sta- 
tistics or  figures  or  anything  like  that  that 
might  be  presented  here  today,  but  a  good 
many  of  us  have  heard  that  axiom  that 
Mr.  W.  E.  Symons  expressed  one  time: 
there  are  lies,  damned  lies  and  statistics. 
And,  really,  if  you  were  to  get  right  down 
to  it,  you  will  find  one  man  claiming 
25  per  cent,  saving  on  account  of 
compounding.  It  is  a  very  common  thing 
to  hear  of  a  compound  locomotive  that 
saves  25  per  cent.  fuel.  The  feed  water 
heater,  we  are  told,  will  save  20  per  cent. 
Now  we  are  going  to  compound  and  get 
25  per  cent,  compounding;  we  get  20  per 
cent,  from  heating  our  feed  water;  that  is 
45.  Dr.  Robert  Gasby,  who  is  an  author- 
ity on  superheating,  says  you  can  save  35 
per  cent,  superheating.  Forty-five  and 
35  is  80.  Now  we  will  get  another  little 
device  on  there  and  we  will  save  20  more 
per  cent.,  which  is  100.  Then  we  will  add 
on  another  device  and  then  we  will  just 
stick  our  engine  out  back  of  the  round 
house  and  start  a  coal  mine.  We  are 
making  coal  now. 

TON-MILE    STATISTICS. 

But  speaking  about  these  ton-mile  sta- 
tistics. Ton-mile  statistics  are  all  right, 
if  applied  under  exactly  similar  conditions 
all  the  time  and  on  similar  roads  or  on 
the  same  territory.  There  is  no  question 
but  that  the  statistics  we  have  just  heard 
show  very  excellent  results ;  but  I  want 
to  show  you  some  statistics  or  tell  you 
about  some  statistics  that  show  up  the 
peculiarities  of  statistics.  As  some  of  you 
may  be  aware,  where  I  am  located  we 
handle  the  heaviest  freight  train  in  the 
world  handled  by  one  locomotive,  5,000 
tons,  handled  by  a  Decapod  locomotive, 
and  that  train  goes  over  the  road  every 
day.  The  coal  consumption  one  way,  as 
shown  by  our  performance  sheet,  is  490 
lbs.  per  1,000  ton-miles;  but  the  coal  con- 
sumption in  the  other  direction  is  2  lbs. 
per  1,000  ton-miles,  by  exactly  the  same 
engine,  handling  identically  the  same  train 
over  identically  the  same  track,  for  the 
simple  reason  that  it  is  up-hill  one  way 
and  the  engine  handles  empties,  and  it  is 
downhill  the  other  way,  and  she  handles 
all  loads.  So  it  knocks  the  statistics  in  the 
head. 

COAL    SAVING     SCOOP. 

Mr.  C.  F.  Thayer,  of  the  Southern  Rail- 
road, said :  The  remark  Mr.  Roesch  made 
about  our  not  being  in  position  'o  design 


the  power,  but  that  we  could  work  on 
the  wooden  end  of  the  scoop,  is  timely. 
We,  of  course,  always  instruct  our  firemen 
how  to  handle  coal  and  how  to  handle  it 
economically,  and  I  was  very  much  in- 
terested in  a  little  test  that  was  conducted 
about  a  month  ago  of  a  device  to  accom- 
plish the  purpose  of  having  the  coal  scat- 
tered as  it  is  placed  in  the  firebox,  simply 
a  scoop  designed  to  accomplish  that.  We 
conducted  a  test  over  that  1,000  miles  of 
road  on  different  engines.  It  showed  a 
saving  of  from  one  to  three  pounds  of 
coal  per  engine-mile. 

EXPENSIVE  ADVICE. 

Dr.  Angus  Sinclair,  editor  of  Railway 
AND  Locomotive  Engineering,  said :  I 
think  Mr.  Roesch  made  some  remarks 
about  a  certain  publication  I  made  at  one 
time  concerning  smoke  and  its  prevention. 
He  was  perfectly  right  in  saying  that  1 
was  a  little  previous,  a  little  ahead  of  my 
time.  I  was  on  a  certain  railway  for  about 
ten  days,  watching  the  performance  of 
the  engines  and  they  were  doing  the  work 
practically  without  smoke,  and  I  knew 
that  they  were  doing  the  work  very  eco- 
nomically in  the  use  of  fuel.  The  one  to 
a  great  extent  follows  the  other  I  got 
out  a  description  of  what  was  done,  pub- 
lished it,  and  I  found  that  I  was  so  much 
ahead  of  my  time  that  I  lost  about  5,000 
subscribers  on  account  of  it.  The  men 
were  not  ready  yet  for  smokeless  firing, 
but  of  course  I  did  not  think  it  was  right 
of  the  firemen  to  drop  my  paper  because  I 
told  them  how  firing  surely  could  be  done 
without  causing  smoke. 

The  fact  is,  the  managers  of  a  number 
of  railroads  were  much  more  to  blame  for 
the  punishment  I  received  than  the  fire- 
men were.  These  managers  sent  out 
orders  that  their  firemen  must  fire  without 
smoke,  other  men  were  firing  without 
smoke  on  a  certain  road  and  there  was  no 
reason  why  their  firemen  should  not  do  the 
same,  and  that  aggravated  the  men.  No 
e.xtra  facilities  were  provided  for  doing  the 
work.  On  the  road  where  I  had  been  the 
officials  did  everything  in  their  power  to 
help  the  men  to  fire  properly  and  smoke- 
lessly.  On  the  other  hand,  the  managers 
and  superintendents  who  ordered  their 
men  to  fire  without  smoke  merely  just 
gave  the  order ;  they  thought  that  was  suf- 
ficient. They  did  not  think  it  was  neces- 
sary to  attend  to  the  condition  of  the 
firebo.xes  or  draft  appliances,  or  see  that 
they  had  brick  arches  or  anything  of  that 
sort  that  they  had  or  were  doing  on  the 
other  road.  They  just  gave  the  order,  and 
it  caused  a  great  deal  of  feeling  against 
me,  and  I  guess  it  has  not  altogether  gone 
yet. 

less  smoke  now. 

In  spite  of  all  that,  there  has  been  a 
very  great  improvement  in  the  condition 
of  engine  firing  since  that  time,  as  any 
one  can  see  who  goes  and  looks  at  the 
locomotives  on   any   road  in  tlic  country. 


I  don't  care  where  it  is.  There  has  been 
a  great  improvement  in  that  respect  which 
has  been  growing  in  the  last  ten  years. 

I  think,  however,  when  general  officers 
demand  greater  economy  in  fuel  that  they 
should  start  themselves  to  help  out  the 
economy.  On  the  majority  of  roads,  I 
guess,  coal  is  bought  without  any  consid- 
eration of  its  quality  or  of  its  condition 
for  steam  making.  A  ton  of  coal  is  a 
ton  of  coal,  no  matter  what  heat  giving 
properties  it  contains,  and  I  do  not  know 
of  any  method  of  purchasing  valuable  sup- 
plies that  is  done  so  blindly  and  so  igno- 
rantly  as  the  purchase  of  coal  is.  You 
can  take  two  coal  mines,  the  coal  of  one 
contains  a  fairly  high  percentage  of  car- 
bon and  the  other  quite  low ;  yet  those 
who  purchase  the  coal  will  pay  as  much 
for  the  low  quality  as  they  do  for  the 
high,  and  they  expect  the  engineman  to 
make  as  good  records  with  bad  coal  as 
those  who  have  the  finest  coal  that  can 
be  bought  in  the  country. 

IMPROVE    methods  OF   COALING. 

I  have  always  thought  that  the  practice 
of  coaling  engines  is  responsible  for  a 
great  deal  of  the  carelessness  about  sav- 
ing fuel.  When  there  is  no  method  of 
telling  how  much  coal  a  man  has  received 
it  is  not  human  nature  to  expect  that  he 
would  show  very  much  care  in  the  use  of 
it.  It  is  thrown  on  wholesale  and  the 
tendency  is  to  use  it  wholesale.  If  rail- 
road companies  would  go  to  the  expense 
of  weighing  their  coal  they  would  find  the 
practice  more  conducive  to  economy  than 
anything  yet  tried.  It  is  done  in  many 
places.  I  do  not  know  any  road  where  it 
is  practised  very  particularly  in  this  coun- 
try, but  it  is  done  in  other  countries ;  it  is 
done  regularly  in  some  places ;  they  know 
to  a  very  few  pounds  how  much  coal  is 
put  on  to  the  tender  and  how  much  coal 
has  been  used.  When  it  is  so  very  im- 
portant that  coal  saving  should  be  ef- 
fected, I  think  it  would  pay  every  railroad 
company  to  put  a  set  of  scales  at  each 
coaling  station  and  see  that  the  quantity 
of  coal  put  on  the  tender  is  properly  re- 
corded. Of  course,  that  would  require  a 
little  outlay  in  the  first  instance;  not 
so  very  great  considering  the  saving 
that  is  possible,  but  it  would  show  the 
men  that  those  at  the  head  of  the  com- 
pany are  trying  to  have  the  coal  ques- 
tion treated  intelligently  and  honestly. 
"Be  more  saving  of  your  coal,  use  less 
coal,  use  less  coal."  it  is  nonsense  that 
such  expressions  should  be  shouted  all 
the  time  when  no  one  can  tell  how 
much  coal  you  are  getting. 

EDUCATE    ENGINEMEN    AND    TRAIN     DIS- 
PATCHERS. 

Mr.  J.  D.  Benjamin  of  the  Chicago 
&  North- Western  said:  I  think  Mr. 
Roesch  hit  the  mark  w-hen  he  said  the 
road  foreman  should  educate  the  en- 
gineer to  operate  his  engine  more 
conomically    and    educate    the    fireman 


496 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING. 


November,  1909. 


how  to  save  his  coal ;  but  the  question 
arises,  can  he  educate  the  train  dis- 
patcher how  to  co-operate  with  the 
engineer  and  the  fireman  to  save  this? 
•Now  the  fireman,  as  a  rule,  is  an  intel- 
ligent man  and  he  is  going  to  pay  at- 
tention to  what  the  road  foreman  says, 
and  he  will  try  to  save  that  scoop  of 
coal  if  he  has  any  interest  in  his  posi- 
tion, and  I  believe  he  has.  When  he 
gets  to  the  next  station  and  waits  on 
a  side  track  for  a  belated  train  he  has 
wasted  that  much  coal  and  a  good  deal 
more. 

GireSSING    .-^T    CO.^LING    ST.\TI0NS. 

When  he  gets  to  a  coal  station  he 
gets  to  a  chute,  the  spout  is  dropped 
down  the  same  as  a  water  spout.  He 
asks  the  man,  "How  many  tickets  do 
you  want?"  He  can't  understand  what 
the  man  says  who  is  operating  the  coal 
tank,  because  he  doesn't  speak  the 
English  language.  What  is  the  result? 
He  tears  off  a  bunch  of  tickets,  hands 
them  up  and  off  he  goes.  The  saving 
of  fuel  is  not  all  on  the  engineer  or 
fireman.  It  is  not  all  in  the  drafting 
of  the  engine.  It  is  not  in  the  round- 
house or  scale  on  the  flue.  We  must 
have  co-operation  from  the  operating 
department,  and  I  do  not  know  whether 
it  is  the  province  of  this  Association 
to  bring  about  a  co-operative  action  on 
the  part  of  that  department  to  assist  us 
in  economy  in  fuel,  for  which  we  are 
working. 

(To  be  continued.) 


and  the  other  end  of  it  takes  in  the  pivot 
belt.  This  prevents  the  slotter  table  from 
turning  on  its  own  center.  The  heads  of 
the  radius  bars  E  and  F  are  made  with 
pin  joints  so  as  to  allow  for  easy  adjust- 
ment, and  even  if  the  heads  were  applied 
without  great  exactitude  the  perfect  radial 
inovement  of  the  quadrant  would  yet  be 
assured. 

The  movement  of  the  quadrant  is  ef- 
fected by  the  turning  of  the  long  screw  A 
at  the  end  of  which  a  handle  is  placed. 
The  head  D  is  secured  to  the  quadrant  by 
set  screws  and  a  pin  unites  it  to  the 
screw  head  H.  The  screw  A  terminates 
in  the  screw  head  H  by  a  flat  head,  which 
allows  the  screw  to  revolve  without  turn- 
ing H. 

In  order  to  make  the  turning  of  the 
screw  effective  a  flat  bar,  B,  is  bolted  to 
the  slotter  table  and  a  nut  and  bushed 
bolt  hold  it  securely  at  C.  The  bushing 
is  placed  so  that  the  nut  may  be  raised 
or  lowered.  The  bushing  being  clamped 
by  a  set  screw  allows  bolt  and  nut  to 
turn  to  suit  the  position  of  the  screw,  as 
D  follows  the  radial  motion  imparted  to 


respect.  After  it  is  planed  it  is  put  in 
the  device  and  no  time  is  spent  in  laying 
it  off.  The  device  is  therefore  a  time  and 
labor  saver. 


Paper  on  the  Baker-Pilliod  Valve  Gear. 

At  the  last  meeting  of  the  New  York 
Railroad  Club  an  instructive  paper  on  the 
Baker-Pilliod  valve  gear  was  read  by 
Mr.  James  Kennedy,  of  the  editorial  staff 

of  R.MLWAY  AND  LOCOMOTIVE  ENGINEER- 
ING. Mr.  Kennedy's  paper  dealt  with  the 
construction     and     adjustments     of    this 


t^ 


Cutting  Quadrant  Teeth. 

A  very  ingenious  arrangement  of  a  few 
bars  of  iron,  a  screw  and  suitable  connec- 
tions, enables  the  work  of  finishing  links 
or  cutting  teeth  in  quadrants  to  be  done 
accurately  and  without  trouble.  The  de- 
vice of  which  we  write  has  been  got  out 
by  Mr.  C.  H.  Voges,  general  foreman  of 
the  Big  Four  shops  at  Bellefontaine. 
Ohio. 

If  the  teeth  in  a  quadrant  are  to  be 
cut,  the  idea  is  to  place  the  quadrant  on 
the  table  of  a  slotting  machine.  The 
quadrant  when  set  in  the  heads  E  and  F, 
it  is  held  so  that  the  required  clearance 
for  the  cutting  tool  is  secured  and  it  is 
also  held  down  under  an  offset  clamp  G, 
a  set-screw  being  used  to  tighten  it  in 
place  and  suitable  packing  pieces  under 
the  quadrant  prevent  it  being  sprung  out 
of  shape. 

The  quadrant  is  fastened  by  the  pres- 
sure of  set  screws  in  the  heads  E  and  F 
and  these  slide  on  the  slotter  table.  These 
heads  are  pinned  to  the  radius  bars  K.K. 
The  ends  of  these  bars  have  each  a  num- 
ber of  holes  drilled  in  them  so  that  the 
radius  of  the  quadrant  may  easily  be 
found  and  a  pivot  bolt  inserted- where  the 
bars  cross  each  other.  A  short  straight 
bar  3  ins.  wide  bolts  to  the  slotter  table 


DETAIL    OF    FEED    SCREW    .\ND    PIN     C. 

new  gear,  and  he  was  listened  to  with 
marked  interest  by  all  present.  The  dis- 
cussion was  participated  in  by  several 
members,  among  whom  was  Mr.  C.  E. 
Chambers,  division  master  mechanic  of 
the  Central  Railroad  of  New  Jersey. 
He  gave  information  concerning  the  sat- 
isfactory performance  of  an  engine,  on 
his  road,  equipped  with  this  gear.  Mr. 
Robert  Quayle,  superintendent  of  mo- 
tive power  of  the  Chicago  &  North- 
western, testified  by  letter  to  the  satis- 
factory behavior  of  the  Baker-Pilliod 
gear  on  some  engines  on  his  road.  Dr. 
Angus  Sinclair,  though  absent  from  town, 
contributed  a  brief  paper,  tracing  the 
origin    of    valve   gear    from    early    times. 


DEVICE  FOR  HOLDING  QUADRANT,  OR  LINK  ON   SLOTTER. 


the  quadrant.  The  slotter  table  being  held 
so  that  it  cannot  revolve,  C  is  a  fixed 
point. 

The  pivot  bolt  is  carried  on  a  suitable 
frame  not  shown  in  our  engravings.  The 
whole  arrangement  is  simple,  as  it  is  in- 
genious and  not  expensive  to  make.  Mr. 
Voges  assures  us  that  a  quadrant  or  link 
finished  in  this  device  is  perfect  in  every 


Mr.  G.  H.  Henderson  and  Mr.  Geo.  L. 
Fowler  also  took  part  in  the  discussion, 
and  Mr.  Pilliod.  the  inventor  of  the  gear, 
made  a  few  remarks  on  the  topic  of  the 
evening  and  answered  some  questions. 
Copies  of  the  paper  and  the  discussion 
may  be  had  by  applying  to  the  secretary 
of  the  club.  Mr.  Harry  D.  Vought,  95 
Liberty  street,   New  York. 
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Items  of  Personal  Interest 


Mr.  A.  C.  Hinckley,  formerly  master 
mechanic  of  the  Cincinnati,  Hamilton  & 
Dayton  at  Lima,  O.,  has  gone  to  South 
Dakota. 

Mr.  C.  Sasser  has  been  appointed  mas- 
ter mechanic  of  the  Southern  Railway  at 
Charleston,  S.  C,  vice  Mr.  G.  N.  Howson, 
transferred. 

Mr.  Chas.  M.  Hoffman,  master  me- 
chanic of  the  Southern  Railway  at  Louis- 
ville, has  resigned  to  enter  the  service  of 
the  Rock  Island. 

Mr.  J.  D.  Scott  has  been  appointed  lo- 
comotive foreman  of  the  Grand  Trunk 
Railway  at  Brockville,  Ont.,  vice  Mr.  W. 
H.  Walker,  resigned. 

Mr.  George  H.  Smeltzer  has  been  given 
the  title  of  superintendent  of  locomotive 
and  car  shops  on  the  Philadelphia  & 
Reading  at  Reading,  Pa. 

Mr.  M.  G.  Brown  has  been  appointed 
master  mechanic  of  the  Gulf  &  Ship  Is- 
land, with  office  at  Gulfport,  Miss.,  vice 
Mr.  H.  H.  Hale,  resigned. 

Mr.  W.  J.  Reni.x,  heretofore  acting  lo- 
comotive foreman  of  the  Canadian  Pacific 
at  Brandon,  Man.,  has  been  appointed  shop 
foreman  at  the  same  point. 

Mr.  H.  W.  Craig  has  been  appointed 
divisional  car  foreman  of  the  western 
division  of  the  Canadian  Pacific  Railway, 
with  office  at  Calgary,  Alta. 

Mr.  V.  Saidon,  heretofore  a  fitter  in  the 
shop,  has  been  appointed  acting  round- 
house foreman  on  the  Intercolonial  Rail- 
way at  Reviere  du  Loup,  Quebec. 

Mr.  J.  J.  Connors  has  been  appointed 
acting  general  foreman  of  the  Houston  & 
Texas  Central,  with  office  at  Ennis,  Tex., 
vice  Mr.  J.  F.  Murphy,  deceased. 

Mr.  G.  N.  Howson,  master  mechanic  of 
the  Southern  Railway  at  Alexandria,  Va., 
has  been  transferred  to  Princeton,  Ind., 
vice  Mr.  C.  M.  Hoffman,  resigned. 

Mr.  H.  W.  Dunimert,  heretofore  a  fit- 
ter and  machinist  in  the  shops  has  been 
appointed  shop  foreman  of  the  Canadian 
Pacific  Railway  at  Carleton  Junction,  Ont. 
Mr.  E.  S.  Wortham  has  been  appointed 
assistant  to  the  vice-president  and  pur- 
chasing agent  of  the  Minneapolis  &  St. 
Louis  Railroad,  with  office  in  Chicago,  111. 
Mr.  T.  Bates,  heretofore  locomotive 
foreman  on  the  Canadian  Pacific  Rail- 
way, at  Moose  Jaw,  Sask.,  has  been  ap- 
pointed general  foreman  at  Calgary, 
Alta. 

Mr.  T.  Young,  heretofore  locomotive 
foreman  of  the  Grand  Trunk  Pacific  Rail- 
way at  Biggar,  Sask.,  has  been  appointed 
traveling  engineer,  with  headquarters  at 
Biggar,  Sask. 
Mr.  W.  M.  Perrine  has  been  appointed 


master  mechanic  of  the  New  Jersey  Cen- 
tral and  of  the  Lehigh  &  Susquehanna 
divisions  of  the  Central  Railroad  of  New 
Jersey,  at  Jersey  City,  N.  J. 

Mr.  Arthur  Hughes,  foreman  of  the 
Lake  Erie  &  Western  blacksmith  depart- 
ment, has  resigned  to  accept  a  more  im- 
portant position  in  the  shops  of  the 
Clover  Leaf  at  Frankfort,  Ind. 

Mr.  G.  P.  Morton,  heretofore  locomo- 
tive foreman  of  the  Canadian  Pacific  Rail- 
way at  Chapleau,  Ont,  has  been  appointed 
assistant  shop  foreman  at  North  Bay, 
Ont.,  vice  Mr.  Gildea,  tansferred. 

Mr.  H.  H.  Hale,  who  recently  resigned 
as  master  mechanic  of  the  Gulf  &  Ship 
Island,  has  been  appointed  a  master  me- 
chanic of  the  Cincinnati,  Hamilton  & 
Dayton,  with  office  at  Lima,  Ohio. 

Mr.  A.  A.  Sheppard,  heretofore  locomo- 
tive foreman  of  the  Canadian  Pacific  Rail- 
way at  Schreiber,  Ont,  has  been  appointed 
locomotive  foreman  at  Chapleau,  Ont., 
vice  Mr.  G.  P.  Morton,  transferred. 

Mr.  W.  J.  O'Neil,  formerly  general  fore- 
man on  the  Rock  Island  &  Gulf  at  Shaw- 
nee, Okla.,  has  been  appointed  master  me- 
chanic on  the  same  road  at  Fort  Worth, 
Tex.,  vice  Mr.  P.  J.  Colligan,  promoted. 

Mr.  P.  J.  Colligan,  master  mechanic  of 
the  Rock  Island  &  Gulf  at  Fort  Worth, 
has  been  promoted  to  division  master  me- 
chanic at  Dalhart,  with  jurisdiction  over 
three  branches  of  the  Rock  Island  system. 
Mr.  J.  R.  Gildea,  heretofore  assistant 
shop  foreman  of  the  Canadian  Pacific 
Railway  at  North  Bay,  Ont.,  has  been  ap- 
pointed locomotive  foreman  at  Schreiber, 
Ont.,  vice  Mr.  A.  A.  Sheppard,  trans- 
ferred. 

Mr.  Daniel  H.  Deeter,  formerly  master 
mechanic  of  the  Philadelphia  &  Reading, 
at  Reading,  Pa.,  has  been  appointed  gen- 
eral mactor  mechanic  of  that  road  with 
headquarters  at  Reading,  Pa.  The  posi- 
tion is  a  new  one. 

Mr.  J.  R.  Fegan,  formerly  shop  fore- 
man of  the  Chicago  &  North-Western  at 
Missouri  Valley,  Iowa,  has  been  appointed 
superintendent  of  motive  power  of  the 
Boise,  Nanipa  &  Owyhee  Railway  at 
Nampa,  Idaho. 

Mr.  William  L.  Jones,  general  car  fore- 
man of  the  St.  Louis  &  Louisville  lines 
of  the  Southern,  has  resigned,  and  gone  to 
Kingsville,  Tex.,  where  he  takes  a  simi- 
lar position  with  the  St.  Louis,  Browns- 
ville &  Mexico. 

Mr.  G.  A.  G.  Bartlett,  heretofore  loco- 
motive engineer,  running  out  of  McAdam 
Junction,  N.  B.,  has  been  appointed  assist- 
ant air  brake  instructor  of  the  Canadian 
Pacific  Railway,  and  is  assistant  to  Mr. 
C.  W.  Carey  on  the  air  brake  car. 


Mr.  P.  Maher  has  been  appointed  su- 
perintendent of  motive  power  and  equip- 
ment of  the  Minneapolis  &  St  Louis  Rail- 
road in  addition  to  his  duties  as  superin- 
tendent of  motive  power  of  the  Chicago 
&  Alton,  with  office  at  Bloomington,  111. 

Mr.  W.  Boughton,  heretofore  master 
mechanic  on  the  Pcre  Marquette  Railroad 
at  Saginaw,  Mich.,  has  been  appointed 
general  master  mechanic  in  charge  of  lo- 
comotive and  car  department  of  the  same 
road,  with  office  at  Detroit,  Mich.,  vice 
Mr.  W.  L.  Kellog,  resigned. 

Mr.  W.  L.  Kellog,  formerly  superin- 
tendent of  motive  power  and  car  depart- 
ment of  the  Pere  Marquette  Railroad  at 
Detroit,  Mich.,  has  been  appointed  super- 
intendent of  motive  power  in  charge  of 
locomotive  and  car  departments  of  the 
Cincinnati,  Hamilton  &  Dayton,  with  of- 
fice at  Lima,  Ohio. 

Mr.  George  C.  Jerome,  of  Jerome  & 
Elliott,  the  celebrated  stuffing  box  packing 
makers  of  Chicago,  has  decided  to  take  the 
active  part  of  traveling  representative  for 
the  firm.  Mr.  Jerome  had  been  in  pre- 
carious health  for  several  years  but  he  is 
now  entirely  well  and  looks  forward  with 
pleasure  to  an  active  career. 

Mr.  F.  C.  Reed,  who  was  formerly  gen- 
eral foreman  at  Monroe,  La.,  on  the  St. 
Louis,  Iron  Mountain  &  Southern  Rail- 
way for  the  past  nineteen  months,  having 
been  formerly  at  Memphis  as  general 
foreman  on  the  same  road,  has  now  been 
promoted  to  the  position  of  master  me- 
chanic of  the  Union  Railway  at  Memphis, 
Tenn. 

Mr.  Francis  W.  Lane,  who  was  for 
years  so  favorably  known  on  the  edi- 
torial staff  of  the  Raihvay  Age,  is  now 
engineering  correspondent  in  the 
United  States  for  The  Times,  London. 
This  paper  publishes  an  Engineering 
Supplement  weekly,  which  generally 
contains  interesting  matter  contributed 
by  Mr.  Lane. 

Mr.  Marvin  Hughitt,  who  is  president 
of  the  Chicago  &  North-Western  Rail- 
way, has  been  recently  elected  a  director 
of  the  New  York  Central  Railroad,  the 
Michigan  Central  Railroad  and  the  Lake 
Shore  &  Michigan  Southern  Railway  to 
fill  the  places  on  these  boards  rendered 
vacant  by  the  death  of  the  late  E.  H. 
Harriman. 

Mr.  W.  E.  Symons,  superintendent  of 
motive  power  of  the  Chicago  Great 
Western,  has  resigned  and  is  now 
located  in  Postal  Telegraph  Building, 
Chicago.  For  the  last  few  years  Mr. 
Symons  has  been  largely  engaged  do- 
ing special  work  for  railway  companies, 
such    as    examining    rolling    stock    and 


498 


RAILWAY    AND    LOCOMOTIVE    ENGINEERLXG. 


November,  1909. 


other  property.  These  are  duties  for 
which  Mr.  Symons  is  peculiarly  well 
fitted  and  he  is  ready  to  engage  in 
them  again  or  to  take  charge  of  a 
mechanical  department. 

Mr.  Robert  S.  Lovett,  chairman  of 
board  of  directors  of  the  Union  Pacific, 
'has  recently  been  elected  president  of 
that  road,  and  now  fills  the  position  for- 
merly occupied  by  the  late  E.  H.  Harri- 
man.  Mr.  Lovett  has  also  been  elected  a 
director  of  the  Illinois  Centra!  Railroad 
to  fill  the  vacancy  caused  by  Mr.  Harri- 
man's  death. 

Mr.  F.  W.  Mahl,  general  purchasing 
agent  of  the  Denver  &  Rio  Grande,  has 
resigned  to  become  assistant  to  Mr. 
Julius  Kruttschnitt,  director  of  mainte- 
nance and  operation  for  the  Harriman 
Lines.  Mr.  Mahl  is  a  trained  mechanical 
engineer  with  considerable  experience  in 
railroad  work,  which  makes  him  a  valu- 
able assistant  to  Mr.  Kruttschnitt. 

Among  the  old  motive  power  men  who 
made  their  mark  on  railway  machinery 
and  retired  to  enjoy  a  life  of  ease  on 
their  way  towards  the  sunset  of  life,  Mr. 
Schlacks,  who  was  long  superintend- 
ent of  machinery  of  the  Illinois  Central 
Railroad,  holds  a  conspicuous  place. 
Mr.  Schlacks  is  still  a  hale  and  hearty 
man,  enjoying  robust  health  and  as  full 
of  hilarity  as  he  was  while  in  the  pride 
of  youth.  He  now  lives  in  a  very  com- 
fortable home  in  Chicago,  but  takes  a 
trip  away  from  it  occasionally  to  inspect 
rolling  stock  under  construction  for  past 
employers.  These  trips  are  brief  pleas- 
ure outings,  for  Mr.  Schlacks  does  not 
require  help  any  more  in  breadwinning. 
The  shrewd  investments  he  made  during 
his  active  business  career  take  care  of 
that,  and  he  still  keeps  up  the  habit  of 
picking  up  pieces  of  property  whose  value 
magnify  quickly  under  his  fostering  care. 

For  the  last  few  years  Mr.  J.  H.  Setchel, 
long  secretary  of  the  American  Railway 
Master  Mechanic's  Association,  has  been 
associated  with  Messrs.  Jerome  &  Elliott 
of  Chicago  as  sales  agent.  He  has  lately 
come  to  the  conclusion  that  he  has  done 
enough  active  work  for  one  man  so  he  has 
retired  to  spend  the  remainder  of  his  days 
at  ease  in  his  fine  home  in  Cuba,  N.  Y. 
Jerome  &  Elliott  were  very  reluctant  to 
let  Mr.  Setchel  retire,  but  he  could  not  be 
persuaded  to  remain  in  harness  any  longer. 
Mr.  Setchel,  according  to  Sinclair's  "De- 
velopment of  the  Locomotive  Engine," 
was  born  in  New  York  Ti  years  ago  and 
during  the  whole  of  his  long  life  was  en- 
gaged in  railroad  work  or  with  those  who 
made  things  for  railroad  use.  The  "Best 
Friend,"  the  first  practical  locomotive  used 
in  the  United  States,  was  only  six  years 
old  when  James  Setchel  was  born,  so  he 
has  witnessed  the  railway  era  from  the 
beginning.  It  is  amazing  to.  contemplate 
the  stupenduous  changes  that  have  im- 
pressed the  world  in  the  lifetime  of  one 
person. 


Hydro-Pneumatic. 

The  almost  universal  practice  of  equip- 
ping roundhouses  and  locomotive  repair 
shops  with  air  pressure  pipe  lines  was 
recognized  several  years  ago  by  the  Wat- 
son-Stillman  Company,  of  New  York, 
when  they  introduced  a  new  design  of  IS 
and  30-ton  pit  jacks  in  which  air  pres- 
sure was  utilized  to  accelerate  the  work 
of  the  jack.  The  favor  with  which  this 
new  operating  device  was  received  has 
caused  the  Watson-Stillman  Company  to 
bring  out  a  larger  size  of  the  hydro-pneu- 
matic pit  jack  to  meet  the  increased 
weight  of  modern  rolling  stock.  The  ca- 
pacity of  the  new  size  is  45  tons.  The 
one  illustrated,  which  was  built  for  the 
St.  Louis  &  Southwestern  Railroad,  runs 
on  a  24  in.  track,  has  a  4%  in.  ram  with 
54  ins.  stroke.  It  has  a  clearance  of  55^ 
ins.  from  the  rail  to  the  bottom  of  the 
saddle.  It  is  2  ft.  10  ins.  from  rail  to 
top  of  saddle  when  down,  and  extends 
down  into  the  pit  three  feet.  The  top  is 
7J^  ins.  from  the  top  of  the  rail.  The  hy- 
dro-pneumatic operating  system  gives  this 


NEW  HYDRO-PNEUM.\TIC  JACK. 

jack  the  quick  movement  of  a  pneumatic 
tool  in  pushing  the  ram  up  to  its  work. 
This  effects  a  considerable  saving  of  time. 
After  the  jack  has  been  placed  in  position, 
air  from  the  shop  system  is  admitted  on 
top  of  the  liquid  in  the  cistern.  This 
forces  the  water  through  the  pump  until 
the  ram  comes  to  a  bearing  under  the 
load.  A  few  strokes  of  the  hydraulic 
pump  will  then  raise  the  wheels  suflSciently 
to  remove  the  sections  of  track.  The 
saddle  is  lowered  in  the  usual  way  by  the 
valve  stem  key.  The  Watson-Stillman 
pit  jack  has  retained  its  popularity  for 
many  years.  The  original  form  from 
which  this  improved  device  has  come,  was 
illustrated  and  described  in  the  January, 
1888,  issue  of  the  Locomotive  Engineer, 
the  name  under  which  our  magazine  was 
started. 


Thermit  and  a  4-inch  Pipe. 

A  very  successful  piece  of  Thermit 
welding  was  recently  done  on  a  4-in. 
double  e-xtra  heavy  pipe  line  at  the 
West  Albany  shops  of  the  New  York 
Central.  The  success  of  the  weld  con- 
sisted not  only  in  making  a  butt  joint 
capable  of  resisting  very  high  fluid 
pressure  within  the  pipe,  but  in  not  re- 
ducing its  bore  or  forming  any  internal 
obstacle  to  the  flow  of  liquid  through 
the  pipe. 

The  method  of  doing  the  work  dif- 
fers from  the  process  usually  employed 
with  Thermit.  In  this  case  the  pipe 
ends  were  squared  and  clamped  firmly 
together.  A  cast-iron  mold  was  then 
placed  in  position  around  the  pipe  at 
the  joint  and  the  Thermit  ignited  in  a 
flat  bottom  crucible.  When  the  reac- 
tion has  subsided,  the  contents  of  the 
crucible  were  poured  into  the  mold,  the 
slag  going  in  first  and  covering  the 
pipe  and  the  interior  of  the  mold  with 
a  protective  coating  which  prevents  the 
steel  from  coming  in  contact  with  these 
parts.  This  highly  heated  mass  brings 
the  ends  of  the  pipe  to  a  fusing  tem- 
perature, at  which  time  the  clamps  are 
tightened  up,  drawing  the  ends  to- 
gether thus  making  a  butt-weld  at  the 
joint.  The  mold  may  then  be  removed 
and  the  Thermit  mass  knocked  away 
from  the  end  of  the  pipe  to  which  it 
does  not  adhere,  owing  to  the  fact  that 
the  slag  will  not  stick  to  either  the 
mold  or  the  pipe. 

As  a  matter  of  fact  the  Thermit  here 
acted  as  a  convenient  means  for  bring- 
ing the  ends  of  the  pipes  to  a  welding 
temperature,  and  did  not  add  metal  to 
the  weld.  Not  only  was  the  pipe  evenly 
heated  all  round  by  this  means,  but  the 
butt  joint  was  all  the  time  enveloped 
in  the  mass  of  Thermit  and  slag  which 
effectually  protected  the  hot  ends  from 
the  atmosphere  and  thus  prevented  the 
iron  burning  away.  When  the  clamp 
was  tightened  the  hot  ends  of  the  pipes 
were  up-set,  but  the  pipe  only  thick- 
ened on  the  outside.  This  may  result 
from  the  inside  surface  of  the  pipe  be- 
ing at  a  slightly  lower  temperature  than 
the  outside  and  also  from  the  fact  that 
the  flow  of  pipe  metal  when  the  ends 
were  pressed  together  would  naturally 
seek  the  outside  and  so  thicken  the 
pipe  wall  externally.  Any  tendency  to 
flow  inward,  would  be  from  a  larger 
circumference  to  a  smaller,  and  this 
would  produce  a  compressive  strain  on 
the  particles  which  as  the  metal  is  free 
to  flow  in  the  opposite  direction,  it 
took  that  course.  The  result  is  that 
though  the  pipe  was  slightly  thicker 
outside  like  a  wipe-joint  it  was  of  the 
same  diameter  internally.  The  welded 
pipe  is  habitually  worked  with  an  in- 
ternal pressure  of  about  1.500  lbs.  The 
test  pressure  of  double  that,  was  held  for 
ten  hours  after  welding. 
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Simple  Passenger  4-6-0  for  the  Frisco. 

The  Baldwin  Locomotive  Works 
have  recently  delivered  to  the  St. 
Louis  &  San  Francisco  Railroad,  10 
passenger  locomotives  of  the  lo-wheel 
type.  These  arc  among  the  heaviest 
engines  of  this  class  so  far  constructed 
by  the  builders,  as  they  have  a  total 
weight  of  194,450  lbs.  in  working  order. 
The  cylinders  are  23  by  26  ins.  and  the 
driving  wheels  are  69  ins.  in  diameter, 
the  resulting  tractive  force  with  a 
steam  pressure  of  200  lbs.,  being  33,900 
lbs.  As  the  weight  on  the  driving- 
wheels  is  141,050  lbs.  and  the  factor  of 
adhesion  is  therefore  4.16. 

The  cylinders  are  arranged  for 
double  front  rails,  and  the  castings  are 
bolted  to  the  smoke  bo.x  and  to  each 
other  by  a  double  row  of  1%,  in.  bolts. 
The  valves  are  of  the  internal  admis- 
sion piston  type,  13  ins.  in  diameter, 
and  work  in  bushings  fs  in.  thick.     The 


ing,  secured  to  each  fram.e  by  three 
iVi  in.  bolts,  supports,  at  each  end,  a 
combined  link  and  reverse  shaft  bear- 
ing. The  links  are  of  the  built  up  type, 
with  cast  steel  side  plates.  Each 
radius  rod  is  made  in  one  piece,  the 
jaw  which  holds  the  hanger  and  link 
block  being  slotted  out.  The  combin- 
ing levers  are  placed  back  of  the  cross 
heads,  and  are  coupled  directly  to  the 
valve  rods,  which  are  supported  in 
bearings  bolted  to  the  guide  yoke. 
The  valves  are  set  with  a  constant  lead 
of  Vi  in.  and  a  maximum  travel  of  6 
ins.  The  steam  lap  is  one  in.  and  the 
exhaust  clearance  lA  in.  The  frames 
are  of  cast  steel,  4^  ins.  wide,  with 
double  front  rails  of  wrought  iron. 
The  lower  rail  is  double  keyed,  while 
the  top  rail  is  hooked  to  the  main 
frame,  without  keys.  The  pedestal 
binders  are  lugged  and  bolted  to  the 
pedestals. 

The  boiler   is   of  the   wagon   top  type 


and  are  welded  at  each  end.  The  seam 
on  the  dome  ring  is  placed  on  the  top 
center  line  and  is  welded  throughout 
its  entire  length,  with  a  heavy  liner 
inside. 

The  tender  is  furnished  with  a  steel 
channel  frame  and  water  bottom  tank. 
The  trucks  are  of  the  arch  bar  type 
with  cast  steel  bolsters,  triple  elliptic 
springs  and  steel  tired  wheels.  Some 
of  the  principal  dimensions  are  here  ap- 
pended for  reference. 

Boiler. — Type,  wagon  top;  material,  steel;  diam- 
eter, 68  in.;  thickness  of  sheets,  11/16  x 
^  in.;  working  pressure,  200  lbs.;  fuel, 
soft    coal;    staying,    radial. 

Firebo.x. — Material,  steel;  length,  10 1^  in.; 
width,  67^  in.;  depth,  front,  77 H  in.;  depth, 
back,  59 J'^  in.;  thickness  of  slieets,  sides. 
Yi  in. ;  thickness  of  sheets,  back,  f^  in. ; 
thickness  of  sheets,  crown,  ^  in. ;  thick- 
ness of  sheets,  tube,   Yi   in. 

Water  Space. — Front,  4  in.;  sides,  3^  in.;  back. 
iVi    in. 

Tubes. — Material,  iron;  wire  _  gauge.  No.  11; 
number,  364;  diameter,  2  in.;  length,  15  ft. 
i^    in. 

Heating  Surface. — Firebox,  172  sq.  ft.;  tubes, 
2,867  sq.   ft.;  Total,  3.039  sq.  ft.;  grate  area, 

47.7    sq.     <t. 


SIMPLE  TEN-WHEEL   ENGINE    FOR  THE   FRISCO  SYSTEM. 
Geo.  .\.  Hancock,  General   Superintendent   of  Motive   Power. 

with   a    wide    firebo.x    and   sloping   throat 


Baldwin    Locomotive    Works,    Guilders. 


by-pass  valve  consists  of  a  plate  which 
rests  on  a  horizontal  seat,  and  nor- 
mally covers  openings  leading  to  the 
live  steam  ports.  When  the  throttle 
is    open,    the    plate    is    held    down    by 


I) 


and  back  head.  The  center  line  is 
placed  9  ft.  8  ins.  above  the  rail,  and 
the  depth  of  the  throat  from  the  under- 
side of  the  barrel  to  the  bottom  of  the 


boiler  pressure  which  acts  on  its  upper     mud    ring,    is   23^/^    ins.     By   spacing   the 


surface.  Excessive  pressure  within  the 
cylinders  will  cause  the  plate  to  lift 
from  its  seat,  thus  opening  communica- 
tion between  the  two  live  steam  ports. 
The  center  lines  of  the  steain  chests 
are  placed  4^  ins.  outside  the  center 
lines  of  the  cylinders,  thus  making  pos- 
sible a  simple  arrangement  of  Wals- 
chaerts  valve  gear  with  all  moving 
parts  in  practically  the  same  vertical 
plane.  As  the  engine  is  equipped  with 
inside  admission  valves,  the  eccentric 
cranks  follow  the  pins.  The  cranks 
are  of  cast  steel,  and  are  secured  to 
the  main  pins  by  a  tapered  fit  and 
through  bolt.     A  substantial  steel  cast- 


second  and  third  pairs  of  driving- 
wheels  9  ft.  apart,  ample  room  is 
secured  for  a  wide  firebox  with  a 
moderate  inclination  of  the  grate.  The 
mud  ring  is  supported  on  sliding  shoes 
in  front  and  a  buckle  plate  at  the  rear. 
The  firebox  is  radially  stayed,  with 
two  T-irons  supporting  the  front  end 
of  the  crown.  The  roof  and  side  sheets 
are  in  three  pieces,  with  a  double' 
riveted  lap  seam  on  each  side:  while 
the  crown  and  sides  of  the  inside  box 
are  in  one  piece.  The  boiler  barrel  is 
built  up  of  three  rings,  with  the  gusset 
in  the  middle.  The  longitudinal  scams 
are    butt-jointed    and    sextuple    riveted. 


riving     Wheels. — Diameter,     outside,     69     in.; 

journals,    main,    10    in.    x    12    in.;    journals. 

others,   9   in.   x    12   in. 
Engine  Truck   Wheels. — Diameter,   front,   ZZ   in.; 

journals,  6J^   in.  x  10  in. 
Wheel    Base. — Driving,    15    ft.    10    in.;    total   en- 
gine, 26  ft.   10  in.;  total  engine  and  tender, 

57    ft.    10    in. 
Weight. — On    driving    wheels,    141,050    lbs.;    on 

truck,      front,      53,400     lbs.;      total     engine, 

194,450     lbs.;      total     engine     and     tender. 

about  315,000  lbs. 
Tender. — \Vhccls,     diameter,     33  _  in.;     journals, 

5  54   in.  x   10  in.;  tank  capacity,  6,000  gals.; 

fuel  capacity,    12  tons. 


Tliere  has  been  a  tendency  to  use  loco- 
motive boilers  for  providing  power  for 
locomotive  repair  shops,  but  it  is  not  a 
good  practice,  for  the  boilers  require 
much  attention  to  keep  them  in  working 
order,  and  they  are  expensive  on  fuel. 
One  of  the  sensible  changes  made  by  the 
Erie  Railroad  lately  w-as  installing  a  set 
01  Bahcock  &  Wilcox  boilers  in  the  shops 
at  Susquehanna.  The  change  relieved 
seventeen  locomotive  boilers  located  about 
the  different  shops. 
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British  Locomotive  Practice 

By  Aubrey  F.  Inglefield 


The  British  locomotives  of  today  have 
been  designed  to  meet  the  following  re- 
quirement: High  speeds  with  haulage  of 
heavier  loads  than  formerly.  In  America 
these  conditions  have  been  met  with 
"Pacifies"  and  monsters  of  various  kinds. 
On  the  Great  Western  Railway  is  one 
of  the  longest  non-stop  runs  in  the  world, 
London  to  Plymouth,  225^  miles.  This 
is  performed  daily  by  the  "Cornish  Riviera 
Limited"  at  54.8  miles  an  hour.  The  fast- 
est run  in  Great  Britain  is  on  the  Great 
Western,  from  London  to  Bristol  via  Bath 
in  2  hours,  at  an  average  speed  of  59.1 
miles  an  hour.  In  fact  there  are  now  155 
non-stop  runs  of  over  100  miles  in 
length  performed  daily  in  Great  Britain, 
with  a  minimum  speed  of  44  miles  per 
hour. 

Loads  have  grown  in  Great  Britain  in 
the  same  manner  as  in  America  and  while 
the  number  of  cars  to  a  train  is  not  lim- 
ited the  power  that  can  be  exerted  by  one 
locomotive  is  limited.  It  should  be  re- 
membered that  while  the  gauge  is  4  ft.  S^/j 
ins.  as  in  America,  there  are  2  ft.  6  ins. 
less  height,  and  2  ft.  less  breadth.  The 
railroads  did  not  in  Britain  exploit  virgin 
soil  as  in  the  LTnited  States,  but  were  built 
in  districts  already  thickly  populated.  For 
these  reasons  the  curves  are  often  sharp 


their  appearance  the  Great  Northern  of 
England  introduced  the  type  into  Great 
Britain.  These  engines  had  6  ft.  7J4  ins. 
driving  wheels,  1442.1  sq.  ft.  of  heating 
surface,  with  cylinders  i8j^  ins.  by  26  ins. 
One  was  fitted  with  four  simple  cyhnders 
15  ins.  by  20  ins.  In  the  light  of  recent 
developments  this  will  be  seen  to  be  an 
important  step.  Later  engines  of  this  class 
were  fitted  with  stronger  frames  to  take 
a  larger  boiler.  These  engines  handled 
the  heavy  East  Coast  joint  trains  to  Scot- 
land until  1903  when  the  class  appeared 
shown  in  our  illustration  of  Engine  No. 
288.  These  engines  had  the  first  modified 
Wootten  fireboxes  in  Great  Britain.  Al- 
most precisely  similar  engines  are  running 
on  the  London,  Brighton  and  South  Coast 
Railway,  the  difference  being  merely  a 
■smaller  tender  and  a  few  dimensions  very 
minutely  different.  With  the  exception 
that  the  Great  Eastern  Railway  had,  in 
addition,  an  experimental  o-io-o  tank; 
these  are  the  only  locomotives  in  Great 
Britain  with  these  fireboxes. 

As  some  of  the  lines  which  constructed 
"Atlantics"  are  by  no  means  easy,  as  far 
as  grades  are  concerned,  such  as  the  Great 
Wesiern  an  ■  Great  Central,  these  rail- 
roads built  their  4-4-2  locomotives  to  be 
easily   convertible   to   4-4-0's.     As   an   ex- 


.ATLANTIC  TYPE  ON  THE  GRE.\T  NORTHERN   OF   ENGLANIi. 


and  space  generally  is  restricted ;  speeds, 
therefore,  have  frequently  to  be  materially 
reduced,  thus  spoiling  the  averages.  Also, 
it  must  be  remembered  that  the  population 
is  more  evenly  spread  in  Great  Britain 
than  in  the  United  States,  and  that  most  of 
the  manufactures  that  can  be  found  in  any 
country  are  gathered  together  in  an  area  a 
little  less  than  Minnesota  and  Connecticut 
together. 

Three  years  after  the  famous  4-4-2  en- 
gines of  the  Atlantic  City  Railroad  made 


ample :  One  of  the  Great  Western  engines 
was  built  as  a  4-6-0,  then  converted  to  an 
"Atlantic,"  and  is  now  a  4-6-0  again.  On 
this  road  all  "Atlantics"  and  4-6-o's  are 
standard  and  were  built  so  as  to  require 
very  little  alteration  if  it  should  be  found 
necessary  to  change  the  wheel  arrange- 
ment. In  fact,  as  the  "Atlantics"  come  in 
for  heavy  repairs  they  are  being  converted 
to   4-6-o's. 

Until  recently  "double  heading"  was  re- 
sorted to   on   many   lines,   as  the   engines 


Old-Timer 
Talks  No,  4 

I  remember  a  new  engine 
we  got  once,  the  very  tirst 
day  she  ran  so  hot  she  was 
laid  up.  Well,  I  had  an 
idea  I  could  run  that  engine 
and  so  I  got  the  master  me- 
chanic to  let  me  take  her  out. 

Before  starting,  I  care- 
fully worked  some  of 
Dixon's  Flake  Graphite  in 
on  her  pins  and  boxes. 
Then  I  took  her  out  on  the 
express  and  when  I  brought 
her  back  she  was  as  cool  as 
a  cucumber.  I  ran  her 
regular  after  that  and  was 
glad  to  get  a  new  engine — 
she  was  certainly  a  dandy. 

I  tell  you  there's  nothing 
like  Dixon's  Flake  Graph- 
ite for  new  or  old  engines. 
But  don't  take  my  word 
for  it,  get  free  sample  No. 
69-C  and  see  for  yourself. 

Joseph  Dixon  Crucible  Co. 

Jersey  City,  N.  J. 
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Lighting 
Company 


Maoufactureri  of 


ELECTRIC, 
STEAM  AND 
HOT  WATER 
APPARATUS 

FOR    RAILWAY    CARS 

IMPROVED 
SYSTEM  OF 
ACETYLENE 
CAR  LIGHT- 
ING 


Lirgejt    M«nufacturer>    in    the    World    of 
Car  |-leating  Apparatus 

Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperaturef  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main   Office,  Whitehall    Building 

17   BATTERY   PLACE 

NEW    YORK 


were  entirely  inadequate  to  cope  with 
the  heaviest  trains.  These  lines  started 
by  building  large  boilered  4-4-0's.  Some 
of  the  best  examples  are  the  Midland 
compounds,  the  "Precursor"  class  on  the 
London  and  Northwestern,  and  the 
"Claud  Hamilton"  class  on  the  Great 
Eastern. 

Compounds  on  the   Smith-Johnson  sys- 


sure  chests  rises  to  that  in  the  high 
pressure  chests  the  equilibrium  valve 
works  and  the  high-pressure  cylinder  is 
cut  out,  the  engine  working  as  a  simple. 
Rebuilding  is  a  great  feature  of  British 
locomotive  policy,  and  one  of  the  most 
striking  examples  is  a  2-4-0  class  on  the 
Great  Eastern  Railway.  Some  have  been 
rebuilt  with  a  bogie  and  others  with  the 


ENGLISH   4-4-0   NUMBERED   LIKE  AMERICAN  ENGINE. 


tern  are  being  built  in  large  numbers  for 
the  Midland  Railway,  and.  two  Great 
Central  engines  are  being  tried,  in  order 
to  discover  whether  three  cylinder  com- 
pounds or  simples  are  best.  Four  en- 
gines are  engaged  in  this  trial ;  two  are 
4-6-0  and  two  are  4-4-2,  one  of  each  wheel 
arrangement  being  simple  and  the  other 
compound.  All  these  engines  are  readily 
convertible   to   two   cylinders    simple. 

The  Midland  engines  are  the  largest 
engines  on  that  road,  and  although  light 
trains  are  the  rule  they  have  sometimes 
to  be  assisted.  American  influences  will 
be  noticed  in  the  numbering  of  the  loco- 
motives. Thus  far  this  is  the  only  road 
to  adopt  the  system.  The  two  low  pres- 
sure cylinders  are  21  ins.  in  diameter  and 
the  high  pressure  cylinders  19  ins.,  with 
26-in.  stroke  for  both.  The  Smith  sys- 
tem consists  in  having  an  equilibrium 
valve  between  the  h.p.  and  the  l.p.  steam 
chests,  and  a  three-ported  gridiron  regu- 
lator ;  so  that  when  the  engine  is  started, 
high  pressure  steam  passes  to  the  high 
pressure  cylinder  and  also  to  the  low 
pressure  cylinders  through  a  reducing 
valve.  As  the  regulator  is  open  further, 
the  main  valve  closes  the  opening  to  the 
low  pressure  cylinders  and  gradually 
opens  wide  the  main  steam  pipe.  The 
auxiliary  pipes  to  the  l.p.  cylinders  are 
closed  when  the  handle  has  been  moved 
through  about  30  degs.  from  the  shut 
position,  and  it  is  at  this  point  that  the 
engine  commences  to  work  compound. 
Should  extra  power  be  desired  when 
starting,  the  spring  of  the  reducing  valve 
is  subjected  to  a  higher  tension  by  a 
hand  wheel  in  the  cab  and  steam  is  ad- 
mitted to  the  l.p.  cylinders  at  anything 
between  50  lbs.  and  150  lbs.  per  sq.  in.,  as 
desired.     If  the  pressure  in  the  low  pres- 


2-4-0  arrangement,  all  having  large  boil- 
ers, but  the  result  is  a  powerful  locomo- 
tive of  moderate  size.  Painted  dark  blue 
with  red  lining  and  a  copper-capped  fun- 
nel, these  engines  present  a  very  hand- 
some appearance.  The  "Claud  Hamilton" 
class,  which  are  almost  identical,  but 
rather  larger,  take  the  "Norfolk  Coast 
Express,"  which  sometimes  amounts  to 
400  tons,  on  a  non-stop  run  of  130  miles 
to  North  Walsham  at  an  average  speed 
of  49.7  miles  per  hour.  "Not  a  very  fast 
schedule,"  you  will  say ;  but  you  must 
consider  that  there  are  no  less  than  eight 
compulsory  speed  reductions,  two  of 
which  are  as  low  as  15  miles  an  hour 
and  that  there  are  several  extremely  sharp 
curves  to  be  negotiated,  not  to  mention 
grades  of  i  in  73,  i  in  84,  and  i  in  94, 
besides  several  others  not  so  steep.  The 
dimensions  of  Engine  No.  1035  are  cylin- 
ders, 18  ins.  by  24  ins.;  diameter  of  driving 
wheels,  7  ft.     Steam  pressure,   180  lbs. 

The  Great  Western  Railway  which 
started  with  4-6-o's  in  1903,  tried  also 
".Vtlantics"  with  the  standard  large  size 
boilers.  There  are  now  two  classes  of 
two-cylinder  4-6-o's  and  three  classes  of 
four-cylinder  4-6-o's.  For  second  class 
work.  4-4-o's  are  being  built  to  the  num- 
ber of  15  or  so  every  year.  In  1906  were 
built  the  "County  Class."  The  4-4-0  en- 
gines usually  vary  somewhat,  such  as  in- 
side cylinders  or  the  design  of  the  outside 
frame  plates.  The  4-6-o's  also  differ  in 
very  small  details.  On  the  Great  Western 
locomotives,  coned  boilers  are  used.  The 
position  of  the  valves  also  shows  Ameri- 
can influence.  The  Belpaire  firebox  is 
also  a  feature,  as  in  these  engines  it  takes 
the  place  of  the  steam  dome,  the  throttle 
being  situated  forward  of  the  firebox. 
The   Belpaire   firebox   is  being  now  very 
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frequently  adopted  on  British  locomotives. 

In  1906  the  Great  Western  brought  out 
the  "North  Star,"  an  Atlantic  with  four 
simple  cylinders,  the  remainder  of  the 
class  are  4-6-0.  This  class  are  so  success- 
ful that  four-cylinder  simple  locomotives 
of  this  class  appear  every  year  to  the 
number  of  ten.  In  1908  appeared  the 
only  "Pacific"  in  Great  Britain,  named 
"The  Great  Bear."  This  engine  practi- 
cally fills  the  English  loading  gauge  and 
seems  so  far  to  be  the  limit  of  British  con- 
struction. This  engine  has  not  yet  been 
repeated. 

At  the  end  of  last  year  the  Lancashire 
and  Yorkshire  Railway  brought  out  a 
4-6-0  locomotive  for  fast  express  and 
freight  w-ork.  On  comparing  these  four- 
cylinder  engines  it  appears  that  only  the 
London  and  South  Western  engine  has 
valve  gear  showing.  The  reason  for  this 
is  that  the  engine  has  four  sets  of  gear, 
while  the  others  have  only  two.    The  valve 


ture  of  this  are  the  London,  Brighton  & 
South  Coast,  and  the  London,  Tilbury  & 
Southend.  The  longest  express  route  on 
the  Brighton  line  is  from  London  to  Ports- 
mouth, 85  miles.  On  the  Southend  Rail- 
road, the  main  line  to  Southend  has  only 
a  length  of  3sH  miles.  The  locomotive 
is  one  of  the  latest  class  and  sometimes 
takes  the  "Southern  Belle  Limited"  to 
Brighton,  51  miles  in  60  minutes.  This 
train  is  a  Pullman  express  built  last  year, 
having  every  luxury  for  journeys  of  one 
hour  only;  the  weight  is  280  tons. 

But  even  more  meritorious  is  the  fol- 
lowing: Lest  at  any  point  the  locomotive 
of  the  "Cornish  Riveria  Limited"  should 
break  down,  powerful  tank  engines  of  the 
4-4-2  and  2-6-2  classes  are  stationed  at 
various  points  on  the  route.  On  one  oc- 
casion the  regular  4-6-0  engine  failed  at 
W^estbury  and  the  tank  engine,  held  in  re- 
serve for  the  purpose,  was  put  to  haul  the 
tiain  of  ,350  tons  to  London,  gsl4  miles. 


GRE.\T  E.\STERX  WITH  WESTIXGHOUSE  .\XD  WITH  V.\CUUM  BR.\KES. 


gear  in  these  engines  is  direct  to  the  cen- 
ter cylinders  and  works  the  outside  cylin- 
ders by  rockers.  The  gear  is  the  Wal- 
schaerts,  and  in  the  Lancashire  and  York- 
shire engine,  the  J03'.  The  inner  gears  of 
the  South  Western  engine  are  Stephen- 
son's, the  enter  ones  being  Walschaerts. 

These  engines  are  interesting,  as  they 
are  all  designed  for  the  same  work:  fast 
express  and  freight  work  in  hilly  districts. 
The  South  Western  and  Great  Western 
engines  work  in  the  same  district,  Devon- 
shire and  Plymouth,  the  South  Western 
engines  working  from  Salisbury  to  the 
westward.  The  Great  Western  engines, 
however,  work  from  London  and  do  the 
longest  non-stop  run :  London  to  Ply- 
mouth, 22SJit  miles,  though  as  far  as 
Westbury  the  Great  Western  line  is  prac- 
tically level. 

Owing  to  the  shortness  of  the  main 
lines  on  some  roads  certain  railroads  can 
run  some  of  their  express  trains  by  tank 
engines.     The  railroads  that  make  a  fea- 


scheduled  in  I  hour  37  minutes,  or  just 
under  a  mile  a  minute.  The  train  arrived 
to  schedule.  When  considering  this  pef- 
formance  it  must  be  remembered  that  this 
line  is  practically  level. 


McCord  &  Co.  Force  Feed  Lubricator. 

The  Philadelphia  Reading  Railroad 
recently  put  into  service  a  three-cylin- 
der simple  engine,  designed  by  Mr. 
Howard  D.  Taylor,  superintendent  of 
motive  power  of  the  road.  The  engine 
was  celebrated  for  the  high  speed  it 
readily  attained,  but  extreme  annoyance 
was  caused  by  the  driving  wheel  boxes 
running  hot.  Every  effort  was  made 
to  remedy  the  defect  without  success 
until  some  one  suggested  that  they  try 
the  McCord  force  feed  lubricator  which 
was  done,  and  the  device  proved  an 
entire  remedy. 

The  McCord  force  feed  lubricator 
will  be  found  illustrated  on  page  427, 
September,   1907.      It   is   made   by   Mc- 


RECOGNIZED 
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STAYBOLTS 

Holds  firebox  sheets  securely- 
together,  and  accommodates  it- 
self to  the  unequal  expansion 
of  the  plates. 

USED    ON    OYER    l£5    RAILROADS 


"Staybolt  Trouble 
a  Thinif  of  the  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 

THE  TATE  BOLT  HAS 
PROVED  ITSELF  INDISPENS- 
ABLE TO  LOCOMOTIVES  IN 
HIGH  PRESSURE  SERVICE 
BY  RENDERING  A  LOWER 
COST  OF  FIRE  BOX  REPAIRS 
TO  A  GREATER  MILEAGE  IN 
SERVICE,  THEREBY  IN- 
CREASING THE  EARNING 
VALUE. 
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INSTRUCTION 
POCKET  BOOK 

No.  5  and  No.  6 
By 

WM,  W.  WOOD 

Air   Brake   Instructor 

FULIY  ILLUSTRATED 
WITH  COLORED  PLATES 

PRICE,  $2.00 


Here  Is  a  book  for  the  railroad  man,  and 
the  man  who  aims  to  be  one.  It  is  without 
doubt  the  only  complete  work  published  on 
the  Westinghouso  E-T  Locomotive  Brake 
Equipment.  Written  by  an  ALr  Broke  In- 
structor who  knows  just  what  is  needed. 
It  covers  the  subject  thoroughly.  Every- 
thing about  the  New  Westinghouse  Engine 
and  Tender  Brake  Equipment,  including  the 
Standard  No.  5  and  the  Perfected  No.  6 
Style  of  brake,  is  treated  In  detail.  Written 
in  plain  English  and  profusely  illustrated 
with  Colored  Plates,  which  enable  one  to 
trace  the  flow  of  pressures  throughout  the 
entire  equipment.  The  best  book  ever  pub- 
lished on  the  Air  Brake.  Equally  good  for 
the  beginner  and  the  advanced  engineer. 
Will  pass  any  one  through  any  examination. 
It  informs  and  enlightens  you  on  every 
point.  Indispensable  to  every  englneman  and 
trainman. 

Walschaert  Locomotive  Gear 

By  Wm.  W.  Wood.  If  you  would  thoroughly 
understand  the  Walschaert  Locomotive  Valve 
Gear  you  should  possess  a  copy  of  this  book. 
It  covers  the  subject  In  every  detail.  Ex- 
amination questions  with  their  answers  are 
given.  Fully  illustrated  and  contains  slid- 
ing   card    board    models.      Trice    ^l.TiO. 

Breakdowns  and  Their  Remedies 

By  Wm.  W.  Wood.  Revised  Pocket  Edition. 
Just  issued.  This  book  tells  you  Just  what 
to  do  In  case  of  any  accident  or  breakdown. 
Walschaert  Locomotive  Valve  Gear  Troubles, 
The  Electric  Headlight  and  Questions  and 
Answers  on  the  Air  Brake  are  all  Included. 
Fully    Illustrated.     Price    $1.00. 

Locomotive  Catechism 

By  Grimshaw.  27th  Edition.  Is  en- 
tirely revised,  rewritten  and  reset  and  Is 
right  up  to  the  minute.  It  Is  a  New  Book 
from  Cover  to  Cover.  Includes  the  greatest 
amount  of  practical  Information  ever  pub- 
lished on  the  construction  and  management 
of  modern  locomotives.  Contains  Specially 
Prepared  Chapters  on  the  Walschaert  Loco- 
motive Valve  Gear,  the  Air  Brake  Equip- 
ment and  the  Electric  Head  Light.  825 
pages.  437  Illustrations  and  3  Folding  Plates. 
Over  4.000  Examination  Questions  and  their 
Answers   are    Included.     Price   $2.50. 

Train  Rulesand  Train  Dispatching 

By  Dalby.  It  jrivps  the  standard  rules  for 
both  single  and  double  track,  shows  all  the 
signals,  with  colors  wherever  necessary,  and 
has  a  list  of  towns  where  time  changes, 
with     a    map    showing    the    whole    country. 

Air  Brake  Catechism 

By  Blackall.  A  complete  treatise  on  the 
WeKlinghouse  Air  Brake,  Including  the  No. 
5  and  No.  6  ET  Ixtcomotlve  Brake  Equip- 
ment; the  K  (Qnlck-Servlce)  Triple  Valre 
for  Freight  Service;  and  the  Cross-Compoand 
Pump.  .S8rt  pages,  fully  lllustrnted  with 
folding  plates  and  dlagTBms.     Price  $2.00. 

A  ^PFPIAI  "'  '"y  ^^  these  books  sent  on 
/^iDr-iM  AD  '■*'^"«'^*-  ■^"y  *>f  ^^^^^  book! 
CIRCULAR  sent  prepaid  on  receipt  of  price. 

Agents  Wanted'at  Every  Terminal.  Writ© 
for  our  special  termt.  You  can  make  equal  to 
a  month's  pay  sellinK  our  books  on  the  side. 


The  Norman  Henley  Pub.  Co. 

132  Nassau  StrssI,  NEW  YORK,  U.  S.  A. 


Cord  &  Co.,  Chicago,  and  is  a  device 
well  worthy  of  greater  patronage 
than  it  has  received.  Oil  is  forced 
from  one  reservoir  to  all  the  bearings 
requiring  lubrication,  and  the  supply 
can  easily  be  regulated  to  meet  the  re- 
quirements. Full  particulars  of  this 
lubricator  can  be  obtained  on  applica- 
tion to  McCord  &  Co.,  Old  Colony 
Building,  Chicago. 


Farthest  North  Car. 

Our  illustration  shows  the  body  of 
old  Erie  caboose  No.  4259  mounted  on 
an  Erie  flat  car.  The  old  caboose  has 
the  honor  of  being  the  only  railroad 
car  concerned  in  the  pursuit  of  the 
pole.  This  car  has  reached  the  farthest 
north  point  of  any  railroad  vehicle  in 
the  world.  The  caboose  was  bought 
by  Commander  Peary  and  taken  by 
him  on  the  "Windward"  to  Etah  in 
1898    and    there    used    as    a    temporary 


age  platform  25  by  90  ft. ;  shaving  shed 
12  by  33  ft. ;  casting  storage  platform  39 
by  60  ft.;  pipe,  bar  iron  and  sheet  metal 
storage  racks  20  by  38  ft.;  two  scrap  bins 
20  by  42  ft,  and  20  by  70  ft.,  respectively; 
locomotive  cleaning  platform  19  by  75  ft. 
There  will  also  be  installed  a  new  system 
of  water  supply  and  fire  protection ;  also 
a  complete  sewerage  system.  The  larger 
buildings  will  be  of  brick  and  concrete. 
Work  will  be  begun  at  once,  and  it  is  ex- 
pected that  the  new  shops  will  be  com- 
pleted by  Feb.  i,  1910. 


The  W.  H.  Johns-Manville  Company 
of  New  York  have  issued  a  little  pam- 
phlet which  deals  with  the  Morris  me- 
tallic packing  suitable  for  stationary  and 
marine  engines,  gas  engines,  steam  loco- 
motives, steam  pumps,  air  and  gas  com- 
pressors. The  Morris  metallic  packing 
is  made  of  a  specially  treated  soft  gray 
cast   iron,  which,  when  thoroughly  lubri- 


'FARTHEST  NORTH"  RAILRO.^D   CAR,  ERIE  NO.  4259. 


dwelling  or  storehouse.  The  flat  car 
shown  in  our  half  tone  makes  no  claim 
to  pole  finding.  It  is  but  the  humble 
means  by  which  caboose  body  No. 
4250  was  transported  to  the  wharf  for 
shipment  on  the  "Windward." 


The  Baltimore  &  Ohio  Railroad  have 
just  closed  contracts  for  extensive  shop 
improvements  at  Benwood,  W.  Va.,  cov- 
ering an  expenditure  of  $150,000.  It 
will  practically  mean  the  rebuilding 
of  the  Benwood  shops.  The  improve- 
ments include:  A  23-stall  engine  house, 
with  turntable  and  pit  80  ft.  long;  an  oil 
house  30  by  58  ft;  storehouse  30  by  70  ft., 
with  platform  20  by  30  ft. ;  machine  shop, 
blacksmith  shop,  boiler  and  engine 
rooms  60  by  184  ft,  with  brick 
stack  125  ft.  high ;  sand  house  22 
by  94  ft,  with  tower  13  by  15  ft. ; 
carpenter  shop  35  by  82  ft. ;  material  stor- 


cated,  is  said  to  develop  a  bluish  glazed 
skin  which  very  satisfactorily  resists  wear. 
The  packing  consists  of  a  series  of  parts, 
having  ground  joints,  which  are  held  to- 
gether on  the  rod  by  a  spring.  Write  to 
this  company  for  a  copy  of  the  pamphlet 
on  Morris  metallic  packing  if  you  are 
interested,  or  j'ou  can  get  the  general 
packing  catalogue  if  you  wish  it. 


The  Detroit  Seamless  Tubes  Company, 
of  Detroit,  Mich.,  are  now  erecting  a 
large  addition  to  their  factorj',  and  install- 
ing additional  equipment  which  will  in- 
crease their  capacity  about  30  per  cent. 
This  is  made  necessary  by  the  rapidly  in- 
creasing demand  for  their  "Detroit"  loco- 
motive flues  and  mechanical  tubing. 


Life  is  a  mirror;  if  you  frown  at  it,  it 
frowns  back;  if  you  smile,  it  returns  the 
greeting. — Thackeray. 
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New  Haven  Suburban  Motor  Car. 

At  the  East  Pittsburgh  shops  of  the 
Westinghouse  Electric  &  Manufactur- 
ing Company,  there  is  now  being  in- 
stalled the  electrical  equipment  of  a 
number  of  motor  cars  for  the  suburban 
service  of  the  New  York,  New  Haven 
&  Hartford  Railroad.  These  cars  are 
designed  to  operate  on  both  the  11,000- 
volt  alternating  current  of  the  New 
Haven  line,  and  also  on  the  6oo-volt 
direct  current,  third-rail  section  of  the 
N.  Y.  C.  entering  the  New  York  term- 
inal. 

By  reason  of  the  fact  that  the  New 
York,    New    Haven    &    Hartford    trains 


proof,  being  of  steel  construction 
throughout,  and  are  handsomely  fin- 
ished. They  are  said  to  be  very 
easy-riding  cars.  A  very  full  descrip- 
tion of  the  alternating  and  direct  cur- 
rent sections  of  the  New  York,  New 
Haven  &  Hartford  railway  was  given 
in  the  May,  1909,  issue  of  Railway  and 
Locomotive  Engineering,  page  187,  to 
which  the  reader  is  referred. 


A  very  neat  and  artistic  folder  con- 
cerning archbar  nut  locks,  and  reservoir 
bolts,  also  continuous  nut  locks  for  air 
cylinder  bolts,  for  carrier  iron  bolts,  etc. 
has  just  been  received  at  this  office.    The 


SUBURB.\N  MOTOR  CAR 
are  required  to  operate  on  the  New 
York  Central  direct  current,  the  con- 
trol equipment  for  effecting  a  change 
from  alternating  to  direct  current  is 
necessarily  more  extensive  than  if  the 
control  had  been  arranged  for  alternat- 
ing current  operation  alone,  but  as 
seen  in  our  illustration,  this  auxiliary 
apparatus  has  been  so  well  distributed 
under  the  floor  of  the  car  that  there 
is  ample  room  for  everything  in  the 
space  between  the  trucks. 

These  cars,  which  are  intended  to 
pull  trailers,  are  equipped  with  four 
series  compensated  motors.  These  and 
the  step-down  auto-transformers  are 
supplied  with  forced  ventilation  from 
the  blower  system.  When  the  equip- 
ment is  used  under  forced  ventilation 
the  one-hour  railway  rating  of  each 
motor  is  200  horse  power.  Each  car  is 
guaranteed  to  haul  two  so-ton  trailers 
and  when  so  operating  will  accelerate 
normally  at  a  rate  of  0.7  miles  per 
hour,  per  second. 

The  arrangement  of  motors  differs 
from  that  of  any  other  cars  in  use  in 
this  country,  in  having  the  motor 
geared  to  a  quill  surrounding  the  axle, 
which  is  geared  to  the  driving  wheels 
by  means  of  dividing  springs  of  the 
same  type  as  are  used  successfully  on 
the  New  Haven  locomotives.  The  cars 
are  seventy  feet  in  length,  weigh  86 
tons,  and  have  a  seating  capacity  for 
seventy-two    persons.      They    are    fire- 


ON  THE  N.  Y.,  N.  H.  &  H. 
nut  lock  is  a  thin  metal  strip  with  a  liole 
or  holes  in  it,  by  which  it  is  slipped  over 
the  end  of  a  bolt.  A  lateral  extension  is 
bent  over  the  corner  of  the  archbar, 
bracket  cover,  or  whatever  it  may  be, 
then  the  nut  screwed  down  tight,  on  the 
face  of  the  flat  band.  In  order  to  in- 
crease the  friction  between  nut  and  lock 
a  few  little  projections  have  been  pressed 
in  the  lock,  and  it  is  down  on  these  that 
the  nut  is  tightened.  These  little  warts, 
as  they  may  be  called,  are  pressed  down 
flat,  and,  being  springy,  they  so  increase 
the  friction  below  the  nut  as  to  hold  it 
securely  in  place.  The  continuous  nut- 
locks  is  the  name  given  to  the  strip  of 
thin  steel  when  it  includes  two  or  more 
holes.  The  strip  cannot  turn  owing  to 
the  lip  which  is  bent  down  over  the  cor- 
ners nearest  to  the  bolt,  which  is  being 
held,  and  the  increased  friction  between 
nut  and  lock  secures  the  nut.  This  in- 
genious device  is  made  by  the  Keystone 
Nut-Lock  Manufacturing  Company,  of 
Pittsburgh,  Pa.,  which  is  one  of  the  con- 
cerns controlled  by  the  well-known  Flan- 
nery  Bolt  Company  of  Pittsburgh.  Write 
for  circular  or  folder,  it  being  illustrated, 
you  can  see  at  a  glance  the  utility  of  the 
device. 


Mr.  W.  R.  Toppan,  vice-president  and 
general  manager  of  the  L.  M.  Booth 
company,  has  closed  a  contract  with  the 
Vandalia  Railroad  for  a  Booth  water  soft- 
ener having  a  treating  capacity  of  40,000 


A  UNIQUE 
ADVANTAGE     r\ 
IN  WELDING 
LOCOMOrlVE 
FRAMES 


is  offered  b)-  the  Thermit 
Process  owing  to  the  fact  that 
the  welds  are  made  without  dis- 
mantling and  a  REINFORCE- 
MENT is  fused  around  the 
weld  which  greatly  adds  to  its 
strength  and  prevents  future 
breakage.  The  same  may  be 
said  of  welding  mud  rings 
with  Thermit,  Owing  to  the 
short  time  required  for  mak- 
ing the  weld^5  (12  hours  or 
less),  locomotives  are  re- 
turned to  service  with  least 
possible  delay  and  a  marked 
saving  is  effected  in  both  time 
and  expense. 

Write  for  Pamphlet  No.  25-B, 
which  gives  full  particulars. 


90  West  St.,  New  York 

432-436    Folsom   St.,    San    Francisco,    Calif. 
103  Richmond  St.   W. ,   Toronto,  Can. 


SINCLAIR'S  LOCOMOTIVE  ENGINE 
RUNNING  AND  MANAGEMENT 

Is  Hill  popular.         We  hav  e  it.         Price  $2.00 
ANGUS  SINCLAIR  CO.,    114  Liberty  St.,  N.  Y. 


A  BORING  TOOL 


like  this  18  ALWAYS  roidv  for  use. 

It  needs  no  for^in^  or  temperiiiE; 
.in  i  H.ivea  TO  per  cent,  of  (Jrimljna:  and  90  per 
■  eat.  of  Tool  Steel  need  in  Forged  Toole. 

Patented  .^t^  March  12,  1S95. 


IVrilt  for   Catalog 

Armstrong  Bros.  Tool  Co.  H„K,I?'p^pie" 

112  N.  Frnncisco  Avo.  Chicago,  U.  S.  A. 
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CARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 

require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


Trade  i 
Mark 


RUBEROID 
ROOFING 


I  Regisl'd 

U.  S.  Pat. 
I  Office 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 
Outlastj  Metal 
SPARK  PROOF,  CINDER  PROOF, 
QAS  PROOF,  WEATHER  PROOF 

Write  tor  samples,  prlcea  and  booklet  No.  M. 

THE     STANDARD     PAINT    CO. 
100  William  Street  New  York 

Chlctco,    Phlladelpbla.    Bostoo.    Kanaa*  Clt7, 
MemphlB,    Atlanta. 


The  Flue  Cleaner  with 
Always  Sharp  Knives— 

THE 


<< 


PERFECTION 


M 


This  comes  about  because  of  the  peculiar 
knife  arrangement — while  In  operation, 
they  sharpen  themselves.  The  po««»tie 
cleaner  for  welded  or  drawn  flues  In  any 
quarter  and  especially  In  places  where 
there  Is  little  elbow  room.  Removes  all 
of  the  tcale,  leave)  all  of  the  tubes. 

TRY  IT  FOR  30  DAYS  ON  THE  BASIS 
OF  SATISFACTION  OR  NO  PAY. 

SCULLY  STEEL  AND 
IRON  COMPANY 

CHICAGO,   ILLINOIS 


DUNER 
CAR    CLOSETS 

DUNER   CO. 

.   CLINTON    ST..  CHICICO 


gallons  per  hour,  and  a  350,000  gallon 
steel  storage  tank  to  be  installed  in  con- 
nection with  the  new  shops  at  Terre 
Haute,  Ind.  The  Booth  Water  Softener 
now  under  construction  upon  the  C.  R. 
I.  &  P.  Ry.,  at  Sayre,  Okla.,  wa  under- 
stand, will  be  put  into  operation  in  a  short 
time.  The  simplicity  and  convenience  of 
operation  of  the  Booth  Company's  Type 
"F"  softener  called  forth  very  favorable 
comment  at  the  Master  Mechanics'  con- 
vention this  year,  and  now  that  railroads 
are  again  placing  orders  for  such  equip- 
ment, further  substantial  approval  of  this 
apparatus  may  be  expected. 


Well-Arranged  Rod  Department. 

A  more  completely  equipped  and 
convienently  arranged  rod  department 
than  that  of  the  new  shops  of  the  St. 
Louis  &  San  Francisco,  at  Springfield, 
Mo.,  would  be  difficult  to  find.  The 
details  were  worked  out  by  Messrs.  W. 
A.  Nettleton  and  George  A.  Hancock, 
of  the  motive  power  department  of  the 
road  in  collaboration  with  the  engineers 
of  the  Arnold  Company,  who  planned 
and  supervised  the  erection  of  the 
whole  plant.  The  erecting  shop  has  a 
capacity  for  the  repair  of  25  locomo- 
tives   at    one    time    and    it    is    expected 


under  the  traveling  cranes  and  to  the 
machines  upon  which  the  heavy  parts 
of  the  work  are  done.  The  space  is 
further  served  by  two  trolleys  on  I- 
beam  tracks  suspended  from  the  gal- 
lery floor  beams  and  extending  far 
enough  beyond  the  edge  of  the  gallery 
to  be  used  in  picking  up  material  from 
the  floor  or  taking  it  from  the  over- 
head traveling  cranes.  The  trolleys 
and  cranes  are  clearly  shown  in  the  ac- 
companying engraving,  as  is  also  the 
location  of  the  department  near  the 
pickling  tank  and  the  erecting  floor. 
Each  of  the  jib-cranes  swings  across 
the  path  of  one  of  the  trolleys  and 
work  can  thus  be  handled  conveniently 
over  the  whole  space. 


The  B.  F.  Goodrich  Company  of  New 
York  has  just  finished,  in  New  York 
City,  one  of  the  most  admirably  equipped 
buildings  for  the  handling  of  their  rub- 
ber products,  especially  tires,  that  there  is 
in  America.  The  structure  is  a  notable 
addition  to  the  business  buildings  of  the 
neighborhood  where  it  stands,  which  is 
on  Broadway  next  to  the  corner  of  Fifty- 
seventh  street. 

There  are  twelve  floors,  and  a  base- 
ment.     The    latter    is    used    entirely    for 


ROD  DEP.'XRTMENT.  ST.  I..  &  S.  F.,  SPRINGFIELD,   MO. 


that  this  number  will  eventually  be  in- 
creased to  35.  The  rod  department 
occupies  a  space  under  the  gallery  on 
the  machine  side  of  the  building  about 
100  ft.  from  the  end  and  next  to  the 
tool  room  and  to  the  space  where  pis- 
ton, link  and  eccentric  work  is  carried 
on. 

The  department  is  served  by  two  16- 
foot  jib-cranes,  mounted  upon  the 
building  columns  with  a  combined 
reach   to  the   floor   of   the    middle   bay 


the  storage  of  automobile  tires.  The 
rear  of  the  ground  or  street  floor,  is  a  re- 
ceiving and  shipping  room.  The  front  is 
a  large  salesroom. 

The  eighth  floor  has  been  given  over 
mostly  to  offices  for  the  manager  and 
salesmen.  The  rear  is  a  storeroom  for 
the  stock  of  mechanical  rubber  goods. 
.'\bove,  on  the  ninth  floor,  are  the  gen- 
eral oflices  for  the  clerks.  The  next 
floor,  for  the  company's  use,  is  the 
eleventh — a   large   stockroom   for  special- 
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ties,  such  as  druggists',  surgeons'  and  sta- 
tioners' rubber  sundries.  On  the  top,  or 
twelfth,  floor,  are  complete  automobile 
tire  repair  facilities.  Throughout  this  build- 
ing no  mechanical  device  for  the  ready 
handling  of  heavy  stock  has  been  omitted. 
There  are  special  automobile  elevators. 
One  of  these  has  a  turntable  floor.  There 
is  also  a  general  freight  lift.  In  addition, 
two  passenger  elevators  are  provided,  and 
an  electric  dumb  waiter,  adjusted  to  stop 
automatically  at  any  floor.  Mr.  W.  H. 
Yule  is  general  manager,  with  Mr.  H.  C. 
Miller  in  charge  of  the  automobile  tire 
department. 


We    are    informed    that    the    Pilliod 
Company   of   Swanton,   Ohio,   makers   of 
the  Baker-Pilliod  valve  gear,  are  erect- 
ing at   Swanton   an   additional   factory 
180  X  so  ft.,  and  have  purchased  about 
$20,000    worth    of    new    machinery    for 
this   factory.     They  expect   to  have   it 
in  operation  by  December  i,  at  which 
time  they  will  be  able  to  turn  out  five 
Baker-Pilliod  valve  gears   a  day.     We 
are  also  informed  that  within  the  last 
two  weeks  this  company  have  received 
orders  for  this  gear  for  4  consolidation 
engines  for  the  Mexican  Railroad,  also 
for   2   ten-wheel   engines   for  the   Mis- 
souri &  North  Arkansas;  5  Mallet  type 
engines    for   the    Norfolk    &   Western; 
15  ten-wheel  passenger  engines  for  the 
Sea   Board   Air   Line,   and  6   switching 
engines  for  the  Central  Railway  of  New 
Jersey. 


feature  in  the  design  of  this  valve  is 
the  construction  of  the  seat  and  disc. 
The  disc,  marked  12  in  the  cut,  is  provided 
with  a  tubular  extension,  which  enters 
the  valve  seat  ring,  13.  Its  principal 
function  is  the  preservation  of  the  seat, 
which  is  accomplished  in  a  two-fold 
manner.  First,  as  it  enters  the  seat,  it 
deflects  the  current  of  steam  from  the 
seat  ring  face,  thus  preventmg  the 
wire-drawing  which  would  otherwise 
occur.  This  feature  is  important  in 
case  the  valve  should  be  left  partly 
open  for  any  length  of  time.  Secondly, 
the  seating  surface  is  kept  free  from 
scale  and  grit  by  the  action  of  the  thin 
current  of  steam  discharged  over  it  as 
the  disc  is  brought  home. 

Another  function  of  this  extension 
ring  is  the  prevention  of  water-ham- 
mer, which  is  caused  by  the  sudden 
admission  of  steam,  for  no  matter 
how  quickly  the  hand-wheel  may  be 
operated,  this  tubular  extension  will 
3-. 


TOOL 


The  Ajax  Manufacturing  Company  of 
Cleveland  are  making  important  im- 
provements in  their  works,  with  the 
view  of  increasing  their  capacity.  Their 
well-known  bulldozer  has  been  a  fa- 
vorite in  blacksmith  shops  for  years. 
It  used  to  be  made  of  cast  iron,  but 
constant  increase  of  capacity  rendered 
cast  iron  too  weak  and  cast  steel  has 
now  been  substituted.  This  change  has 
enabled  the  company  to  dispense  with 
their  iron  foundry,  and  they  are  using 
the  space  for  outlaying  the  machine 
shop.  President  Blakesley  is  working 
out  various  problems  for  the  improve- 
ment  of   the   company's   business. 


Die  Blocks 
Steel  Forgings 


First  Prize  awarded  at  the  Loui- 
siana Purchase  Exposition,  at  St. 
Louis,  for  our  TOOL  STEEL 
when  placed  in  competition  with 
the  best  makes  in  England  and 
Germany. 

Wriie  lor  Inionnatlon  and  Prices. 
Specify     Mclnnea    Tool     Steel     when 
ordering. 


McINNES 
STEEL   CO. 

CORRY,  PA. 

Agents 
SCHKOCK   &   SatnRES, 

291   Pearl   St.,    New   York. 

EOY   MACHTNEBY    CO., 

Minneapolis,    Minn. 


STANDARD    MECHANICAL    BOOKS 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.50 


IMPROVED  GLOBE  V.-\LVE. 


New  York  and 
Westinghouse  Air  Brakes 


Great  activity  on  railway  building  in 
Brazil  has  lately  developed,  a  much  to  be 
desired  change,  for  this  line  of  enterprise 
has  been  admost  paralized  for  years.  The 
extension  of  telephone  and  telegraph  lines 
is  also  going  on  very  actively. 


Improved  Valve. 
The  valve  which  we  here  illustrate 
wc  are  informed,  has  been  adopted  by 
a  number  of  leading  railroads  on  ac- 
count of  its  durability  and  efficiency. 
It  is  made  of  a  bronze  composition 
containing  a  high  percentage  of  cop- 
per and  tin  and  is  intended  to  stand 
long  and  severe  usage.     The  principal 


only  permit  the  steam  to  enter  gradu- 
ally. 

The  seat  13,  which  is  made  of  nickel, 
is  renewable,  and  can  be  removed  from 
the  valve  body  by  using  a  flat  bar  to 

engage   the  lugs   on   the   inside   of  the  

ring.     Attention   is   called   to   the   fact  —^  J  'D    '     4- 

that  the  seat  may  be  reground  a  num  Qlie  ThOUSailCl  rOIIlierS  fOf 
ber  of  times  before  it  is  necessary  to 
renew  it.  Not  only  is  the  seat  renew- 
able, but  all  of  the  other  wearing  parts, 
including  the  disc,  can  be  renewed 
when  necessary.  The  hub  is  securely 
held  to  the  body  by  means  of  a  union 
ring,  owing  to  which  it  is  impossible 
for  the  hub  and  body  to  become  cor- 
roded together,  as  the  thread  which 
holds  the  union  ring  to  the  body  is 
protected  at  all  times  from  the  action 
of  the  steam,  the  joint  being  made  be- 
tween the  flange  on  the  hub  and  the  QfJIppH^^  &WiNTBRS 
neck  of  the  body.  This  connection 
also  acts  as  a  tie  or  binder  in  screwing 


Price,  $1.50 


Machinists  and  Engineers 

Price,  $1.30 
All  book*  bound  In  line  clolk 


AGENTS  WANTED  ererywhere;  writ*  for 
terms  and  descriptive  clreulars.  Will  be 
sent  prepaid  to  any  address  apon  reettpt 
of   price. 
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Swift  and  True 


ARROW 


High-Speed 


TOOL 

STEEL 


For 

Railroad  Repair 
Shop  Work 

American  Selling  Agents 

JOHNA.CROWLEY&CO. 

120-122  Liberty  Street 
NEW  YORK 


ESTABLISHED    1884 

Sipe's 
Japan  Oil 


Is  superior  to  Linseed  Oil 
and  Dryers  for 

ALL  KINDS  Of  PAINTINO 

In    Daily  Use  by 

All  the  leading  Railroads 

In  the  United  States 


Manufactured   solely  by 

JAMES  B.  SIPf  &  (0. 

North  Side,  PITTSBURGH 


over  the  body,  and  tends  to  strengthen 
the  valve.  The  stuffing-box  can  be  re- 
packed under  pressure  when  the  valve 
is  wide  open,  as  a  shoulder  on  the 
stem,  directly  above  the  threads,  forms 
a  seat  beneath  the  stuffing-box. 

The  valve  is  guaranteed  for  working 
pressure  up  to  200  lbs.,  and  is  made  in 
globe,  angle  and  cross  patterns,  with 
screw  or  finger  ends. 

We  are  told  that  this  valve  is  be- 
ing used  by  the  Union  Pacific  for  use 
on  ash-pan  equipment.  Their  approval 
depended  largely  upon  the  valve's  dura- 
bility, a  feature  of  importance  when  used 
tor  this  purpose,  as  the  valves,  when  in 
use,  are  but  slightly  opened,  thereby  sub- 
jecting the  seating  surfaces  to  very  con- 
siderable wear  by  the  water  between  them. 

The  Lunkenheimer  Company,  of 
Cincinnati.  Ohio,  are  the  manufacturers 
of  this  improved  valve,  which  is  known 
by  the  trade  name  "Renewo,"  and  they 
state  that  they  are  willing  to  furnish 
samples  for  inspection.  They  have 
recently  issued  an  attractive  booklet 
thoroughly  describing  and  illustrating 
this  valve,  which  they  will  be  pleased 
to  send  it  to  any  one  interested,  and  who 
applies  to  them  for  a  copy. 


steel  and  structural  iron,  6,200  tons  of 
steel  shafting,  and  9,000  tons  of  coal. 
The  steam  boilers  have  a  capacity  of  1,500 
h.  p.,  and  the  steam  engines  1.500  h.  p., 
with  electric  generators  of  250  k.  w.  The 
steel  shop  in  which  the  Eureka  water 
softener  and  purifier  is  made,  has  a  ca- 
cacity  of  52  fully  equipped  machines  per 
annum.  There  are  annually  produced 
250,000  "Independence"  wood  split  pul- 
leys, 100,000  "Dodge  Standard"  iron  split 
pulleys,  90,000  solid  iron  pulleys,  95,000 
hangers,  150,000  bearings  of  all  types,  4,000 
friction  clutches  and  more  than  2,000,000 
lbs.  of  bearing  metal. 


Don't   Kick   Him. 


In  the  manufacture  of  machinery  for 
the  mechanical  transmission  of  power,  the 
Dodge  Manufacturing  Company,  of 
Alishawaka,  Ind.,  have  a  remarkably  large 
and  well  equipped  plant,  whose  buildings 


Among  the  many  good  things  said  in  the 
address  made  by  Mr.  Robert  Quayle  at 
the  opening  of  the  General  Foremen's 
Association  was : 

"You  go  to  your  shops  when  you  go 
home.  There  is  a  fellow  there  with  whom 
you  have  not  been  on  the  best  of  terms. 
He  has  done  something  you  did  not  like. 
We  are  prone  to  simply  give  that  fellow 
a  kick.  That  is  not  the  act  of  a  big  man; 
it  represents  a  small,  mean  spirit.  You 
make  yourself  smaller  every  time  you  do 
such  a  thing.  It  is  an  easy  thing  for  an 
official  to  throw  another  man  down,  but 
your  aim  in  life  should  be  to  lift  people  up. 
What  can  I  do  to  make  a  man  better? 
What  can  I  do  to  make  him  a  better  fac- 
tor in  the  niche  that  he  fills  in  life?  If 
somebody    has    knocked    him    down,    pick 
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cover  nearly  40  acres  in  a  60-acre  loca- 
tion on  the  Lake  Shore  &  Michigan 
Southern  Railway.  The  consumption  of 
raw  materials,  the  production  of  finished 
goods,  and  the  capacities  of  the  power 
and  mechanical  equipment,  are  evidence 
of  the  extensiveness  of  the  factory.  There 
is  annually  consumed  20,000  tons  of  pig 
iron,  7,000,000  ft.  of  lumber,  900  tons  of 


him  up  and  say :  'I  am  your  friend ;  what 
can  I  do  for  you  ?'  What  have  you  done  ? 
You  have  made  a  friend  of  that  man. 
From  that  moment  he  sits  up  nights  to 
work  for  you,  as  he  is  ready  to  work  every 
day  to  show  you  that  he  is  the  right  kind 
of  man.  Then  that  fellow  goes  out  and 
says  you  are  all  right.  He  is  heralding 
your  name  with  praise  everywhere." 
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One  Year  and 
Eleven  Months' 

SERVICE 

WITHOUT   REPACKING,   ON 

High-Pressure  Locomotives 


style  3O0  TV. 

A  throttle  failure  is  an  absolute 
impossibility     where     Cran- 
dall's  Throttle  Valve  pack- 
ing is  used. 


IT  WILL  NOT  BLOW  OUT 


Crandall  Packing  Co. 

FACTORY  AND  GENERAL  OFFICE 

PALMYRA,      -       NEW  YORK 

BRANCHES 

New  York  CleTeland 

13«  Liberty  St.  9  So.  Water  St. 

Chicago 

M   Weet   Washington   St. 


MICA 

Caboose  Lamp  CItimneys 

Save  50  per  cent. 

STORRS  MICA  CO., 

R.  R.  Dept.  OWECO,  N.  Y, 


Shop  Organization. 

At  the  General  Foremen's  convention 
Mr.  P.  F.  Flavin  said  :  "Many  of  the  rail- 
road systems  of  the  Northwest  have 
adopted  the  plan  of  calling  every  master 
mechanic  within  a  given  area  on  short  no- 
tice for  discussion  of  the  work  they  are 
doing.  They  do  that  to  test  the  organiza- 
tion of  the  men  left  behind.  When  a 
mechanical  official  cannot  absent  himself 
for  a  few  days  it  is  proof  positive  that 
something  is  wrong  with  the  organization 
he  leaves  behind." 


Patents. 

QEO.  P.  WHITTLESEY 


We  are  informed  that  Mr.  James  E. 
Ganson,  air  brake  instructor  on  the  Pitts- 
burgh. Cincinnati,  Chicago  &  St.  Louis, 
at  Columbus,  Ohio,  has  patented  a  track 
sander  (Patent  No.  933972).  In  this  de- 
vice air  is  blown  down  the  sand  pipes, 
the  sand  is  drawn  by  vacuum  through  an 
orifice  under  the  ordinary  hand  sand- 
valves  when  they  are  closed.  There  is  a 
small  deflector  plate  just  above  the  open- 
ing under  the  valves  and  a  14  in-  pip^ 
screwed  down  through  the  center  of  these 
plates,  and  leading  to  the  outside  sand 
box.  This  is  to  bring  free  atmospheric 
air  in  close  proximity  to  the  openings, 
thus  preventing  a  vacuum  or  partial  vac- 
uum from  forming  in  the  box  when  air  is 
drawn  from  it  by  the  ejectors  in  the 
sand  pipes. 

Anything  that  brings  railroad  employees 
into  close  intimacy  is  calculated  to  prQ- 
duce  more  efficient  and  harmonious  work, 
besides  contributing  to  the  pleasure  of  all 
concerned.  We  are  therefore  pleased  to 
learn  that  the  Wilmington  Veteran  Em- 
ployees' Association  has  been  formed.  It 
is  composed  of  employees  of  the  Maryland 
division  of  the  Pennsylvania  Railroad.  The 
purpose  of  the  organization  is  social  inter- 
course and  the  promotion  of  social  inter- 
course, and  friendly  relations  between 
people  engaged  in  the  same  occupa- 
tion. While  remaining  employees  of 
the  Maryland  division  of  the  Penn- 
sylvania all  are  eligible  for  member- 
ship. The  officers  are:  Mr.  J.  W. 
Agnew,  president:  Mr,  F.  T.  Briggs, 
vice-president ;  Mr.  F.  R.  Heaton,  secre- 
tary ;  Mr.  B.  Hygate,  treasurer.  Our  cor- 
respondent, Mr.  Frank  S.  Stone,  engine 
inspector,  Wilmington,  Del.,  is  an  active 
and  zealous  member. 


McOILL  BUILDINU 
Term*  Reasonable 


WASHINQTON,  D.  C. 
Pamphlel  SenI 


Work  is  about  to  be  begun  on  the 
Hudson  Bay  Railway.  Some  New  York 
financiers  have  interested  themselves  in 
the  matter.  The  road  will  start  from 
Churchill  and  run  directly  west  via  Atha- 
basca Lake  to  the  Pacific  through  Yellow- 
head  Pass,  .\nother  branch  will  run 
from  Churchill  in  a  southerly  direction  to 
Lake  Winnipeg.  As  soon  as  a  considera- 
ble portion  of  the  line  is  in  working  order 
the  White  Star  Steamship  Line  will  start 
a  regular  service  and  Churchill  on  Hud- 
son Bay  will  become  one  of  the  chief 
ports  of  traffic  in   the  Dominion 


"HOMESTEAD" 
VALVES 

Are  constructed  upon  mechanically  cor- 
rect principles — they  are  leak  proof  under 
steam,  air  or  hydraulic  pressures.  They 
are  practically  indestructible  because  the 
seats  are  protected  from  wear.  The  plug 
is  balanced  and  held  in  place  by  pressure 
when  open,  and  when  closed  it  is  locked 
on  the  seat  by  our  patent  wedging  cam. 
"Homestead"  Valves  are  the  quickest  acting, 
simplest,  most  easily  operated  and  longest 
lived  of  any  made. 

Homestead    Valves   are   opened   wide   and 
closed  tight  by  a  quarter  turn. 


LOCOMOTIVE  BLoW-OFF 
Write  for  catalogue  of  Homertead  Goods. 

HOMESTEAD  VALVE  M'F'G  CO. 

Brass  Founders    Works  at  Homestead.  Pa. 
P.    O.    Box  1754,  PITTSBURG,  PA  . 


TURNTABLES 

Philadelphia  Turntable  Co. 

PHILADELPHIA,  PA. 

CHICAGO:  ST.  LOUIS: 

Marquette  BIdg.    Commonwealth  Trust  Bldg, 


"WANTED 

.-\  man  as  general  foreman  and  assistant  to 
superintendent  with  a  large  locomotive  manu- 
facturing company,  in  the  Middle  West.  _Good 
meclianical,  executive  and  hustling  ability  a 
prime  necessity.  State  age  and  experience. 
Address  M.  C,  care  of  Railway  and  Loco- 
motive  Engineering, 


The  National  Railway  Devices  Com- 
pany, Chicago,  have  put  upon  the  market 
an  automatic  fire  door  opener  which  is 
greatly  valued  by  locomotive  firemen.  The 
pushing  of  the  releasing  spring  of  the 
door  causes  the  connections  of  a  floating 
piston  to  pull  open  the  door.  This  is  a 
cheap  aid  to  firemen  which  ought  to  be 
encouraged. 


Wlicn  people  have  been  exposed  to 
the  raw  heat-killing  weather  of  fall 
and  winter,  face  and  hands  demand 
comforting  treatment.  In  that  case 
nothing  is  quite  so  good  as  anointing 
with  1826  Farina  Cologne,  made  by  M. 
H.  Mullin.  744  Broadway,  New  York, 
and  sold  by  all  stores  handling  per- 
fumery. Insist  on  1826  Farina  Cologne, 
the  number  possessing  a  mystic  sig- 
nificance. 


RllU^XiveErineerins 
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Railroad  Pictures  from  India.  locomotives  at  present  in  service  is  miles.  During  the  days  of  the  Indian 
On  the  lending  railways  of  India  the  shown  in  Fig.  I,  which  represents  a  Mutiny  engines  of  the  "Fawn"  type 
practice  of  rebuilding  all  the  old  rolling  little  tank  engine,  "Fawn,"  belonging  were  used  to  haul  the  troop  trains  over 
stock  is  being  abandoned,  and  out-of  to  the  East  Indian  Railway  Company  the  line,  and  a  sister  engine,  the  "Ex- 
date  locomotives  and  cars  are  being  re-  and  built  for  them  by  the  old  firm  of  press,"  now  stands  on  a  pedestal  out- 
placed by  n\v  plant  of  modern  design  Slaughter,  Gunning  &  Co.,  at  Bristol,  side  the  Jamalpur  shops  of  the  East 
and   construction.      The    chief   r.iilways  in    1857;     it    is    No.    353    of   their    build.  Indian   Railway,  with  the  following  in- 


\  li  K  ii;i.\    I  1  i;.\ii.\L 

are  the  property  of  the  state,  but  are 
operated  by  different  companies  under 
guarantee,  the  expenditure  being  con- 
trolled by  a  government  department. 
At  present  there  are  upwards  of  28 
roads  under  construction. 

At  this  transition  stage,  the  Indian 
railways  offer  some  interesting  speci- 
mens of  early  types  of  equipment  as 
well  as  modern  stock.    One  of  the  oldest 


>   Ol'  Till.   (.Kl,.\l     l.\l)l.\.\    rK.\l.\SLI..\    K.\n 

Three  of  these  engines  were,  built  and 
named  "Multum  in  Parvo,"  "F^wn"  and 
"Snake."  They  had  cylinders  14  x  22 
ins.,  driving  wheels  6  ft.  6  ins.  in  di- 
ameter, and  the  leading  and  trailing 
wheels  4  fl.  ill  diameter.  Total  weight 
20  tons.  Locomotives  of  this  type  were 
used  on  the  railway  soon  after  it  was 
opened  between  Ilowrah  (Calcutta) 
and    Raneegange,    a    distance    of    125^ 


.W  .\^     A  I'    ll().MI!.\Y. 

scription  below  it:  "This  locomotive 
was  the  first  which  ran  on  the  East  In- 
dian Railway  between  Mowrah  and 
Raneegange  and  conveyed  troop  trains 
to  Raneegange  in  the  memorable  year 
of  1857,  was  placed  on  this  pedestal 
January  22,  1901,  as  a  fitting  memorial 
in  these  works  of  the  termination  of 
the  glorious  reign  of  our  beloved  Em- 
press  and   Queen,   Victoria   the   Good." 
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The     East    Indian    Railway    Company     ated  high  up  on  the  plains  which  fol-     little  railway,  originally  a  plaything  of 
now  operates  some  2,100  miles  of  track,     lows    the    ascent    of    the    Ghat    moun-     the   Prince   of  the   State,   now   extends 


and  one  of  the  locomotive  sheds  of  the 
road  appears  in   Fig.  2. 

When  we  come  to  the  principal  rail- 
way of  India,  of  which  Sir  Andrew   R. 


tains.  to  over  200  miles  of  track  and  carries 

The  locomotive  has  cylinders  21  x  26  an  enormous  number  of  passengers 
ins.  and  drivers  74  ins.  in  diameter,  and  tons  of  freight.  Freight  is  gen- 
bogie   wheels  42  ins.,   heating   surface   of     erally  handled  at  present  by  six-wheel 

connected  engines,  eight-wheel  coupled 
locomotives  are,  however,  on  order  and 
loads  are  to  be  increased.  The  stand- 
ard 16-ton  four-wheel  steel  car  will 
probably  have  to  give  way  to  40  or  50- 
ton  capacity  vehicles,  and  the  equip- 
ment with  automatic  brakes  is  in  con- 
templation, together  with  improved 
couplings. — A.  R.   B. 


FIG.    I.     EAST    INDIAN   R.-MLWAY   COMPANY'S   ENGINE   "FAWN.' 


Scoble  is  chairman,  we  find  much  of 
interest.  The  train  shown  in  Fig.  3 
is  one  of  the  suburban  trains  of  old 
stock  of  the  Great  Indian  Peninsular 
Railway  (known  as  the  G.  I.  P.)  en- 
tering the  yard.  The  handsome  Vic- 
toria terminus  is  illustrated  in  our 
frontispiece.  These  trains  (if  short 
four-wheel  compartment  carriages  are 
shortly  to  give  place  to  new  open  cars 
over  60  ft.  long,  running  on  trucks 
similar  to  the  general  American  type.  • 
These  have  been  designed  by  the  car 
superintendent,  Mr.  A.  M.  Bell,  and 
are  built  at  the  Parel  Works,  Bombay. 
In  Fig.  4  we  have  a  good  example  of 
a  main  line  train  of  four-wheel  car- 
riages entering  the  same  station;  while 
Fig.  5  represents  one  of  the  "crack" 
expresses  leaving  it.  The  sunshades, 
which  will  be  noticed  on  these  cars, 
are  being  abandoned  oh  the  newer 
equipment,  as  a  non-conducting  lining 
for  the  roof  has  been  substituted.  The 
six-coupled  lo-wheel  locomotive  shown 
heading  the  train  was  built  by  the 
North  British  Locomotive  Works  at 
Glasgow. 

To  give  some  idea  of  the  great  num- 
ber of  passengers  carried  by  trains  in 
India,  it  may  be  mentioned  that  this 
fine  express  train  can  accommodate  30 
first-class,  60  second-class,  and  no  less 
than  480  third-class  passengers,  the 
latter  being  nearly  all  natives,  who  ap- 
pear to  delight  in  herding  together  as 
close  as  they  possibly  can,  despite  the 
usual  sultry  state  of  the  Indian  climate. 
Poona,  the  point  to  which  these  trains 
run,  120  miles  distant,  is  a  large  soli- 
tary station  and   a  health   resort,   situ- 


boiler  1,770.2  sq.  ft.,  grate  area  30.75 
sq.  ft.  Working  pressure  180  lbs.  per 
sq.  in.  Weight  of  engine  and  tender 
loaded  224,000  lbs.  By  way  of  con- 
trast as  to  what  can  be  done  on  nar- 
raw  gauge  lines,  Fig.  6  illustrates  a 
very  similar  engine  one  on  the  Bengal 
North  Western  Railway,  a  narrow 
gauge    road.      There   are   two   principal 


Fast    Work    at    Winnipeg. 

The  men  of  the  locomotive  depart- 
ment of  the  Canadian  Pacific  shops  at 
Winnipeg,  Man.,  had  an  opportunity  to 
overhaul  and  make  general  repairs  to 
a  large  freight  engine  in  the  shortest 
possible  continuous  time.  The  repairs 
were  completed  in  57V2  hours,  count- 
ing to  the  beginning  of  the  trial  trip. 
Work  having  commenced  at  7  a.  m.  on 
Monday,  Oct.  11,  was  finished  at  4.30 
p.  m.,  Wednesday,  Oct.  13.  The  en- 
gine leaving  the  city  with  a  freight 
train  at  7.50  p.  m.  the  same  day.  No 
preparation  had  been  made  in  advance 
beyond  arranging  a  minimum  schedule 
for  the  employees'  guidance;  but  their 
efforts  were  such  tliat  they  beat  the 
schedule  by  over  50  per  cent. 

The  engine.  No.  712,  is  of  the  D-io 
class,  company's  classification,  having 
ten  wheels,  cylinders  21  by  28  ins.,  and 


FIG.   5.     IIM.  Oh     I  UK  G.   I.   P.   •TR.Xt.K"   K.XPKKSS  TUAINS. 


gauges  of  the  track  in  India,  viz.,  5  ft. 
6  ins.,  called  wide  gauge,  and  one 
metre,  or  3  ft.  3}i  ins.,  the  narrow. 
Other  gauges  exist,  and  Fig.  7  shows 
two  locomotives  of  the  Gwalior  State 
line    which    is    only   2-ft.    gauge.      This 


weighing  190,000  lbs.  The  total  weight 
of  engine  and  tender,  when  ready  for 
service,  being  315,000  lbs.  It  is  fitted 
with  a  Vaughan-Horsey  superheater, 
and  the  replacing  of  this  superheater 
after    the    tubes    were    completed    and 
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the  boiler  tested  consumed  about  ten 
hours,  after  the  rest  of  the  work  was 
finished,  so  that  the  engine  would  have 
been  ready  for  service  ten  hours  earlier 
had  it  been  of  the  ordinary  type  using 
saturated  steam. 

The    engine    was    given    a    thorough 


Remained   Quite    Stationary.  "Gh,  just  the  same  as  usual.     I  still  get 

I    heard   of   a   chap    who    workea    in   a      $5   a   week. for  dusting  shelves." 
hardware    store    for    five    years,    and    in  "For   dusting   shelves?     You   mean   for 


M(..    4-       .MA  I A     l.iM-,     lk-■^l.^     '  ..     i.     l". 

overhauling  in  every  particular,  and  all 
alterations  and  improvements  were 
made  in  accordance  with  regular  in- 
structions, nothing  being  neglected.  -A 
large  amount  of  new  material  was  ma- 
chined up  and  applied,  such  as  new- 
sets  of  driving  tires,  driving  box 
brasses,  driving  bo.\  liners,  shoes  and 
wedges.  Main  and  side  rod  brasses. 
motion  pins  and  bushes,  piston  and 
valve  rings,  piston  head  and  ashpan. 
The  244  2-in.  and  22  5-in.  tubes  (the 
latter  being  used  in  connection  with 
the  superheater),  were  removed  and  re- 
placed; the  boiler  was  carefully  scaled 
and  washed  while  they  were  out;  the 
tube  holes  being  also  reemed.  A  new 
form  of  duplex  boiler  check  and  bell 
stand  was  also  applied  to  the  top  of 
boiler,  which  necessitated  new  dis- 
charge pipes. 

Altogether   it    was   a   very    creditable 
piece   of  work,   and   Mr.   S.   J.    Hunger- 


FIG. 


LOCOMCiTUE    SUED    AT    ni.\JII-\,    INDI.\. 


that   time   he  never   learned   a   thing   nor 
had   his   pay   increased,   says   a   writer   in 


Fin.   6.  SI.X   COUPLED   ENGINE   AND 
TRAIN,  BENGAL  NORTHWESTERN. 

the    Ap/Tciitice    Bulletin.      He    was    em- 
ploye<l   first   to   dust   shelves.      He   prided 


reading  a  hardware  catalogue,  don't 
you  ?" 

"No,  I  don't;  I  mean  just  what  I  said. 
In  all  the  five  years  I've  worked  her  I 
never  saw  a  catalogue. 

"Well,  then,  open  your  eyes.  Some 
people  never  learn  more  because  they 
never  see  more  to  learn.  Those  shelves 
you  dust  are  your  catalogue.  What  are 
those  things  I  see  there  in  those  long 
boxes?" 

"Those  are   ship  augers." 

"What   are   they   for?'' 

"I   don't  know." 

"How  much   are  they?" 

"I  don't  know ;  they  never  tell  a  fel- 
low a  thing.'' 

"Whose  make  are  they?" 

"I   don't  know." 

"What  sizes  have  you?" 

"Well,  the  box  says  they  are  made  in 


FIG. 


ENGINES      OF      THE      GALIOR 
LIGHT    RAILWAY. 
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ford,  superintendent  of  shops,  and  Mr. 
R.  R.  Neild,  general  foreman,  are  to  be 
congratulated  on  the  loyalty  and  abil- 
ity of  the  men  under  them.  Mr.  R. 
Wilkinson   was  in   charge  of  the   work. 


sixteenths,   but   I   don't   know   what   sizes 
we've  got." 

"No   wonder   you   get   but   $5   a   week. 
You  don't  deserve  any  more.     With  your 
himself  on  being  a  good  duster.     He  was      five    years'    experience   you    should    be    a 
— that's  why  he  was  kept  at  it— he  never      well  informed  hardware  man." 
learned  to  do  anything  else.  "That's   so.      I   never   thought   of   that. 

.\  friend  dropped  in  one  day  and  said:       Do  you   suppose   I   could   learn   anything 
"Well,  how  are  you  getting  along?"  now?" 
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Traveling  Engineers*  Convention  at  Denver 


{Continued    from    page    496.) 

HANDLE    ENGINES     PROPERLY. 

Mr.  Harry  Bentlcy,  of  the  C,  R.  I. 
&  P.  said:  I  contend  that  the  economy 
of  a  locomotive  depends  entirely  upon 
three  factors.  First,  the  amount  of 
steam  used;  second,  the  manner  in 
which  it  is  used;  third,  never  pump 
your  machine  when  steam  is  shut  ofT. 
Of  course  you  say,  how  are  you  going 
to  get  around  that?  I  will  show  you. 
Upon  the  amount  of  steam  used  and 
the  manner  in  which  it  is  used,  depends 
the  economy  of  your  machine.  We 
have  to  overcome  great  waste  in  the 
overloading  of  tanks.  I  have  had  more 
troubles  than  a  fly  in  a  tar  bucket  try- 
ing to  keep  men  from  overloading  the 
tanks  but  we  are  getting  results.  We 
are  saving  fuel  that  way. 


VOLUME    OF    STEAM    USED. 

A  similar  meeting  to  this  I  hold  every 
month  with  my  engineers.     I  have  got 
them  sufficiently  interested  so  that  they 
go  along  the   lines   that   I   lay  out  for 
them.     We  are  always  speaking  of  edu- 
cating  the    fireman;    of    course    that   is 
necessary.     But,  gentlemen,  did  it  ever 
occur  to  you  to  keep  your  eye  on  the 
man  on  the  right  hand  side?     Just  be- 
cause   he    is    a    Brotherhood    engineer, 
is   he    infallible?      He   is   just   as   likely 
to    make    mistakes    as    before.       Keep 
your  eye   on   him  also.      I   instruct   our 
men    that    economy    is    this:    hook    her 
back  or  hook  her  up  as  far  as  consist- 
ent  with   doing  the  work,   I  don't  care 
how    far    you    hook    her    up.      For    in- 
stance, a   man  gets  her  up   six  inches. 
What  is  the  result?     At  six  inches  he 
uses    approximately    three-tenths    of    a 
(lound  of  steam.     Now,  in  making  one 
revolution     she    will     take    four    times 
three-tenths,  which,  of  course,  is  twelve 
tenths,    which    is    one    and    two-tenths. 
She    makes    in    one    mile    320    revolu- 
tions;   consequently   we   use   320  times 
six-tenths,  which  is  how  much?     When 
he   hooks   her   up   as   far  as   consistent 
with  doing  the  work,  that  is  where  he 
is  doing  the  most  economical  work,  he 
should  use  a  wide  open  throttle.     When 
I  speak  of  a  wide  open  throttle  I  mean 
the   square  of  the  valve.     It  is  useless 
to  pull  the  tail  out  to  the  tank,  but  open 
her  up   to  the  tail   of  the  valve.     The 
result  is  you  approximate  as  nearly  as 
possible    to    the    boiler    pressure.      Of 
course,  you  say  you  cannot  handle  all 
your  trains  at  six  inches.     I  don't  care 
where  you  put  her.     Put  her  at   eight 
inches.      At    eight    inches    with    a    full 
throttle  what  is  the  result? 

FIRING    BY    TELEGRAPH    POLES. 

I   have   got  my   firemen   so   fully   in- 
terested  that  they  count   the  telegraph 


poles  that  they  run  between  fires.  We 
ran  twenty-six,  twenty-seven  and  thirty 
poles  between  fires.  We  are  making 
thirty  miles  an  hour.  I  said,  "Now,  put 
her  in  the  ten-inch  notch  and  restrict 
your  throttle  so  that  she  will  do  the 
same  work."  The  result  instantly  made 
itself  manifest.  For  the  next  fifteen 
miles  we  only  made  appro.ximately  one- 
half  as  many  telegraph  poles  between 
each  firing  as  we  did  before.  So  I  still 
contend  that  economy  depends  upon 
the  quantity  of  steam  used  and  the 
manner  in  which  it  is  used. 

CAREFUL  BOILER  FEEDING. 

Another    thing,    instruct    your    men; 
under    no    consideration    to    pump    the 
machine  when   she  is  not  using  steam. 
I    think    one    of    the    presiding    officers 
was  on  the  train  with  me  recently  and 
we  stopped  but  one  minute  for  a  sema- 
phore.     The    rule    is    when    the    signal 
is   against  us   we   stop   one   minute   and 
proceed       On    this    occasion    we    had    a 
train  of  approximately  450  tons,  it  was 
our   regular   Mountain    Flyer.     The   in- 
jector was  working  that  minute.     What 
was    the    result?      The    indicator    went 
back.     I  said,  shut  her  off.     While  he 
had   that   injector   working   but   a   min- 
ute   he    injected    probably    seventy-five 
gallons  of  water  into  the  boiler.     The 
injector    at    the    very   best    will    inject, 
water  at  about  143  degs.,  the  temperature 
of  water  at  200  lbs.  pressure  is  381   degs. 
Now,  then,  the  moment  he  pulled  out 
what    made    that    boiler    pressure    go 
back?     It  was  because  of  that  seventy- 
five  gallons  of  water,  it  had  cooled  her 
off.      If    you    will    instruct    your    men 
along  that  line  the   result  will  be  that 
you  will  gain  a  great  deal  of  economy 
in  fuel,  because  that  fireman  fired  for  a 
number   of   miles   to   restore   that   heat. 
The    amount    of    coal    he    put    in    then 
would  have  taken  him   fifteen   miles  if 
the   engineer  had  shut  his  injector  ofif. 
I  know  just  as  well  as  you  do  that  you 
can  not  always  wait  to  put  the  water 
in,    but    you   can    make   this    provision. 
You  have  got  the  water  glass  there  to 
show  what  is  going  on.     The  moment 
it   becomes   necessary   to   put   water  in 
let  him  meet  the  conditions  by  putting 
the  blower  on,  then  screw  the  injector 
down    as    fine    as    he    possibly    can    and 
then  he  will  drop  as  nearly  as  possible 
a  uniform  temperature  between  the  top 
and    bottom    of   the    boiler.      Now,    re- 
member, if  you  have   got  your  boiler 
278    degs.    above,    yet    you    are    putting 
cold  water  in  it.     The  specific  gravity 
falls   and   the   water    falls   to   the    leg   of 
the  boiler.     Incidentally  it   will   go  up 
in  the  flues.    The  flues  loosen  up.  Now, 
then,  if  you  will  go  to  work  and  create 
motion    in    that    water    when    you    get 


ready  to  pull  out  you  won't  have  hot 
water  round  the  flues.  My  meetings 
have  borne  fruit  to  some  extent  and  I 
keep  punching  at  them. 

LOSING    COAL   OFF   THE  TENDER. 

AnA  when  it  comes  to  other  econ- 
omies: Now,  for  instance,  Mr.  Roesch 
brought  the  point  out  very  forcibly 
that  we  lose  more  coal  going  down 
one  of  our  long  grades  than  we  are 
able  to  save  over  the  division  on  ac- 
count of  the  long  drawbars.  Conse- 
quently I  advocate  keeping  our  draw- 
bars short.  We  have  even  gone  so 
far  that  I  have  supplied  my  men  with 
plates  to  put  in  behind  the  wedge  to 
keep   it  up  as   far  as  possible. 


BOILER    WASHING. 

At  my  meetings  I  requested  my  boil- 
er washer  to  be  present,  showing  him 
what  it   meant  if  the   slightest   amount 
of    mud    was    present    and    what    took 
place.    We  were  talking  a  few  moments 
ago   of   what   a  slight   scale   would   do. 
It  will  increase  fuel  consumption  enor- 
mously,   but    what    will    it    mean    to    a 
sheet  when  we  have  a  lot  of  mud  there? 
Are    you    gentlemen    aware    what    the 
difference    is    between    a    sheet   that    is 
right  in   your  fire  and  a   sheet  that  is 
against    the   atmosphere,   when   *he   at- 
mosphere   in    the    firebox    is    2,300    or 
2,500   degs.?      If    your   sheet   is   clean    I 
will    guarantee    there   is   not   forty    de- 
grees difference  between  the  sheet  that 
is  right  in  the  fire  and  one  in  the  atmos- 
phere,   but    the    moment    you    have    a 
slight  amount  of  mud  there  the  diflfer- 
ence    is    enormous;    it    will    run    up    to 
where    it    almost    spoils    the    steel.      It 
pulls    in,    and    the    steel    is    practically 
burning;   it  becomes   red  hot.     So  you 
see  on  account  of  the  water  being  un- 
able   to    get    near    that    sheet    it    heats 
to  a  great  degree.     There  is   an   abso- 
lute necessity  to  have  the  boiler  clean, 
.and   if   you   hold   these   meetings   have 
the    men    in    your    roundhouse    attend 
them   just   as   much   as   your   engineers 
and  firemen. 

SAVING   BY    SHOVELFULS. 

Mr.  Roesch  broached  the  subject  of 
saving  one  shovelful  out  of  100,  or  per- 
haps two.  When  I  put  that  to  my  men 
they  asked  me  whether  I  asked  them 
to  count  the  shovelfuls  over  the  divi- 
sion. I  said,  "Boys,  I  expect  you  to 
render  the  very  best  service  you  can 
to  the  company."  I  have  a  great  many 
records  of  recent  tests  where  we  pulled 
1,310  tons  on  620  shovelfuls  thirty-five 
miles.  Well,  it  showed  the  man  was 
willing  to  enter  into  this  method  of 
ascertaining  whether  he  could  econ- 
omize or  not.  Now.  perhaps  when  he 
goes  out  with  a  train  of  approximately 
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the  same  tonnage,  he  can  save  a  few 
shovelfuls  on  that.  He  will  let  me 
know.  Those  are  my  instructions  to 
him.  When  you  can  get  your  men  in- 
terested sufficiently  to  work  along 
these  lines  you  will  get  results.  So  I 
say  while  we  are  up  here  and  find 
perhaps  loi  methods  of  saving,  it  is 
upon  you,  gentlemen,  to  put  it  into 
eflfect  among  your  men.  That  will  be 
a  little  difficult  for  you  at  first. 

METHODS   OF   FIRING. 

I  instructed  them  along  a  line,  I 
would  not  term  it  bank"  firing,  it  is  not 
bank  firing.  Some  people  might  object 
to  it  but  I  did  get  results.  I  instruct- 
ed the  men  when  they  get  the  fire 
level,  good  and  solid  to  alternate  in 
their  firing,  and  I  restricted  them  to 
anywhere  from  four  to  five  shovelfuls 
to  the  fire.  For  instance,  you  put  five 
or  six  shovelfuls  on  this  side,  next  on 
the  back,  then  on  the  other  side.  What 
I  aimed  at  was  to  fire  alternately  to 
one  side  and  the  other  across  the  rear. 
When  you  fire  an  engine  in  that  man- 
ner the  hydrocarbons,  as  they  are  lib- 
erated will  pass  over  this  incandescent 
surface  and  ignite.  As  Mr.  Roesch  and 
others  have  brought  out,  a  pound  of 
carbon  gives  you  14.500  British  ther- 
mal units.  That  is  all  right,  providing 
you  have  the  coal  that  contains  the 
carbon.  Up  to  a  recent  date  I  had 
a  very  serious  condition  to  contend 
with,  namely,  that  I  had  from  ten  to 
twelve  kinds  of  fuel;  but  through  the 
assistance  of  our  fuel  clerk  the  condi- 
tions are  becoming  more  uniform  in 
that  direction,  so  much  so  that  I  have 
been  able  to  increase  on  our  engines' 
nozzles. 

FEED  WATER    HE.\TED. 

Mr.  John  McManamy,  of  the  Pere 
Marquette,  continuing  the  discussion, 
said:  I  want  to  say  just  one  word  in 
regard  to  the  statement  made  by  Mr. 
Roesch  a  few  moments  ago  relative  to 
statistics.  He  was  figuring  up  where 
the  statement  had  been  made  that  there 
was  a  20  per  cent,  saving  by  the  feed- 
water  heater.  I  believe  Mr.  Roesch  in 
his  enthusiasm  overshot  the  mark  on 
that.  The  statement  made  on  that  was 
that  by  raising  the  temperature  of  the 
feed  water  fifty  degrees  we  save  as 
much  heat  as  is  contained  in  421  lbs. 
of  pure  carbon,  each  100  miles.  If  that 
would  be  20  per  cent,  the  other  80  per 
cent.,  and  including  this  20  per  cent., 
would  be  1,605  lbs.  of  carbon  for  100 
miles,  or  133  miles  per  ton  of  coal. 
Then  in  figuring  up  what  he  was  doing 
on  his  road,  showing  the  swing  that 
was  made  going  down  one  way  with 
the  loads  and  going  up  the  other  way 
with  the  empties,  he  referred  to  the 
performance  sheet,  and  I  hope  he  won't 
think  I  am  unkind  if  I  ask  him  if  these 
are  any  different  kind  of  st.itistics  than 


the  others.  That  is  a  statistical  state- 
ment just  the  same  as  the  other,  and  I 
believe  one  kind  of  statistics  just  about 
the  same  as  another. 

SPRE.\D   THE   TELEGR.\PH    POLES. 

I  believe  Mr.  Bentley  has  accom- 
plished a  great  deal  on  the  Rock  Island 
Railway  in  educating  his  men  up  in  the 
way  he  has  done.  There  was  a  new 
idea  occurred  to  me  during  Mr.  Bent- 
ley's  talk.  He  states  that  on  the  Rock 
Island  Railway  he  has  men  educated 
so  that  they  are  counting  the  telegraph 
poles  and  putting  in  a  fire  as  they  pass 
the  telegraph  pole.  Now,  would  it  not 
be  an  excellent  idea  to  advocate  that 
when  we  have  got  the  men  counting 
the  telegraph  poles,  after  we  have  them 
educated  up  to  that  degree,  we  then 
prevail  upon  our  companies  to  space 
the  telegraph  poles  further  apart?  (Ap- 
plause and  laughter.) 

W.\NTS    CO.^L    WEIGHED. 

Mr.  L.  B.  Hart,  of  the  Baltimore  & 
Ohio,  said:  I  do  not  think  any  one 
will  deny  that  this  is  a  matter  of  edu- 
cation and  a  matter  of  education  which 
cuts  a  considerable  figure,  and  I  would 
like  to  say  this  for  the  engineers  and 
firemen,  that  the  matter  of  educating 
the  engineers  and  firemen  I  think 
would  be  considerably  simplified  if  they 
only  knew  that  the  company,  the  road 
foreman  of  engines  and  everybody  else 
concerned,  knew  how  much  coal  was 
put  on  the  tank  and  knew  how  much 
was  consumed.  That  is,  I  think  the 
coal  should  be  weighed,  and  I  think 
it  would  pay  to  weigh  the  coal  and 
then  it  would  eliminate  any  possibility 
of  sharp  practice  on  the  part  of  any 
one  that  was  unscrupulous,  be  it  engi- 
neer, fireman  or  coal  chute  man,  and 
then  the  man  would  get  the  credit  that 
was  entitled  to  it. 

Mr.  C.  E.  Rush,  of  the  Lake  Shore, 
said:  About  weighing  the  coal?  From 
our  experience  in  fuel  economy  or  get- 
ting at  the  actual  amount  of  coal 
burned,  we  find  it  necessary  to  pro  rate 
all  loss  in  coal  on  the  engines  at  that 
point.  Coal  is  delivered  to  them  at  the 
miner's  weight.  Coal  lost  en  route, 
stolen,  etc.,  is  charged  to  the  engine  as 
actually  burned.  This,  of  course,  is  a 
loss  that  should  be  stopped.  The  com- 
pany is  paying  for  that  coal,  the  en- 
ginemen  are  charged  with  using  it  and 
it   forms   quite  an  item. 

MISI.E.\DING     ENGINE     TESTS. 

In  regard  to  the  tests.  Referring  to 
Mr.  Roesch's  statement  in  regard  to 
statistics  I  agree  with  him  to  this  ex- 
tent: Most  of  the  tests  that  have  been 
made  in  years  past  on  railroads  have 
been  with  an  engine  in  perfect  condi- 
tion. They  have  picked  the  engineer 
and  the  fireman.  They  have  picked 
the  tonnage  of  the  train.    The  tr.niii  dis- 


patchers everyone  were  notified  that 
those  were  test  trains  and  they  would 
have  to  expedite  their  movements.  The 
result  was  that  when  one  got  through 
with  the  test  there  was  but  little  in- 
formation. You  have  not  dealt  with 
the  daily  conditions  on  the  road.  You 
have  not  measured  your  men  by  the 
general  class  that  you  have.  You  do 
not  have  all  100  per  cent.  men.  They 
will  range,  we  will  say,  from  50  to  100. 
You  have  got  to  operate  your  trains 
and  engines  with  the  men  that  you 
have.  Of  course,  any  system  of  educa- 
tion which  betters  their  information  is 
of  advantage  in  the  saving  of  fuel  and 
handling  of  trains. 

TRAINING    OF    FIREMEN — EFFICIENCY    CARDS. 

We  found  that  the  time  with  the 
fireman  is  right  at  the  beginning.  We 
begin  at  the  start  and  let  them  under- 
stand what  we  expect  of  them,  and  if 
their  efficiency  is  not  a  fair  comparison 
with  the  average,  why  then  they  are 
dropped  from  the  service.  We  have 
efficiency  cards,  which  are  kept  and 
issued  every  six  months  from  the  road 
foreman's  office.  W'e  also  have  a  coal  • 
report,  or  what  is  a  performance  sheet, 
made  out  by  the  engineer  and  filled  in 
by  the  engineer  at  the  expiration  of  the 
trip.  We  are  doing  that  now  on  the 
fast  freights  and  intend  eventually  to 
carry  it  into  slow  freight  service.  It 
shows  the  engine  number,  the  amount 
of  coal  burned,  the  tonnage  of  the  train, 
or  the  number  of  cars,  at  least,  where 
the  tonnage  cannot  be  obtained,  and 
whether  the  fireman  fires  heavy  or 
light,  and  what  the  engineer's  view  of 
his  performance  is.  That  is  shown  on 
each  of  these  reports. 

Our  firemen  get  off  on  one  portion 
of  the  division  and  the  engineers  run 
through.  For  that  reason  each  engi- 
neer has  two  firemen,  and  engineers 
seldom  have  the  same  fireman  two  suc- 
cessive trips  over  any  portion  of  the 
division,  and  they  see  all  the  different 
firemen  and  they  are  able  to  pronounce 
to  a  great  extent  on  their  capacity. 
That  helps  the  road  foreman  in  pro- 
nouncing on  the  efficiency  or  ability  of 
the  firemen.  Of  course  this  efficiency 
card  goes  into  a  whole  lot  of  other 
details  that  help  to  make  good  fire- 
men, such  as  the  matter  of  reporting 
promptly  and  regularly,  concerning 
their  habits  and  their  not  laying  off 
promiscuously,  and  all  such  things;  but 
the  principal  feature  wc  are  speaking 
of  now  is  with  reference  to  Ihcir  per- 
formance as  firemen. 

When  they  come  to  their  first  exam- 
ination we  show  them  by  the  perform- 
ance sheet,  that  is  as  near  as  wc  come 
to  statistics,  what  the  preceding  class 
of  firemen  did  before  them  and  what 
they  arc  doing,  and  we  hold  them  up 
in  comparison  with  the  former  class  of 
fireman    that    are    in    that    service    that 
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ire  advanced  from  time  to  time.  That 
gives  them  an  understanding  of  what 
they  are  doing.  We  also  show  to  them 
at  the  same  time  that  their  perform- 
ance will  be  watched,  and  if  it  falls 
Ear  below  on  their  efficiency  card  they 
are  called  in  and  notified  of  the  fact. 
If  they  do  not  improve  they  may  ex- 
pect  to   be   dropped   from   the   service. 

We  have  followed  up  that  system, 
and  in  addition  to  that  we  are  now  ar- 
ranging to  hold  meetings  at  different 
points  on  the  road  to  reach  our  fire- 
men and  endeavoring  as  far  as  possi- 
ble to  educate  them  in  what  they  should 
know.  However,  our  experience  is  if 
you  go  into  scientific  problems  with 
the  average  fireman  or  engineer  you 
are  going  to  get  him  confused,  and, 
as  a  rule,  you  do  not  get  much  from 
him.  You  can  tell  him  a  whole  lot  of 
things  that  happen,  but  the  question 
as  to  whether  he  can  apply  those  things 
or  not  is  doubtful. 

We  used  to  run  tests  as  I  have  just 
described,  that  is,  we  picked  the  en- 
gine and  the  man  and  the  train  and  all 
that.  Now  we  run  our  tests  right  along 
as  in  actual  service.  We  do  not  pick 
the  engine;  we  take  whatever  engine 
is  there.  We  take  whatever  man  stands 
to  go,  and  whatever  train  the  yard  mas- 
ter sees  fit  to  put  on,  and  we  measure 
them,  one  train  with  another,  from 
day  to  day,  and  we  find  that  we  get 
more  satisfactory  results,  nearer  what 
the  actual  conditions  are,  and  it  gives 
us   a   great   deal   better   information. 

EFFECT    OF   RAPID    TRANSIT. 

Another  thing  that  the  gentleman 
referred  to  was  rapid  transit.  We  have 
found  in  our  experience  that  in  figur- 
ing the  tonnage  of  trains  and  coal  con- 
sumed per  i,ooo-ton  mile,  we  did  not 
go  far  enough  with  it.  We  found  it 
was  necessary  in  order  to  get  accurate 
results  to  carry  it  into  ton  miles  per 
hour.  If  a  train  hauls  a  train  of  1,000 
tons  a  given  distance  in  two  hours  and 
the  next  day  they  are  required  to  haul 
the  same  tonnage  the  same  distance 
in  an  hour,  it  makes  a  considerable 
diflference  in  fuel  performance,  and  we 
find  if  we  carry  those  figures  into  ton 
miles  per  hour  we  get  an  altogether 
differeiit  kind  of  figures  in  comparison 
than  in  ton  miles.  They  used  to  carry 
it  into  engine  miles,  that  was  as  far 
as  they  went;  then  into  ton  miles.  Now 
we  carry  it  into  ton  miles  per  hour 
and  we  find  we  get  an  altogether  dif- 
ferent set  of  figures  and  really  more 
satisfactory  figures  in  the  performance 
of  the  engine. 

SAVING  FROM   WASTE. 

We  have  found  we  get  better  re- 
sults in  saving  the  fuel  that  is  other- 
wise wasted,  actually  wasted,  a  really 
more  important  quantity,  than  can  be 
measured    by    any    other    method    that 


can  be  mentioned,  such  as  changing 
the  front  end  or  anything  else.  Of 
course,  we  all  know  on  a  railroad  the 
better  condition  the  cars  and  engines 
are  in,  the  better  condition  the  boilers 
are  in,  the  frequent  changing  of  flues, 
have  all  to  do  with  economy;  but  when 
it  comes  to  comparing  any  of  those 
things  with  the  fuel  wasted  on  a  rail- 
road it  is  almost  nothing. 

WHERE    THEY    WEIGH    THE   COAL. 

Mr.  Busby,  of  the  A.,  T.  &  S.  F., 
said:  I  am  situated  on  the  low  grade 
line  to  California  of  the  Santa  Fe,  and 
on  that  line  we  have  coal  chutes,  and 
weigh  all  the  coal  that  is  put  on  the 
locomotive,  so  that  we  know  exactly 
what  they  get.  We  see  that  none  of 
the  tanks  are  overloaded.  We  do  not 
waste  any  there.  We  very  closely 
watch  the  handling  of  the  locomotive 
by  the  engineers.  We  watch  the  fire- 
men very  closely.  We  keep,  I  believe, 
as  good  a  record  on  the  coal  business 
as  any  railroad  in  the  United  States, 
or  in  the  world,  as  far  as  that  is  con- 
cerned, and  when  we  find  an  engineer 
or  a  fireman  whose  record  is  poor,  or 
below  the  average,  we  go  to  him  and 
talk  to  him,  and  we  talk  nicely  and 
pleasantly  to  him,  and  if  he  lays  the 
trouble  to  his  locomotive  then  we  go  to 
the  engine  and  we  ride  on  the  engine 
with  him,  and  see  where  the  trouble 
is.  If  it  is  in  the  engine  we  rectify  it. 
If  it  is  in  the  man  we  talk  to  him  again, 
and,  so  to  speak,  straighten  him  out. 

S.WING    COAL   IS    A    COMBINATION. 

There  are  a  great  many  ways  of  sav- 
ing coal  and  we  have  made  a  great 
saving  in  coal  by  following  up  this 
method.  Saving  coal  is  a  combination 
of  everything.  If  you  find  your  engine 
packing  rings  are  blowing  have  them 
removed.  If  it  is  the  packing  of  your 
valve  have  that  fixed.  If  your  steam 
pipes  are  blowing  get  right  after  them. 
Do  not  depend  entirely  on  the  engineer 
to  go  to  the  work  book  to  have  it  done, 
but  you  go  right  into  your  master  me- 
chanic and  tell  him  that  the  engine  is 
wasting  fuel,  and  see  how  quick  he  will 
take  hold  of  the  matter.  I  do  not  in- 
tend to  give  a  long  talk,  but  that  is  our 
method  of  handling  the  coal  business 
and  it  is  a  great  saving. 

BELIEVE     IN     SINCLAIR'S     ARTICLES. 

I  want  Dr.  Sinclair  to  understancf 
that  we  read  his  articles  on  smoke  a 
good  many  years  ago  and  have  not 
forgotten  them.  We  have  been  fol- 
lowing that  matter  up  right  along.  We 
talk  to  our  men  about  smoke.  We  don't 
want  it.  We  want  to  burn  it  up.  We 
want  Dr.  Sinclair  to  understand  that 
on  our  line  we  are  still  with  him  on 
that  proposition. 

KEEP     ENGINE    IN    GOOD    ORDER. 

Mr.   Miller:      I   do   not  think   we,  as 


traveling  engineers,  can  accomplish 
more  in  the  direction  of  saving  fuel 
than  to  follow  up  the  locomotives  in 
the  line  of  having  repairs  made,  such 
as  leaking  steam  pipes,  or  to  hunt  the 
trouble  up  when  the  engine  is  failing 
for  steam.  We  haven't  a  great  deal 
of  trouble  with  engines  failing  for 
steam  on  our  railroad,  for  the  reason 
that  we  get  good  fuel.  We  run  Pitts- 
burgh gas  coal  one  direction,  eastward, 
and  coming  west  we  burn  what  is 
known  in  our  country  as  Somerset 
smokeless  coal.  There  is  such  a  vast 
difference  in  the  two  fuels  that  we  have 
to  strike  a  medium  on  the  exhaust. 
Going  east  we  could  run  a  five-and-a- 
half-inch  nozzle  in  our  large  consolida- 
tion engines,  but  on  account  of  the 
quality  of  the  fuel  used  coming  west 
we  are  compelled  to  reduce  the  nozzle 
to  such  an  extent  that  we  can  have 
steam  both  ways.  I  believe,  too,  that 
we,  as  road  foremen  of  engines,  can 
do  a  great  deal  in  looking  after  the 
firemen.  I  have  had  some  experience 
in  disciplining  firemen  on  my  division 
when  they  failed.  I  have  taken  them 
off  after  runs  and  made  them  ride  with 
a  fireman  that  I  knew  was  a  coal  saver 
and  fired  with  a  light  fire,  and  I  found 
that  it  did  more  good  than  to  give  them 
ten  or  fifteen  days  lay  off. 
{To  be  continued.) 


Proposed  Electrification. 

Press  despatches  from  Chicago  state 
that  the  officers  of  the  Illinois  Central 
Railroad  have  come  to  the  conclusion 
that  the  cost  of  electrification  in  con- 
nection with  their  suburban  business  is 
prohibitive  and  have  so  informed  the 
authorities  of  the  city  of  Chicago.  The 
railroad's  view  of  the  case  was  pre- 
sented to  the  Health  Commissioner  and 
the  members  of  the  City  Council  at  a 
conference  with  Mr.  Harahan,  who 
made  Iiis  position  clear  by  stating  that 
he  believed  the  cost  of  the  improve- 
ments to  be  greater  than  the  company 
would  be  warranted  in  making.  As 
stated  to  the  conferees,  President  Hara- 
han proposes  to  report  to  the  stock- 
holders that  the  electrification  of  the 
company's  suburban  lines  will  mean  a 
reduction  in  their  dividends,  probably 
of  2  per  cent. 


The  East  Pittsburgh  shops  of  the  West- 
inghouse  Electric  &  Manufacturing  Com- 
p?ny  are  beginning  work  on  a  very  heavy 
order  for  railroad  motors  for  the  Long 
Island  Railroad,  which  represent  almost 
a  million  dollars.  This  calls  for  260 
motors  of  200  h.p.  each,  which  will  be 
used  to  equip  some  part  of  the  cars  on 
the  Long  Island  system.  This  order  is 
owing  to  the  extension  which  the  Penn- 
sylvania Railroad  people  are  now  making 
at  terminals  and  tunnels  under  the  North 
and  East  Rivers  at  New  York. 
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General  Correspondence 


Some  More  U.  P.  Engines.  of  witnessing  a  number  of  tests  made 
Editor :  with  this  signal  alongside  of  the  stand- 
Being  .very  much  interested  in  the  Union  ard  red,  green  and  white  lights  by  night 
Pacific  engines  illustrated  in  the  August  and  the  standard  semaphore  arm  by  day- 
number,  I  am  enclosing  you  two  photo-  light  and  strongly  recommend  the  World 
graphs   of   engine   737,   a   diamond   stack,  signal   as    being    far   more   practical   than 


UNION    PACIFIC   ENGINE    NO.    S41,    PHOTOGR.VPHED    NE.\R    E\".\XST(TX.    WYO. 


and  engine  841,  equipped  with  a  straight 
stack,  thinking  they  might  interest  some 
of  the  Union  Pacific  readers. 

These  photographs  were  taken  near 
Evanston,  Wyo.,  in  1902,  but  do  not  know 
whether  they  are  Baldwins  or  Grants. 
Probably  some  of  the  U.  P.  veterans  may 
recognize   them.  L.   J.   L.\psley. 

B.  &  O.  Gen.  Offices,  Baltimore. 


Likes    World    Signal 
Editor : 

Your  policy  oi  inviting  the  discussion 
of  the  signal  question  has  brought  out 
many  ideas,  and  I  wish  to  say  that  as  this 
question  is  being  pretty  thoroughly 
threshed  out  in  the  "General  Correspond- 
ence" columns  of  your  valuable  magazine, 
I  'believe  there  is  very  little  left  for  me 
tc  add. 

I  have  always  thought  that  there  have 
been  too  many  colored  lights  to  contend 
with,  and  the  likelihood  of  confusion 
along  the  road  is  greatly  increased  by 
the  fact  that  there  are  frequently  lights 
along  the  way,  used  by  automobilists,  in 
residences,  etc.,  which  are  of  the  same 
colors  as  those  used  in  the  standard 
signals  of  today.  The  chance  of  a  red 
(danger),  or  green  (caution)  lense  be- 
coming lost  out  or  broken  and  thus  giv- 
ing, apparently,  a  clear  block,  is  another 
strong  reason  why  the  number  of  colored 
lights  should  be  reduced  to  the  smallest 
degree. 

I  believe  the  nearest  solution  to  the 
elimination  of  colored  lights  is  in  the 
new   World   signal.     I    had   the  pleasure 


any  I  have  ever  seen.  The  white  back- 
ground enabled  us  to  see  the  position  of 
the  signal  arm  in  daylight  at  a  much 
longer  distance  than  we  could  see  the 
standard  semaphore  arm,  which  was  lost 
to  view  while  the  arm  on  the  World 
signal  was  still  very  plainly  visible.  It 
does  away  with  the  popular  complaint 
that  semaphore  arms  are  hard  to  dis- 
tinguish with  hills  and  trees  for  a  back- 
ground. 

At  night,  under  most  unfavorable  con- 


Springless   Brake   Cylinders. 

Editor : 

I  am  always  pleased  to  see  what  Mr.  G. 
W.  Kiehm  says  relative  to  the  air  brake, 
because  it  touches  a  tender  spot  on  me, 
for  I  am  the  inventor  and  patentee  of  an 
out-and-out  system  of  straight  air  brakes. 
Of  the  twenty-four  unique  features  in  the 
patent  I  have  decided  to  come  back  to 
the  springless  brake  cylinder,  because  it 
has  proved  itself  to  work  automatically 
and  interchangeably  with  others,  regard- 
less of  where  it  is  placed  in  the  train. 

The  springless  brake  cylinders  have  no 
grooves.  The  motion  of  the  large  and 
small  pistons  are  controlled  by  air  force 
in  application  and  release.  This  cylinder 
has  a  record  of  twenty-two  and  a  half 
months  of  continuous  action  and  without 
'iling  any  parts,  nor  has  any  shop  work 
been  done  during  this  period,  and  there 
liave  been  no  skidded  wheels.  Wintry 
weather  has  had  no  efltect  upon  it.  I 
would  be  glad  to  hear  from  your  readers 
on  this  subject.  Inasmuch  as  my  years  are 
81,  excuse  composition  and  penmanship. 
Wm.   Williams. 

Huntingion,  Pa. 


First  Rhode  Island  on  the  Old  Colony. 

Editor; 

No  locomotive  of  other  days  in  New 
England  is  more  entitled  to  honorable 
mention  than  the  one  here  illustrated, 
selected  as  the  standard  bearer  for  the 
historic  railroad  to  which  she  belonged. 


r.   r.   iNi.iM    Ni 


I  K.MN    .\ND    PUSHING    OBSER\'.\TION    C.'\R. 


ditions,  consisting  of  a  heavy  drifting 
mist  and  dense  fog.  the  illuminated  back- 
ground plainly  showed  the  position  of  the 
signal  arm,  long  after  the  standard  lights 
had  been  obscured  in  the  fog.  All  in  all, 
I  think  it  is  the  simplest,  safest  and  best 
signal  that  I  have  seen.  B.  Tyrone. 

Tyrone,  Pa. 


It  is  only  about  eight  years  since  the 
famous  "Old  Colony"  (No.  637,  N.  Y., 
\.  H.  &  H.)  was  dismantled  at  the 
South  Boston  shops,  and  the  patched 
and  rusted  boiler  loaded  on  a  flat  car 
to  be  removed  forever  from  the  vicinity 
of  its  long  and  useful  service.  The 
"Old     Colony"    was    the    first     Rhode 
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Island  engine  owned  by  the  Old  Colony 
Railroad,  and  its  origin  dates  back  to 
1869,  when  Supt.  J.  H.  French  gave  her 
the  name  she  afterwards  proved  her- 
self so  worthy  to  bear.  This  engine 
was  followed  on  the  list  by  the  "Nar- 
ragansett"  from  the  Taunton  Locomo- 
tive Works,  both  being  built  with  the 
object  that  the  better  one  of  the  two 
should  be  assigned  permanently  to  haul 
the  steamboat  express,  then  the.  heav- 
iest train  running  out  of  Boston.  The 
"Old  Colony"  could  not  make  steam, 
and  was  soon  taken  back  by  the  build- 
ers and  furnished  with  a  new  boiler. 
The  "Narragansett"  could  not  use  her 
steam  to  advantage,  and  was  therefore 
disqualified.  Many  thought  the  latter 
was  never  given  a  fair  chance,  but  engi- 
neer John  Lufkin,  now  deceased,  who 
ran  the  boat  train  for  years,  subjected 
both  engines  to  thorough  tests  and  the 
"Old  Colony"  carried  off  the  honors, 
earning  for  herself  the  enviable  title, 
"Pride  of  the  Boat  Train." 


Taylor,  master  of  machinery  of  the  Old 
Colony  Railroad  at  that  time,  happened 
to  be  a  passenger  on  the  express,  and 
came  to  the  front  to  look  upon  the 
havoc  wrought  by  the  collision,  and 
superintend  the  work  of  getting  the 
wrecked  locomotives  back  to  Boston. 

Mr.  Taylor  took  great  pride  in  the 
repairing  and  refitting  of  these  engines. 
An  idea  of  the  artistic  ornamentation  of 
the  "Old  Colony"  may  be  had  from 
the  picture  which  was  taken  shortly 
after  the  engine  came  from  the  shops. 
The  "Falmouth"  and  "Pacific"  were 
equally  elaborate,  but  both  different  in 
design  and  coloring.  The  "Pacific"  was 
one  of  four  locomotives  built  by  the 
Baldwin  Locomotive  Works  for  the 
Northern  Pacific,  but  for  some  reason 
rejected  by  the  big  western  railroad. 
The  Old  Colony  Railroad  purchased 
them  and  they  were  brought  east.  Mr. 
Taylor  named  them  Easton  (69), 
Northern  (70),  Pacific  (71)  and  Milton 
(72).     They  were,  as  far  as  I  have  been 


which  always  marked  them  as  P.  R.  R. 
engines. 

A  few  years  ago  the  road  removed 
the  wheel  covers  from  its  passenger 
locomotives,  but  otherwise  left  them 
as  before.     Recently  the  engines  of  the 
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The    "Old    Colony"    figured    in    seri- 
ous accidents,  once  being  thrown  from 
the  track  by  obstructions  placed  there 
with   malicious  intent.      Engineer   Luf- 
kin  was    severely   scalded.      The    Ran- 
dolph disaster  in  which  this  engine  was 
involved  was  one  of  the  most  destruc- 
tive  accidents   to   rolling   stock   in   the 
history  of  the  road.     This  happened  in 
Centennial  year,  -when  'travel  was  unus- 
ually  heavy.      The    steamboat   express 
left   Fall   River   early   in   the   moriiing, 
Oct.    13,    1876,   upon   arrival   of  the   boat 
from  New  York.     The  train  wa*' made  ' 
up  of  fourteen  cars;  hauled  by  the^"Fal- 
mouth"  and  the  "Old  'Cdroiiy"  double- 
headed.      At    Randolph    they    collided 
with    the   engine    "Pacific,"   which    was 
backing    a    long    train    of    freight    cars 
from  the  main  line  on  to  a  siding.    The 
express   was    reported    to   be   late,   but 
traveling  at  a  high  rate  of  speed,  made 
up  lost  time  and  its  proximity  was  evi- 
dently   not    realized    when    the    freight 
started  to  occupy  the  main  line.     The 
three  locomotives  were  stripped  clean, 
and   two   or   three   cars   on    each   train 
were    badly    broken.      The    late    J.    K. 


able  to  learn,  the  first  Baldwin  loco- 
motives owned  by  this  road.  The  boil- 
er of  the  "Northern"  was  renewed,  and 
the  engine,  as  No.  2019,  N.  Y.,  N.  II. 
&  H.  may  still  be  in  service.  The  other 
three  have  long  since  gone  the  way  of 
the  most  of  the  locomotives  of  Mr. 
Taylor's    regime    and   time. 

W.    A.    H.\ZELB00M. 

Boston,  Mass. 


FIG.   :.     ENGINE  5012  AT  BOWIE,  MD. 

company  have  not  been  quite  so  dif- 
ferent in  appearance  from  those  of 
olher  roads,  though  they  still  have  a 
"Pennsy"  look  about  them.  These 
modern  machines  are  well  known,  but 
the  older  ones  may  not  be,  and  there- 
fore the  following  notes  and  photo- 
graphs may  be  of  interest.  Fig.  I  rep- 
resents an  "American"  type  locomotive, 
Xo.  5012,  at  Bowie,  Maryland.  Bowie 
is  the  northern  terminal  of  the  Popes 
Creek  branch,  and  this  engine  handles 
the  passenger  train  twice  a  day  over 
the  line  from  the  main  line  at  Bowie 
to  the  southern  terminal.  The  engine 
is  kept  up  in  fine  shape  and  hauls  very 
heavy  loads  for  such  a  small  locomo- 
tive. 

Engines  "Billy"  and  "Teddy,"  shown 
in  Figs.  2  and  3,  are  locomotives  on  the 
Chesapeake  Beach  Railway.  This  is  a 
short  line  running  from  Chesapeake 
Junction  to  tidewater  at  Chesapeake 
I'.L-ach.  The  engines  were  bought  from 
the  P.  R.  R.,  and  are  really  the  property 
of  the  American  Signal  Co.,  who  make 
tests  of  their  cab-signal  on  the  C.  B. 
line.  These  engines  are  of  the  same 
type  as  No.  5012,  and  show  the  Pennsy 
stack,  cab,  domes,  etc.  They  are  in 
good  sliape,  as  can  be  seen  from  the 
pictures. 

Fig.  4  shows  "Class  P,"  No.  5060,  in 
the   old   yards   at    Washington.      There 


Old  Engines  on  the  P.  R.  R. 
Editor!;. 

■  ■\!'(fe^jii«gtQn,  D.  C,  is  situated  on  the 
Penvisvlvaiiia-  Railroad,  and-  for  some 
time  I  have  been  interested  in  the  loco- 
motives- in  use  on  this  system.  As  I 
have  spent  a  good  deal  of  my  time 
about  the  yards  and  roundhouses  of  the 
road  and  have  nearly  always  taken  the 
P.  R.  R.  when  traveling  to  or  from  the 
west  I  have  naturally  seen  a  good  deal 
of  the  engines.  My  favorite  machines 
were  always  those  with  the  Pennsyl- 
vania smokestack,  and  for  passenger 
service,  the  eight-wheelers  with  wheel 
covers   and   innumerable   little   features 


\  u; 


c.  I'.  KV.,  -nii-LV. 


arc  several  sizes  of  these  engines,  some 
a  good  deal  larger  than  this  one.  A 
fine  picture  of  one  of  these  engines 
c;'me  out  in  "R.mlway  &  Loco  .motive 
HxciNEERiNC."     (or     rather    "Locomotive 


December.   irjOO. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING. 


517 


Engineering,"  as  it  was  then  called) 
for  December,  1893.  ]Many  "Class  P's:" 
are  in  use  to-day,  but  especially  be- 
tween   Baltimore   and   New   York. 

The  last  two  pictures,  Figs.  5  and 
6,  were  taken  in  the  yards  of  the  Union 
Station,  Chicago,  111.  The  first  gives 
a  good  idea  of  the  appearance  of  six- 
wheel  switches  No.  7051,  and  Fig.  6  is 
of  engine  741.  Engines  No.  7051,  and 
others  of  same  class,  are  unusual  in  one 
respect  at  least.  They  have  side-door 
cabs  and  yet  are  not  tank  engines. 
This  construction  is  scarcely  ever  seen 
oflf  the  P.  R.  R.  In  fact  the  only  en- 
gine I  ever  recall  with  a  side-door  cab 
and  separate  tender  on  anj'  other  road 
was  on  the  Norfolk  &  Western,  six- 
wheel  switcher  No.  130.  at  Lynchburg, 
Va.  It  makes  the  cab  comfortable  in 
bad  weather  and  especially  in  backing  up. 

The  last  picture  is  of  six-wheel 
switches,  No.  741,  with  ordinary  cab 
and  differing  from  7051  in  having  the 
main  rods  on  the  rear  drivers. 

Besides  these  engines  there  was  a 
type  used  in  the  late  8o's  for  passenger 


C.    P.    RY., 


"TEDDY." 


service  that  always  seemed  very  hand- 
some to  me.  They  were  eight-wheel- 
ers, with  sand  boxes  in  wheel-covers 
instead  of  on  top  of  boiler,  and  were 
used  on  the  fast  express  trains  for 
some  time.  I  never  learned  their  class 
till  I  wrote  to  Railw.w  and  Locomotive 
Engineering  recently  and  in  a  few 
days  received  a  most  interesting  letter 
telling  me  they  were  known  as  "Class 
K." 

If  any  readers  of  this  letter  are  inter- 
ested in  the  motive  power  of  the  P. 
R.  R.  I  would  like  to  hear  from  them 
through  our  mutual  friend,  R.mi.w.w 
AND  Locomotive  Engineering.  I  would 
particularly  like  to  see  some  photo- 
graphs of  the  eight-wheelers  before  the 
removal  of  their  wheel-covers,  etc. 

Hugh  G.  Hoi'teu., 

li'ashinsitoi!,   D.    C. 


Railway  Clubs  of  the  So.  Pac. 

*'It  is  their  c.ire  th.it  tlie  gear  engages. 
It  is  their  care  that  the  switches  lock." 

— Kifling. 
Editor: 

It  is  not  a  far  cry  back  to  the  time 
when  a  plan  for  such  an  institution  as 
a    club    for    the    workers    of   a    railway 


company,  supported  by  the  company, 
would  have  been  an  idle  dream,  and 
anyone  suggesting  such  a  scheme  to  a 
board  of  directors  would  have  been 
thought  a  sentimental  idealist  not  worth 
the  time  of  an  interview.  But  more 
and   more,   as  time   goes   on,  do   we  find 


I-l;:.   4.     CI,.\SS  "P."   ENGINE,   P.   R.   R. 

a  growing  appreciation  of  the  fact  that, 
for  the  same  reason  that  a  machine 
must  not  be  left  exposed  in  a  damp 
place,  for  fear  of  rust,  the  man  who 
runs  that  machine  must  not  be  allowed 
to  live  in  conditions  which  tend  to  de- 
grade his  physical  and  moral  sensi- 
bilities. That  a  great  railroad  corpora- 
tion is  inaugurating  a  system  of  club- 
houses in  which  its  employees  may  rest 
and  recreate  themselves  while  off  dvity, 
and  is  finding  the  expenditure  to  be  a 
negligible  quantity  in  comparison  to  the 
returns  in  increased  efficiency  and  a 
lengthened  average  period  of  service,  is 
a  conclusive  refutation  of  the  old 
theories  and  a  promise  of  better  things 
to   come. 

The  engineer  and  fireman  of  a  pas- 
senger train  have  as  much  depending 
on  them  as  any  other  two  workmen 
in  the  world.  The  machine  which  they 
handle  has  been  brought  to  its  present 
state  of  perfection  only  through  years 
of  study  and  experiment.  It  is  con- 
stantly guarded  and  kept  in  the  pink 
of  condition.  Not  a  part  of  its  mech- 
anism but  receives  the  inspection  of 
experts  and  grooms  are  constantly  in 
attendance  to  see  that  it  lacks  for  noth- 
ing.     Yet   when   the   men    who   operate 


i'k;.  5.    .'^UM-:  DdDU  i.\  c\v.. 

this  giant  leave  it  at  tbe  roundhouse 
to  be  nursed  and  cared  for  till  its  next 
trip,  they,  the  engineer  and  fireman,  are 
usu.-illy  turned  over  to  the  tender 
mercies  of  the  saloon  and  its  adjuncts 
or  the  alternative  of  ,1  dirty  room  and 
.•I  foul  bed.  What  wonder  if  occasion- 
ally, one  of  these  human  engines  slips 
a  cog  and  some  of  the  sons  of  Mary 
are  hurled  to  death. 


It  is  the  purpose  of  the  Southern 
Pacific  to  inaugurate  a  system  that  shall 
care  for  its  men  in  the  same  efficient 
way  that  its  rolling  stock  is  tended. 
The  idea  was  of  slow  growth,  and  it  re- 
quired actual  demonstration  to  convince 
hard-headed  railroad  business  men  that 
the  scheme,  if  carried  out,  would  save 
thousands  of  dollars.  Mr.  F.  G.  At- 
hearn.  superintendent  of  railway  clubs 
for  the  Southern  Pacific,  has  under- 
taken the  task  of  overcoming  the  skep- 
ticism on  this  point,  and  he  has  been 
allowed  to  proceed  with  caution  into 
the  first  block.  Mr.  Athearn's  scheme 
is  to  have  the  railway  club  manage- 
ment a  regular  department  of  the  com- 
pany just  as  much  as  the  department 
of  maintenance  of  way.  It  has  been 
demonstrated  by  experience  that  clubs 
and  clubhouses  under  the  management 
of  railroad  workers  peter  out  in  the 
end.  The  railroad  man  is  shifting  about 
to  such  an  extent  that  anything  in  the 
way  of  permanent  support  of  such  an 
institution  by  him  is  out  of  the  ques- 
tion, and  endowed  clubs  have  invariably 
failed  after  the  original  benefactor  died. 

Mr.  Athearn's  plan  is  to  have  a  sys- 


I-IG   6.      SIX-WHEEL   SWITCHER. 

tcni  of  clubhouses  located  at  all  the 
cutting  out  points — these  clubs  to  af- 
ford a  man  the  same  advantages  that 
are  offered  to  a  business  man  at  his 
private  club,  and  with  charges  so  rea- 
sonable and  equipment  so  good  that  he 
will  have  no  reason  or  desire  to  leave 
his  quarters  from  the  time  he  drops  off 
his  engine  till  he  resumes  his  charge. 
Moreover,  the  club  is  to  be  for  all  the 
men.  There  is  a  sentiment  against  the 
Y.  M.  C.  A.  clubs  among  a  great  many 
railroad  men.  Whether  this  is  right  or 
wrong  it  does  exist  and  prevents  many 
men  from  enjoying  the  benefits  of  such 
institutions.  There  is  no  religious  re- 
striction under  Mr.  Athearn's  regime, 
and  the  only  requirement  is  that  the 
men  sign  a  statement  saying  that  they 
are  bona-fide  employees  of  the  South- 
ern Pacific  system,  and  agree  to  con- 
duct themselves  in  a  gentlemanly  man- 
ner while  enjoying  the  privileges  of  the 
house.  No  prohibitive  notices  are  per- 
mitted on  the  walls. 

The  first  club  was  a  small  affair 
opened  in  the  town  of  Tucson,  Ariz., 
in  April,  1906.  In  the  words  of  its  first 
secretary,  Tucson  was  "a  wild  and 
woolly  place,"  and,  at  that  time  afforded 
nothing  in  the  way  of  entertainment  or 
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even  decent  warmth,  light  and  com- 
fort outside  of  the  saloons.  Efficient 
men  would  not  stay  in  Tucson  as  it 
was  before  the  days  of  the  club.  But 
now  the  tired,  hot,  grimy  man  of  the 
road  can  slip  off  his  engine  at  Tucson, 
take  a  bath,  buy  a  cigar  or  soft  drink, 
read  from  a  selection  of  three  thousand 
books,  or  play  a  game  of  billiards,  pool 
or  cards  without  stepping  outside  of 
this  house — which  is  entirely  at  his  dis- 
posal. And  the  cigars  and  drinks  are 
dispensed  by  a  man  with  a  white  uni- 
form, the  books  are  good  and  well 
kept;  the  billiard  and  pool  tables  are 
the  best  that  can  be  obtained,  and  the 
cards  are  clean. 

Everything  about  these  houses  is  of 
the  first  quality.  It  is  a  well-demon- 
strated psychological  fact  that  a  clean, 
new,  well-kept  object,  whether  tool, 
furniture  or  game,  will  receive  far 
more  careful  use  than  one  which  is  old 
and  worn.  That  the  men  appreciate  the 
beautiful  woodwork,  furniture  and  fit- 
tings, is  attested  by  the  fact  that  there 
has  not  been  one  act  of  vandalism 
since  the  beginning. 

The  opening  of  the  second  club  fol- 
lowed  that    of   the    first    closely,    being 


used.  The  general  design  and  appear- 
ance is  very  attractive.  The  entrance 
leads  into  a  vestibule  which  opens  di- 
rectly on  the  recreation  room.  This 
room  is  about  22  x  24  ft.  and  occupies 
the  center  of  the  first  floor.  Directly 
across  from  the  entrance  a  large  open 
fire  place,  with  built-in  seats  on  either 


The  plan  is,  eventually,  to  have  six- 
teen of  these  clubs  at  dififerent  points 
on  the  Pacific  system  of  the  Southern 
Pacific.  The  Union  Pacific  and  Oregon 
Short  Line  Railroad  are  to  have  their 
quota  at  no  distant  date. 

Stanley  G.  Horwood, 

Minneapolis,  Minn. 


FIG.    1.     W     CLASS   "YANKEE." 

but  a  few  months  later  and  in  the  same 
year^ — 1906.  This  second  one  is  also 
a  small  club,  and  is  at  Dunsmuir.  in  the 
extreme  north  of  California.  The  third 
club  contains,  besides  all  the  conve- 
iences  of  its  predecessors,  a  rest  room. 
Iron  beds  of  the  most  approved  con- 
struction, furnished  with  bedding  of  the 
very  best,  and  thoroughly  clean,  offer 
a  pleasing  contrast  to  the  foul-smelling 
dirty  beds  of  the,  often,  filthy  rooming 
houses.  This  third  club  is  in  Yuma, 
Ariz.  Each  new  design  of  clubhouse 
is  an  improvement  over  the  others.  The 
latest  house  at  Rosedale  Jet.,  eighteen 
miles  from  Sacramento,  was  opened 
June,  1908.  It  is  the  largest  and  most 
complete,  so  far,  containing,  besides  the 
other  features,  a  carefully  appointed 
restaurant  and  barber  shop.  A  man 
may  have  all  his  wants  filled  and  never 
leave  the  house  from  the  time  he  enters 
it  till  he  is  on  duty  again. 

The  proposed  Glenns  Ferry  house  is 
a  representative  of  the  latest  type.  The 
exterior  is  after  the  Elizabethan  style, 
with  shingled  exterior  save  in  the 
gables,    where   plaster   and    timber   are 


Fia   2.     V    CLASS   BALDWIN   ENGINE. 

side,  gives  an  appearance  of  homeliness 
and  hospitality.  It  is,  in  fact,  a  most 
comfortable  ingle-nook.  In  common 
with  all  the  downstairs  living  rooms 
the  recreation  room  has  a  heavy  beam 
ceiling  and  a  seven-foot  board  and  bat- 
ton  wainscot. 

A  house  of  this  type  requires  a  crew 
of  fourteen  men.  The  chief  is  the  sec- 
retary and  under  him  are  two  assist- 
ants, a  night  and  a  day  secretary.  These 
men  are  selected  primarily  for  their 
ability  to  handle  their  fellows  and  are, 
as  a  rule,  college  athletes  or  settlement 
workers.  They  know  the  strings  that 
operate  the  human  heart.  Then  there 
are  two  porters  and  two  full  restaurant 
crews.  These  men  are  just  as  much  a 
part  of  the  railway  service  as  any  en- 
gineer or  conductor,  and  are  paid  direct 
by  the  company.  There  is  no  direct 
profit  from  the  houses.  Though  they 
are  not  charitable  institutions  the  prices 
asked  are  minimum.  A  bath  with  two 
towels  in  a  fine,  clean,  porcelain  tub 
costs  only  ten  cents;  a  bed,  fifteen 
cents.  The  charge  for  billiards  or  pool 
is  five  cents  per  cue  per  hour.  A  good 
meal  can  be  had  for  twelve  and  a  half 


Some  Australians. 

Editor: 

I  am  enclosing  a  few  snap  shots  that 
may  interest  you.  All  our  engines  are 
classed  and  numbered  from  A  to  Z. 
The  even  numbers  are  passenger  and 
the  odd  numbers  are  goods  engines. 
We  have  four  in  the  A  class,  viz.  A, 
.Aa,  Ai,  A2,  and  three  D  class,  viz. 
D.  Dd,  Dde,  for  different  patterns, 
makers  and  so  on.  Figure  i  is  a 
4-6-0  in  the  W"  class  and  still  doing 
service   on   cross   country   roads. 

On  seeing  the  Australian  engines  a 
blue  jacket  from  the  fleet,  thinking  of 
his  own  island,  remarked :  "They  have 
even    got    our    trains    and    engines." 

Fig.  2  is  a  Baldwin  and  is  our 
heaviest   goods    engine.      She   is   in   the 


in;,  i.    i)(iK,  46-;  ENGiNi;. 

cents.  The  reading  room,  with  its 
standard  works  of  reference  and  fiction 
and  the  latest  novels  and  technical 
works  is  free  to  all.  The  novels  are 
transferred  from  one  club  to  another 
so  that  there  is  always  a  fresh  lot  from 
which  to  select. 


FIG.   4.     Z   CLASS,  TANK    ENGINE. 

V  class  with  2-8-Q  wheel  arrangement, 
Vauclain  compound,  carries  200  lb. 
and  has  4  ft.  6  in.  driving  wheels. 
Sellers  injectors  and  Westinghouse 
brakes.  The  DdE  class  I  spoke  of  is 
■shown  in  Fig.  3.  This  engine  was 
built  at  the  railway  company's  shops. 
She  is  a  4-6-2  tank  engine  with  5-ft. 
driving  wheels  and  carries  185  lbs.  of 
steam.  Fig.  4  is  in  the  Z  class,  used 
on  the  outer  circle  lines  which  are 
feeders  for  the  main  line.  I  read  your 
paper  with  great  interest  and  wish  it 
every  success.  Southern  Cross. 

Melbourne,  Australia. 

They  Say  "Engine-Driver,"  You  Know. 

Editor; 

In  yesterday's  issue  of  one  of  your 
contemporaries,  which  will  be  recognized 
witliout  designation  by  its  invariable,  and 
obviously  intentional,  misuse  of  plain 
English  in  the  regard  referred  to,  I  ob- 
serve a  news  item  reporting  a  collision 
on  the  Nashville,  Chattanooga  &  St.  Louis 
Railway  in  which  it  is  stated  that  among 
the  dead  are:  William  Hogan,  "traveling 
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engine  driver" ;  Joseph  Gower,  "engine 
driver  on  passenger  train" ;  and  Jesse 
Tarkinton,  "engine  driver  on  freight 
train." 

Enquiry  of  any  railroad  officer  will 
substantiate  my  statement  that  neither 
the  N.  C.  &  St.  L.  Railway  nor  any  other 
railroad  in  the  United  States,  carries  on 
its  payrolls,  or  designates  any  of  its  em- 
ployees as  an  "engine  driver"  or  a  "trav- 
eling engine  driver."  Railroads  in  the 
United  States  have  "traveling  engineers," 
and  many  of  these  are  members  of  a  most 
respectable  body,  the  "Traveling  Engi- 
neers' Association."  The  men  who  run 
their  locomotives  are,  in  some  cases,  des- 
ignated as  "engineers,"  and  in  others  as 
"enginemen,"  but  in  no  instance  are  they 
called,  or  known  to  anyone,  as  "engine 
drivers." 

The  deliberate  and  absolutely  unwar- 
ranted misuse  of  the  term  "engine 
driver,"  with  the  slur  which  it  implies, 
by  the  journal  which  published  the  item 
referred  to,  seems  to  me  to  be  a  piece  of 
cheap  and  sloppy  snobbery. 

J.  Snowden  Bell. 
New  York,  N.  Y. 

[We  cordially  sympathize  with  the  e.x- 
pressions  in  Mr.  Bell's  letter,  and  we 
have  repeatedly  commented  in  the  same 
strain ;  but  it  seems  impossible  to  prevent 
one  or  two  New  York  dailies  from  in- 
dulging in  the  un-American  practice  of 
referring  to  locomotive  engineers  as  en- 
gine drivers,  the  name  applied  to  that 
class  of  men  in  Great  Britain.  In  the 
British  Isles  it  is  no  slur  to  speak  of  en- 
ginemen as  engine  drivers,  because  this 
has  been  the  term  used  from  the  begin - 
nmg  of  railway  operation,  but  applying 
the  name  to  men  accustomed  to  be  called 
engineers  is  insulting,  because  it  is  done 
with    malice    aforethought.— Editor.] 


Help  from  R.  &  L.  E. 
Editor: 

I  want  to  get  your  paper  regularly,  as 
otherwise  one  cannot  follow  up  the  read- 
ing as  he  should.  I  have  been  a  sub- 
scriber for  your  paper  for  about  four 
years.  About  thirteen  months  ago  I  was 
promoted  to  the  position  of  driver.  I 
may  say,  I  have  got  a  great  deal  of  my 
knowledge  from  your  valuable  columns. 
I  always  mention  your  paper  to  new  be- 
ginners. 

In  Australia  we  are  in  our  infancy  as 
compared  with  your  railroad  engineering, 
but  I  am  pleased  to  say  we  have  made 
great  strides  in  the  last  four  years.  Our 
first  locomotives  of  twenty  years  ago  are 
becoming  obsolete.  In  my  opinion  we 
shall  never  be  quite  up-to-date  with  gov- 
ernment-owned railways— too  much  influ- 
ence brought  to  bear  on  the  heads  of 
departments.  You  see  the  muddlers  get 
on  better,  in  some  cases,  than  those  who 
show  a  little  ability.  Hence  they  become 
careless.  X.  Y.  Z. 

Gladstone,  Queensland. 


Can't  Lose  This  Cup. 
Editor: 

Owing  to  the  fact  tliat  there  are  still 
a  number  of  locomotives  in  service, 
not  having  oil  cups  forged  on  parallel- 
rods,  the  enclosed  sketch  of  a  combina- 
tion bushing  set-screw  and  oil  cup  may 
be  of  interest  to  some  of  your  readers 
who  have  had  trouble  from  losing  cups. 
In  making  the  set-screw  cup,  material 
about  2H  or  3  ins.  longer  than  usual 
is  employed  and  turned  out  at  one  end 
for  the  cup,  the  other  end  threaded  to 
fit  rod  snugly  so  it  is  necessary  to  use 
a  wrench  all  the  way.  An  ordinary 
wood  screw  feeder  and  cap  with  ad- 
justing screw  completes  the  arrangement. 
From  the  construction   of  the  cup  it 


AD.TUST.XBLE  OIL  CUP. 

is  evident  that  the  part  screwed  into 
the  rod  is  deeper  than  usual,  and  the 
feed  is  regulated  by  the  small  valve  at 
the  top  of  the  oil  way.  The  position 
of  the  set-screw  governs  the  lift  of  the 
valve.  Trouble  from  lost  oil  cups  ceases 
with    the   use   of   this   combination. 

A.  H. 
Wheeling,  W.  I'a. 


Misplaced  Credit. 
On  page  444  of  our  October  number 
appears  a  very  interesting  article  on  the 
Rationale  of  Coal  Economy,  which  is 
credited  to  Mr.  H.  T.  Bentley,  assistant 
superintendent  of  motive  power  of  the 
Chicago  &  North  Western  Railway. 
We  regret  to  say  that  the  credit  in  this 
case  was  misplaced  and  belonged  to  our 
friend,  Mr.  H.  Bentley,  road  foreman 
of  equipment  of  the  Chicago,  Rock 
Island  &  Pacific  Railway.  Mr.  Harry 
Bentley  writes  with  so  profound  knowl- 
edge of  economy  in  the  use  of  steam 
that  it  is  very  unfair  to  deprive  him  of 
credit  for  a  line  of  information  that  few 


engineers  possess.  In  givng  credit  where 
it  belongs  it  is  only  fair  to  say  that  Mr. 
H.  T.  Bentley  wrote  to  us  promptly : 

"In  looking  over  your  magazine  for 
October,  1909,  I  noticed  an  article  on 
the  "Rationale  of  Coal  Economy,"  and 
in  reading  it  find  I  am  credited  with 
giving  an  address  before  the  Iowa  Rail- 
way Club  on  this  subject.  While  I 
would  have  been  pleased  to  be  the  au- 
thor of  the  very  interesting  data  given, 
yet  the  glory  belongs  to  some  one  else, 
and  I  sincerely  hope  you  will  give  the 
proper  party  credit  for  it  in  your  next 
issue." 

That  letter  followed  the  editor  to 
Denver,  where  it  lay  about  for  a  week 
or  two,  then  it  went  to  Chicago  and 
lingered  in  a  hotel  there  for  several 
weeks  more,  long  enough  to  delay  our 
amend  honorable  from  appearing  in  the 
November  issue. 


In  addition  to  the  order  for  50  more 
of  the  heaviest  type  freight  locomo- 
tives recently  placed  with  the  American 
Locomotive  Company  the  Baltimore  & 
Ohio  board  of  directors,  at  their  last 
meeting,  authorized  the  purchase  of 
3.600  steel  hoppers  and  1,000  steel  un- 
derframe  box  cars.  Si.x  millions  of  dol- 
lars will  be  the  disbursement  called 
for  in  increasing  the  orders  not  long 
ago  placed  for  new  equipment.  The 
new  equipment  will  consist  of  no  loco- 
motives, 2,500  box  cars,  1,000  gondola 
cars,  500  refrigerator  cars,  2,000  coke 
cars  and  4,000  hopper  cars.  The  loco- 
motives, as  also  the  cars,  are  all  to  be 
of  the  largest  capacity;  the  cars  to  be 
made  of  steel  and  of  the  latest  design. 
Coal  shippers  will  learn  of  the  big  or- 
der for  steel  hoppers  with  much  relief, 
and  also  of  the  great  activity  in  the 
company's  shops,  getting  the  present 
equipment  into  good  condition  for  im- 
mediate service. 


Rust-Proofing. 

A  German  firm  has  discovered  a  new 
process  for  rendering  iron  and  steel 
proof  against  rust.  It  was  already 
known  that  an  electrolytic  deposit  of 
zinc  on  the  surface  of  iron  and  steel 
is  effective  against  rust,  and  the  use  of 
lead  as  a  coating  is  also  well  known. 
The  combination  of  the  two  metals  has 
been  found  very  effective  by  first  coat- 
ing with  lead  and  afterward  with  elec- 
tro-zinc. The  two  combine  and  form 
an  alloy  with  a  perfect  rust-proofing 
effect. 


There  used  to  be  a  saying  in  Germany 
that  every  hair  in  a  carpenters  head  meas- 
ured %  inch.  That  was  about  as  close 
as  a  carpenter  would  measure.  The  ma- 
chinist has  brought  the  refinement  that 
deals   with  one-thousandth  of  an  inch. 
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Mallet  Compound  Passenger  for  the  Atchison,  Topeka  *El  Santa  Fe 


The  Baldwin  Locomotive  Works 
have  recently  completed  two  INIallet 
Articulated  locomotives  for  the  Atchi- 
son, Topeka  &  Santa  Fe  Railway.  Apart 
from  their  constructive  details,  which 
embodj'  various  new  features,  these  en- 
gines are  of  special  interest  as  Mallet 
locomotives,  because  they  are  intended 
for  passenger  service.  The  tractive 
force  exerted  is  53,000  lbs.,  and  as  far 
as  weight  and  hauling  capacity  are  con- 
cerned, these  locomotives  mark  a  great 
advance  over  the  heaviest  passenger  en- 
gines heretofore  used. 

The    4-4-6-2    wheel    arrangement    has 


illustrated  in  the  August  issue  of  Rail- 
w.w  -AND  Locomotive  Engineering, 
page  357-  The  inner  and  outer  shells 
each  consist  .of  a  series  of  steel  plates, 
which  are  flanged  to  a  channel  section. 
Between  each  pair  of  channels  is  rivet- 
ed a  stay  plate.  These  stay  plates 
unite  the  inner  and  outer  shells,  and 
have  suitable  openings  cut  in  them  to 
permit  steam  and  water  to  circulate 
freely.  The  flanges  of  the  channels 
comprising  the  inner  shell  are  placed 
on  the  water  side;  while  in  the  case  of 
the  outer  shell  the  flanges  are  on  the 
outside.       With    this    arrangement    the 


of  12  channel  sections,  which  are  united 
at  the  bottom,  to  a  double  riveted  mud 
ring  of  ordinary  construction.  The  fire 
tubes  are  19  ft.  long;  they  terminate  in 
a  combustion  chamber  10  ft.  9  ins.  long, 
in  front  of  which  is  the  feed-water 
heater  section.  This  water  heater  cham- 
ber is  7  ft.  in  length;  it  is  traversed 
by  314  tubes,  2*4  ins.  in  diameter,  and 
is  kept  filled  by  two  non-lifting  in- 
jectors placed  to  the  right  and  left  un- 
der the  cab.  .  The  feed  discharges 
through  an  outlet  on  the  top  center 
line  of  the  heater,  and  is  then  forced 
into     the     boiler     proper     through    two 


CO.MPOUND   ARTICUL.VTKD   .\I.\LLET  .(-4-6---    I'OR    THE   .\TtinSOX,    TOPEK.V   &   S.\NT.\   FE. 
\V.   F.   Buck,   Superintendent  of  Mjjtive   Power.  Baldwin  Locomotive  Works,   Builders. 


been  adopted  for  this  design,  and  so 
applied  that  the  engine  is  capable  of 
readily  traversing  16  deg.  curves.  The 
leading  truck  has  a  rigid  center;  the 
driving  tires  are  all  flanged,  and  the 
trailing  truck  is  of  the  Rushton  type, 
with  outside  journals.  The  equaliza- 
tion of  the  forward  group  is  similar  to 
that  of  an  eight-wheel  locomotive, 
namely,  the  truck  is  independent;  while 
the  drivers  of  the  rear  group  are  equal- 
ized with  the  trailing  truck,  precisely 
as  in  a  pacific  type  locomotive.  The 
articulated  frame  connection  is  similar 
to  that  used  on  the  consolidation  Mal- 
let engines  recently  built  at  the  Bald- 
win works  for  the  Southern  Pacific 
Company.  The  front  and  rear  frames 
are  joined  by  a  cast  steel  radius  bar, 
which  is  bolted  to  the  upper  and  lower 
rails  of  the  front  frames,  and  this  con- 
stitutes an  exceedingly  strong  trans- 
verse brace. 

The  boiler  is  equipped  with  a  firebox 
of  the  Jacobs-Shupert  type,  in  addi- 
tion to  which  there  is  a  feed-water  heat- 
er, a  superheater,  and  also  a  reheater 
between  the  high  and  low  pressure  cyl- 
inders. The  construction  of  the  Jacobs- 
Shupert  firebox  was  fully  described  and 


operation  of  riveting  is  facilitated,  and 
no  rivet  heads  are  exposed  to  the  direct 
action  of  the  fire.  The  channel  webs 
are  suitably  cambered  to  resist  press- 
ure. Large  openings  are  cut  in  the  stay 
plates  over  the  crown,  and  here  the 
bracing  is  effected  by  means  of  e.x- 
pansion  links.  The  throat  and  back 
h.ead  are  stayed  by  bolts,  in  the  usual 
manner.      ."Ml    stay   bolts   are   of  course 
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avoided  in  the  sides  and  crown,  and 
are  replaced  by  the  stay  plates  and  ex- 
pansion links,  which  are  sufficiently 
flexible  to  insufe  freedom  from  break- 
age. 

In    this    Santa    Fe    engine   the   inside 
and    outside    shells    are    each    built    up 


checks,  placed  right  and  left  a  short 
distance  back  of  the  front  tube  sheet. 
The  combustion  chamber  is  surround- 
ed by  a  separable  joint,  which  is  made 
by  two  rings;  one  is  riveted  to  the 
front  section  and  one  to  the  back  sec- 
tion, and  butted  with  a  V-shaped  fit. 
The  rings  are  united  by  36  horizontal 
bolts,  1V4  ins.  in  diameter.  A  good  idea 
of  the  method  of  taking  this  locomo- 
tive apart,  if  one  may  so  say,  is  to  be 
had  by  a  perusal  of  the  illustrated  arti- 
cle in  our  September  issue,  page  416, 
in  which  this  feature  of  the  Baldwin 
articulated  compounds  is  very  fully 
described. 

Oil  fuel  is  used  in  these  locomotives. 
The  burner  is  placed  in  the  front  end 
of  the  firebox,  and  the  oil  is  fed  through 
a  heater  consisting  simply  of  a  long 
steam  jacketed  pipe.  These  details  are 
arranged  in  accordance  with  the  rail- 
way company's  practice.  The  steam 
dome  is  placed  well  forward,  and  con- 
nection between  the  throttle  valve  and 
superheater  is  effected  by  a  cast  iron 
dry  pipe.  The  superlicater  is  placed  in 
the  combustion  chamber;  it  is  of  the 
Santa  Fe  type,  and  consists  of  a  cylin- 
drical   drum,    traversed    by    fire    tubes. 
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The  drum  is  fitted  with  internal  baffle 
plates,  b}-  means  of  which  the  steam  is 
compelled  to  circulate  around  the 
tubes;  while  a  transverse  partition  di- 
vides it  into  two  main  compartments. 
The  rear  compartment  is  used  as  the 
superheater,  while  the  front  compart- 
ment constitutes  the  reheater. 

Short  connecting  pipes  convey  the 
steam  from  the  superheater  to  the  high- 
pressure  steam  chest,  where  the  dis- 
tribution is  controlled  by  inside  admis- 
sion piston  valves,  13  ins.  in  diameter. 
The  exhaust  from  the  high  pressure 
cylinders  is  passed  through  the  reheat- 
er, and  then  enters  a  single  pipe  placed 
on  the  center  line  of  the  engine.  This 
pipe  is  fitted  with  two  ball  joints  and 
a  slip  joint;  a  short  distance  back  of 
the  low  pressure  cylinders  it  divides, 
and  separate  leads  convey  the  steam  to 
the  low  pressure  steam  chests.  Here 
the  distribution  is  controlled  by  out- 
side admission  piston  valves,  15  ins.  in 
diameter.  The  exhaust  pipes  are  led 
forward,  ahead  of  the  low  pressure  cyl- 
inders, and  are  united  into  a  single  flex- 
ible pipe  which  conveys  the  steam  to 
the  blast  pipe  in  the  smoke  box.  This 
arrangement  was  adopted  in  order  to 
secure  a  fairly  long  pipe,  and  so  avoid 
excessive  slip  in  the  joint  when  the 
engine  is  traversing  curves. 

Walschaerts  valve  motion  is  used 
throughout,  and  is  controlled  by  the 
Ragonnet  reverse  gear.  This  interesting 
form  of  power  reversing  gear,  operat- 
ed by  compressed  air,  was  illustrated 
and  described  in  our  October  paper, 
page  456,  to  which  the  reader  is  re- 
ferred. The  connection  between  the 
high  and  low  pressure  reverse  shafts 
is  eflfected  by  a  single  reach  rod,  placed 


wheels.  This  support  also  acts  as  a 
centering  device.  It  consists  of  two 
steel  castings,  between  which  is  inter- 
posed a  cast  iron  shoe,  2  ins.  thick. 
Clamps  are  fitted  to  prevent  the  frames 
from  dropping  away  when  the  engine 
if  lifted  from  the  rails. 

The   tender   of  this  locomotive   is,   in 


SECTION    THROUGH    H.    P.    CVLIXDER. 

its  way,  quite  as  interesting  as  the 
engine.  The  oil  and  water  tanks  are 
of  4,000  and  12,000  gallons  capacity  re- 
spectively, and  are  rectangular  in  cross 
section.  The  front  and  back  bumpers 
are  of  cast  steel;  the  frame  center  sills 
consist  of  15-in.  channels,  and  the  side 
sills  of  i2-in.  channels.  The  trucks  are 
of  the  six-wheel,  equalized  pedestal 
type;  the  wheels  are  steel-tired  with 
cast  steel  spoke  centers,  and  were  made 
by  the  Standard  Steel  Works  Company 
of  Philadelphia.  The  truck  frames  and 
pedestals    are    of    cast    steel,    and    each 


superheating  and  compounding.  The 
engine  has  been  designed  in  the  light 
of  considerable  experience  with  heavy 
articulated  locomotives,  and  there  is 
every  reason  to  believe  that  its  per- 
formance will  be  satisfactory. 

Cylinders,  24  ins.  and  38  ins.  x  28  ins. 

\'alves. — Balanced  piston. 

i!oiler — Type,  straight;  material,  steel;  diameter, 
72  ins.;  thickness  of  sheets.  Ii-i6  ins.;  work- 
ing pressure,   200  lbs.;   fuel,  oil. 

Fire-Box — Material,  steel;  length.  ii9->^  ins.; 
width,  63^  ins.;  depth,  front.  74  ins.;  depth, 
back,  74  ins.;  tLickness  of  sheets,  sides,  5-16 
ins.;  back,  H  ins.;  crown,  5-16  ins.;  tube, 
9-16  ins. 

Water  Space — Front,  5  ins.;  sides,  5*  ins.;  back, 

5  ins. 

Fire-Tubes — Material,  steel;  wire  gauge.   No.   li; 

number,   294;   diameter,  2j4    ins.;   length,    19 

ft.   o  in. 
Feed-water  heater. 
Tubes — Material,  steel;  thickness,  No.  11  W.  G. ; 

number,    314;    diameter,    2^4    ins.;    length,    7 

ft.  o  in. 
Fire-Box — Jacobs-Shupert  type. 
Superheater — Santa   Fe   type. 
Reheater — Santa  Fe  type. 
Superheating   Surface — 323   sq.   ft. 
Reheatmg  surface — 798   sq.   ft. 
Heating     Surface — Fire-box,     202     sq.     ft.;     fire- 
tubes,   3,275   sq.    ft. 
Feed-Water    Fleater — Tubes,    1,279    sq.    ft.;   total, 

4,756  sq.   ft.;   grate  area,  52.5  sq.   ft. 
Drivnig     Wheels — Diameter,     outside,     73     ins. ; 

journals,    main,    11    ins.    x    12    ins.;    others, 

9   ins.   x   12   ins. 
Engine     Truck     Wheels — Diameter,     front,     31 M 

ms. ;    journals,    6    ins.    x    10    ins.;    diameter, 

back,  50  ins.;  journals,  8  ins.  x  14  ins. 
Wheel  Base  Driving — 30   ft.   4  ins.;    rigid,   front. 

6  ft.  4  ins.;  back,  12  ft.  8  ins.;  total  engine, 
51  ft.  II  ins.;  total  engine  and  tender,  94  ft. 
S'A    ins. 

Weight — On  driving  w'heels,  268.000  lbs.;  on 
truck,  front,  58,050  lbs.;  on  truck,  back, 
50.400  lbs.;  total  engine,  376.450  lbs.;  total 
engine  and   tender,   about  600,000   lbs. 

Tender — \\'heels,  12  in  number;  diameter  of 
wheels.  34'A  ins.;  journals,  5J4  ins.  .x  10 
ins.;  tank  caoacity,  12.000  gals,  water;  fuel, 
4,000   gals,   oil;    service,   passenger. 


Introduction  of  Steel  Fireboxes. 

One  of  the  first  problems  taken  up  by 
the  Master  Mechanics'  Convention  when 
first  formed  was  investigating  the  relia- 
bility of  steel  as  material  for  the  con- 
struction of  locomotive  fireboxes.  Up  to 
that    time     (1869)     nearly     all    fireboxes 
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on  the  center  line  of  the  engine.  Tliis 
rod  is  fitted  with  a  universal  joint  which 
is  guided  between  the  inner  walls  of 
the  high  pressure  cylinder  saddle.  The 
gear  is  so  connected  that  all  the  radius 
rods  are  down   when  running  ahead. 

The  front  frames  of  this  engine  are 
stopped  immediately  behind  the  low 
pressure  cylinders,  and  are  bolted  and 
keyed  to  a  large  steel  box-casting.  This 
casting  supports  the  low  pressure  cyl- 
ders,  and  to  it  is  bolted  the  truck  cen- 
ter pin.  The  front  bumper  and  deck 
plate  are  also  of  cast  steel.  The  over- 
hang of  the  boiler  is  carried  on  the 
front  frames  by  a  single  support,  placed 
between     the     two     pairs     of     driving 


SHOWING    POSITION   OF  CV 


truck  has  two  bolsters,  which  are  sus- 
pended on  swing  links  between  the 
center  and  outside  axles.  The  center 
plate  is  in  one  piece,  with  a  heavy  steel 
casting  which  is  seated  on  the  bolsters, 
and  bridges  the  middle  transoms.  These 
latter  are  cast  in  one  piece  with  the 
truck  frame. 

This  engine  unquestionably  marks  an 
epoch  in  the  development  of  the  Amer- 
ican passenger  locomotive.  This  is 
true,  not  only  because  of  its  type  and 
size,  but  also  because  it  combines,  to 
a  degree  not  heretofore  attained,  those 
features  which  have  proved  of  great 
value  in  reducing  fuel  and  water  con- 
sumption,     viz:      feed-water      heating. 


.■LINDERS  AND  JOINTED  FRAME. 

used  in  locomotives  in  America  were 
made  of  copper  or  iron,  and  much 
trouble  was  experienced  in  keeping  the 
fireboxes  in  condition  to  hold  water.  The 
iron  sheets  laminated  and  cracked,  while 
the  copper  thinned  out  so  rapidly  that 
fracture  often  happened.  Among  the  first 
master  mechanics  to  try  steel  was  Mr.  H. 
Anderson,  of  the  Chicago  &  North- West- 
ern, who  introduced  fireboxes  of  "Cyclops" 
steel,  while  the  Pennsylvania  Railroad 
introduced  fireboxes  of  steel  made  by 
Hussy,  Wells  &  Co.,  Pittsburgh.  These 
experiments  proved  so  successful  that 
Vteel  came  gradually  into  favor,  but  great 
opposition  was  manifested  against  it  for 
many  years. 


522 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING. 


December,  1909. 


The  Silvis  Shops  of  the  Chicago,  Rock  Island  ®  Pacific 


The  name  of  the  Chicago,  Rock  Island  & 
Pacific  Railway  repair  shops  at  Elast 
Moline  had  been  familiar  to  my  ears 
almost  from  the  day  the  first  foundation 
trench  was  dug.  To  confess  the  truth,  I 
felt  a  little  jealous  of  the  place,  for  it 
seemed  to  absorb  in  itself  some  of  the 
glory  and  good  repute  that  belonged  to 
my  old  haven  of  activity  in  Cedar  Rapids, 
la.,  the  shops  that  I  believed  turned  out 


By  Angus  Sinclair 

Mr.  G.  W.  Seidel,  superintendent  of  these 
shops,  and  he  invited  me  so  cordially  to 
visit  the  place  that  I  was  ashamed  to  say 
that  I  had  taken  a  passing  look  of  his 
establishment,  but  I  lost  no  time  in  get- 
ting there.  This  is  a  rather  long  intro- 
duction, but  the  subject  justifies  the  space. 

ARR.\NGEMENT    OF    SHOPS. 

The    plan    and    style    of   the   shops    can 
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GENERAL  VIEW  OF  THE  C,  R.   I.  &  P.   SHOPS  AT  SILVIS,   ILL. 


more  work  per  man  than  any  repair  shop 
of  the  country. 

A    PASSING   VIEW. 

The  first  glimpse  I  obtained  of  the  new 
shops,  now  having  a  station  of  their  own 
called  Silvis,  was  in  the  course  of  a  trip 
from  Omaha  to  Chicago.  For  some  nine 
hours  I  had  been  gazing  upon  the  rolling 
prairies  of  Iowa  with  their  interminable 
fields  of  corn,  followed  by  more  cornfields 
that  became  monotonous  as  the  hours 
moved  their  slow  gait.  Approaching  the 
Mississippi  River  broke  the  resentment 
that  too  much  corn  was  engendering,  and 
the  familiar  sights  of  Davenport,  Rock 
Island  and  Moline  brought  back  con- 
sciousness of  having  reached  centers  of 
human  activities.  These  places  make 
every  reflective  traveler  sit  up  and  take 
notice.  They  form  a  great  industrial  hive 
built  up  by  pure  human  grit  and  energy. 
They  have  the  Father  of  Waters  for  a 
neighbor  good  to  look  upon ;  but  he  gives 
nothing  to  the  towns  except  a  little  water 
power  and  some  rafting  products.  Yet 
in  a  stretch  of  ten  miles  which  includes 
the  river's  bed,  three  cities  aggregating 
nearly  one  hundred  thousand  people  have 
come  into  existence  with  no  better  foun- 
dation or  raison  d'etre  than  the  pluck 
and  energy  of  the  leading  inhabitants. 

On  the  Illinois  side  the  Rock  Island 
road  traverses  the  fiat  "bottom"  land  on 
the  bank  of  the  river,  that  had  been  lakes 
long  after  the  ocean  that  at  one  time  cov- 
ered that  part  of  creation  had  dried  up 
or  gone  elsewhere.  No  matter  for  that ; 
the  land  is  dry  enough  now.  On  one  of 
the  level  bottoms  I  found  the  big  shops 
all  spick  and  span  new  buildings  with 
plenty  of  room  for  extensions.  That 
was  apparent  at  a  passing  glimpse. 

A  few  months  later  I  accidentally  met 


readily  be  understood  from  the  annexed 
engravings.  The  details  deserve  more 
than  passing  attention,  for  the  arrange- 
ment was  the  result  of  long  exhaustive 
study  by  Mr.  C.  A.  Seley,  mechanical 
engineer  of  the  company,  who  made  him- 
self familiar  with  all  the  repair  shops  of 
any  consequence  in  the  railroad  world  in 
order  to  select  the  best  means  for  effect- 
ing   repairs    on    locomotives    at   tl\e    least 


graving  is  276.8  x  860.2  ft.,  and  forms 
the  erecting  shop  and  machine  shop.  The 
erecting  shop,  with  its  two  lines  of  pits, 
occupies  the  middle  of  the  building, 
flanked  on  each  side  by  machine  tools 
and  other  appliances  necessary  for  fash- 
ioning and  finishing  the  multitude  of  parts 
required  in  the  immense  volume  of  re- 
pairs. A  modern  locomotive  run  down  so 
that  it  can  no  longer  be  operated  econom- 
ically demands  the  expenditure  of  a  vast 
amount  of  skilful  labor  to  give  it  a  new 
lease  of  life,  and  the  work  to  be  done  is 
so  diverse  that  a  bewildering  variety  of 
tools  is  called  into  service  to  form  and 
finish  the  parts  at  the  lowest  possible 
expense. 

PIT   .iiRRANGEMENT. 

The  most  striking  superficial  feature  of 
these  shops  is  the  pits,  38  in  number, 
which  are  not  set  at  right  angles  as  cross 
pits  generally  are,  but  at  an  angle  of 
about  75  deg.  This  arrangement  was 
made  to  enable  the  two  overhead  travel- 
ing cranes  to  get  closer  together  in  carry- 
ing engines  to  or  from  the  repair  pits. 
The  plan  works  conveniently,  which  is 
the  principal  consideration.  With  the 
modern  methods  of  repairing  locomotives 
it  does  not  seem  to  me  that  pits  are  of 
much  consequence.  The  engines  are 
stripped  of  everything  needing  repairs  be- 
fore   they    are    carried    to    the    pits.      So 
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possible  expense.  The  intention  was  to 
provide  facilities  for  repairing  sixty  loco- 
motives per  month,  a  requirement  that 
has  scarcely  been  met,  but  the  shortcom- 
ing has  not  been  the  fault  of  the  shops 
as  a  whole,  but  from  certain  departments 
being  unequal  to  the  drain  upon  them. 

CAPACITY   OF   SHOPS. 

The   main   shop  conspicuous  in  the  en- 


little  work  has  to  be  done  under  the  en- 
gine in  assembling  or  applying  the  re- 
paired parts  that  a  tracK  raised  a  foot  or 
two  above  the  floor  ought  to  give  room 
tor  the  workmen  doing  the  erecting. 

FOLLOWING  THE  WORK. 

In  order  to  judge  of  how  systematically 
the  work  of  repairing  was  done  in  these 
shops  I  followed  on  invitation  one  en- 
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gine  from  the  time  it  entered  the  erecting 
shop  until  it  emerged  ready  for  a  new 
conflict  of  train  hauling.  On  entering 
from  the  yards  at  the  east  end  of  the  shop 
the  engine  is  pushed  upon  the  stripping 
track  and  a  gang  of  laborers  skilled  in 
tearing  apart  operations  strips  the  engine 
of  every  part  that  requires  repairing,  the 
needs  of  each  individual  engine  being 
known  to  the  foreman  in  charge.  The 
parts  taken  off  are  marked  for  identifica- 
tion and  placed  on  cars  or  other  pro- 
visions of  transportation  and  taken  to 
the  tools  where  the  repairs  are  to  be 
carried  out.  What  remains  of  the  engine 
is  then  taken  hold  of  by  two  overhead 
cranes  and  carried  to  the  pit  destined  for 
that  particular  locomotive. 

RECORDS  OF  WORK  REQUIRED. 

The   preceding   paragraph   outlines   the 
system  of  repairing  engines  but  many  de- 

FromWatertown  Pump  Station 


There  are  seven  or  eight  erecting  shop 
foremen  who  carry  out  the  functions  of 
the  gang  boss  of  smaller  shops. 

The  systematic  method  of  conducting 
repairs  in  a  large  shop  like  this  aims  to 
find  out  every  detail  of  repairs  required 
by  each  engine  and  to  notify  the  various 
shop  foremen  in  advance  of  the  work 
they  will  be  required  to  do.  This  pre- 
vents delays,  the  boiler  shop  foreman,  the 
foreman  blacksmith  and  others  being 
ready  to  grasp  the  work  as  soon  as  it  en- 
ters the  shops  where  they  are  in  charge. 

DISTRIBUTING  THE  PARTS. 

As  I  note  an  engine  falling  to  pieces 
under  the  nimble  hands  of  the  stripping 
gang    I    find   the   parts    are    carefully   ar- 
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flank  the  whole  of  the  erecting  shop.  In 
a  general  way  these  are  heavy  tools  whose 
products  can  be  handled  by  one  of  the 
overhead  cranes  that  traverse  the  whole 
shop. 

A  RAMBLE  ABOUT  THE  SHOPS. 

Entering  the  building  from  the  east 
we  find  the  left  hand  side  devoted  mostly 
to  tools.  That  is  the  machine  shop  prop- 
er, but  it  has  other  useful  tenants.  In 
starting  to  walk  through  we  find  our- 
selves first  in  a  finely  equipped  babbitting 
department,  where  there  is  a  brass  cupola 
and  a  variety  of  special  appliances  by 
which  the  art  of  applying  babbitt  metal 
is  made  rapid  and  easy. 

Wending  our   way  westward   among  a 
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tails  are  under  control  before  an  engine 
leaves  the  yard.  The  history  of  the  en- 
gine since  it  went  into  serv'ce  after  the 
previous  thorough  repair  is  known  to  the 
shop  superintendent,  and  a  report  is  put 
upon  record  of  what  work  the  engine 
requires.  This  system  of  records  is  made 
use  of  to  prevent  too  much  of  one  class 
of  repairs  from  being  called  for  at  one 
time.  One  engine  may  need  heavy  boiler 
repairs  while  another  must  have  new  cyl- 
inders and  a  third  calls  for  heavy  work  on 
running  gear  and  actuating  motion.  The 
record  sheets  that  are  prepared  in  ad- 
vance of  the  original  entry  to  the  erect- 
ing shop  make  the  balancing  of  the  re- 
pair an  easy  matter,  and  each  shop  fore- 
man is  informed  in  advance  of  what  must 
be  done  to  every  engine  that  he  will 
control  in   its  passage  through  the  shop. 


ranged  and  marked  for  the  tool  or  place 
where  repairs  will  be  made.  All  parts 
that  are  greasy  are  taken  to  a  huge  lye 
charged  vat  and  properly  cleaned.  That 
is  done  before  they  go  into  the  hands  of 
the  machinists. 

When  the  engine  trucks  are  taken  out 
they  are  placed  upon  tracks  on  the  floor 
raised  about  eighteen  inches  and  there 
all  repairs  are  carried  out  in  the  same 
way  that  repairs  are  done  to  engines 
standing  over  pits.  If  the  cab  needs  any 
repairs  it  is  taken  to  the  mechanics  who 
do  the  work,  then  it  is  moved  to  racks 
which  are  raised  sufficiently  to  permit  free 
intercourse  beneath  them.  As  all  modern 
cabs  are  steel  they  require  very  little  re- 
pairing. 

Located  immediately  on  the  outside  end 
of  the  pits  is  a  row  of  heavy  tools  that 


variety  of  tools  with  plenty  of  room  we 
come  upon  a  busy  crowd  of  workmen  who 
do  the  skilled  work  of  the  piston,  valve 
and  crosshead  department.  Onward  we 
go  again  amidst  tools  galore  slicing  oflf 
metal  as  if  it  were  cheese  and  we  reach 
the  offices.  One  accommodates  the  assist- 
ant superintendent,  another  the  shop 
draftsman,  while  one  is  called  the  emer- 
gency room.  Here  are  persons  skilled 
in  surgery  and  in  giving  first  aid  to  the 
wounded.  It  is  said  to  be  a  useful  and 
humane  auxiliary  to  the  shops,  but  it 
was  new  to  me. 

TOOL  ROOMS. 

Near   the   oflices   are   the   tool   rooms. 
These  are  remarkably  well  equipped,  not 
only   with    the   small   tools   of   the   usual 
(Continued  on  page  544.) 
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Wasting   of   Fuel. 

Professor  W.  F.  M.  Goss,  who  is  a 
member  of  the  United  States  Geolog- 
ical Survey,  has  prepared  a  "bulletin" 
in  which  the  statement  is  made  that  the 
locomotives  in  service  on  the  railroads 
of  this  country  consume  more  than 
one-fifth  of  the  total  coal  production  of 
the  United  States.  This  amount  is  so 
large,  says  Professor  Goss,  that  any 
small  saving  that  can  be  made  efifective 
in  locomotive  practice  at  once  becomes 
an  important  factor  in  conserving  the 
fuel  supply  of  the  nation.  For  this  rea- 
son the  United  States  Geological  Sur- 
vey has  given  attention  to  the  special 
problems  of  combustion  in  locomotive 
boilers. 

In  giving  his  conclusions  as  the  re- 
sult of  the  tests,  Professor  Goss  says: 
"There  were  in  1906,  on  the  railroads 
of  the  United  States,  51,000  locomo- 
tives. It  is  estimated  that  these  loco- 
motives consumed  during  the  year  not 
less  than  90.000,000  tons  of  fuel  at  a 
cost  of  $170,500,000.  That  wastes  occur 
ill  the  use  of  fuel  in  locomotive  prac- 
tice is  a  matter  well  understood  by  all 
who  have  given  serious  attention  to  the 
subject,  and  the  tests  which  have  been 
made  show  some  channels  through 
which  these  wastes  occur.  These  re- 
sults   are    perhaps    more    favorable    to 


economy  than  those  attained  by  the 
average  locomotive  of  the  country,  as 
the  coal  used  in  the  tests  was  of  supe- 
rior quality,  the  type  of  locomotive  em- 
ployed was  better  than  the  average, 
and  the  standards  observed  in  the  main- 
tenance of  the  locomotive  were  more 
exacting.  But  the  effect  on  boiler  per- 
formance arising  from  these  differences 
is  not  great  and,  so  far  as  they  apply 
the  results  may  be  accepted  as  fairly 
representative  of  the  general  locomo- 
tive practice  of  the  country.  They  ap- 
ply, however,  only  when  the  locomo- 
tive is  running  under  constant  condi- 
tions of  operation.  They  do  not  in- 
clude the  incidental  expenditures  of 
fuel  which  are  involved  in  the  starting 
of  fires,  in  the  switching  of  engines, 
and  in  the  maintenance  of  steam  press- 
ure while  the  locomotive  is  standing, 
nor  do  they  include  a  measure  of  the 
heat  losses  occasioned  by  the  discharge 
of  steam  through  the  safety  valve." 

Professor  Goss  then  gives  a  table 
analyzing  the  use  made  of  the  90,000,000 
tons  of  coal  used  by  locomotives  and 
estimates  that  the  heat  of  27,360,000 
tons  is  wasted  through  incomplete  com- 
bustion, heat  of  gases  discharged 
through  the  stack,  through  cinders  and 
sparks,  through  unconsumcd  fuel  in  the 
ash,  through  radiation  and  through 
leakage  of  steam  water,  etc. 

The  bulletin  expresses  the  opinion 
that  most  of  the  losses  mentioned 
might  be  reduced,  but  the  strongest 
point  reads: 

"Opportunities  for  incidental  savings 
are  to  be  found  in  improved  flame  ways 
such  as  are  to  be  procured  by  the  ap- 
plication of  brick  arches  or  other  de- 
vices. Such  losses  may  also  be  re- 
duced by  greater  care  in  the  selection 
of  fuel  and  in  the  preparation  of  the 
fuel  for  the  service  in  which  it  is  used. 
It  is  not  unreasonable  to  expect  that 
the  entire  loss  covered  by  this  item  will 
in  time  be  overcome." 

Improvements  in  the  selection  of  fuel 
and  in  its  preparation  for  services  are 
changes  very  much  to  be  desired, 
though  that  will  greatly  reduce  the  mo- 
tive power  expenses;  but  we  can  see 
other  reforms  that  will  have  greater 
influence  in  reducing  the  magnitude  of 
the  fuel  bills.  There  are  few  railroad 
managers  who  fail  to  recognize  the  im- 
portance of  reducing  the  quantity  of 
fuel  used  by  locomotives,  but  most  of 
them  have  gone  the  wrong  way  in  try- 
ing to  effect  saving.  The  two  men 
upon  a  locomotive  most  potent  in  pow- 
er to  waste  or  to  save  fuel  are  the 
engineer  and  fireman,  and  these  men 
have  rarely  been  treated  in  the  manner 
likely  to  excite  their  most  active  in- 
terest in  doing  the  work  with  the  small- 
est possible  expenditure  of  fuel.  Rail- 
way officials  have  been  sufficiently 
aware  that  saving  of  fuel   lay  with  the 


enginemen,  but  they  have  not  made 
provision  for  telling  with  exactness 
how  much  coal  was  burned  by  indivi- 
duel  locomotives.  Handling  the  coal 
has  been  so  loosely  done  that  nothing 
more  than  an  approximation  of  the 
quantity  put  upon  tenders  was  possible. 
Performance  sheets  came  into  vogue  on 
some  roads,  but  the  men  laughed  at  the 
figures,  knowing  their  want  of  accu- 
racy. With  such  a  condition  existing 
it  was  contrary  to  human  nature  to  ex- 
pect enginemen  to  attempt  making  rec- 
ords for  fuel  saving. 

The  officials  controlling  the  installa- 
tion of  appliances  for  delivering  the 
fuel  at  coal  stations  have  striven  from 
year  to  year  to  reduce  the  cost  of  han- 
dling the  coal.  Every  reduction  of  a 
cent  or  two  per  ton  handled  has  been 
boasted  about  as  a  triumph  in  the  line 
of  economy,  when  it  is  safe  to  say  that 
every  cent  saved  in  that  way  cost  the 
company  dollars  through  the  want  of  ac- 
curacy that  resulted  from  handling  coal 
as  if  it  were  sand  or  gravel. 

There  are  several  methods  of  handling 
coal  on  the  market,  whose  apparatus  can 
be   depended   upon    to   come   within   two 
per  cent,  of  the  reputed  weight,  notably 
the   equipment   handled  by  the   Otto  Gas 
Engine     Company.       Loose     methods     of 
handling  coal  have  prevailed  so  long  that 
all   concerned    in   coal    consumption   have 
been      educated      to      favor      waste      in- 
stead  of   being   impressed   with   ideas   of 
saving.    During  a  period,  when  the  engine 
performance    sheet    was    yet   believed    in 
by   the   officials,   the   writer  was   running 
an  engine  upon  a  regular  run,  and  he  be- 
gan  trying  to   make   for  himself   a   good 
fuel   record.     The   fireman  became   inter- 
ested  and  engaged   in  the   novel  practice 
of  trying  to   save   coal.     After  two   per- 
formance   sheets   had   come   out   and   my 
record    was    among   the    worst,    the    coal 
check    clerk    was    interviewed.      He    was 
very  frank  in  explaining  how  my  record 
was    different    from    what   was   expected. 
"You  see."  he  explained,  "that  the  engines 
supplied  do  not   cover  all  the  coal  taken 
from  the  chutes,  and  the  shortage  must 
be    accounted    for    somehow.      You    had 
turned  in  the  fewest  proportion  of  tickets 
for     the     mileage     made,     so     you     were 
charged   w^ith    the    shortage   at    two    coal 
stations."    He  believed  that  having  a  good 
coal  record  was  of  no  consequence  what- 
ever,   and    similar    sentiments    are    wide- 
spread today. 


Tubes  and  Tube  Sheets  in  Europe. 

In  a  recent  report  made  to  the  In- 
ternational Railway  Congress  some 
very  interesting  facts  concerning  boil- 
er practice  in  Europe  are  brought  out. 
Last  month  we  gave  a  brief  synopsis 
of  some  of  the  principal  facts  concern- 
ing the  use  of  steel  in  locomotive  fire- 
boxes.     The    report    contains    a    good 
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deal  of  information  regarding  the  Con- 
tinental practice  in  regard  to  locomo- 
tive flues,  the  method  of  setting  them 
and  the  means  taken  on  some  roads 
to  prevent  leaking  and  the  cracking  of 
the  bridges  between  flue  holes. 

It  is  interesting  to  know  that  the 
Dudgeon  tube  expander  is  extensively 
used.  In  another  column  of  this  issue 
we  are  able  to  present  to  our  readers 
a  number  of  interesting  features  con- 
cerning the  life  and  work  of  that  tal- 
ented inventor.  The  Boyer  and  the 
Caramen  tools  are  also  used.  As  a 
rule  the  flue  holes  are  slightly"  tapered 
in  the  flue  sheet,  so  as  to  make  a  con- 
ical joint  between  flue  and  sheet. 

Some  railways  use  steel  tubes,  and 
where  this  is  done  no  ferrule  is  used. 
The  brass  tube,  however,  requires  the 
ferrule  not  only  to  help  to  keep  it  tight 
but  to  protect  the  ends  against  the  ac- 
tion of  the  flame.  The  ferrules  vary 
in  thickness,  being  from  3-32  to  5-32 
of  an  inch  in  thickness.  Ferrules  of 
this  thickness  seriously  reduce  the 
opening  of  the  tube  into  the  firebo.x. 
Steel  tubes  not  having  any  ferrules 
are  beaded  over  at  the  firebox  end. 
and  often  the  same  practice  is  followed 
in  the  smoke  box.  On  the  Belgian 
State  Railway  they  use  brass  tubes, 
beaded.  The  general  rule  for  the  ar- 
rangement of  flues  on  the  Continental 
railways  is  in  vertical  rows.  Where 
tubes  of  2  ins.  diameter  are  used  the 
American  practice  of  spacing  them 
2%  ins.  centers  is  usually  followeil 
W'here  copper  tube  sheets  are  used  the 
plates  are  made  hard  by  being  hammered 
cold  where  the  tubes  are  put  in,  and 
this  treatment  causes  the  tube  to  be  more 
securely  held  and  the  expanding  of  the 
tube  in  the  hardened  sheet  is  more 
effective. 

Increase  of  boiler  pressure  has  been 
the  rule  on  European  railways,  much 
the  same  as  it  is  with  us.  In  France 
pressures  of  215  and  228  lbs.  are  com- 
mon in  engines  of  modern  and  com- 
paratively modern  construction.  The 
Southern  Railway  of  France  has  used 
stay  rods  between  the  flue  sheets  in 
addition  to  the  dependence  placed  on 
tight  flues  as  boiler  stays.  It  may  be 
judged  from  the  report  that  in  a  gen- 
eral way  the  cost  of  boiler  mainten- 
ance has  increased  where  the  higher 
pressures  have  appeared,  and  this  re- 
sult is  not  entirely  unknown  among 
ourselves. 

In  the  matter  of  boiler  repairs  the 
cracking  of  the  bridges  is  generally 
dealt  with  in  one  or  two  ways.  One 
of  these  is  called  the  Ragno  system. 
It  consists  of  using  a  copper  sheet  3-32 
or  '4  of  an  '"ch  thick,  placed  inside  the 
sheet  behind  the  crack,  and  fitted  up 
closely  to  the  sheet.  This  thin  copper 
sheet  is  held  in  place  by  ferrules  insert- 
ed in   the  tube   holes  and  beaded  over 


inside  and  out.  Another  method  of 
repairing  a  cracked  bridge,  is  that  copper 
rings  are  screwed  in  the  tube  hole  and 
beaded  over.  If  the  crack  extends  from 
one  flue  hole  to  another  a  copper  piece 
resembling  the  figure  8  is  applied, 
which  reaches  from  flue  hole  to  flue 
hole.  Sometimes  a  stud  is  screwed 
into  the  crack  before  the  copper  rings 
are  applied. 


The   Tool   Room. 

The  machine  shop  tool  room  is  assum- 
ing such  large  proportions  that  it  has  be- 
come a  matter  of  much  concern  to  ma- 
chine shop  foremen  and  others  in  large 
manufacturing  and  repairing  establish- 
ments to  provide  suitable  accommodation 
for  the  growing  variety  of  lools  as  well  as 
establishing  a  simple  method  of  classifying 
and  arranging  them  when  in  the  tool  room 
as  well  as  a  ready  distribution  of  them 
when  they  are  called  for.  Several  eminent 
engineers  have  already  given  their  atten- 
tion to  the  subject,  but  the  result  of  their 
work  has  been  more  calculated  to  provide 
a  special  system  adapted  to  some  par- 
ticular factory  or  shop  rather  than  to  pro- 
duce a  method  sufficiently  elastic  to  suit 
the  varied  and  growing  requirements  of 
general  use.  We  have  been  much  inter- 
ested in  the  variety  of  systems  that  may 
be  observed  in  the  leading  railroad  shops 
and  are  hopeful  that  the  subject  may  be 
taken  up  at  an  early  date  by  the  various 
associations  interested  in  machine  shop 
work,  as  no  kind  of  engineering  skill  of 
a  merely  theoretical  kind  can  match  with 
the  knowledge  that  may  be  gathered  from 
the  individual  experiences  of  men  who 
are  actually  engaged  in  the  work  under 
consideration. 

To  begin  at  the  beginning  is  the  secret 
of  the  success  of  many  undertakings,  and 
the  fact  has  grown  upon  us  that  those 
shops  where  a  thorough  card  system  is 
in  vogue  in  regard  to  tools  and  their 
uses  seem  to  get  the  work  done  with  less 
friction  and  less  loss  of  time  than  is  the 
case  in  those  shops  where  no  card  system 
exists.  The  card  system  that  we  refer 
to  implies  a  systematic  method  of  num- 
bering the  pieces  of  work  that  may  pass 
through  the  hands  of  the  workmen  in  any 
particular  establishment.  The  number  of 
operations  in  their  order,  the  number  of 
tools  required  and  their  specific  mark- 
ings are  set  down  to  which  in  a  general 
way  the  average  time  taken  in  the  opera- 
tions may  be  added.  This  system  does 
not  necessarily  imply  a  piecework  system, 
but  as  a  guide  to  the  mechanic  as  a 
prompt  method  of  indicating  the  number 
and  kind  of  tools  required  in  executing 
certain  kinds  of  work  it  is  a  very  marked 
improvement  over  the  older  method  of 
allowing  the  individual  to  perform  the 
work  in  his  own  way. 

The  mere  matter  of  storing  the  tools 
must  necessarily  remain  an  open  question 
whicli     will     rcadilv     be     solved     by     the 


intelligent  foreman  and  superintendent  to 
suit  the  requirements  of  the  situation. 
The  distribution  of  the  tools  also  will 
depend  largely  upon  the  size  of  the  shop. 
We  observe  in  some  of  the  larger  shops 
that  the  telephone  is  already  in  use  in 
making  demands  upon  a  central  tool  room 
in  some  shops,  where  boys  are  employed 
in  collecting  and  distributing  tools.  In 
others  a  clever  sj'stem  of  carriers,  such 
as  are  used  in  the  larger  department 
stores  is  in  use,  and  in  opening  this  sub- 
ject it  would  be  of  real  value  to  our 
thousands  of  readers  who  are  engaged  in 
machine  shops  if  some  of  our  railway 
men  interested  in  the  subject  would  kind- 
ly give  us  their  views  on  this  subject  of 
great  and  growing  importance  in  ma- 
chine shop  practice. 


Peking  to   Kalgan. 

A  railroad  has  recently  been  opened 
in  China  which  is  perhaps  deserving  of 
more  attention  than  such  an  event 
would  receive  in  our  own  country.  The 
Chinese  road  is  from  Peking  to  Kal- 
gan, and  is  122  miles  long.  Its  great 
commercial  importance  in  the  Celestial 
Empire  is  beyond  question,  but  the 
fact  that  it  is  the  first  railway  of  im- 
portance in  that  land  which  has  been 
built  by  the  Chinese  themselves  is  a 
very  significant  fact.  The  rails  and  the 
rolling  stock  were  imported,  but  the 
recognition  of  the  need  for  such  a  road, 
its  financing  and  its  construction  were 
Chinese,  and  it  is  operated  and  con- 
trolled by  Chinese. 

This  road  runs  up  the  valley  of  the 
Yung-ting  river  from  Peking,  and  fol- 
lows a  northwesterly  direction  to  Kal- 
gan. This  city  is  the  meeting  point  of 
several  of  the  principal  caravan  routes 
from  Iilongolia,  and  the  railroad,  al- 
though only  a  few  months  in  operation, 
has  received  a  large  and  growing  vol- 
ume of  traffic  which  has  unquestion- 
ably proved  the  wisdom  of  the  promo- 
ters of  the  new  railway.  Surveys  have 
already  been  made  with  a  view  of  ex- 
tending the  road  westward  from  Kal- 
gan across  the  province  of  Shan-se  to 
the  Hoang-ho  river.  This  province 
contains  vast  deposits  of  anthracite 
coal,  said  to  be  from  40  to  80  ft.  thick. 
Bituminous  coal  deposits  are  also 
found  in  this  region  almost  equal  to 
those  of  anthracite,  which  latter  are 
estimated  to  occupy  an  area  of  about 
t3,ooo  square  miles.  Shan-se  has  the 
best  system  of  highways  in  the  Chinese 
Empire,  and  practically  all  the  coal 
used   is  supplied   from  this   province. 

These  easy  artificial  means  of  com- 
munication, when  used  as  feeders  to  the 
new  railway,  will  bring  an  enormous 
volume  of  business  for  the  iron  horse 
to  handle.  .\s  this  traffic  develops  it 
is  probable  that  other  extensions  will 
follow  the  one  now  projected.  The 
road  as  it  now  stands  from  Peking  to 
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Kalgan  has  been  built  without  the  ne- 
cessity of  borrowing  money.  The  funds 
necessary  for  its  construction  were  pro- 
vided out  of  the  earnings  of  the  North- 
ern Railways  of  China,  and  the  fact 
that  the  whole  of  the  work  has  been 
done  by  home  labor  has  had  the  effect 
of  developing  and  employing  a  staff 
of  active  young  Chinese  engineers  who 
can  be  relied  upon  in  further  enter- 
prises of  a  similar  kind.  The  building 
of  this  railway  indicates  that  the  Chi- 
nese believe  in  developing  their  coun- 
try's resources  and  of  establishing  their 
own  industries  and  handling  the  traffic 
thus  created,  with  their  own  men  and 
in  their  own  way,  though  the  influence 
of  American  and  European  methods 
will  no  doubt  be  easily  apparent. 


Knowledge  is  Power. 

Germany  bulks  big  on  the  horizon 
these  days,  but  it  is  not  with  her 
Dreadnought  race  with  Great  Britain 
that  we  have  to  do.  German  methods 
of  technical  instruction  for  her  people 
have  won  the  admiration  of  all.  The 
German  idea  is  to  train  industrial  work- 
ers as  thoroughly  and  as  exactly  as 
soldiers  are  trained.  The  instruction 
given  in  that  country  aims  to  develop 
youthful  talent  along  the  line  of  least 
resistance,  and  by  that  we  mean  that 
the  natural  bent  or  the  natural  inclina- 
tion of  a  young  man  is  encouraged,  be 
he  in  embryo  an  inventor,  a  searcher 
for  the  hidden  secrets  of  nature,  a  skil- 
ful manipulator  of  machines,  or  a  de- 
signer. It  is  in  short  an  effort  to  train 
a  man  to  do  e.xcellently  that  which  he 
seems  naturally  fitted  to  do. 

This  is  in  plain  English  an  endeavor 
to  eliminate  the  tendency  of  round 
pegs  to  get  into  square  holes.  The  root 
of  the  matter  is  that  the  German 
schools  which  lead  up  to  the  high 
schools,  and  indeed  the  whole  of  the 
primary  training  keeps  technical  devel- 
opment in  view,  and  so  to  speak,  dove- 
tails into  it.  From  the  start  there  is 
a  pronounced  bias  in  the  direction  of 
industrial  education. 

The  technical  high  schools  of  Ger- 
many have  four  departments  in  which 
the  youthful  mechanical  engineer,  the 
architect,  the  civil  engineer,  and  the 
technical  chemist  are  taught.  Darm- 
stadt and  Karisruhe  maintain  a  special 
department  for  electro-technology. 
Generally  this  subject  is  included  in  the 
department  of  mechanical  engineering. 
Berlin  has  made  a  special  department 
of  shipbuilding.  Great  Britain  and  the 
United  States  have  both  carefully 
studied  German  methods,  and  in  each 
similar  schools  have  been  established, 
but  they  have  not  yet  surpassed  the 
German  model. 

It  is  not  yet  safe  to  say  that  war  shall 
be  no  more,  but  it  is  extremely  improb- 
able  that   any   long  series   of  conflicts. 


such  as  the  Napoleonic  wars,  would 
ever  be  permitted  by  the  growing  world 
sentiment  for  peace,  but  in  the  present- 
day  commercial  rivalry  between  na- 
tions, healthy  and  legitimate  as  it  is, 
the  man  who  "knows  how"  is  the  man 
who  has  to  be  reckoned  with. 

Many  of  our  readers  may  be  too  old 
to  go  to  school  now,  and  the  pressure 
of  circumstances  may  prevent  some  of 
our  younger  men  from  ever  seeing  in- 
side the  doors  of  a  college,  but  a  man 
is  never  too  old  to  learn,  and  the  beauty 
of  knowledge  is  that  its  power  for  suc- 
cess in  no  wise  depends  upon  how  it 
has  been  picked  up  or  acquired. 

It  is  the  national  perception  that 
knowledge  is  power  which  has  brought 
into  being  the  systems  of  technical  in- 
struction which  we  find  adopted  by 
the  leading  peoples  of  the  world,  and 
what  is  true  of  a  nation  is  true  of  an 
individual.  The  more  he  has  learned 
concerning  the  useful  arts  and  handi- 
crafts the  better  equipped  he  is  for 
the  work  in  life  that  he  has  to  do. 

There  are  many  who  believe  that  war 
in  its  worst  form  has  passed  away,  but 
if  this  is  true,  it  has  been  replaced  by 
a  form  of  competition  no  less  keen  and 
for  which  mankind  will  at  length  be 
compelled  from  the  very  circumstances 
of  the  case  to  beat  its  swords  into 
ploughshares  and  its  spears  into  prun- 
inghooks. 

All  this  has  for  us  of  the  railway 
world  one  lesson,  and  that  is,  that 
it  is  our  duty  to  search  out  and  dis- 
cover and  diligently  study  and  keep  on 
studying  the  best  way  to  do  our  work 
so  that  the  aggregate  result  will  be 
that  the  railways  of  our  country  will 
be  the  safest  and  the  best  operated 
highways  of  commerce  in  the  whole 
world. 


Classification  of  Locomotives. 

It  is  gratifying  to  observe  in  the  larger 
railroads  a  tendency  towards  distinct  types 
of  locomotives  for  the  separate  kinds  of 
service,  and  it  becomes  all  who  are  inter- 
ested in  the  welfare  of  railroad  men  to 
encourage  this  tendency  to  the  end  that 
the  distinction  between  separate  classes 
may  be  so  marked  as  to  be  distinguisha- 
ble to  the  average  railroad  man.  While 
it  may  be  considered  fortunate  that  we 
all  have  a  right  to  enter  the  realm  of 
untried  experiments  with  a  view  to  aid  in 
the  harnessing  of  the  elemental  forces  of 
nature,  it  is  doubtful  if  mere  changes  of 
form  and  variety  in  petty  details  in  a  ma- 
chine so  important  as  the  locomotive 
should  be  encouraged. 

There  are  some  railroads  in  which  the 
number  of  different  types  of  locomotives 
far  exceed  the  number  of  letters  of  the 
alphabet,  so  that  the  classification  of  the 
locomotives,  when  seen  in  writing,  look 
like  an  algebraic  equation.  To  be  told 
that  a  particular  locomotive  belongs  to  the 


"D-13-b"  class  opens  up  a  procession  of 
locomotives  passing  through  subterranean 
caverns  of  the  memory  at  least  a  mile 
long,  and  life  is  too  short  to  encourage 
the  hope  that  the  ordinary  mind  could 
ever  grasp  the  intricacies  of  such  com- 
plex enumeration.  To  fully  comprehend 
the  matter,  it  would  require  a  mind  on 
the  same  plane  with  the  boy  who  learned 
by  heart  the  entire  New  Testament.  It 
should  be  recalled,  however,  that  the  boy 
never  did  anything  else  worth  recording. 

In  examining,  however  briefly,  into  th« 
character  of  these  classifications,  it  will 
be  found  that  many  of  them  have  a 
strong  family  resemblance  to  each  other, 
and  might  safely  be  classified  under  one 
heading.  In  fact,  many  locomotives  pass 
from  one  class  into  another  after  under- 
going some  slight  alterations,  so  that  the 
present  marking  of  a  particular  locomo- 
tive is  no  guarantee  that  it  will  be  found 
in  the  same  category  next  year. 

Several  unsuccessful  attempts  have  been 
made  to  rectify  the  incongruities  of  the 
system.  A  clever  device  was  suggested  at 
the  Master  Mechanics'  Convention  some 
years  ago,  the  aim  being  to  classify  loco- 
motives by  suggestive  letters,  as  "C"  for 
consolidation;  "T"  for  ten-wheel,  adding  a 
number  of  figures  to  indicate  the  tractive 
power  of  the  locomotive.  Thus,  "C-30" 
would  indicate  a  consolidation  locomotive 
of  approximately  30,000  pounds'  tractive 
power.  We  are  hopeful  that  something 
of  this  kind  will  be  adopted  in  the  future. 
Meanwhile,  as  we  stated  before,  the  al- 
phabet is  too  short  to  reach  round  the 
variety  of  classes,  and  the  suggestion  was 
not  adopted.  The  alphabetical  scheme  fell 
through  at  once,  because  the  American 
and  Atlantic  types  of  locomotives  would 
lay  equal  claim  to  the  letter  A,  while  the 
Columbia  class  would  set  up  rival  claims 
with  the  Consolidation,  while  the  Moun- 
taineer, Mikado  and  Mastodon  would  not 
mend  matters. 

Some  systems  seem  to  us  more  intelli- 
gible than  others.  Some  have  classifica- 
tions that  have  one  name  for  road  service, 
but  when  the  locomotive  comes  to  the 
shop  it  gets  another  name.  At  first 
glance  this  does  not  seem  to  clear  the  air 
to  any  extent,  but  its  promoters  claim 
that  it  meets  the  situation  so  fully  that  it 
leaves  little  or  nothing  to  be  desired.  As 
we  stated  at  the  outset,  we  are  not  with- 
out hope  that  the  entanglement  will  recti- 
fy itself  in  the  fullness  of  time.  In  some 
quarters  the  clouds  of  alphabetic  and  nu- 
merical characters  are  already  disappear- 
ing, and  in  the  clear  sky  of  common 
sense   the   stars  are   shining  through. 

A\\  this  may  be  thought  to  be  beside 
the  mark,  as  the  rather  complicated  meth- 
ods of  representing  the  class  in  which  a 
locomotive  stands  are  used  almost  ex- 
clusively on  the  road  owning  the  machine. 
Our  contention  is,  rather,  that  as  it  seems 
necessary  for  each  road,  for  its  own  spe- 
cial information,  to  go  farther  than  simply 
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the  wheel  arrangement,  the  special  sys- 
tem might  possibly  be  made  intelligible 
to  outsiders.  Such  a  system  would  be 
useful  for  purposes  of  comparison  of 
similar  engines  on  different  roads. 

Meanwhile  we  would  not  be  misunder- 
stood in  having  it  supposed  that  we  do 
not  realize  the  value  of  the  system  of 
classification  by  wheels.  It  is  the  only 
method  so  far  that  is  universally  intelli- 
gible, and  if  it  could  be  added  to  by  some 
simple  method  that  would  at  once  indi- 
cate the  tractive  power  of  the  locomotive 
or  its  cylinders  or  wheel  size,  it  would, 
we  think,  fill  a  long-felt  want  among 
railroad  men  in  general. 


Book  Notices 


Manual  for  Engineers.  By  Chas.  E. 
Ferris,  B.S.  Published  by  the  Univer- 
sity of  Knoxville,  Tenn.  246  pages. 
Flexible  leather.     Price,  50  cents. 

A  collection  of  tables  and  other  data 
for  engineers  and  business  men.  It  is  in 
a  compact  and  elegant  form,  and  is  one 
of  those  works  of  ready  reference  that 
should  find  a  place  in  the  offices  of  busi- 
ness men  as  well  as  in  the  pocket  of  the 
engineer.  Professor  Ferris  has  been  emi- 
nently successful  in  compiling  a  manual 
that  has  already  reached  the  thirteenth 
edition,  and  it  may  be  said  in  a  word  that 
each  edition  has  shown  some  marked  im- 
provement over  its  predecessor.  The  ad- 
vertisements which  occupy  a  considerable 
space  at  the  end  of  the  book  enhance, 
and  in  many  instances  tend  to  illustrate, 
the  text. 


The  "Mechanical  World"  Pocket 
Diary  and  Year  Book  for  1910. 
Published  by  Emmott  &  Co.,  Man- 
chester, England.  390  pages.  Price 
50  cents. 

This  handy  cyclopedia  of  mechanical 
information,  containing  a  collection  of 
useful  engineering  notes,  rules,  tables 
and  data  is  one  of  the  most  welcome 
annual  visitors  in  the  mechanical  world. 
Among  the  new  matter  in  this  year's 
publication  is  a  section  devoted  to  oil 
engines,  including  a  number  of  valu- 
able notes  on  crude  oil  engines.  Copies 
can  be  had  direct  from  the  publishers. 


First  Aid  to  the  Disabled  Loco- 
motive Engine.  By  John  M.  Bur- 
ley,  Bedford,  Pa.  292  pages.  Cloth. 
Price  $1.50. 

The  aim  of  the  author  of  this  book 
has  been  to  present  some  information 
from  practical  experience  that  will  as- 
sist the  locomotive  engineer,  firemen 
and  trainmen  to  prevent  some  of  the 
failures   and   defects   in   the   mechanical 


appliances  used  on  railways.  In  the 
case  of  failures,  numerous  descriptions 
of  the  methods  of  making  temporary 
repairs  are  added.  The  book  has  the 
merit  of  treating  the  subjects  briefly. 
It  is  printed  on  fine  paper,  and  the 
numerous  illustrations  enhance  the 
value  of  the  work. 


Railway      Signaling     in      Theory      and 
Practice.  By    James    B.    Latimer, 

Signal    Engineer    C,    B.    &    Q.    R.R. 
Published    by    the    Mackenzie-Klink 
Publishing  Co.,   Chicago.     420  pages. 
Cloth.     Price  $2.00. 
This    is    a    valuable    addition    to    the 
railroad   literature   of   our   time,   and   is 
especially  adapted  to  the   requirements 
of   the   young   railroad   man,    who   may 
safely  take  this  work  as  an  elementary 
text-book     on     the     subject     of     railway 
signaling.     The  author  has  had  excep- 
tional advantages  in  a  service  extend- 
ing over  twenty  years  in  the  operating 
department   and   seven   years   as   signal 
engineer  on   one  of  the   chief  railroads 
of  America.     The  style  is  well  adapted 
to  the  requirements  of  the  average  rail- 
way  man,   and   the    numerous    illustra- 
tions aid  greatly  in  enhancing  the  edu- 
cational value  of  the  work. 


The  Standard  Guide  for  Locomo- 
tive Engineers  and  Firemen  and 
Railway  Machinists.  By  Ed.  Tur- 
ner. Published  by  Laird  and  Lee, 
Chicago.  200  pages.  Leather  bind- 
ing. Vest-pocket  size.  Price,  75 
cents. 

This  illustrated  pocket  manual  will 
be  found  to  be  a  handy  guide  in  cases 
of  emergency  to  engineers,  firemen  and 
machinists.  It  briefly  describes  what 
to  do  in  case  of  breakdowns,  and  also 
presents  in  a  condensed  form  standard 
rules  in  regard  to  signals,  and  fur- 
nishes definitions  of  railroad  terms. 
The  size  of  the  book  makes  it  very 
convenient  to  be  carried  in  the  pocket 
while  at  work,  while  the  fine  binding 
insures  its  durability. 


The   Universal   Directory   of    Railway 
Officials,     1909.       Published     by     the 
Directory     Publishing    Company,    Lon- 
don.    712  pages.     Cloth.     Price,  $4.00. 
The    present    edition    of    this    standard 
directory  of  railway  officials   is  the   most 
complete  work  of  the  kind  yet  published, 
and  has  become   indespensable   to  all   in- 
terested   in    railway    matters    throughout 
the    world.      The    large    increase     in     the 
number     of     pages     devoted     to     railway 
officials  in   Asia   is  a   marked   feature  of 
the  book.     Copies   may  be   ordered   from 
A.    Fenton    Walker,    143    Liliertv    street, 
New  York,  N.  Y. 


"Fuel  Tests  with  Illinois  Coal,"  by  L. 
P.  Breckenridge  and  Paul  Diserens,  is 
issued  by  the  Engineering  Experiment 
Station  of  the  University  of  Illinois  as 
Circular  No.  3.  It  consists  of  a  compila- 
tion of  data  relating  solely  to  the  coals 
of  the  State  of  Illinois,  selected  from 
the  complete  reports  of  the  government 
investigations  on  the  fuels  of  the  United 
States.  Copies  of  Circular  No.  3  may 
be  obtained  gratis  upon  application  to 
Prof.  W.  F.  M.  Goss,  Director  of  the 
Engineering  Experiment  Station,  Uni- 
versity of  Illinois,  Urbana,  111. 


Introduction  of  Six  Wheel  Trucks. 

At  the  third  annual  Convention  of 
the  Master  Car  Builders'  Association, 
held  in  Chicago  in  1869,  Mr.  M.  P.  Ford, 
of  the  Little  Marine  and  Columbus  Rail- 
road introduced  the  motion :  "It  is  the 
sense  of  this  meeting  that  six-wheel 
trucks  for  the  passenger  and  sleeping 
cars  are  the  safest,  and  all  things  con- 
sidered best  adapted  for  use  on  our 
roads." 

That  resolution  was  adopted  with  the 
pioviso  that  the  subject  would  be  dis- 
cussed at  succeeding  meetings,  but  no 
more  official  action  was  taken  upon  it. 
The  use  of  six-wheel  trucks  was  intro- 
duced mostly  by  sleeping  car  companies 
and  no  objection  was  ever  raised  against 
their  use. 


A  multitude  of  weak,  imitative  natures 
are  always  lying  by,  ready  to  go  mad  upon 
the  next  wrong  idea  that  may  be  broached. 
— Our  Mutual  Friend. 


Atlantic  City  Again. 
At  a  joint  meeting  of  the  executive 
committee  of  the  Master  Mechanics'  and 
of  the  Master  Car  Builders'  Associations 
held  in  New  York  early  in  November,  it 
was  unanimously  decided  to  hold  the 
railway  conventions  in  June,  at  Atlantic 
City.  This  decision  was  reached  after 
representatives  of  the  municipal  and  hotel 
interests  of  Saratoga  Springs  and  of 
Atlantic  City  had  presented  their  claims. 
The  M.  C.  B.  convention  will  be  held  on 
iSth,  i6th  and  17th  of  June  and  the 
Master  Mechanics'  convention  will  follow 
on  the  20th,  21st  and  22nd  of  June.  The 
hotel  rates  in  Atlantic  City  will  remain 
the  same  as  they  were  at  the  last  con- 
vention. 


Railway   Business   Association   Dinner. 

-About  a  year  ago,  when  the  business 
depression  had  scarcely  begun  to  lift,  a 
number  of  prominent  railway  supply  men 
organized  the  Railway  Business  Associa- 
tion, whose  purpose  was  to  defend  rail- 
way companies  from  the  wanton  attacks 
of  politicians,  and  to  cultivate  in  the  minds 
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of   the    people    fairness    towards    railway 
interests. 

The  year's  experience  having  convinced 
the  leading  spirits  in  the  Railway 
Business  Association  that  the  work  per- 
formed had  been  satisfactory,  it  was  de- 
termined to  celebrate  the  occasion  by  a 
banquet  which  was  held  at  the  Waldorf- 
Astoria,  New  York,  on  Nev.  10. 
Covers  were  set  for  over  600  guests,  and 
the  list  included  representation  from  all 
parts  of  the  country. 

Among  those  at  the  speakers'  table 
were  Messrs.  J.  S.  Darst,  Ira  B.  Mills,  E. 
G.  Miner,  S.  S.  McClure,  H.  M.  Byllesby, 
W.  P.  Hypes,  John  Kirby,  Jr.,  J.  Edward 
Simmons,  Chauncey  M.  Depew,  T.  A. 
Griffin,  Frank  W.  Stevens,  J.  Pierpont 
Morgan,  George  A.  Post,  George  West- 
inghouse,  Martin  A.  Knapp,  Frank  A. 
Vanderlip,  E.  M.  Skinner,  Henry  R. 
Towne,  Alfred  A.  Pope,  St.  Clair  ]Mc- 
Kelway,  W.  G.  Besler,  James  Speyer,  A. 
F.  Gates,  Edward  Gillette  and  Judge 
Nathaniel  Ewing.  Among  the  other  guests 
were  Robert  C.  Clowry,  William  E.  Corey, 
Ralph  M.  Easley,  J.  T.  Harahan,  E.  T. 
Jeffery,  L.  F.  Loree,  Paul  Morton,  Ralph 
Peters,  Charles  M.  Schwab,  George  R. 
Sheldon,  Theodore  P.  Shonts  and  Isidor 
Straus. 

Mr.  George  A.  Post  vv-as  toastmaster, 
and  opening  the  proceedings  by  explaining 
the  purpose  of  the  association,  at  the 
same  time  taking  the  stand  that  the  public 
and  the  railwa)'  companies  are  benefited 
by  the  work  done  by  the  Railway  Busi- 
ness .'\ssociation.  The  manufacturers  of 
railway  equipment  who  constitute  the 
membership  of  this  association  he  said, 
are  even  more  interested  in  the  prosperity 
of  railroads  than  the  officials  are,  for,  he 
said,  many  of  us  have  our  all  in  the  equip- 
ments used  in  making  railway  appliances. 
Public  wrath  towards  railways  has  a  ter- 
ribly malign  consequence  for  the  railway 
supply  man.  greater  and  graver  than  for 
the  average  railway  manager.  We  are  or- 
ganized for  self  interest.  We  are  dom- 
inated by  that  most  potent  of  all  human 
desires — self  preservation. 

This  appeal  is  made  to  railway  folks 
from  baggage  handler  to  executive;  to 
those  who  are  patrons  of  the  railway  and 
to  public  officials  clothed  with  authority 
ill  dealing  with  railway  matters.  It  is 
the  high  hope  of  the  Railway  Business 
Association  that  the  time  may  come  when 
public  wrath  will  be  as  quickly  aroused 
against  anyone  who  would  seek  to  harm 
;■  properly  conducted,  square-dealing  rail- 
way, as  it  would  be  aroused  against  an 
offending  railway.  The  condition  prece- 
dent to  this  state  of  the  public  mind  is 
that  unremitting  attention  be  given  to 
that  branch  of  railway  engineering  having 
for  its  functions  the  maintenance  of  pub- 
lic good  will. 

The  labors  of  the  association  have  been 
devoted  to  the  work  of  creating  a  public 
opinion    more     favorable    to    railway    in- 


terests than  it  has  been.  They  have  taken 
no  part  in  the  affairs  of  any  faction.  In 
the  same  manner  complete  independence 
has  been  maintained  towards  railway 
officers,  and  the  association  has  refrained 
from  discussing  questions  arising  between 
railways  and  their  employees.  Efforts 
have  been  fairly  successful  in  our  policy 
to  act  as  conciliator  between  the  public 
and  railways.  Substantial  progress  has 
been  made  in  convincing  the  public  that 
unwise  restriction  of  railways  curtails 
industrial  employment  and  thus  hurts  all 
business.  The  Railway  Business  Asso- 
ciation should  be  made  a  permanent  or- 
ganization. It  should  have  for  its  pur- 
pose to  assist  the  railways  on  one  hand 
in  their  problem  of  pleasing  the  public, 
and  to  exert  on  the  other  such  an  influ- 
ence on  the  public  and  public  officials  as 
will  tend  to  promote  wise  regulation,  fair 
alike  to  the  public  and  the  railways. 

We  regret  being  unable  to  publish  Mr. 
Post's  magnificent  address  in  full.  We 
believe  that  copies  of  all  the  ad- 
dresses may  be  obtained  by  application 
to  the  Railway  Business  Association,  No. 
2  Rector  street.  New  Y'ork. 

Hon.  John  C.  Spooner,  of  Wisconsin, 
was  the  first  speaker.     He  said : 

"The  railroad  companies  for  many  years 
held  the  idea  that  because  they  had  the 
power  to  fix  rates  the  State  was  without 
the  power  to  regulate  those  rates.  For 
many  years  the  people  bore  with  con- 
siderable patience  that  misconception 
by  the  railroads  of  their  real  rights. 
Everybody  knows  that  the  railroads  could 
never  have  been  created  without  the  use 
of  the  corporate  entity.  Partnerships 
would  never  have  been  successful  in  tlic 
building  of  railroads. 

"But  the  public  does  not  understand  its 
relation  to  the  railroads.  It  has  been 
told  that  they  are  public  corporations  and 
it  has  been  taught  to  believe  that  the 
power  of  the  public  over  public  corpora- 
tions is  supreme.  But  the  railroad  is  not 
a  public  corporation.  The  Supreme 
Court  has  decided  that  it  is  private  pro- 
perty, and  private  property  has  the  pro- 
tection of  the  Constitution  against  the 
public  and  against  private  individuals." 

In  speaking  of  the  organization  of  the 
association.  Mr.  Spooner  said  that  it  came 
into  being  one  year  ago  at  the  end  of  a 
great  panic.  "And  God  knows,"  he  con- 
tinued, "but  for  the  genius  and  strength  of 
J.  P.  Morgan,  who  would  have  stemmed 
the  tide  of  that  panic?  It  could  not,  per- 
haps would  not.  have  been  stemmed." 

At  this  the  meeting  broke  into  frantic 
cheers,  which  were  kept  up  until  Mr.  Mor- 
gan rose  and  bowed  his  acknowledgment. 
Mr.  E.  P.  Ripley,  president  of  the  Atchi- 
son, Topeka  &  Santa  Fe,  said  that  the  old 
idea  of  "The  public  be  damned !"  had 
passed  out ;  and  instead  of  it  the  railroads 
had  been  compelled  to  recognize  that  the 
people  were  the  final  arbiters  of  their 
fate.      In    outlining    his    scheme    for    pro- 


moting better  relations  between  the  public 
and  the  railroads,  he  said: 

"In  this  country  the  people  rule — and  in 
the  long  run  that  system,  that  method,  or 
that  personality  that  does  not  meet  the 
approbation  of  the  public  cannot  succeed. 
Acknowledging  as  we  must  that  the  pub- 
he  is  all  powerful,  the  question  is,  how 
may  we  satisfy  our  masters  and  thus  miti- 
gate our  woes  and  preserve  our  pro- 
perties. 

"The  answer  to  this  question  was  that 
railroad  companies  must  watch  public 
opinion   and   grant    reasonable   demands." 

Representative  Hepburn,  of  Iowa,  de- 
fended Government  control  of  railroads 
and  favored  extension  of  the  practice. 
He  also  favored  laws  to  prevent  railroad 
companies  from  increasing  their  capital 
stock  until   approved   by  the   Government 

Mr.  W.  C.  Brown,  president  of  the 
New  York  Central  Lines,  mentioned  the 
expense  of  building  a  modern  warship 
and  told  how  many  acres  of  model  farms 
could  be  maintained  for  the  money  use- 
lessly spent  for  the  navy.  He  dwelt  upon 
the  small  average  grain  yield  of  our 
farms  due  to  ignorance  that  would  be 
dissipated  if  the  nation  carried  on  the 
education  that  would  result  from  estab- 
lishing of  model  farms.  A  movement  of 
this  kind  is  held  to  be  urgently  called  for 
as  agriculture  is  going  backward  instead 
of  improving.  He  intends  recommending 
the  owners  of  the  New  York  Central 
Lines  to  purchase  farms  that  can  be 
operated  as  experimental  farms  according 
to  the  most  advanced  methods. 

Mr.  W.  H.  Marshall,  president  of  the 
.American  Locomotive  Company,  said  that 
two  facts  stand  out  prominently  in  the  busi- 
ness situation:  first,  that  we  are  suffering 
from  excess  of  legislation ;  second,  that  in 
too  many  cases  the  management  of  railways 
do  not  reach  the  heart  and  sympathy  of 
the  people.  Illustrating  his  first  point  he 
said  that  in  the  United  States,  one  bill 
is  introduced  for  every  l.ooo  inhabitants; 
in  Great  Britain,  one  bill  for  77,000  in- 
habitants. He  insisted  that  railways 
ought  to  be  consulted  concerning  pro- 
posed legislation.  More  consideration 
ought  to  be  given  to  the  small  shipper,  to 
the  passenger  who  travels  only  a  few 
n'.iles  on  the  trains  of  a  railway  to  local 
communities.  Just  dealin.g  by  railway 
companies  has  a  two  fold  reward.  It 
brings  appreciation  from  the  public  and  it 
improves  relations  between  employer  and 
employee. 

At  the  business  meeting,  in  addition 
to  the  re-election  of  Mr.  Post  as  president, 
Mr.  Charles  A.  Moore  was  elected  treas- 
urer and  Messrs.  H.  H.  Westinghouse, 
O.  H.  Cutler.  W.  H.  Marshall.  E.  S.  S. 
Keith,  A.  H.  Mulliken  and  O.  P.  Letch- 
worth  were  elected  vice-presidents. 

The  speeches  at  this  banquet  serve  to 
show  the  lively  interest  taken  in  the  sub- 
ject by  railroad  officials  and  supply  men. 
and   it   ought   to   bear   good   fruit. 
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The  Joy  Valve  Gear. 
In  Dr.  Angus  Sinclair's  monumental 
work  "Development  of  the  Locomotive 
Engine,"  there  are  about  fifty  different 
types  of  locomotive  valve  gearing  de- 
scribed and  illustrated,  and,  while  many 
of   these    are    merely    variations    of    two 


forward   action    of   the    rod,    due   to   the     shaft,  L,  Figs.  2  and  3,  corresponding  to 


reciprocating  motion  of  the  piston,  and 
combining  this  with  the  vibrating  action 
of  the  rod  up  and  down,  a  movement  re- 
sults which  is  used  to  actuate  the  valves 
of  engines  having  any  combination  of  lap 
and   lead,   and   giving   an   almost   mathe- 


Ihe  ordinary  lifting  shaft  of  a  link  mo- 
tion. The  center  of  this  shaft  corre- 
sponds to  the  position  in  which  the  ful- 


distinct  types,  all  of  them  bear  evidences  niatically  correct  cut-off  for  both  sides  of 
of  a  high  order  of  mechanical  ingenuity,  the  piston  for  forward  and  backward  mo- 
and  it  would  seem  as  if  the  problem  of  tion,  and  for  all  points  of  expansion  in- 
steam  distribution  is  one  that  has  engaged  termediately.    The  action  of  the  gear  may 


the  attention  of  the  brightest  minds  in 
the  realm  of  steam  engineering  and  that 
the  complete  solution  of  the  problem,  like 
the  squaring  of  the  circle,  is  one  that 
eludes  and  ever  will  elude  the  seeker 
after  perfection.  Even  the  survival  of 
the  fittest  is  often  hindered  by  ignorance 
and  prejudice,  and  it  is  marvelous  with 
what  tenacity  the  mechanical  mind  will 
cleave  to  established  institutions.  It  may 
be  remarked  that  the  most  successful  in- 


be  understood  by  reference  to  the  engrav- 
ings, Figs.  I,  2,  3  and  4,  which  are  respec- 
tively an  elevation,  plan,  a  transverse 
section  on  XY  of  Fig.  I  looking  forward, 
and  modified  arrangement  of  the  gear. 

From  a  point.  A,  Fig.  I,  in  the  con- 
necting rod,  motion  is  imparted  to  a 
vibrating  link,  B,  constrained  at  its  lower 
end,  H,  to  move  vertically  by  the  radius 
rod,  C,  which  is  pivoted  at  /.  From  :i 
point,  D,  on  this  vibrating  link,  B,  hori- 


FIG. 


ventions    and    variations    m 
engine  valve  gearing  have  been  made  by 
skilled  mechanicians  whose  experience  in 
actual  work  has  sharpened  their  intellects 
and  in  many  cases  rendered  the  applica 


ELEVATION    OF    JOY'S    \AL\'E    GEAR. 

locomotive  zontal  motion  is  communicated  to  the 
lower  end  of  a  lever,  E,  from  the  upper 
end  of  which  lever  the  motion  is  trans- 
mitted to  the  valve  spindle  by  the  rod  G. 
The  center  or  fulcrum,  F,  of  the  lever  E, 


FIG.  3.     SECTION  OF  GEAR. 

criun,  F,  of  the  lever,  E,  is  represented  in 
Fig.  I.  The  shaft,  L,  and  the  links  can 
be  partially  rotated  on  the  center  of  the 
fcrmer,  so  that  the  slots  in  the  links  will 
be  inclined  over  to  either  side  of  a  verti- 
cal position,  as  shown  at  W  and  X.  This 
is  done  by  means  of  an  ordinary  reverse 
lever  connected  to  the  upper  arm,  M, 
attached  to  the  shaft,  L.  When  the  links 
are  thus  inclined,  the  vertical  movement 
of  the  lever,  E,  causes  the  blocks  in  the 
links  and  the  center,  F,  to  traverse  a  path 
inclined  to  a  vertical  center  line;  and  to 
diverge  from  it  to  either  side.  The 
center,  F,  therefore,  has  a  horizontal 
movement,  the  extent  of  which  depends 
upon  the  degree  of  inclination  of  the 
links,  and  the  direction  of  which  is  gov- 
erned by  their  position. 

The  forward  or  backward  motion  of 
the  engine  is  governed  by  giving  the  slots 
this  inclined  position  on  one  or  other 
side  of  the  vertical  center  line ;  and  the 
amount  of  expansion  depends  on  the 
amount  of  the  inclination,  the  exactly 
central  or  vertical  position  being  "mid- 
gear."    In  that  position  steam  is  admitted 


tion  of  their  theories  comparatively  easy     partakes  also  of  the  vertical  movement  of 

by  giving  an  opportunity  in  the  locations     the  connecting  rod  to  an  extent  equal  to 

where    they    were    employed   to    test   the 

merits  of  their  devices. 
David     Joy,     an     English     locomotive 

superintendent,    patented    a    valve   motion 

in  1879.    Although  belonging  to  the  radial 

gear  variety  of  valve  motions,  it  has  sev- 
eral   features    distinctively    its    own.      It 

has  neither  eccentric  nor  crank,  the  valve  FIG.  ..    PLAN  OF  THE  JOY  VALVE  GEAR. 

deriving  its  movement  from  a  system  of     the  amount  of  its  vibration  at  the  point     at  each  end  of  the  stroke  to  the  amount 

A ;  the  center  F  is  for  this  purpose  car-  only  of  the  lead ;  and  this  is  done  exactly 
ried  vertically  in  blocks  which  slide  in  equally  on  each  side  of  the  center  line, 
slots  in  the  links  JK,  which  arc  curved  to  the  amount  of  lead  being  constant  for 
a  radius  equal  to  the  length  of  the  rod  G,  forward  and  backward  motion,  and  for 
connecting  the  lever  F  to  the  valve  all  degrees  of  expansion.  Thus  when  the 
spindle.     These   links   are   attached   to   a     crank    is    set    at    the   end    of   the    stroke 


levers  connected  with  the  main  rod  and 
varied  by  the  application  of  a  sliding 
link. 

The  motion  for  the  valve  is  taken  di- 
rectly from  the  connecting  rod  and  by 
utilizing  independently  the  backward  and 
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either  way,  the  center,  F,  of  the  valve 
lever  coincides  with  the  center  of  the  slot, 
and,  therefore,  the  slot  may  be  moved 
over  from  forward  to  backward  gear 
without  affecting  the  valve  at  all. 

It  will  be  seen  at  a  glance  that  if  the 
lower  end,  D,  of  the  lever,  E,  were  at- 
tached directly  to  the  point.  A,  on  the 
connecting  rod,  it  would  travel  in  the 
path  of  the  ellipse,  AN,  represented  by 
dotted  lines,  and  there  would  be  imparted 
to  the  center,  F,  of  that  lever,  an  unequal 
vibration  above  and  below  the  center  of 
the  links,  JK.  The  extent  of  inequality 
would  be  twice  the  versed-sine  of  the  arc 
described  by  the  lower  end,  D,  of  the 
lever.  E,  and  this  would  give  an  unequal 
port  and  unequal  cut-off  for  the  two  ends 
of  the  stroke.  But  this  error  is  corrected 
by  attaching  the  lower  end,  D,  of  the 
lever,  E,  to  the  vibrating  link,  B;  for 
while  the  point  A   in  the  connecting  rod 


is   performing   a   nearly   true   ellipse, 

-4 — , 


the 


central  positions  and  exact  connections 
are,  however,  in  all  cases  standard  and 
equal. 

Hitherto  the  center,  F,  of  the  lever,  E, 
which  gives  motion  to  the  valve  spindle, 
has  been  described  as  carried  in  curved 
slots.  This  plan  is  given  as  the  most 
simple  to  manufacture,  but  if  preferred 
the  center,  F,  may  be  carried  by  a  radius 
rod  so  that  its  vibration  will  make  the 
center,  F,  of  the  lever,  E,  describe  identi- 
cally the  same  arc  as  if  moving  in  the 
slots  JK. 

In  locomotives  with  small  wheels  the 
link,  C,  may  come  so  low  down  as  to  be 
ill  danger  of  being  knocked  off.  For  such 
cases,  and  for  others  when  it  may  be 
considered  desirable,  Mr.  Joy  proposed 
the  plan  shown  in  Fig.  4,  in  which  the 
link,  B,  is  cut  off  at  the  center,  D,  and  is 
connected  at  that  point  by  a  rod,  S,  to  a 
crank,  T,  on  the  end  of  the  crankpin.  The 
movement  of  the  valve  produced  by  this 


best  work  can  only  be  done  under 
conditions  which  we  are  not  likely  to 
reach   for  many  years  to  come. 


/ 


FIG.  4.     JOY'S  GEAR  MODIFIED  SO  AS  TO  RAISE  PARTS  FROM   TRACK. 


point  D  in  the  vibrating  link  B  is  moving 
in  a  figure,  DOPQ,  Fig.  i,  like  an  ellipse 
bulged  out  on  the  lower  side,  and  this 
irregularity  is  so  set  as  to  be  equal  in 
amount  to  the  versed-sine  of  the  arc 
described  by  the  lower  end,  D,  of  the 
lever,  E,  thus  correcting  the  above  error, 
and  giving  an  equal  travel  to  the  center. 
F,  of  the  lever  above  and  below  the  cen- 
ter of  the  slot.  At  the  same  time  the 
error  introduced  by  the  movement  of  the 
end  of  the  valve-rod.  G,  is  corrected  by 
curving  the  slots  or  links,  JK,  to  a  radius 
equal  to  the  length  of  G. 

Referring  again  to  the  equalizing  of  the 
traverse  of  the  center,  F,  of  the  lever, 
£,  in  the  slot,  JK,  the  unequal  traverse 
may  be  either  under  corrected  or  over 
corrected  by  shifting  the  point  D  in  the 
vibrating  link,  B,  near  to  or  further  from 
A  ;  by  this  means  a  later  point  of  cut-off 
may  be  given  to  either  end  of  the  cylinder 
at  will,  and  the  engine  may  thus  have 
more  steam  admitted  to  one  side  of  the 
piston  than  to  the  other,  if  required.  The 
same  thing  may  be  done  for  the  lead.  By 
altering  the  position  of  the  crank  for 
which  the  lever  center,  F,  coincides  with 
the  center  of  the  slots,  JK,  an  increased 
or  diminished   lead  may  be  given.     The 


mechanism   is   almost   identical   with   the 
other. 

The  Joy  valve  gearing  has  met  with 
considerable  favor  on  a  few  of  the  British 
railways,  notably  on  the  Great  Western 
Railway  of  England.  This  railroad,  con- 
structed by  the  justly  celebrated  engineer, 
Brunei,  is  among  the  best  built  and  main- 
tained railways  in  the  world.  The  long, 
straight  stretches  of  flat  lands  over  which 
most  of  the  road  passes  form  an  excellent 
opportunity  for  fine  roadbeds,  and  conse- 
quently the  locomotives  are  comparatively 
free  from  those  vibratory  oscillations 
which  are  a  severe  test  on  the  rigidity  of 
almost  all  forms  of  valve  gearing.  It 
will  be  readily  observed  that  any  vertical 
disturbance  on  the  main  rods  of  locomo- 
tives equipped  with  the  Joy  valve  gear 
would  have  a  particularly  distorting  effect 
on  the  gearing,  and  this  is  the  cause  of 
the  very  limited  use  to  which  the  gearing 
has  been  put  on  American  railroads.  As 
roadbeds  improve,  the  gearing  may  come 
into  more  popular  favor.  It  unquestion- 
ably takes  its  place  among  the  leading 
devices  used  in  steam  distribution.  Like 
the  Corliss  valve  gearing  and  others  of 
real  merit,  the  Joy  valve  gearing  has 
advantages   peculiarly  its   own,   but   its 


Celebrated    Steam   Engines. 
XXV.   Richard  Dudgeon. 

Over  fifty  years  ago  a  tall,  raw-boned, 
young  Scottish  mechanic  drifted  into  the 
railroad  shops  on  the  east  coast  of  Amer- 
ica. He  could  work  about  twice  as  much 
as  the  average  mechanic.  He  was  an  all- 
round  machinist  of  the  old  school.  He 
was  of  an  inventive  turn  of  mind,  and  the 
idea  of  a  fountain  pen  occurred  to  him.  It 
was  while  experimenting  with  this  novelty 
a:  night  and  working  in  the  railroad  shop 
by  day,  that  the  idea  of  the  hydraulic  jack 
occurred  to  him.  Strong  as  he  was  he 
grew  tired  of  the  screw  jacks  with  which 
they  raised  locomotives,  and  turned  his 
thoughts  from  the  fountain  pen  to  the 
lifting  jack.  It  was  a  success  from  the 
start,  and  while  there  have  been  improve- 
ments and  adaptations  on  Richard 
Dudgeon's  original  hydraulic  jack,  like 
Watt's  steam  engine,  it  remains  much  the 
same  as  it  came  from  the  hands  of  the 
clever  inventor. 

After  establishing  the  manufacture  of 
the  hydraulic  jacks  in  America,  he  carried 
his  invention  to  England  and.  securing  a 
patent  there,  he  was  about  to  open  a  man- 
ufacturing plant  when  he  discovered  that 
a  rival,  who  was  afterwards  known  as  Sir 
Richard  Tangye,  had  made  some  unim- 
portant change  on  the  hydraulic  jack  and 
also  secured  a  patent.  Mr.  Dudgeon  pro- 
tested, but  a  prolonged  lawsuit  was  a  luxury 
that  he  could  not  afford  to  indulge  in  at  that 
time,  so  he  returned  to  America.  It  may 
be  mentioned  in  this  connection  that  while 
Mr.  Dudgeon  was  unquestionably  the  orig- 
inal inventor  of  the  hydraulic  jack,  Mr. 
Tangye  received  and  accepted  much  credit 
for  an  invention  which  was  not  his  own. 
This  was  particularly  the  case  in  the 
launching  of  the  steamship  Great  East- 
ern, which,  on  account  of  its  great 
weight,  had  sunk  in  the  ship  yard  so  much 
that  it  was  found  to  be  impossible  to 
launch  the  vessel  in  the  usual  way.  The 
hydraulic  jack  was  called  into  effective 
service  and  much  praise  was  bestowed 
on  Mr.  Tangye  which  really  belonged 
to  Mr.  Dudgeon.  It  was  stated  that 
Brunei,  the  eminent  engineer  and  de- 
signer of  the  Great  Eastern,  always 
acknowledged  the  precedence  of  Mr. 
Dudgeon's  claims  to  the  masterly  in- 
vention. 

Meanwhile  Dudgeon  was  not  rest- 
ing idly  on  his  hard  won  laurels.  He 
produced  a  steam  carriage  fitted  with 
a  boiler  of  the  multitubular  kind  and 
coincident  with  the  construction  of 
the  boiler  he  invented  a  flue  expander. 
The  steam  carriage  accommodated 
eight  passengers,  but  like  many  other 
clever  adaptations  of  the  steam  engine 
it  seemed  to  be  ahead  of  its  time.  The 
"White"    steamer   of    our    own    day    is 
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undoubtedly  an  improvement  on 
Dudgeon's  road  carriage,  but  the 
changes  are  really  mere  matters  of 
elegance   in   fittings   and   furnishings. 

The  tube  expander  filled  a  long-felt 
want,  if  we  may  use  an  old  phrase. 
From  a  simple  contrivance  resembling 
a  fishing  reel  in  which  three  small 
rollers  were  enclosed,  each  capable  of 
being  spread  outwardly  by  a  taper  pin 
and    revolved    by    an    adjustable    lever, 


ftom  wear,  and  Dudgeon  may  be  said 
to  have  perfected  Nasmyth's  masterly 
invention. 

Among  his  latest  inventions  was  a 
rotary  engine,  the  forerunner  of  the 
modern  turbine.  The  fine  fitting  of  the 
valves  surrounding  the  rim  of  the  re- 
volving motor  rendered  the  engine  too 
expensive  to  compete  against  the  or- 
dinary reciprocating  steam  engine,  but  the 
smooth  running  of  this  machine  was  the 


Questions  Answered 

SIGN.A.L   INDICATOR. 

80.  J.  T.  \V.,  Boston,  writes:  I 
would  like  to  know  the  use  of  the  small 
piece  of  blue  glass  which  swings  back 
of  the  lantern  on  a  railroad  signal,  so 
that  when  the  signal  is  in  the  danger 
position   it   covers   a   small   hole   in   the 


ORIGINAL    DUDGEON    TUBE    EXPANDER    PHOTOGRAPHED    FROM    SPECIMEN    PRESERVED     IN  THE  SHOP. 

or  bar.     The  contrivance  soon  took  on  theme   of   general   admiration,   and   the  back   of  the   lantern,   and   when   in   the 

an   elegant  and  substantial  appearance,  result    of    Dudgeon's     valuable     experi-  clear    position    it    leaves    it    open.      In 

No    tool    ever     rose     more     rapidly     into  menting     was     used    in    perfecting    the  other  words  it  is   in   line  with   the  red 

popular    favor.      Dudgeon's    jacks    and  steam   turbines   now  in   use.  glass   in    the    spectacle   case. — A.  What 

expanders     did     the    work    of    ten    or  It    is    gratifying    to    know    that    the  you  have  seen  is  usually  on  ground  or 

twenty  men,  and  the   inventor  became  extensive      machine     works      established  switch  signals.     The  small  hole  in  the 

at    once    a    real    benefactor    to    railway  by    Air.    Dudgeon    in    New    York    City  back  of  the  lantern   is  for  the  purpose 

men    and    mechanics     generally.      For-  are    still    in    flourishing   operation,    and  of    indicating    to    any    one    behind    the 

tune  came  to  him  quickly,  but  he  went  although     the     patents     on     his     many  signal  that  there  is  one  there  and  that 

on   modestly  as   ever  with   new  experi-  valuable   inventions   have   long  ago   ex-  it    is    lit.      When    the    signal    stands    at 

ments.      In   his   second   visit  to   Europe  pired     the     fine     products     begun     under  clear   the   little   indicator   shows   white, 

he  was  warmly  received  by  the  leading  his    supervision    are    still    maintaining,  in  order  to  make  apparent  the  position 

engineering  societies,  and  gold  medals  and  in  some  instances  improving  upon,  of   the   signal.      When   the   signal   is   at 

and    diplomas     came    thick   upon    him.  their    original    excellence.  danger   as   you   call   it,   the   blue   glass 

indicates   the   fact.     The   color   blue   is 


He  received  permission  from  the  British 
Government  to  experiment  with  his 
flying  machine.  He  was  allowed  to 
use  the  grounds  of  the  Arsenal 
at  Woolwich  for  his  experiments  in 
this  direction.  That  man  could  fly 
was  one  of  Dudgeon's  pet  theories, 
and  doubtless  if  the  gasolene  motor 
had  been  in  existence  in  his  day 
he  would  have  succeeded  in  his  experi- 
ments. As  it  was,  the  machinery  of 
his  flying  machine  could  not  be  suffi- 
ciently lightened  to  maintain  an  even 
flight.  He  had  studied  the  flight  of 
birds  and  observed  that  all  the  heavier 
birds  raise  their  wings  slowly  and 
bring  them  down  swiftly,  thus  beat- 
ing the  intangible  atmosphere  and 
sustaining  a  weight  many  times 
heavier  than  the  air,  that  is  bulk  for 
bulk.  His  method  of  propulsion  was 
exactly  similar  to  that  now  used  on 
the  most  successful  aeroplanes,  that 
is  by  means  of  a  rotary  propeller. 
The  suspending  power  by  means  of 
wings  driven  by  a  steam  motor  was 
found  to  be  inadequate  to  the  task. 

He  next  turned  his  attention  to  thu 
steam  hammer  which  hitherto  had 
been  very  apt  to  get  out  of  order. 
Dudgeon's  method  of  cushioning  the 
columns     and     solidifying     the     entire 


When  the  shop  surveyor  proceeds  to  re-  used  so  that  it  shall  not  be  taken  as  a 
move  a  chip  or  spark  from  a  sufferer's  signal  but  shall  be  known  for  what  it 
eye,  he  generally  employs   a   knift  blade,     is,     an     indicator.      It    is     a    mistake    to 


p-caa 


DUDGEON'S    ROAD    CARRIAGE    A    FORERUNNER    OF   THE    AUTOMOBILE. 
If   he   would   have   the  blade   thoroughly     speak  of  a  red   light  on  a  switch   sig- 
machine,  virtually  making  the  hammer      magnetized   before   beginning   the   opera-     nal   or  on  an  interlocking  plant  as  in- 
and     block     one     solid     structure,     ren-      tion    it    would    often    draw    out    out    the     dicating  "danger."     What   it  indicates  is 
dered   the    steam   hammer   almost   free      source  of  pain  without  touching  the  eye.     a  route  either  open  or  closed.     In  the 
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case  of  switch  signals  the  red  indicates 
the  diverging  route  which  may  be  tak- 
en or  used  quite  legitimately.  The  in- 
terlocking red  indicates  that  a  particu- 
lar route  is  barred  and  is  not  to  be 
used.  The  automatic  red  is,  in  one 
sense,  the  only  real  danger  signal,  for 
this  implies  a  stop.  These  uses  of  the 
red  light  constitute  what  may  be'  called 
the  ambiguity  of  its  meaning  and  it  is 
on  this  point  that  many  of  our  corre- 
spondents  have   written. 


DR.\KES   CREEPING   ON. 

81.  "Wants  to  Know,"  West  Fort 
William,  C:  (a)  We  have  an  engine 
here  equipped  with  the  H6  Westing- 
house  brake  and  the  brake  creeps  on 
when  the  brake  valve  handles  are  in 
their  running  positions.  What  could 
cause  this? — A.  The  same  thing  that 
could  cause  the  older  G6  or  Ai  type  of 
brake  to  creep  on  causes  this  to  cr^ep 
on,  which  is,  brake  pipe  leakage  that  is 
not  promptly  supplied  by  the  feed 
valve.  The  feed  valve  should  not  allow 
a  variation  of  over  2  lbs.  in  brake  pipe 
pressure;  if  it  does,  brake  pipe  leakage 
might  allow  the  equalizing  valve  to  be 
moved  to  application  position,  w-hich 
v-ould  result  in  an  application  of  the 
brake.  When  the  feed  valve  opens 
again  to  supply  the  brake  pipe,  the 
equalizing  valve  W'ill  be  forced  to  re- 
lease position,  everything  else  being 
in  good  condition.  When  testing  a 
feed  valve  for  sensitiveness  the  air 
gauge  must  be  correct  and  register 
slight   variations   in   pressure. 

(b)  On  this  same  engine  the  reduc- 
ing valve  is  set  at  45  lbs.,  but  when  the 
independent  brake  is  applied  the  hand 
on  the  cylinder  gauge  goes  up  to  60 
lbs.  Where  does  the  air  that  builds 
cylinder  pressure  from  45  to  60  lbs. 
come  from?- — A.  It  comes  from  the 
pressure  chamber  of  the  distributing 
valve,  as  stated,  before  the  movement 
of  the  equalizing  valve  would  allow 
a  flow  of  air  from  the  pressure  cham- 
ber into  the  application  cylinder. 


STE.'VM-MAKING  AND  SCALE. 

82.  Subscriber,  Covington,  Ky.,  asks : 
How  can  I  find  the  loss  of  heat  due 
to  scale  on  boiler  flues,  and  would 
it  make  any  difference  if  the  scale  was 
calcium  sulphate  or  some  other  scale 
forming  matter? — A.  The  composition 
of  the  scale  would  make  some  differ- 
ence but  not  enough  to  be  very  much 
in  favor  of  one  kind  of  scale  as  against 
another.  All  scale  intercepts  heat. 
Some  years  ago  a  test  was  made  on' the 
Illinois  Central  in  connection  with  the 
University  of  Illinois  for  the  purpose 
of  finding  out  the  efifect  of  scale  on 
the  steam-making  qualities,  of  an  en- 
gine. The  detailed  description  of  the 
test  is  given  in  Henderson's  "Locomo- 
tive   Operation."     An    engine    had    run 


twenty-one  months  and  had  scale  on 
the  principal  heating  surfaces  about 
three-si.xty-fourths  of  an  inch  thick. 
Before  removing  this  scale  the  boiler 
had  an  average  evaporative  capacity  of 
5.99  lbs.  of  water  for  each  square  foot 
of  heating  surface,  the  rate  of  combus- 
tion being  .94  lbs.  of  coal  per  square 
foot  of  heating  surface  per  hour.  After 
removing  the  scale  the  average  rose 
to  6.78  lbs.  of  water  per  square  tooi 
of  heating  surface,  with  a  combustion 
rate  of  .97  lbs.  of  coal  per  square  foot 
of  heating  surface  per  hour.  Cleaning 
the  boiler  resulted  in  about  13  per  cent, 
increase  in  the  steam-making  capacity 
of  this  boiler. 


PRONUNCI.\TION    OF    NAMES. 

83.  Subscriber,  Covington,  Ky.,  "writes ; 
How  do  you  pronounce  the  words  Mallet 
and  Walschaerts  ?— A.  The  first  word  is 
French  and  is  pronounced  as  if  spelled 
"Malay."  The  second  word  is  Belgian 
and  in  that  language  is  pronounced  as  if 
spelled  "Valskaerts."  In  this  country 
and  in  England  the  word  in  its  Anglasized 
form  is  generally  pronounced  "Walshirts." 


LEAKY     ALXIIJARY     RESERVOIR    TUBE. 

84.  B.  J.,  Richmond,  Va.,  asks : 
What  is  the  quickest  and  most  positive 
way  to  detect  a  leaky  tube  in  the 
freight  auxiliary  reservoir? — A.  When 
a  triple  valve  known  to  be  in  good  con- 
dition is  bolted  to  a  reservoir  with  a 
leaky  tube,  the  blow  of  air  from  the 
triple  valve  e.xhaust  port  while  the  brake 
is  released  will  indicate  a  leaky  tube. 
If  there  is  any  doubt  as  to  whether  a 
blow  of  air  from  the  triple  valve  ex- 
haust port  is  from  the  triple  valve  it- 
self; from  the  body  gasket  or  from  the 
reservoir  tube,  the  triple  valve  can  be 
bolted  to  the  reservoir  with  the  body 
gasket  upside  down,  or  if  an  H2  or 
K2  triple,  bolt  up  with  the  body  gasket 
one-third  of  a  turn  out  of  position  so 
as  to  lap  the  brake  cylinder  port.  If 
the  brake  then  applies  as  the  reservoir 
is  charging  or  if  there  is  a  blow' past 
the  packing  leather,  air  must  be  leak- 
ing from  the  auxiliary  reservoir  into 
the  brake  cylinder  either  thrpugh  a 
defective  tube  or  through  the  wall  di- 
viding the  reservoir  and  brake  cylinder. 


INJECTOR  CAPACITY. 

85.  Subscriber,  Covington,  Ky.,  asks : 
What  number  of  gallons  of  water 
will  a  No.  ID  Hancock  inspirator  sup- 
ply to  a  boiler  with  200  lbs.  steam  pres- 
sure; also  what  quantity  of  water  will 
Monitor  injectors  No.  9  and  No.  10  put 
into  a  boiler  -with  pressure  of  200  lbs. 
and  pressure  of  160  lbs.? — A.  The  cata- 
logue figures  ,for  a  Monitor  Np.  9  at  200 
lbs.  pressure  are  2,940  gallops,  an  hour. 
The  No.  10  ^lonitor  will,  under  the 
same  pressure,  supply  3.750  gallons  an 


hour.  The  capacity  of  the  injectors  un- 
der 160  lbs.  is  not  stated.  It  is  possi- 
ble to  somewhat  improve  on  the  aver- 
age quantity  here  stated  if  the  injector 
connections  are  of  ample  size,  without 
obstructions,  with  few  bends,  and  water 
freely  supplied  from  the  tender,  and 
with  steam  pressure  maintained  up  to 
or  even  slightly  over  200  lbs.  The  No. 
10  type  A  Hancock  inspirator  delivers 
4,068  gallons  per  hour  under  a  pressure 
of  210  lbs.  There  are  no  figures  given 
by  the  manufacturers  for  a  pressure  of 
200  lbs. 

RECORDS     OF     PATENTS. 

86.  R.  M.  B.,  Newark,  N.  J.,  asks: 
How  can  I  obtain  reliable  information 
about  all  patents  obtained  for  attach- 
ments to  locomotives? — A.  The  Patent 
Office  Gazette  gives  records  of  all  pat- 
ents issued  in  the  United  States.  Write 
to  the  Commissioner  at  Washington, 
D.    C. 


ANCLE    OF    TWIST    DRILLS. 

87.  Manager,  Manila,  Isle  de  Luzon, 
writes :  I  am  in  charge  of  a  shop  having 
very  good  machinists  and  good  tools,  but 
there  is  no  tool-grinding  machine,  and 
tkei'e  is  difference  of  opinion  about  the 
proper  angle  for  twist  drills.  Railway 
AND  Locomotive  Engineering  is  popular 
here,  and  your  opinion  on  this  question 
would  settle  it. — A.  We  should  advise  you 
to  adhere  to  the  angle  of  the  drill  as  it 
comes  from  the  makers.  The  angle 
formed  by  the  lip  and  body  of  the  drill 
is  generally  60  degs. 


NO    NAME    GIVEN. 

88.  Enquirer,  Calgary,  Alba.,  writes : 
Please  answer  the  following  questions 
through  the  columns  of  your  paper,  etc., 
etc.  ? — A.  You  have  not  complied  with 
the  conditions  necessary  to  get  an  an- 
swer. Every  correspondent  to  Railway 
AND  Locomotive  Engineering  is  expect- 
ed to  give  his  name  and  .address,  not 
necessarily  for  publication,  but  as  a 
guarantee  of  good  faith. 


The  Seaboard  .Air  Line  Railway  have 
awarded  contracts  to  the  Baldwin 
Locomotive  Works  for  15  passenger 
and  5  switching  engines,  and  to  the 
Pressed  Steel  Car  Company,  of  Pitts- 
burgh, for  1,000  bo.x  cars,  25  stock  cars 
and  one  60-ton  steam  wrecking  car.  Three 
passenger  coaches,  3  combination  passen  • 
ger  and  baggage  cars,  4  combination  mail 
and  baggage  cars  and  5  express  cars  have 
also  been  ordered  from  another  company. 


The  Alaska-Yukon-Pacific  Exposi- 
tion has  awarded  to  the  General  Elec- 
tric Company  a  grand  prize  on  gen- 
eral exhibit  of  electrical  apparatus  and 
completely  furnished  model  apart- 
ment. 
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Air  BraKe  Department 


Conducted  by  G.    W.  Kiehm 


Defective  H-6  Brake  on  the  Road. 

The  series  of  articles  on  the  H-6 
brake  which  have  appeared  during  the 
past  year  have  gone  over  the  subjects 
of  operation,  inspection,  defects  and 
tests  to  locate  them,  and  what  can  be 
done  in  cases  of  broken  air  pipes  while 
out  on  the  road.  They  had  no  particu- 
lar reference  to  the  illustration  used 
with  them,  it  being  considered  that  the 
names  of  parts,  construction  and  opera- 
tion could  be  learned  quicker  and  more 
conveniently  from  the  pamphlets  de- 
scribing this  apparatus.  The  pamphlets 
referred  to  are  really  an  air  brake  book 
and    a    work    of   art,    furnished    gratuit- 


been  mentioned  in  the  February,  March 
and  April  numbers  of  1909. 

The  main  line  of  the  modern  rail- 
road is  a  very  poor  place  to  experiment 
with  defective  brake  equipment,  or  to 
experiment  with  any  other  part  of  the 
locomotive,  and  when  compelled  to  stop 
because  of  the  failure  of  any  of  the 
parts,  the  thought  uppermost  in  the 
mind  of  the  man  in  charge  of  the  loco- 
motive should  be,  how  to  again  get  the 
train  in  motion  or  into  the  nearest  sid- 
ing in  the  shortest  possible  space  of 
time. 

It  is  well  at  such  times  to  be  guided 
by   an   instinct    of   self-preservation,    to 


It  is  assumed  that  the  engine  is  in 
passenger  service  and  equipped  with 
the  H-6  brake,  and  no  matter  what 
size  or  make  of  air  pump  is  in  use,  it 
is  generally  understood  that  if  the 
pump  is  broken.no  repairs  can  be  made 
on  the  road,  and  it  should  not  be  at- 
tempted, but  if  there  is  nothing  wrong 
with  the  pump  itself,  it  is  strictly  up 
to  the  engineer  to  again  get  it  started. 
He  must  know  positively  before  decid- 
ing that  the  pump  has  failed,  first;  that 
the  pump  was  well  lubricated,  he  must 
not  be  content  with  merely  knowing 
that  drops  of  oil, are  feeding  from  the 
lubricator.     Second,  he  must  know  that 

"2-0  " 


POSITIONS 

ously  by  the  Westinghouse  Air  Brake 
Co,  to  any  railroad  men  interested  in 
this  equipment,  and  while  it  is  no  sug- 
gestion from  the  company,  a  spirit  of 
fairness  will  prompt  the  reader  to  en- 
close stamps  to  cover  postage  when 
making  a  request  for  a  copy.  We  feel 
that  the  series  of  articles  have,  for 
the  time  being,  covered  the  subject 
pretty  thoroughly,  but  we  will  offer  a 
few  suggestions  as  to  what  can  be  done 
in  cases  of  emergency,  or  in  the  event 
of  any  failure  of  the  different  valves 
comprising  this  equipment,  while  out 
on  the  road,  the  question  of  breaking 
air  pipes  will  be  ignored  as  they  have 


OF    H.\NDLE    OF    THE   H6    AND    THE    S6    BRAKE   VALVE. 

pursue  a  safe  and  intelligent  course,  for  the  pump  is  getting  a  full  supply  of 
it  is  much  easier  to  reason  out  what  steam.  In  determining  this  it  is  some- 
should  have  been  done,  at  the  next  times  necessary  to  break  the  joint  be- 
meeting  with  the  air  brake  instructor,  tween  the  governor  and  the  pump,  al- 
or  with  the  road  foreman  of  engines  though  it  is  not  always  necessary  to 
than  it  is  to  reason  it  out  the  instant  disconnect  the  steam  pipe.  If,  when  ap- 
that  the  defect  develops,  and  further-  preaching  the  pump,  air  is  blowing  free- 
more,  the  official  who  investigates  the  ly  from  the  relief  port  in  the  neck  of 
cause  of  the  detention  has  plenty  of  the  governor,  it  is  not  necessary  to 
time  to  decide  in  his  own  mind  what  bother  with  the  steam  pipe,  as  it  is 
should  have  been  done  at  the  time,  evident  that  the  governor  steam  valve 
With  a  view  of  making  the  right  move  is  closed.  Third,  it  must  be  known 
at  the  right  time  let  us  begin  by  con-  that  the  pump  is  free  to  exhaust  the 
sidering  what  should  be  done  in  case  steam,  after  it  is  found  that  it  is  get- 
of  an  air  pump  failure,  or  in  case  the  ting  a  full  supply.  In  order  to  ascer- 
air  pump  stops  at  some  point  on  the  road,  tain  this  it  might  be  necessary  to  break 
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the  exhaust  pipe  connection,  and  if  the 
train  is  heated  with  exhaust  steam 
from  the  air  pump,  the  valve,  or  three- 
way-cock  used  in  the  exhaust  pipe, 
must  be  known  to  be  open  either  to  the 
heating  reservoir  or  to  the  atmosphere. 


moved  to  the  lap  position  to  cut  off  the 
flow  of  air  through  the  operating  pipe; 
if  the  pump  then  starts  to  work  and 
stops  again  when  the  handle  is  placed 
in  running  position  and  allows  main 
reservoir   and    brake   pipe   pressures   to 


NO.    6    DISTRIBUTING    VALVE    AND    DOUBLE    CHAMBER    RESERVOIR. 


After  clearlj'  ascertaining  that  the 
pump  is  well  lubricated,  getting  steam, 
and  that  the  exhaust  is  not  obstructed, 
it  is  safe  to  conclude  that  the  pump  is 
broken  or  disabled,  and  the  train  must 
be  moved  without  an  air  brake  to  some 
point  where  another  engine  is  avail- 
able. Each  railroad  has  certain  rules 
governing  such  cases,  and  the  Inter- 
state law  will  permit,  or  rather  over- 
look, cases  where  it  is  absolutely  nec- 
essary to  move  trains  under  such  con- 
ditions. 

In  considering  what  to  do  with  a 
governor  that  develops  a  defect,  one's 
action  depends  somewhat  upon  whether 
the  governor  does  not  stop  the  pump 
when  the  proper  pressures  are  attained, 
or  whether  it  will  not  allow  the  pump 
to  work  again.  In  the  former  case  it 
is  only  necessary  to  regulate  the  speed 
of  the  pump  by  means  of  the  throttle, 
the  latter  case  of  the  governor  not 
allowing  the  pump  to  start,  could  be 
due  to  a  stopped-up  relief  port,  a  dia- 
phragm valve  being  off  its  seat,  or  to 
the  governor  piston  having  stuck. 

If  the  governor  should  stop  the  pump 
and  not  allow  it  to  start  again  the 
pressures  as  indicated  by  the  air  gauge 
should  be  noted,  and  if  the  brake  pipe 
pressure  has  fallen  somewhat,  leaving 
the  main  reservoir  pressure  at,  or  very 
near,  its  maximum,  the  brake  valve 
handle  should  be  moved  to  release  posi- 
tion for  an  instant,  and  if  the  cause 
of  the  governor  shutting  off  the  steam 
is  due  to  the  feed  valve  not  having 
maintained  brake  pipe  pressure  at  the 
desired  figure,  the  pump  will  then  start 
up  promptly.  If  the  pump  will  not  start 
when  the  handle  is  moved  to  release 
position    the    handle    should    then    "be 


fall  below  what  they  are  adjusted  for, 
the  excess  pressure  top  is  defective, 
and  the  handle  can  again  be  moved 
to  lap  position  and  a  blind  gasket  can 
be  inserted  in  the  union  connection  in 
the  operating  pipe  at  the  brake  valve, 
to  cut  off  the  flow  of  air  to  this  top, 
leaving  the  high-pressure  top  to  con- 
trol the  main  reservoir  pressure  to  the 
end  of  the  trip. 

An  action  of  this  kind  could  be  due 
to  the  upper  or  excess  pressure  pipe  of 
the  governor  becoming  closed  with  dirt 
or  to  being  partially  closed,  and  a  leak 
starting  in  the  pipe  near  the  governor 
so  that  the  air  pressure,  necessary  to 
assist  the  spring  in  forcing  the  dia- 
phragm valve  to  its  seat,  could  not  ac- 
cumulate, the  same  action  might  also 
be  due  to  a  piece  of  scale  or  dirt  lodg- 
ing under  the  diaphragm  valve.  Put- 
ting a  blind  gasket  in  the  operating 
pipe  is  the  quicker  and  easier  method  of 
overcoming  the  trouble  for  the  time 
being. 

If  the  governor  will  not  allow  the 
pump  to  start,  due  to  a  closed  or 
stopped-up  relief  port  it  is  only  neces- 
sary to  use  a  pin  to  open  it,  but  mat- 
ters of  this  kind  should  be  attended 
to  before  the  engine  leaves  the  engine 
house.  The  air  escaping  from  this  port, 
when  the  governor  is  in  control  of  the 
pump,  makes  sufficient  noise  to  attract 
attention  while  oiling  or  inspecting  the 
engine,  and  while  a  governor  may  ap- 
pear to  operate  in  a  satisfactory  man- 
ner, even  if  the  port  is  closed,  it  should 
be  kept  open.  If  it  is  closed  and  the 
governor  remains  reasonably  sensitive 
to  changes  in  pressure,  it  means  that 
there  is  a  leak  either  at  the  threaded 
parts   of   the    Siamese    fitting,   past   the 


governor  piston  packing  ring,  or  the 
leak  is  in  the  threads  at  the  upper  end 
of  the  governor  cylinder,  and  this 
should  be  given  attention. 

Knowing  that  this  port  is  open,  may 
be  a  very  insignificant  matter,  as  a  gen- 
eral rule,  if  the  action  of  the  governor 
is  not  erratic  as  a  result,  but  it  may 
be  of  considerable  importance  in  the 
event  of  a  pump  failure  or  a  governor 
developing  another  defect  while  out 
on  the  road,  and  to  know  that  it  was 
open  when  leaving  the  engine  house 
may  save  valuable  time  and  possibly 
some  criticism  from  superiors  on  the 
result  of  guesswork  on  the  road. 

If  the  relief  port  is  open  at  the  be- 
ginning of  the  trip  it  is  not  likely  to 
become  closed  during  that  trip,  as  the 
collection  of  oil  and  dirt  forms  and 
reduces  the  opening  gradually,  and  it 
very  seldom  closes  entirely  in  a  short 
time.  About  the  most  disagreeable  de- 
fect of  the  three  originally  mentioned 
is  the  stuck  or  sticking  governor  pis- 
ton, and  it  is  invariably  the  result  of 
attempting  to  make  a  passable  job  of 
fitting  a  ring  in  a  worn  cylinder. 

If  an  engine  with  a  governor  in  such 
a  condition  gets  away  from  the  engine 
house  and  the  piston  once  sticks  it  is 
likely  to  stick  again,  tapping  the  gov- 
ernor body  with  a  hammer  or  wrench 
will  usually  loosen  it  and  it  will  stick 
again  when  the  pressure  is  pumped  up. 

This  is  not  only  annoying  but  dan- 
gerous, and  the  safest  proceeding  is  to 
put  a  blind  gasket  in  the  operating 
pipe  at  the  brake  valve  and  allow  the 
fireman  to  run  the  adjusting  nut  on 
the  high-pressure  top  down  all  the  way 
and  use  the  throttle  to  regulate  the 
speed  of  the  pump. 

From  the  foregoing  it  appears  that 
the  safest  method  in  case  the  pump 
suddenly  stops,  with  either  governor  or 
pump  at  fault,  is  to  first  be  sure  the 
pump  is  getting  oil,  then  to  try  to  start 
the  pump  by  tapping  it  and  the  gover- 
nor steam  body ;  and  there  being  no 
blow  of  air  at  the  relief  port  the  next 
move  would  be  to  break  the  joint  be- 
tween the  governor  and  the  pump,  and 
if  the  pump  is  getting  steam  it  is  good 
policy  to  slack  off  the  union  nut  at  the 
exhaust  pipe  connection  and  pry  the 
pipe  away  a  short  distance,  especially 
if  there  is  any  heating  attachment  in 
this  pipe,  and  if  the  pump  does  not 
start  during  this  proceeding  it  must  be 
broken.  Of  course  if  the  pump  de- 
velops a  terrific  pound  which  continues 
until  the  pump  stops  it  is  pretty  cer- 
tain tliat  the  pump  is  broken,  and  a 
close  investigation  is  usually  unneces- 
sary. 

In  case  the  pump  does  not  stop  run- 
ning but  fails  to  compress  air  on  either 
stroke,  all  that  can  be  done  is  to  ob- 
serve that  the  strainer  is  not  closed 
with  dirt  or  by  something  having  been 
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blown  over  it,  and  in  case  of  one  of 
the  air  valves  sticking  it  can  often  be 
loosened  by  tapping  the  caps  or  cages. 
The  manner  in  which  the  troublesome 
valve  can  be  detected  and  other  minor 
matters  concerning  air  pumps  are  gen- 
erally known  to  engine  crews. 

What  can  be  done  under  certain  con- 
ditions in  a  case  of  a  disabled  brake 
valve  has  been  mentioned  in  "Broken 
Air  Pipes,"  and  it  is  very  seldom  that 
a  brake  valve  becomes  disabled;  there 
is,  of  course,  always  a  possibility  of  a 
piece  of  the  chipped-out  end  of  a  brok- 
en pipe  lodging  under  the  equalizing 
discharge  valve  and  holdings  it  off  its 
seat.  In  such  a  case  it  would  only  be 
necessary  to  plug  the  exhaust  port  and 
make  the  applications  by  going  slowly 
toward  emergency  position. 

A  very  few  instances  are  known 
where  the  brake  valve  handle  was  brok- 
en off  or  where  the  rotary  key  was 
twisted  off  or  become  disengaged  from 
the  rotary  valve;  but  should  this  occur 
while  the  train  is  in  motion,  and  near 
a  stopping  point,  a  very  prompt  move- 
ment on  the  part  of  the  engineer  is  in 
order,  and  we  could  not  advise  him  to 
attempt  to  reach  an  angle  cock  on  the 
pilot  as  there  may  be  a  stop  cock  used, 
and  it  may  be  under  the  running  board 
or  under  the  pilot,  but  rather  to  use 
his  foot  or  a  coal  maul  and  break  off 
the  brake  valve  tee  from  the  valve 
body  and  try  to  reach  a  stop  or  angle 
cock  later  on  if  found  necessary. 

In  the  event  of  a  defective  feed  valve 
which  allows  main  reservoir  pressure  to 
enter  the  brake  pipe,  the  high-pressure 
top  should  be  adjusted  to  no  lbs.,  to 
avoid  a  higher  brake  pipe  pressure, 
and  in  case  the  defective  feed  valve 
prevents  air  from  entering  the  brake 
pipe,  or  to  state  it  differently,  if  air 
will  not  enter  the  brake  pipe  when 
the  handle  of  the  brake  valve  is  in  run- 
ning position,  the  only  course  left  open 
is  to  get  it  back  into  train  by  turning 
the  handle  to  release  position. 

In  the  first  case  the  excess  pressure 
governor  top  cannot  interfere  as  it  is 
rendered  inoperative  by  the  rise  of 
brake  pipe  pressure;  in  the  second  case, 
the  excess  pressure  top  will  stop  the 
pump  making  the  movement  to  release 
position  necessary  to  again  start  it. 

When  the  feed  valve  will  not  open 
it  is  usually  due  to  the  port  through  the 
regulating  valve  seat  becoming  closed 
with  dirt.  A  glance  at  the  B-6  feed 
valve  will  show  that  this  is  not  likely 
to  occur  with  this  valve,  but  because 
the  engine  is  equipped  with  the  H-6 
brake  it  is  no  assurance  that  it  has  the 
B-6  feed  valve,  as  the  repairmen  are 
not  always  so  particular  concerning 
small  matters. 

It  will  be  understood  that  it  is  not 
necessary  to  lose  any  time  on  the  road 
on  account  of  defective  governors,  feed 


valves  or  air  gauges.     If  the  red  hand 

on  the  air  gauge  comes  loose  on  the 
pinion  and  falls  down  against  the  peg 
the  black  hand  remaining  at  no  lbs. 
would  give  assurance  that  there  was 
nothing  seriously  wrong,  or  if  the 
black  hand  fell,  due  to  its  coming  loose, 
the  black  hand  on  the  cylinder  or  small- 
er gauge  will  still  show  brake  pipe 
pressure.  The  reducing  valve  and  in- 
dependent brake  valve  can  be  ignored 
in  this  connection,  as  they  are  not  abso- 
lutely essential  to  a  train  movement. 

Two  distributing  valve  defects  that 
would  cause  a  detention  have  been  men- 
tioned, and  if  the  distributing  valve 
should  stick  and  refuse  to  release  the 
brake,  or  if  the  brake  could  not  be  re- 
leased with  either  the  automatic  or  in- 
dependent brake,  it  would  be  necessary 
to  close  the  stop-cock  in  the  distribut- 
ing valve  supply  pipe  and  uncouple  the 
brake  cylinder  hose  between  the  engine 
and  tender.  The  effect  of,  and  the 
remedy  for  a  stuck  quick-action  slide 
valve  has  also  been  mentioned. 

In   case   of  a   failure   of   any  part   of 


should  be  closed.    To  cut  out  the  brake 

valve  for  double  heading  purposes,  or 
to  be  hauled  in  the  train,  the  stop-cock 
under  the  brake  valve  must  be  closed. 


Shay  Locomotives. 
The  Chesapeake  &  Ohio  Railway 
which  have  in  service  several  Shay 
geared  locomotives  made  by  the  Lima 
Locomotive  Works,  have  given  an  order 
for  another  very  powerful  engine  of  the 
Shay  type.  The  officials  of  the  Chesa- 
peake &  Ohio  Railway  speak  very  favor- 
ably concerning  the  efficiency  of  the  Shay 
engines,  and  their  low  cost  of  repairs  con- 
sidering the  very  heavy  work  they  do. 


Stands  Out  for  the  Best. 

Senator  Depew,  railroad  president,  and 
famous  after-dinner  speaker,  is  not  ex- 
actly a  teetotaller,  but  he  has  an  ingenious 
method  of  dealing  with  people  who  offer 
him  a  drink  that  makes  most  of  them  hold 
their  breath  and  their  money.  The  Sena- 
tor will  accept  nothing  short  of  a  drink 
of  champagne,  and  he  told  a  meeting  of 
railroad  men  lately  that  his  discrimination 
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the  brake  rigging  on  the  engine,  the 
stop-cock  in  the  brake  cylinder  pipe 
can  be  closed.  To  cut  out  the  tender 
brake  the  stop-cock  in  the  pipe  leading 
to  it  can  be  closed,  and  to  cut  out  both 
engine  and  tender  brake  the  stop-cock 
in    the    distributing    valve    supply    pipe 


against  cheap  tipple  has  an  excellent  in- 
fluence in  promoting  temperance. 

There  is  no  man  that  imparteth  his 
joys  to  his  friend,  but  he  joyeth  the  more; 
and  no  man  that  imparteth  his  griefs  to 
his  friend,  but  he  grieveth  the  less. — 
Bacon. 
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Electrical  Department 


Electric   Interlocking. 

W.    B.    KuUWENUDVEN. 

Electric  interlocking  not  only  con- 
trols the  operation  but  operates  as  well 
all  switches,  signals  and  derails  by 
electricity.  As  in  the  electro-pneumatic 
system  the  movements  of  all  switches 
and  signals  are  repeated  back  to  the 
tower  by  an  electric  current  locking 
these  same  levers  as  the  position 
of  the  switch  may  indicate.  It  is 
not  safe  to  assume  that  a  switch  or  sig- 
nal always  follows  the  movement  of  its 
lever.  The  movement  of  the  lever  sim- 
ply turns  on  the  power;  the  wires  may 
be  broken,  or  disconnected,  or  they  may 
be  grounded,  and  the  power  may  never 
reach  the  switch.  In  order  that  there 
may  be  no  failure  of  the  movement  of 
the  switch  following  that  of  its  lever 
the  lever  movement  is  divided  into  two 


interlocking  systems  to  indicate  to  the 
tower  man  that  the  position  of  a  switch 
or  signal  and  its  lever  are  in  accord. 
The  problem  in  electric  interlocking  is 
to  obtain  a  satisfactory  current  for  in- 
dicating purposes.  Current  taken  from 
the  main  battery  is  not  satisfactory  be- 
cause if  a  wire  should  become  grounded 
or  if  two  wires  should  become  crossed 
a  false  indication  might  easily  result. 
There  are  two  sources  of  current  that 
fulfill  the  requirements  for  an  indicat- 
ing current  in  an  interlocking  plant: 
one  method  is  to  use  a  current  gener- 
ated by  the  motor  itself,  and  the  other 
is  to  transform  the  motor  current  into 
an  alternating  current  for  indicating 
purposes.  We  will  consider  the  second 
system   only. 

The  power  equipment  consists  of  two 
duplicate    generators    driven    by    either 
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parts,  a  preliminary  and  a  final  move- 
ment. The  preliminary  movement  turns 
on  the  power  and  throws  the  switch. 
The  final  movement  locks  or  unlocks 
other  levers  whose  positions  depend 
upon  that  of  the  lever  in  question.  The 
lever  is  stopped  at  the  end  of  the  pre- 
liminary movement  by  a  segment  or  pro- 
jection coming  into  contact  with  a 
catch  or  stop  which  is  known  as  the 
indicating  latch.  The  releasing  of  this 
latch  serves  as  an  indication  to  the 
tower  man  that  the  switch  has  moved 
home  and  permits  him  to  complete  the 
final  movement  of  the  lever. 

The  method  of  releasing  this  latch 
and  indicating  to  the  tower  man  that 
the  switch  has  moved  home  is  of  prime 
importance  in  electric  interlocking 
plants.  In  fact  it  is  necessary  to  have 
some   form   of  indicating  device   in   all 


motors  or  gas  engines,  and  storage  bat- 
teries. The  voltage  usually  employed 
is  no  volts. 

The  electric  wires  run  in  pine  con- 
duits placed  about  6  ins.  above  the 
ground,  as  was  explained  in  the  Novem- 
ber    issue     of     R.MLVVAY     AND    LOCOMOTIVE 

Engineering.  There  are  but  three  wires 
leading  to  each  switch;  namely,  a  re- 
verse wire,  a  normal,  and  a  common  re- 
turn. Tlie  reverse  and  normal  wires 
serve  as  indicating,  as  well  as  operat- 
ing wires.  The  operating  wire  of  one 
movement  becomes  the  indicating  wire  of 
the  same  movement. 

The  switches  are  operated  by  small 
motors  of  1.5  horse-power  each,  oper- 
ating on  no  volts  direct  current.  The 
shaft  of  the  motor  is  connected  by 
means  of  a  magnetic  clutch  to  a  shaft 
in   the   same   line   which   carries  a  cam 


drum  for  operating  the  switch  and  lock 
mechanism. 

A  spe-ed  reduction  gearing  of  the  ratio 
of  25  to  I  is  interposed  between  the 
two  shafts.  There  is  also  a  safety  con- 
troller whose  duty  is  to  prevent  opera- 
tion of  the  switch  by  stray  currents. 
The  motors  are  provided  with  two  sep- 
arate held  coils,  one  connected  to  the 
normal  wire  and  the  other  to  the  re- 
verse wire.  These  field  coils  are  wound 
in  opposite  directions  so  that  the  bat- 
tery current  flowing  through  them  will 
produce  opposite  magnetizing  effects, 
while  always  flowing  in  the  same  direc- 
tion through  the  armature.  A  sim- 
ple means  is  thus  provided  for  revers- 
ing the  direction  of  rotation  of  the 
motor,  which  is  accomplished  by  sim- 
ply connecting  the  operating  lever  to 
either  the  normal  or  reverse  wires. 

On  the  cam  drum  shaft  there  are  two 
cams  or  worms,  one  for  operating  the 
detector  bar  and  lock  and  the  other  for 
throwing  the  switch.  Each  cam  slot 
for  a  portion  of  its  travel  is  at  right 
angles  to  the  shaft,  and  for  the  re- 
maining portion  diagonal  to  the  shaft. 
If  the  lug  on  the  driving  bar  for  the 
switch  or  the  lock  is  in  the  first  por- 
tion of  the  slot  no  motion  takes  place; 
but  when  the  lug  is  in  the  diagonal 
portion  there  is  movement  of  the 
switch  or  lock.  When  the  cam  drums 
are  revolved  by  the  motor  the  lug  work- 
ing the  lock  and  detector  bar  imme- 
diately begins  to  move,  unlocking  the 
switch  and  raising  the  bar.  When  they 
have  completed  this  movement  they 
come  to  rest  and  the  movement  of  the 
switch  begins.  After  the  switch  has 
been  thrown,  further  movement  of  the 
lug  controlling  the  lock,  locks  the 
switch  in  its  new  position  and  closes 
the  indicating  circuit. 

The  use  of  the  magnetic  clutch  be- 
tween the  motor  shaft  and  the  cam 
drum  shaft  permits  the  instantaneous 
disconnection  of  the  latter  as  soon  as 
the  switch  has  been  moved  home  and 
locked.  If  for  any  reason  the  switch 
should  be  blocked  and  obstructed  so 
that  it  could  not  complete  its  move- 
ments the  clutch  will  slip,  thus  pre- 
venting any  overstraining  of  the  mech- 
anism. The  motor  clutch  drum  and 
safety  controller  are  all  mounted  on  a 
steel  base  plate  which  is  long  and  nar- 
row, and  occupies  but  very  little  space 
between  the  tracks. 

In  this  method  the  direct  current  of 
the  battery  is  transformed  into  a  pulsat- 
ing current,  which  passes  through   the 
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primary  of  a  transformer  placed  in  the 
interlocking  machine.  In  the  secondary 
of  the  transformer  an  alternating  cur- 
rent is  produced  which  serves  to  run 
an  induction  motor  which  releases  the 
indicating  latch. 

A  copper  ring  is  placed  on  the  motor 
shaft  ne.Kt  to  the  commutator.  This 
ring,  usually  known  as  a  slip  ring,  is 
connected  to  one  of  the  segments  of 
the  commutator.  The  motor  is  provid- 
ed with  three  brushes,  a  common  brush, 
connected  to  the  common  return  wire; 
an  operating  brush,  connected  to  either 
operating  wire  as  the  case  may  be,  and 
a  third,  the  indicating  brush,  pressing 
on  the  slip  ring.  The  other  two  brushes 
rest  on  the  commutator.  The  primary 
coil  of  the  transformer  is  connected  in 
series  with  the  operating  circuit,  so 
that  the  operating  current  must  pass 
through  it. 

When  the  switch  has  completed  its 
movement  the  operating  wire  is  shift- 
ed from  the  operating  brush  to  the  in- 
•dicating  brush,  pressing  on  the  slip 
ring,  as  was  stated  above.  The  motor 
will  continue  to  run,  current  entering 
the  slip  ring  at  the  indicating  brush 
will  pass  out  at  the  common  brush. 
This  current  will  rise  and  fall  as  the 
segment  to  which  the  slip  ring  is  at- 
tached alternatelj-  approaches  and  re- 
cedes from  the  common  brush.  This 
causes  a  pulsating  current  to  flow 
through  the  circuit  and  through  the 
primary  of  the  transformer.  This  will 
set  up  a  magnetism  alternately  rising 
and  falling  in  the  iron  of  the  trans- 
former, which  will  produce  an  alternat- 
ing current  in  the  secondary.  This  al- 
ternating current  drives  an  induction 
motor  which  releases  the  latch  and  per- 
mits the  final  movement  of  the  lever. 
An  induction  motor  is  a  type  of  motor 
that  will  run  on  alternating  current 
only.  Direct  current  has  no  apprecia- 
ble eflfect  upon  it. 

If  an  accidental  contact  should  be 
formed  between  a  wire  of  a  switch  that 
was  in  the  act  of  being  thrown  a  false 
indication  would  not  result,  because 
only  a  direct  current  ould  flow  in  the 
circuit  and  this  would  have  no  effect 
on  the  induction  motor.  If  a  contact 
should  be  made  with  a  wire  of  a  switch 
that  was  in  the  act  of  indicating  while 
the  former  one  was  moving,  no  false 
indication  would  be  given,  because  the 
operating  wire  would  be  connected  to 
the  oprating  brush  of  the  motor,  thus 
Iiolding  the  current  steady,  and  the 
pulsating  current  of  the  other  switch 
•would  not  affect  the  induction  motor 
of  the  one  in  question. 

The  interlocking  machines  and  the 
electric  interlocking  plants  are  similar 
in  construction  and  appearance  to  those 
of  the  electro-pneumatic  .system  with 
one  exception,  the  indicating  apparatus 
of   the    electric   macliine    is    adapted   to 


alternating  current.  The  indicating 
latches  are  controlled  by  small  induc- 
tion motors,  which  have  their  armature 
shafts  in  a  vertical  position.  On  this 
shaft  is  placed  a  device  similar  to  the 
balls  on  the  governor  of  a  stationary 
engine.  When  the  motors  revolve  the 
balls  fly  outward,  lifting  the  latch  and 
permitting  the  final  movement  of  the 
lever.     A  transformer  is  also  added  for 
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FIG.      I.     WIRING     OF     SAFETY     CIRCUIT 
CONTROLLER. 

each  lever  in  the  machine  to  furnish 
alternating  current  for  the  induction 
motor. 

In  throwing  a  switch  from  normal  to 
reverse  the  tower  man  moves  its  lever 
from  left  to  right.  When  he  has  com- 
pleted the  preliminary  movement  of  the 
lever  he  is  stopped  by  the  segment 
coming  intf.  contact  with  the  latch.  As 
soon  as  the  preliminary  movement  is 
started  current  is  supplied  to  the  motor 
through  the  proper  field  coil  and  the 
motor  begins  to  revolve.  The  switch 
is  unlocked,  thrown  and  locked  in  its 
new  position  as  already  explained.  The 
magnetic  clutch  disconnects  tlie  cam 
drum  shaft  and  the  operating  wire  is 
shifted  to  the  indicating  brush.  As  a 
result  a  pulsating  current  flows  through 
the   primary  of  the   transformer  in   the 
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interlocking  machine  and  generates  in 
its  secondary  coil  an  alternating  cur- 
rent. This  alternating  current  drives 
the  induction  motor  causing  the  balls 
to  fly  apart,  lifting  t|ie  indicating  latch. 
This  permits  the  tower  man  to  complete 
the  movement  and  tells  him  that  the 
switch  has  correctly  followed  the  move- 
ment of  its  lever. 

The  purpose  of  the  safety  controller 
is  to  prevent  the  operation  of  the 
switch  by  stray  currents  which  might 
leak   in,    possil^ly   due    to   an    accidental 


grounding  or  short  circuiting  of  the 
wires.  This  is  quite  as  important  as  the 
obtaining  of  a  proper  indicating  cur- 
rent, because  if  a  stray  current  should 
reach  a  switch  or  signal  motor,  caus- 
ing an  improper  movement  of  the 
switch  or  signal,  the  consequences 
might  be  serious.  Fig.  i  illustrates  the 
wiring  of  the  safety  circuit  controller 
divested  of  all  unnecessary  circuits.  In 
this  figure,  N  and  R  are  the  normal 
and  reverse  operating  wires  respectively; 
F  and  F'  are  the  two  field  coils  of  the 
motor,  M  and  M'  are  two  electro-mag- 
nets for  operating  two  circuit  control- 
lers, L  and  L\  which  are  connected 
together  by  a  spring;  B  is  the  storage 
battery,  J  and  K  are  contacts,  and  G 
is  a  resistance  whose  value  is  about  five 
times  that   of  the   field  resistance. 

The  reverse  wire  R  is  the  one  that 
will  be  used  to  lead  current  for  the 
next  movement  of  the  switch.  The 
tower  man  moves  his  operating  lever 
so  that  current  from  the  battery  will 
flow  through  the  wire  R,  through  the 
field  F\  through  the  magnet  M\  and 
through  the  resistance  G  into  the  arma- 
ture and  back  through  the  common  re- 
turn wire  to  the  battery.  This  current 
starts  the  motor.  The  magnet  M'  at- 
tracts the  circuit  controller  L'  against 
the  contact  K,.  and  as  there  is  no  cur- 
rent flowing  in  M,  the  circuit  controller 
L  will  be  pulled  against  the  contact  J 
by  the  spring.  This  will  short  circuit 
the  resistance  G',  and  the  motor  will 
lun  at  full  speed,  throwing  the  track 
switch  as  was  intended  by  the  tower 
operator. 

If  the  lever  were  to  remain  in  the 
position  as  shown  and  current  should 
enter  the  wire  R  through  a  break  in 
the  insulation,  this  current,  leaking  into 
the  wire,  would  flow  through  the  field 
F",  through  M'  and  the  resistance 
G'  into  the  armature.  M'  would  attract 
its  circuit  controller  L'  against  the  con- 
tact K.  But  as  the  switch  lever  has 
not  been  moved,  current  from  the  bat- 
tery will  now  flow  through  the  field  F, 
through  the  magnet  M,  through  L  and  into 
the  armature.  This  current  will  magnetize 
M  and  it  will  retain  its  lever  L  against 
the  pull  of  the  spring.  Now  the  cur- 
rent that  leaks  into  R  and  passes 
through  F'  must  pass  through  the  high 
resistance  G  before  reaching  the  arma- 
ture. Therefore  the  current  in  the  field 
F  will  be  five  times  as  strong  as  that 
through  the  field  F'.  For  this  reason 
the  field  magnetism  produced  by  F  will 
be  very  much  stronger  than  that  pro- 
duced by  F;,  and  the  motor  will  rotate 
idly  in  the  same  direction  it  did  in  mak- 
ing the  last  switch  movement,  and  no 
dangerous  result  will  be  produced. 

Thus  it  appears  that  the  important  re- 
.sult  of  eliminating  and  chance  of  a  false 
indication  is  secured  by  this  ingenious 
arrangement. 
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Four-Cylinder  Simple  Engine  for  the  Rock  Island 


The  American  Locomotive  Company 
have  recently  completed  two  very  in- 
teresting locomotives  for  the  Chicago, 
Rock  Island  &  Pacific  Railroad.  These 
are  of  the  Atlantic  type  and  are 
equipped  with  four  simple  cylinders,  ar- 
ranged on  the  balanced  principle  and 
using  superheated  steam.  Although 
not  the  first  simple  balanced  engines  to 
be  built  in  this  country,  they  are  the 
first  designed  for  regular  high-speed 
passenger  service ;  the  only  other  ex- 
ample of  the  use  of  the  balanced  prin- 
ciple in  combination  with  simple  cylin- 
ders which  we  know  of  is  the  inspec- 
tion engine  built  in  1906  at  the  Collin- 
wood  shops  of  the  Lake  Shore  &  Michi- 
gan  Southern   Railway. 

In  the  case  of  the  engines,  here  illus- 
trated, a  balanced  locomotive  was  de- 
cided upon  because  it  is  easier  on 
track  and  bridges,  and  owing  to  the 
excellent  results  obtained  with  super- 
heater engines  on  the  Rock  Island  dur- 
ing the  last  few  years,  the  railroad  offi- 
cials selected  the  four-clinder  simple 
engine  equipped  with  superheater  in 
preference  to  the  compound.  In  the 
road's  classification  they  are  known  as 
the  class  W-28,  in  which  the  numerals 
denote  so  many  1,000  lbs.  of  tractive  power. 

In  working  order  they  have  a  total 
weight  of  202,000  lbs.,  of  which  116,000 
lbs.    is    carried    on    the    driving   wheels. 


taining  an  inside  and  outside  cylinder 
and  a  steam  chest  placed  above  and  be- 
tween them.  Each  cylinder  is  lyyi  ins.  by 
26  ins.  Owing  to  the  use  of  super- 
heated steam,  the  boiler  pressure  has 
been  reduced  to  160  lbs.  All  four  cyl- 
inders drive  on  the  front  main  axle  and 


ders  involved  an  increase  in  the  length 
of  the  boiler;  but  in  this  instance,  it 
was  accomplished  with  an  increase  of 
only  2  ft.  in  the  length  of  the  tubes. 

A  very  cleverly  arranged  valve  motion 
has  been  employed.  Superheated  steam  is 
distributed  to  the  inside  and  outside  cyl- 


CRANK  AXLE   OF   ROCK  ISLAND,   FOUR   CYLINDER  SIMPLE. 


driving  wheels,  the  main  rods  of  the 
two  outside  cylinders  being  connected 
to  crank  pins  on  the  wheels  in  the  usual 
manner  and  the  inside  cylinders  being 
connected  to  the  axle,  which  is  cranked 
for  that  purpose.  The  crank  axle,  a  de- 
tailed drawing  of  which  we  show,  is  a 
solid  forging  and  of  strong  construc- 
tion. The  bearings  are  11  ins.  in  di- 
ameter throughout,  and  the  driving  box 
journal  and  journal  for  the  back  end 
of  the  main  rod  of  the  inside  cylinder 
are     connected     by     a     circular    disk    4% 


inders  on  each  side  by  two  lO-in.  hol- 
low piston  valves  carried  on  a  single 
stem  and  actuated  by  the  Walschaerts 
valve  gear.  Both  valves  have  inside 
admission  and  outside  exhaust.  The 
live  steam  passage  branches  a  short  dis- 
tance down  from  its  connection  with 
the  steam  pipe  and  one  part  leads  to 
the  center  of  each  valve.  The  front 
valve  controls  the  admission  of  steam 
to  the  forward  ports  of  the  two  cylin- 
ders, while  the  rear  valve  serves  their 
back  ports,  the  in'^ide  ends  of  the  two 


FOUR  CYLINDER   BALANCED   SIMPLE   ENGINE   WITH   SUPERHEATER   FOR   THE   C,  R.   I.  &  P. 
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This  is  an  increase  of  14,000  lbs.  over 
the  weight  on  driving  wheels  of  the 
Rock  Island's  standard  design  of  two- 
cylinder  Atlantic  type  engine,  but  this 
increase  has  been  considered  permis- 
sible because  of  the  balancing  of  the  re- 
ciprocating parts  and  the  elimination  of 
the  hammer  blow.  In  the  arrangement 
of  cylinders,  the  design  follows  the  Von 
Berries  balanced  compound  locomotive, 
the  four  cylinders  being  set  in  the 
same  transverse  and  horizontal  planes. 
The  cylinder  casting  is  made  in  two 
parts  with  half  saddles,  each  part  con- 


ins,  wide.  The  crank  pins  are  con- 
nected by  a  rectangular  section  10Y2  by 
13  ins.,  the  whole  forming  a  very  sub- 
stantial arrangement. 

In  order  to  obtain  a  good  length  of 
main  rod  the  cylijpders  are  placed  about 
3  ft.  further  ahead  of  the  front  drivers 
than  usual  in  this  type  of  engine,  the 
distance  between  the  center  of  the  cyl- 
inders and  that  of  the  front  driving  axle 
being  being  11  ft.  This  gives  a  main 
rod  84  ins.  long. 

Increasing  the  normal  distance  be- 
tween the  front  drivers  and  the  cylin- 


valves  operating  the  outside  cylinder. 
This  results  in  such  an  arrangement 
that  while,  as  mentioned  above,  each 
valve  has  inside  admission,  in  combina- 
tion they  make  what  is  the  same  as  an 
outside  admission  valve  for  the  out- 
side cylinder  and  an  inside  admission 
valve  for  the  inside  cylinder.  As  the 
valve  gear  is  connected  to  the  cross- 
head  of  the  outside  cylinder,  it  is  ac- 
cordingly arranged  for  an  outside  ad- 
mission valve.  The  piston  valve  is  of 
special  design  for  use  with  superheated 
steam. 


December,  1909. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING. 


539 


The  arrangement  of  the  Walschaerts 
valve  gear  is  worthy  of  notice  as  be- 
ing a  simple,  compact  and  satisfactory 
design  of  this  type  of  gear.  The  link  is 
carried  in  a  cast  steel  bracket  bolted 
to  the  front  of  a  yoke  or  cross-tie  a  lit- 
tle ahead  of  the  front  driving  wheels. 
A    longitudinal    bearer,    extending    be- 
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tween  this  cross-tie  and  the  guide  yoke, 
furnishes  support  for  the  bearings  of 
the  reversing  shaft,  the  forward-extend- 
ing arm  of  which  is  connected  by  means 
of  a  link  to  the  radius  bar  a  little  ahead 
of  the  center  of  the  link.  The  front 
end  of  the  radius  bar  has  a  pin  connec- 
tion to  the  combination  lever,  the  up- 
per end  of  which  has  a  similar  con- 
nection to  the  downward-extending 
arm  of  the  rocker  which  transmits  the 
motion  to  the  valve  and  is  carried  in 
a  bearing  secured  to  the  guide  yoke. 
The  inside  arm  of  the  rocker-shaft  is 
connected  to  the  valve  rod  by  means 
of  a  block  which  works  in  a  yoke  in 
the  rod.  The  rear  end  of  the  valve 
rod  is  extended  and  slides  in  a  guide 
bolted  to  the  back  of  the  yoke.  The 
upper  end  of  the  combination  lever  is 
offset  by  i4  of  an  inch.  This  was  neces- 
sary in  order  to  rreutralize  the  effect 
on  the  valve  events  of  the  angularity 
of  the  main  rods,  and  to  give  as  nearly 
equal  cut-offs  as  it  is  possible  to  obtain 
in  two  cylinders  connected  at  180  degs. 
to  each  other  and  operated  by  two  valves 
deriving  their  motion  from  a  single 
gear. 

The  frames  of  this  engine  consist  of 
a  main  frame  of  cast  steel  4}^  ins.  wide, 
with  a  single  front  rail  3%  ins.  in  width, 
cast  integral  with  it,  and  a  slabbed  rear 
section  spliced  to  the  main  frame  just 
back  of  the  rear  driving  wheel.  There 
is  also  an  outside  supplementary  frame 
which    carries   the   trailing  journal   box 


and  which  is  connected  to  the  inside 
frame  through  the  medium  of  heavy 
steel  spacing  castings. 

A  very  strong  and  substantial  system 
of  frame  bracing  has  been  employed. 
This  includes,  in  addition  to  the  cast 
steel  foot  plate  at  the  rear  of  the 
frames,    a    cross-tie    between    the    frames 

just   ahead  of  the 

front  end  of  the 
firebox ;  another 
back  of  the  rear 
pedestals;  one, 
having  a  bearing 
of  415^  ins.  on  the 
upper  rails  of  the 
frames,  between 
the  front  and  rear 
driving  wheels  and 
one  spanning  the 
lower  rails  of  the 
frames  immediate- 
ly back  of  the  for- 
ward pedestals,  all 
of  these  being  of 
cast  steel.  The 
frames  are  further 
braced  together  by 
the  cross-tie  ahead 
of  tne  front  driv- 
ing wheels,  which 
furnishes  the  sup- 
port for  the  link 
bracket,  and  by  the  heavy  guide  yoke. 
The  boiler  is  braced  to  the  frames  at  all 
of  these  points  by  steel  plates. 

The  boiler  is  of  the  radial  stayed  ex- 
tended wagon  top  type  with  sloping 
backhead  and  throat  sheet.  The  barrel 
measures  68'/^  ins.  in  diameter  outside 
at  the  front  ring.  It  contains  206  tubes 
2  ins.  in  diameter  and  24  tubes  5,'4  i"S. 
in  diameter  outside,  which  contain  the 
superheater  pipes.  The  tubes  are  18  ft. 
long.  The  boiler  has  a  total  heating 
surface  of  3,132  sq.  ft.,  of  which  the 
tubes  contribute  2,551  sq.  ft.,  and  the 
firebox  the  remainder.  The  firebox  is 
102  3-16  ins.  long  and  6oJ^  ins.  wide, 
and  provides  a  grate  area  of  42.8  sq.  ft. 
The  superheater  is  the  builder's  latest 
design  of  fire-tube  superheater  with  side 
headers,  similar  to  the  arrangement  ap- 
plied to  a  Consolidation  engine  built 
for  the  Wabash-Pittsburgh  Terminal 
Railway,  except  that  it  is  designed  to 
give  a  higher  degree  of  superheat.  .A. 
description  of  the  Pittsburgh  Terminal 
engine  was  given  in  R.-mlw-W  .-^nd  Loco- 
motive Engineering  for  June,  1909.  page 
244.  In  the  design  applied  to  the  Rock 
Island  engine  each  sH-in-  tube  contains 
four  lyi-in.  superheating  tubes  ar- 
ranged in  double  pairs  and  connected 
at  the  ends  by  return  bends.  The  in- 
side members  of  the  two  pairs  are 
formed  of  a  single  tube  which  is  looped 
at  the  front  end,  thus  compelling  the 
steam  to  traverse  four  times  the  length 
of   the   tubes   in   its   passage   from    the 


dry  pipe  to  the  cylinders.  This  ar- 
rangement not  only  gives  as  high  a 
degree  of  superheat  as  it  is  practicable 
to  obtain,  but  also  reduces  the  number 
of  steam  joints  to  a  minimum,  there 
being  only  one  inlet  and  one  outlet  for 
each  four  superheater  tubes.  The  ends  of 
the  superheating  pipes  are  bent  around 
horizontally  with  a  large  radius  to  meet 
the  side  headers.  In  this  way  freedom 
for  expansion  and  contraction  of  the 
superheater  tubes  is  provided.  The  in- 
let and  outlet  pipes  of  each  four-tube 
superheater  element  are  connected  by 
a  gland  and  secured  to  their  connec- 
tions with  the  header  by  a  single  bolt 
passing  through  the  header  with  the  nut 
and  thread  on  the  outside.  Access  is 
given  to  these  bolts  from  the  outside 
by  means  of  covered  openings  in  the 
side  of  the  smoke  box.  A  damper  auto- 
matically operated  by  a  steam  cylinder 
connected  to  the  steam  chest  controls 
the  passage  of  gases  through  the  S^4-in. 
tubes  and  around  the  superheating 
pipes. 

The  cylinders  and  valves  are  lubricat- 
ed by  Nathan  seven  sight-feed  lubricat- 
or, and  Campbell  graphite  cups  are  also 
provided  for  the  cylinders.  Careful  at- 
tention was  given  to  the  location  of  the 
various  fittings  on  the  boiler  backhead, 
with  the  result  that  a  very  convenient 
cab  arrangement  was  effected. 

The  tender  is  equipped  with  a  water 
bottom      tank,      having     a      capacity      of 
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7,500  gallons  and  space  for  13 
tons  of  coal.  The  tank  is  mounted 
on  a  solid  cast  steel  tender  frame  manu- 
factured by  the  Commonwealth  Steel 
Company,  of  St.  Louis,  Mo.  The  tender 
trucks  are  of  the  four-wheel  equalized 
pedestal  type,  with  cast  steel  bolster. 
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This  type  of  engine,  viz:  tlie  four- 
cylinder  simple  is  new  in  America,  but 
seems  to  have  given  very  satisfactory 
results  in  Great  Britain,  where  it  has 
been  in  use  for  some  time.  An  inter- 
esting comparison  can  be  made  between 
this  engine  and  the  "Star"  class  on  the 
Great  Western  Railway  of  England  by 
turning  to  page  343  of  our  August,  1908, 
issue.  The  "Evening  Star"  has  only 
two  sets  of  Walschaerts  valve  gear, 
operating  four  main  valves.  The  Rock 
Island  arrangement  for  practically  do- 
ing the  same  thing  has  a  more  compact 
design  of  valve  chamber.  Both  English 
and  American  engines  use  two  sets  of 
valve  motion  to  operate  four  valves.  A 
few  of  the  principal  dimensions  of  the 
C.,  R.  I.  &  P.  machine  are  here  appended 
for  reference : 

Tractive  Power — 29,600. 

Wheel  Base — Driving,  7  ft.;  total,  30  ft.  10  ins.; 
total,  engine  and  tender,  62   ft.  8J<2   ins. 

Weight — In  working  order,  202,000  lbs. ;  on 
drivers,  116,000  lbs.;  engine  and  tender, 
.751,900  lbs. 

Heating  Surface — Tubes,  2,551  sq.  ft.;  firebox, 
175  sq.  ft.;  superheater,  406  sq.  ft.;  total, 
,^132  sq.   ft. 

Grate  Area — 42.8   sq.   ft. 

Axles — Driving  journals,  11  x  ir  ins.;  engine 
truck  journals,  diameter,  6  x  12  ins.;  trail- 
ing truck  journals,  diameter,  8  x  14  ins.; 
tender  truck  journals,  diameter,  5^  x  10  ins. 

Firebox — Type,  wide;  length,  102  3/16  ins.; 
width.  60 M  ins.;  thickness  of  crown,  5/16 
in.;  tube,  J/j  in.;  sides,  5/16  in.;  back, 
5/16  in.;  water  space,  front,  5  ins.;  sides, 
4'A  ins.;  back.  4'/S  ins. 

Crown    Stayings — Radial. 

Tubes — Length,  iS  ft.;  gauge,  No.  11  B.  W.  G. ; 

Air  Pump — I  ft.  6  ins.;  2  reservoir,  1^14  x 
140  ins. 

Engine  Truck — 4-wheel  swing  center  bearing. 

Trailing    Truck— Rigid,     with    outside    journals. 

Piston-rod — Diameter,  3  ins. 

Smoke  Stack — Diameter,  18  ins.;  top  above  rail, 
15  ft.   I   9/16  ins. 

Main  Valves — Type,  piston;  travel,   5  ins. 

Setting — Clearance,  %  in.  front  and  back  ports; 
I  1/32  ins.  lap  at  front  ports;  31/32  in.  at 
back;  7/32  in.  lead  front;  9/32  in.  lead  back, 
constant. 

Wheels — Driving,  diameter  outside  tire,  73  ins.; 
driving  material,  cast  steel. 


Place    for    Locomotive    Cabs. 

Ordinarily,  the  disposal  of  the  cabs 
of  locomotives  undergoing  repair  in  the 
shop  is  one  of  the  troubles  of  the  shop 
foreman.  It  is  customary  to  drop  them 
in  the  nearest  available  space,  which 
is  generally  tlie  passageway  between 
tracks.  This  means  an  obstruction  of 
space  which  is  seldom  too  large  for 
its  legitimate  purposes  and,  though 
probably  not  more  than  one  in  four 
or  five  locomotives  under  repair  re- 
quires the  removal  of  the  cab,  it 
seems  sometimes  as  if  the  infrcquency 
emphasizes  the  objectionablcness  of 
the  necessity  because  if  such  removal 
were  a  regular  part  of  every  job  prob- 
ably some  means  for  storing  cabs 
would  be  part  of  the  erecting  shop 
laj'out. 

In  the  new  shops  of  the  St.  Louis 
&  San  Francisco  at  Springfield,  Mo., 
the  Arnold  Company,  by  whom  the 
shops  were  designed  and  constructed, 
have  provided  for  the  cabs.  An  ar- 
rangement has  been  adopted  which 
seems  worth  consideration  in  the 
planning  of  any   plant. 


The  locomotive  erecting  shop  at 
Springfield  is  served  by  two  cranes 
over  the  same  floor,  one  of  100  tons 
and  the  other  of  10  tons  capacity.  In 
the  layout  of  the  building' .it,  was  nec- 
essary to  provide  for  a  half-bay  at  one 
end  of  the  shop  as  a  pocket  into  which 
one  of  the  cranes  could  be  run  in 
order  that  the  other  might  pass.  This 
space,  seemingly  of  little  use  in  the 
general  scheme,  has  been  made  to 
serve  a  very  useful  purpose,  as  shown 
in  our  illustration.  It  is  a  storage 
space  for  the  cabs  removed  from  loco- 
motives under  repair.  Brackets  or 
racks  of  charaiel  section  have  been 
erected,  five  in  number,  in  this  half- 
bay,  each  large  enough  to  support  a 
locomotive  cab.  and  with  space  be- 
tween adjacent  brackets  wide  enough 
to  allow  for  the  passage  of  the  cables 
from  the  traveling  crane.  The  space 
below  each  which  in  the  engraving  is 
shown  as  it  was  while  the  shops  were 
in  progress  of  construction,  seem  to 
be     encumbered      with     benches,     etc., 


shop  tracks  that  cabs  may  be  removed 
from  above  or  below  them  and  placed 
directly  upon  the  shop  trucks  for 
transfer  to  any  part  of  the  erecting 
shop.  The  carpenter  shop  for  cab 
work  is  located  on  the  other  side  of  the 
floor  directly  opposite  the  cab  storage 
racks  and  is  connected  with  them  by 
shop  tracks.  The  arrangement  is 
cliarly  shown  in  the  engraving,  and 
not  only:  the  util^atjon.  of  space  but 
tlic  general  convenience  are  at  once 
apparent. 


Pension  Plan  on  the  N.  Y.  C. 
The  .New  York  Central  Lines  have 
adopted  a  pension  system  which  will  go 
into  effect  Jan.,  1910.  It  has  been 
arranged  that  employees,  on  reaching  the 
age  of  70  are  retired.  If  they  have  been 
continuously  in  the  service  of  the  com- 
pany for  at  least  10  years  immediately 
preceding  their  retirement  they  will  be 
entitled  to  a  pension.  An  employee  who 
li;is   been   at   least  20  years   in  continuous 
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which  do  not  belong  there.  When  this 
space  is  clear  it  is  sufficient  to  hold 
a  cab,  so  that  the  five  brackets  and  the 
alternate,  intervening  spaces  afford 
storage  room  for  nine  cabs,  or  about 
the  number  likely  to  need  storage  at 
any  one  time  in  a  shop  affording  re- 
pair room  for  35  locomotives,  more 
than  the  present  capacity  of  the  shop. 
By  reason  of  the  staggered  arrange- 
ment of  the  storage  space  on  and  un- 
derneath the  racks  and  the  openings 
between  adjacent  racks,  the  presence 
of  cabs  upon  the  racks  offers  no 
hindrance  to  the  handling  of  cabs  into 
and  out  of  the  space  below  by  the  use 
of  the  crane.  The  brackets  arc  also 
so     arranged     with     reference     to     the 


strvice  and  has  become  unfit  for  duty 
may  be  retired  with  a  pension  although 
he  has  not  reached  the  70-year  age  limit. 

The  amount  of  the  pension  is  i  per 
cent,  for  each  year  of  continuous  service 
based  upon  the  average  rate  of  pay  re- 
ceived for  the  10  years  ne.xt  preceding 
retirement. 

The  administrative  board  wliich  lias 
lieon  appointed  to  manage  the  pensions 
i»"  composed  of  the  following  officials  of 
the  New  York  Central  Lines :  Messrs. 
J.  Cartensen.  A.  H.  Smith.  C.  E.  Schaff, 
.'\.  II.  Harris.  R.  M.  L'Honimedieu,  J.  F. 
Deems,  D.  C.  Moon,  J.  Q.  Van  Winkle. 
About  1,735  employees  will  be  affected  im- 
mediately. The  pensions  will  cost  about 
?50o.coo  a  year. 
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Items  of  Personal  Interest 


Mr.  T.  J.  McPherson  has  been  ap- 
pointed master  mechanic  of  the  Peoria 
&  Pekin  Union,  with  office  at  Peoria,  111. 

Mr.  W.  J.  Dawson  has  been  appointed 
car  inspector  at  Brantford,  Ontario,  on 
the  Grand  Trunk,  vice  ..  Mr.  A.  Reid 
transferred. 

Mr.  George  H.  Grone  has  been  pro- 
moted to  assistant  purchasing  agent  of 
the  Pennsylvania  Railroad,  with  office  at 
Philadelphia,    Pa. 

Mr.  Edward  Mahoy  has  been  ap- 
pointed traveling  engineer  on  the  De- 
troit, Toledo  &  Ironton,  vice  Mr.  A. 
Powers   resigned. 

Mr.  J.  M.  Mack  has  been  appointed 
locomotive  foreman  of  the  Canadian 
Pacific  at  Areola,  Sask.,  vice  Mr.  S.  M. 
Miller,   transferred. 

Mr.  B.  M.  Shook  has  been  appointed 
e.\aminer  in  charge  of  the  signal  in- 
struction car  on  the  Pennsylvania  Rail- 
road at  Altoona,  Pa. 

Mr.  J.  S.  Rugg  has  been  appointed 
locomotive  foreman  of  the  Canadian  Pa- 
cific at  Neudorf,  Sask.,  vice  Mr.  H.  A. 
Keswick,  transferred. 

Mr.  Albert  Powers,  formerly  travel- 
ing engineer  of  the  Detroit,  Toledo  & 
Ironton,  has  resigned  to  enter  the  service 
of  the  Denver  &  Rio  Grande. 

Mr.  C.  J.  Kennedy  has  been  appointed 
master  mechanic  of  the  Denver,  Boulder 
&  Western,  with  office  at  Boulder,  Colo., 
succeeding  Mr.  J.  C.  Sauer. 

Mr.  G.  W.  Lillie,  supervisor  car  de- 
partment of  the  St.  Louis  &  San  Francis- 
co, has  been  appointed  superintendent  of 
the  new  Springfield,  Mo.,  shops. 

Mr.  W.  C.  Davis  has  been  appointed 
signal  engineer  on  the  Chicago,  Great 
Western  after  serving  on  the  Chicago  & 
Alton,  in  that  capacity  for  the  past  five 
years. 

Mr.  T.  W.  Jackman  has  been  appointed 
master  mechanic  of  the  Montana  division 
of  the  Oregon  Short  Line,  with  office  at 
Pocatello,  Idaho,  vice  Mr.  Henry  Carrick, 
retired. 

Mr.  B.  Briard  has  been  appointed 
purchasing  agent  of  the  Chicago-Great 
Western  Railway  Company,  with  office 
in  Chicago,  vice  Mr.  A.  D.  Ward,  re- 
signed. 

)  Mr.  A.  Reid,  heretofore  car  inspector 
on  the  Grand  Trunk  at  Brantford,  On- 
tario, has  been  appointed  car  foreman  at 
Sarnia  tunnel,  vice  Mr.  J.  Morrison, 
transferred. 

Mr.  Robert  C.  Bums  has  been  ap- 
pointed general  air  brake  and  steam  heat 
inspector  of  the   Pennsylvania  under  the 


general  superintendent  of  motive  power 
at  Altoona,  Pa. 

Mr.  J.  N.  Mowery,  heretofore  mechani- 
cal engineer  of  the  Lehigh  Valley  at  South 
Bethlehem,  has  been  appointed  assistant 
master  mechanic  on  the  same  road  with 
office  at  Auburn,  N.  Y. 

Mr.  H.  A.  Keswick,  heretofore  loco- 
motive foreman  of  the  Canadian  Pacific, 
at  Neudorf,  Sask.,  has  been  appointed 
locomotive  foreman  at  Field,  B.  C,  suc- 
ceeding Mr.  A.  E.  Bennetts. 

Mr.  Samuel  G.  Thompson  has  been  ap- 
pointed assistant  engineer  of  motive 
power  on  the  Philadelphia  &  Reading 
Railroad.  The  positions  of  mechanical 
and  electrical   engineer  are  abolished. 

Mr.  W.  A.  Webb,  assistant  to  the 
vice-president  of  the  Colorado  & 
Southern,  has  been  made  general  pur- 
chasing agent  of  the  road  in  addition 
to  his  other  duties,  succeeding  Mr.  F. 
W.  Mahl. 

Mr.  Louis  Lavoie,  formerly  on  the 
personal  staff  of  the  general  manager 
of  the  Intercolonial  Railway,  has  been 
appointed  general  purchasing  agent  of 
the  road  with  headquarters  at  Ottawa, 
Ontario,   Canada. 

Mr.  F.  D.  Ferry,  agent  of  the  Louis- 
ville, Henderson  &  St.  Louis  Railway, 
has  been  appointed  paymaster  and  pur- 
chasing agent  of  the  same  road,  with 
office  at  Louisville,  Ky.,  vice  Mr.  Flor- 
ian  Cox,  resigned. 

Mr.  George  W.  Hulsizer,  formerly  with 
the  Southern  Railway  at  Washington, 
D.  C,  has  been  appointed  signal  engineei 
of  the  Chicago  &  Alton,  with  office  at 
Eloomington,  111.,  vice  Mr.  Geo.  W. 
Davis,  resigned. 

Mr.  F.  C.  Reed,  who  was  lately  ap- 
pointed master  mechanic  of  the  Union 
Railway  at  Memphis,  Tenn.,  has  been 
transferred  as  master  mechanic  to  Mc- 
Gehee,  Ark.,  on  the  St.  Louis  Iron 
Mountain  and  Southern  Railway. 

Mr.  Daniel  H.  Deteer,  division  master 
mechanic  of  the  Philadelphia  &  Reading 
at  Reading,  Pa.,  has  been  appointed 
to  the  new  position  of  general  master 
niechanic  on  the  same  road  and  on  the 
subsidiary  lines,  with  office  at  Reading, 
Pa. 

Mr.  John  Stewart,  heretofore  locomo- 
tive engineer  on  the  Intercolonial  Rail- 
way of  Canada,  has  been  appointed  acting 
master  mechanic  of  the  Eastern  Division 
with  offices  at  Moncton,  N.  B.,  vice  Mr. 
N.  L.  Rand,  master  mechanic,  placed  on 
the  pension   list. 

Mr.  Michael  Corrigan  holds  the  record 
for  continuous  service  on  the  Erie.     He 


began  working  for  the  company  at  Port 
Jervis  in  1855.  He  has  been  acting  fore- 
man of  the  rail  shop  for  forty-four  years. 
He  is  a  strong  man  yet,  with  a  bright 
eye  and  a  happy  smile  for  everybody.  He 
is  good  for  another  generation. 

Mr.  Edward  Wobrien,  general  super- 
intendent of  the  Vulcan  Iron  Works, 
Wilkes-Barre,  Pa.,  has  just  completed 
twenty  years  service  in  charge  of  that 
company's  extensive  works.  He  looks 
gcod  for  twenty  years  more.  He  is  keen- 
ly alive  to  every  new  improvement  in 
machine  shop  appliances  and  practice. 

Mr.  R.  S.  Lovett,  president  of  the 
Union  Pacific  Railroad,  has  been 
elected  a  member  of  the  board  of  di- 
rectors of  the  Baltimore  &  Ohio,  to 
fill  the  vacancy  caused  by  the  death 
of  the  late  E.  H.  Harriman,  Mr.  Lovett 
has  also  been  elected  president  of  the 
Oregon  Short   Line   Railway  Company. 

Mr.  H.  B.  Whipple  has  left  the  ser- 
vice of  the  New  York  Central  to  take 
a  position  with  the  New  York  Dock 
Company  as  assistant  general  superin- 
tendent. This  new  position  is  in  the 
nature  of  railroad  work  as  the  place 
where  he  is  located  is  a  large  terminal. 
Mr.  Whipple's  headquarters  are  in 
Brooklyn,  N.   Y. 

Mr.  J.  H.  Foster,  of  the  Scranton  Cor- 
respondence School,  has  just  returned 
from  a  trip  to  Europe.  He  has  arranged 
tor  the  establishment  of  a  branch  office 
in  London,  England.  The  comments  of 
the  British  press  are  extremely  favorable 
to  American  educational  methods,  and  the 
success  of  the  British  branch  of  the 
correspondence  school  is  already  assured. 

Mr.  Charles  James,  master  mechanic 
of  the  Erie  shops  at  Port  Jervis  is  win- 
ning golden  opinions  from  all  sorts  of 
railway  men.  He  has  been  twenty  years 
in  the  employ  of  the  company  and  has 
climbed  the  ladder  of  promotion  step  by 
step,  and  is  still  young.  He  is  a  great 
believer  in  good  railroad  literature,  and 
is  a  man  of  wide  reading  and  experience. 

Mr.  John  G.  Ncuffer  has  been  ap- 
pointed superintendent  of  motive  pow- 
er of  the  Chicago-Great  Western  Rail- 
way, with  office  at  Chicago,  III.  Mr. 
Neuffer  was  superintendent  of  machin- 
ery of  the  Illinois  Central  and  of  the 
Indianapolis  Southern  up  to  the  time 
that  he  took  this  position  on  the  Chi- 
cago-Great Western,  vice  Mr.  W.  E. 
Symons,   assigned   to  special   service. 

Mr.  Robert  B.  Keller,  technical  in- 
structor of  apprentices  in  the  Erie  shops 
at  Dunmore,  Pa.,  is  one  of  the  most 
scholarly   and   accomplished   railway  men 
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that  we  have  met.  in  a  long  time.  He  is 
a  graduate  of  Purdue  University,  where 
he  took  the  degree  of  Bachelor  of  Science, 
under  Professor  Goss.  He  is  a  Kentuckian 
by  birth,  and  is  an  all  round  mechanic, 
an  eIoc|uent  speaker  and  a  born  teacher. 
Mr.  W.  B.  Bunnell,  photographer  of 
the  D.  L.  &  W.  railroad,  with  offices  at 
Scranton,  is  making  a  record  for  ex- 
cellent work  that  would  be  difficult  to 
surpass.  His  views  of  the  extensive  new 
Lackawanna  shops  at  Scranton.  are  the 
perfection  of  the  photographer's  art.  We 
expect  to  find  room  in  an  early  number 
of  Railway  and  Locomotive  Engineer- 
ing for  jonie  samples  of  Mr.  Bunnells' 
work. 

Mr.  H.  A.  Gillis,  who  formerly  was 
general  superintendent  of  the  Rich- 
mond Locomotive  Works,  for  the 
American  Locomotive  Company,  and 
who  is  now  partner  with  the  firm  of 
Messrs.  Fowler,  Hardesty  &  Gillis. 
consulting  engineers,  Home  Life 
Building,  W'ashington,  D.  C.  are  the 
Southern  representatives  for  the  Wm. 
H.  Wood  Loco.  Firebox  and  Tube 
Plate  Co.,  of  Media,  Pa. 

Mr.  William  D.  Chaffee  has  been  ap- 
pointed general  foreman  at  Rensselaer 
engine  house,  succeeding  Mr.  Thomas 
Mahar,  promoted  to  master  mechanic. 
Mr.  Chaffee  served  his  time  as  ma- 
chinist in  the  West  Albany  shops  of 
the  New  York  Central  Railroad.  He 
has  held  various  positions  of  im- 
portance along  the  line  of  this  road  and 
comes  to  Rensselaer  from  West  Al- 
bany engine  house,  where  he  was  the 
general   foreman. 

Mr.  W.  S.  Haines,  master  mechanic  of 
the  Erie  shops  at  Dunmore,  Pa.,  is  a  fine 
specimen  of  the  stalwart  mechanic  who  is 
not  afraid  to  put  his  hand  to  any  piece 
of  work  that  may  be  doing.  He  has 
managed  to  gather  a  fine  body  of  men 
around  him  and  he  is  very  popular  among 
them.  He  is  a  believer  in  the  law  of 
loving  kindness  and  keeps  his  heart  young 
and  sweet  by  an  occasional  visit  to  the 
woods.  He  is  a  good  shot.  No  furred 
or  feathered  denizen  of  the  forest  can 
escape  him. 

Mr.  Thomas  Mahar,  formerly  gen- 
eral foreman  at  the  Rensselaer  engine 
house  of  the  New  York  Central,  has 
been  appointed  master  mechanic  of  the 
Harlem  and  Putnam  divisions  of  the 
same  road.  Mr.  Mahar  served  his  time 
as  machinist  in  the  Oswego  shops  of 
the  Rome,  Watertown  &  Ogdensburg, 
now  a  division  of  the  N.  Y.  C.  He  has 
held  a  number  of  prominent  positions 
at  various  points  and  comes  into  the 
ranks  of  the  master  mechanics  admir- 
ably well  equipped  for  the  duties  he 
has  to  perform 

Mr.  Charles  M.  Hayes,  second  vice- 
president  and  general  manager .  of  the 
Grant  Trunk  Railway,  has  been  elected 
president     of     the     company,     vice     Sir 


Charles    R.    Wilson  retired.      The    report 

of     the    board    of  directors    says;      Mr. 

Hays'  work  on  the  G.  T.  R.  entitles  him 

to  tlie  position   of  president. 

Mr.  Charles  A.  W'right  has  been  ap- 
pointed general  foreman  of  the  Harlem 
division  of  the  New  York  Central,  with 
headquarters  at  North  White  Plains. 
He  served  his  time  as  machinist  in  the 
W'est  Albany  shops,  and  held  various 
positions  of  importance  in  that  plant, 
including  the  position  of  erecting  shop 
foreman.  He  has  also  had  large  ex- 
perience in  engine  house  work,  his  pre- 
vious position  having  been  that  of  en- 
gine house  foreman  at  the  Rensselaer 
terminal.  Mr.  Wright  succeeds  Mr. 
John  J.  Brady,  who  is  leaving  the  ser- 
vice of  the  company  to  take  a  position 
with  the  Heine  Safety  Boiler  Company. 
Mr.  John  Gorman  has  been  appoint- 
ed general  foreman  of  the  West  Al- 
bany engine  houses  of  the  New  York 
Central  Railroad,  succeeding  Mr.  W. 
D.  Chaffee,  transferred  to  the  Rens- 
selaer engine  house.  Mr.  Gorman  was 
brought  up  on  the  Rome,  Watertown 
&  Ogdensburg,  having  served  his  time 
as  machinist  in  the  Oswego  shops.  He 
filled  every  position  of  importance  at 
that  point,  and  was  brought  to  West 
Albany  a  few  months  ago  to  take 
charge  of  the  erecting  shop  there.  Mr. 
Gorman  has  a  host  of  friends  along  the 
line  of  the  New  York  Central  who  will 
be  much  pleased  to  hear  of  his  promo- 
tion. 

For  months  the  manufacturers  of 
newspaper  rumors  have  been  busy  an- 
nouncing that  Mr.  Lucius  Tuttle, 
president  of  the  Boston  &  Maine,  was 
about  to  tumble  upwards  to  make 
room  for  a  successor.  On  Nov.  17, 
the  directors  of  the  Boston  &  Maine 
proved  what  they  and  the  business 
world  thought  of  Mr.  Tuttle  by  re- 
electing him  president.  Mr.  Tuttle's 
term  of  sixteen  years  served  as  presi- 
dent of  the  Boston  &  Maine  Railroad 
has  meant  steady  progress  and  prosper-  ■ 
ity  with  constant  spread  of  good  feel- 
ing among  the  company's  patrons  and 
among  the  people  of  New  England, 
whose  voice  and  opinion  are  all  power- 
ful in  preventing  birds  of  prey  from 
tearing  the  vitals  out  of  corporations. 
Mr.  Tuttle,  with  his  genial  smile  and 
kindly  word,  is  certainly  in  the  right 
place. 

Mr.  Thomas  P.  McAvoy  has  been 
appointed  foreman  of  one  of  the  erect- 
ing departments  in  the  West  Albany 
shops  of  the  New  York  Central  Rail- 
road, succeeding  Mr.  John  Gorman, 
promoted.  Mr.  McAvoy  served  his 
time  as  machinist  at  the  Corning  shops 
at  the  Fall  Brook  Railway,  now  part  of 
the  Pennsylvania  division  of  the  N. 
Y.  C.  He  was  later  transferred  to  the 
Avis  shops  and  from  there  he  went  to 
West  Albany  as  a  piece-work  inspector. 


The  selection  of  Mr.  McAvoy  for  the 
important  position  he  will  fill  is  one 
which  stands  out  prominently  as  an 
illustration  of  what  a  young  man  with 
ability  and  force  of  character  can  do. 
One  reason  that  Mr.  McAvoy  was  se- 
lected for  the  position  of  piece-work 
inspector  w^as  the  rapidity  with  which 
he  could  do  all  kinds  of  locomotive 
work,  and  while  in  that  position  his 
faithfulness  and  good  judgment  earned 
for  him  the  promotion  which  he  has 
received. 

Mr.  R.  L.  Mcintosh,  formerly  assist- 
ant mechanical  engineer  of  the  Mis- 
souri Pacific  Railway,  has  resigned  his- 
position  to  enter  the  employ  of  the 
Commonwealth  Steel  Company  at 
their  Granite  City  shops.  The  steel 
company  is  to  be  congratulated  upon 
securing  the  services  of  Mr.  Mcintosh, 
who  has  made  for  himself  a  splendid: 
reputation  in  the  mechanical  world. 
He  was  born  in  Milwaukee  in  1879^ 
graduated  from  the  College  of  the  City- 
of  New  York  in  igoi  and  served  as 
special  apprentice  in  the  Susquehanna 
shops  of  the  Erie  Railroad.  He 
worked  as  a  mechanic  in  the  West 
Milwaukee  shops  of  the  C,  M.  &  St.  P. 
Ry.,  and  from  1901  to  1905  he  was- 
employed  by  the  Northern  Pacific  as 
material  inspector,  engineer  of  tests, 
mechanical  office  assistant  and  shop 
assistant.  He  was  made  assistant 
mechanical  engineer  of  the  Missouri 
Pacific  in  1906,  which  position  he  re- 
signed to  go  with  the  Commonwealth 
Steel  Company.  Mr.  Mcintosh  has 
many  friends  throughout  the  country 
and  all  wish  him  success  in  his  new 
work. 

Mr.  H.  G.  Locke  has  been  appointed 
travelling  passenger  agent  of  the  Chicago- 
Great  Western,  with  office  at  No.  2o8- 
Old  South  Building,  Boston,  Mass. 


Obituary. 

Just  .IS  we  go  to  press  we  learn  with^ 
deep  regret  of  the  death  of  R.  M.  Van 
-Arsdale,  publisher  and  proprietor  of 
the  American  Engineer  and  Railroad 
Journul.  Mr.  Van  Arsdale  was  a  strong 
and  vigorous  man  but  succumbed  to  a 
stroke  of  appoplexy  on  the  night  of 
Nov.  23. 


Improvements  in  Marine  Turbines. 

I"or  more  than  two  years  there  have 
been  momentous  discussions  in  the  parlia- 
ments of  England  and  Germany  and  in 
the  daily  and  technical  press  of  all  coun- 
tries in  regard  to  the  keen  competition 
(especially  between  England  and  Ger- 
many) in  the  building  of  powerful  and' 
swift  battleships  and  battleship  cruisers ; 
and  in  the  press  of  this  country  much  has 
been  said  as  to  the  necessity  for  the 
United  States  maintaining  its  relative 
position  in  the  power  and  speed  of  its- 
naval   vessels. 
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Bearing  upon  this  subject,  the  Westing- 
house  Machine  Company,  at  East  Pitts- 
burgh, have  recenth'  devised  a  new  marine 
turbine  engine  and  machinery,  which,  while 
costing  less  and  weighing  only  about  one- 
half  as  much  as  the  turbine  machinery 
successfully  used  on  British  vessels,  will 
effect  not  only  a  great  economy  in  fuel, 
but  will  also  permit  of  much  higher  speeds 
in  cases  of  emergencies.  Were  the  United 
States  Government  to  apply  this  type  of 
marine  turbine  to  the  large  26,000-ton  bat- 
tleships for  which  contracts  have  only  just 
been  let,  we  could  have  the  fastest  battle- 
ships yet  projected  by  any  nation. 


Gold's    Cyclone    Ventilator. 

The  ventilation  of  passenger  cars  is  so 
intimately  connected  with  the  question  of 
heating  that  it  is  only  natural  and  logical 
that  the  more  progressive  car  heating 
companies  should  be  prepared  to  furnish 
ventilators  to  act  in  conjunction  with  the 
heating  apparatus,  and  in  this  connection 


SECTION   OF  VENTILATOR. 

the  new  ventilator  recently  brought  out 
by  the  Gold  Car  Heating  &  Lighting  Com- 
pany, of  New  York,  is  of  particular  in- 
terest. 

The  new  "Cyclone"  ventilator,  manu- 
factured by  this  company,  for  educting 
air,  is  illustrated  by  the  photograph,  the 
opening  into  the  car  being  5  ins.  in  dia- 
meter, the  outside  diameter  of  the 
ventilator  IoJ4  ms.,  while  the  thickness 
is  about  yYi  ins.  It  is  made  of  heavy 
galvanized  iron,  thoroughly  riveted  to- 
gether so  as  to  stand  comparatively  rough 
usage. 

In  order  to  determine  the  efficiency  of 
this  ventilator,  tests  were  made  similar 
to  those  conducted  by  the  Master  Car 
Builders'  Committee  in  1894.  Tlie  effect 
of  a  moving  train  was  produced  by  test- 
ing the  ventilator  in  front  of  a  Sirocco 
blower,  with  16  in.  outlet,  the  blower  be- 
ing driven  by  a  motor,  so  that  various 
speeds  could  be  obtained  up  to  50  miles 
an  hour.  In  order  to  make  the  test  com- 
parative with  those  of  the  M.  C.  B.  Com- 
mittee, above  referred  to,  the  ventilator 
was  tested  3  ft.  2  ins.  from  the  nozzle  of 
the  blower,  the  velocities  of  the  air  being 
determined  by  means  of  a  Taglibue  draft 
gauge,  as  the  higher  velocities  were  too 
severe  for  the  anemometer,  which  could 
be  used  at  lower  speeds. 


In  making  these  tests  the  ventilator 
was  secured  to  the  side  of  a  box  in  a 
similar  manner  to  its  location  on  the 
side  deck  of  a  passenger  car.  An 
anemometer  was  placed  immediately  in- 
side of  the  opening  and  the  velocity  of 
eduction  was  measured  by  this  anemom- 
eter. In  a  general  way,  it  shows  that  at 
a  speed  of  49  miles  per  hour,  the  velocity 
of    eduction    was    1.530    feet,    and    at    30 


CYCLONE  VENTIL.ATOR. 
miles  per  hour  the  air  was  pulled  out  of 
the  box  through  the  ventilator  at  a  speed 
cf  930  feet  a  minutf. 

In  order  to  obtain  some  comparison 
between  the  "Cyclone"  and  those  that 
were  tested  in  1894,  by  the  jM.  C.  B.  Com- 
niittee,  one  of  the  type  of  ventilators 
giving  the  best  results  in  that  test  was 
submitted  to  the  same  treatment  as  the 
"Cyclone"  ventilator.  From  these  tests 
it  was  evident  that  the  velocity  of  educ- 
tion through  the  ventilator,  with  which 
comparison  was  made,  was  not  quite  two- 
thirds  that  of  the  "Cyclone"  ventilator, 
and  while  the  "Cyclone"  ventilator  was 
5  ins.  in  diameter  at  the  neck  connecting 
to  the  deck  of  the  car,  the  ventilator 
against  which  it  was  tested  was  only  4 
ins.  in  diameter,  and  in  determining  the 
volume  of  eduction  it  seems  fair  to  con- 
sider that  if  a  5  in.  size  had  been  avail- 
able, the  velocities  would  have  been  the 
same  and  the  quantity  of  air  removed 
would  be  in  direct  proportion  to  the  areas 
of  the  necks  of  the  two  ventilators. 


circle  to  a  4  in.  circle,  the  volume  of 
eduction  would  be  137  cu.  ft.  per  minute, 
at  ^gYz  miles  per  hour.  It  is  evident, 
therefore,  that  the  "Cyclone"  ventilator 
has  a  capacity  of  fully  50  per  cent,  in 
excess  of  the  ventilator  against  which  it 
was  tested.  These  tests  gave  90  ft.  per 
minute  as  the  greatest  volume  of  air  re- 
moved from  the  interior  of  a  car  with  a 
ventilator,  at  49j4  miles  per  hour,  so  the 
relative  value  of  the  "Cyclone"  ventilator 
is  evidenced  from  a  comparison  of  these 
figures. 

In  connection  with  the  heating  and 
ventilation  of  passenger  cars  it  was  de- 
termined by  one  of  the  largest  railroads 
in  the  country  that  an  allowance  of  i,ock> 
cu.  ft.  of  air  per  passenger  per  hour 
would  be  sufficient  for  satisfactory  ven- 
tilation, and  the  removal  of  carbonic  acid' 
and  other  noxious  gases.  If  we  consider 
that  the  express  train  averages  40  miles 
an  hour  speed,  we  find  that  the  capacity 
uf  tlie  "Cyclone"  ventilator  is  170  cu.  ft. 
per  minute,  or  10,200  cu.  ft.  per  liour. 
On  express  trains  the  doors  are  not 
opened  frequently,  and  entire  depend- 
ence must  be  placed  upon  the  ventila- 
tors. Thus,  it  is  evident  that  one 
ventilator  would  be  sufficient  for  ten 
passengers  under  the  assumptions  above 
made,  or  that  a  car  seating  eighty 
passengers  would  only  require  8  ven- 
tilators. 

The  sketch  shows  that  it  is  possible  to 
place  many  more  ventilators  in  the  deck 
of  a  passenger  car  than  would  be  ab- 
solutely necessary,  and  it  also  shows 
that  these  ventilators  can  be  placed  on  a 
horizontal  roof  surface,  as,  for  instance, 
the  ceiling  of  the  salon,  as  well  as  on  the 
vertical  surface  of  the  sides  of  the  deck, 
and  in  either  case  the  efficiency  of  the 
ventilator,  as  an  exhauster  of  air  within 
the  car,  will  be  dependent  upon  the  speed 
of  the  train.  Under  the^e  conditions, 
there  will  be  no  difficulty  in  maintaining 
the   interior  of  the  car  entirely  comfort- 


m — 


1  OLD'S    C^'LI.ON.E    VENTIL.\TORS 

.^t  49^2  miles  per  hour  (which  was  the 
speed  at  which  the  M.  C.  B.  Committee 
tests  were  made)  there  were  210  cu.  ft. 
of  air  educated  from  the  interior  of  the 
box  or  car  per  minute.  With  the  4  in. 
ventilator,  with  which  this  was  compared, 
there  were  87  cu.  ft.  per  minute  eductcd 
at  491/2  miles  per  hour.  If.  however,  we 
increase  this  value  by  the  ratio  of  a  5  in. 


.\rPLIED    TO    A    PASSENGER    CAR. 


able  and  free  from  unpleasant  odors  or 
obnoxious  gases,  as  the  capacity  of  the 
ventilator  is  so  great  that  there  would  be 
no  difficulty  in  removing  these  from  the 
car  and  keeping  the  air  pure  and  healthy. 
This  ventilator  is  also  adaptable  to  re- 
frigerator cars,  and  when  so  used  gives 
the  perfect  ventilation  so  necessary  for 
the  preservation  of  fruits  and  vegetables. 
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Silvis  Shops  of  the  C,  R.  I.  &  P. 
(Continued  from  page  523.) 
type,  but  it  is  an  excellent  tool  making 
factory.  They  do  not  attempt  to  make 
tools  to  compete  with  Billings  &  Spencer, 
or  with  L.  S.  Starrett,  but  they  make 
all  the  special  tools  used  in  all  the  shops 
and  they  are  unusually  numerous  and  of 
highly  varied  forms.  I  have  heard  some 
one  say  that  you  could  tell  the  character 
of  work  turned  out  of  a  shop  by  examin- 
ing the  scrap  heap.  I  have  haunted  many 
a  scrap  heap  to  verify  that  saying  but 
never  succeeded.  The  tool  room  and  the 
method  of  keeping  small  tools  have  always 
been  my  gauge  as  to  the  character  of  th> 
shop.  Certain  geologists  know  so  much 
about  the  rocks  that  they  can  tell  from 
whence  a  rare  stone  has  come,  no  mat- 
ter how  far  away  from  its  native  forma- 
tion it  may  be.  Some  students  in  London 
once  made  a  severe  test  of  Sir  Roderick 
Murchison  in  this  way.  One  of  them 
found  an  odd  piece  of  stone  among  ballast 
that  had  been  discharged  from  a  ship 
It  was  taken  to  the  great  geologist  with 
the  tale  that  it  had  been  found  near 
London.  That  may  be,  was  the  comment, 
but  it  was  brought  from  China  in  some 
ship.  ,  . 

SPEAKING    FINGER    MARKS. 

I  do  not  pretend  to  be  much  of  a  shop 
expert,  but  I  think  that  were  I  led  blind- 
folded into  any  tool  shop  in  active  opera- 
tion I  could  tell  approximately  the  output 
of  the  works  and  the  character  of  the 
work  done.  My  thoughts  when  standing 
in  the  tool  room  at  Silvis  were  to  the 
effect  that  the  Rock  Island  Company  was 
to   be   congratulated   upon   having   G.    W. 


Next  neigbbor  to  the  tool  room  is  the 
brass  department,  where  nearly  all  the 
work  in  brass  is  done — well  done,  too. 
The  place  is  filled  with  the  best  brass 
working  tools  and  none  of  them  were  idle. 

Then  comes  the  rod  department,  fol- 
lowed by  the  tin.  copper  and  pipe  depart- 


racks  are  high  enough  to  permit  people 
or  trucks  to  pass  freely  beneath.  This 
department  is  near  the  middle  of  the  shop 
and  has  accommodation  for  about  fifty 
tenders  with  their  trucks.  The  elevated 
tank  racks  make  .  remarkably  good  space- 
saving  arrangement. 


VIEW  OF   C,   R.   I.  &  P.   FREIGHT   YARD   AT   SILVIS,    ILL. 


nicnt,  which  takes  me  to  the  end  of  that 
side  of  the  shop.  It  is  not  my  purpose 
to  comment  on  the  various  departments 
on  the  other  side  of  the  shop  except  those 
that  for  good  reason  left  their  mark  upon 
my  note  book. 

At  the  first  stage  of  my  return  journey 
1  pass  the  carpenter  shop,  the  paint  shop, 
the  driver  brake  department,  the  grate 
department,  and  the  steam  pipe  depart- 
ment,  all   evidently   well    managed,   but 


MACHINE   SHOP,    SILNIS    PLANT   C,    K.    I.   &    P. 


Seidel  as  a  shop  manager.  The  finger 
marks  of  an  excellent  manager  were  im- 
printed everywhere  in  the  number  of  spe- 
cial appliances  for  saving  labor,  upon  the 
arrangement  of  tools,  upon  the  orderly 
methods  of  carrying  on  the'  work,  but 
nowhere  were  those  finger  marks  more 
apparent  than  in  the  tool  room. 


none  calling  for  special  comment.  Be- 
tween the  last  three  departments  and  the 
erecting  pits  a  novelty  drew  my  atten- 
tion in  the  shape  of  tender  truck  repair 
tracks  and  tank  racks.  Like  the  engine 
repair  tracks  mentioned  already,  the  ten- 
der repair  tracks  are  raised  about  eight- 
een inches  above  the  floor,  while  the  tank 


THE    FLUE    SHOP. 

What  came  next  was  to  me  about  the 
most  interesting  part  of  the  establishment, 
although  it  was  merely  that  region  notor- 
ious for  noise  and  turmoil — the  flue  shop. 
This  one  is  different  from  most  flue  de- 
partments, being  really  a  shop  instead 
of  a  place  for  flue  flagellating  in  a  dark 
corner  of  the  boiler  shop.  Nothing  pays 
better  than  good  light  in  a  shop  where 
mechanical  operations  are  going  on,  and 
this  one  has  all  that  could  be  desired.  A 
liok  around  this  part  brings  the  reflec- 
tion— flue  work  forms  an  important  part 
of  the  repairs  done  to  the  engines  that 
bring  their  maladies  to  this  hospital. 

The  first  thing  that  struck  me,  however, 
was  the  absence  of  the  flue  rattler.  Once 
upon  a  time,  when  I  was  an  engine  house 
foreman,  they  located  a  flue  rattler  under 
my  office  window.  I  have  not  yet  forgot- 
ten the  emotions  that  rattler  aroused  in 
my  breast.  It  almost  moved  me  to  ac- 
quire the  habit  of  swearing  before  I  had 
it  removed.  On  investigation  I  found  the 
flue  rattler  at  Silvis  was  located  under 
the  flue  shop  floor  and  run  in  water.  It 
makes  no  distracting  noise. 

It  is  curious  that  no  satisfactory  sub- 
stitute has  been  found  for  the  flue  rattler. 
In  my  time  I  have  seen  about  half  a  dozen 
mechanical  flue  cleaners  guaranteed  to  do 
the  work  better  than  a  rattler  and  in  half 
the  time.  I  have  also  seen  fragments  of 
most  of  these  mechanical  cleaners  hold- 
ing conspicuous  positions  in  scrap  heaps. 
Very  good  facilities  are  provided  for 
handling  the  flues,  and  thev  are  made  the 
most  of,  for  the  small  force  turns  out 
about  21.000  flues  a  month  from  two  fires. 
There  is  a  turn  table  in  the  middle  of  the 
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Old-Timer 
Talks  No.  5 

How  long  does  it  take 
the  oil  to  get  to  the  steam 
chest  when  you  start  out  ? 
Sounds  like  a  conundrum, 
doesn't  it— well,  it  is  to  more 
or  less  extent.  Some  say  it 
only  takes  two  or  three 
minutes,  others  say  it  takes 
nearer  fifteen. 

There  is  one  thing  certain, 
it  does  take  some  time,  and 
in  the  meantime  your  cylin- 
ders are  running  without 
lubrication. 

I  never  had  any  trouble 
this  way '  cause  I  always  used 
Dixon's  Flake  Graphite  on 
my  engine.  This  kept  the 
cylinders  and  pistons 
polished  and  enough  graph- 
ite stayed  on  the  friction 
surfaces  to  prevent  excessive 
wear,  strain,  and  friction 
when  I  started  up. 

It's  about  time  for  you 
to  get  that  free  sample  No. 
69-C  if  you  haven't  sent  for 
it  already. 

Joseph  Dixon  Crucible  Co. 

Jersey  City,  N.  J. 


shop  on  which  a  flat  car  loaded  with  flues 
from  the  rattler  can  be  turned  to  tracks 
leading  to  the  swedgers  and  furnaces, 
or  to  the  annealing  furnace.  The  lat- 
ter holds  a  full  set  of  flue  ends. 

THE   BOILER   SHOP. 

The  flue  shop,  although  self  contained, 
is  part  of  the  boiler  shop,  which  fills  the 
eastern  end  of  the  building.  This  shop 
has  a  good  equipment  of  the  most  modern 
boiler  making  tools.  The  limestone  reg- 
ions traversed  by  most  of  the  Rock  Island 
lines  give  hard  feed-water,  which  makes 
boiler  repairs  unusually  heavy,  hence  the 
boiler  shop  is  rather  overworked.  The 
arrangement  of  the  tools  seems  to  be  all 
that  could  be  desired.  The  hydraulic 
puches,  shears,  etc.,  are  served  by  small 
lifting  cranes,  but  the  overhead  cranes 
do  all  the  heavy  lifting  and  carrying. 
Pneumatic  riveters  are  largely  used,  and 
that  work  is  called  "gun"  riveting.  All 
staybolts  are  driven  by  hand.  Multiple 
punching  is  much  used.  The  edges  of 
new  boiler  sheets  are  all  milled  instead  of 
chipped.  There  is  a  powerful  Bement  & 
Miles  hydraulic  riveter.  The  boiler  shop 
seems  to  be  filled  with  that  make  of  tools. 

BLACKSMITH   SHOP. 

The  smithy  is  one  of  the  best  tool 
equipped  shops  I  have  ever  visited.  A 
novel  feature  of  the  place  is  small  three- 
wheel  iron  wagons  that  are  constantly  in 
use  transporting  loads  of  small  articles. 
Among  the  odd  tools  I  noted  were :  An 
air  squeezer  for  straightening  brake 
beams,  a  portable  pneumatic  hammer  for 
straightening  coupler  pockets,  a  home- 
made tool  for  punching  bolt  cotter  holes, 
an  attachment  to  an  Ajax  forging  ma- 
chine which  makes  bolts  by  two  blows 
putting  on  the  head,  a  machine  that 
punches  six  holes  and  cuts  oflf.  There  is 
a  Williams  &  Co.  eye-bolt  binding  ma- 
chine that  was  highly  spoken  of.  Tlie 
spring  making  department  has  equipment 
resembling  those  seen  in  first-class  spring 
making  plants,  and  the  processes  are  sim- 
ilar. 

CONVENIENCES. 

One  impression  received  in  going  about 
these  shops  is  that  the  tools  have  been 
located  so  that  plenty  of  room  is  provided 
for  moving  the  work.  Although  the  tools 
seem  crowded  in  some  places,  there  is  no 
difficulty  in  going  about  among  them. 
Great  care  has  been  taken  to  provide  the 
men  working  on  the  engines  with  portable 
tools  for  small  jobs,  that  save  trips  to 
the  machine  shop.  There  are  work 
benches  beside  each  engine,  and  there  are 
eight  emery  wheels  in  the  erecting  shop. 
Then  there  are  several  small  lathes,  for 
bolt  work,  with  two  speeds  only  that  save 
many  a  step.  A  striking  feature  about  the 
place  is  the  number  of  raised  racks  that 
keep  parts  of  equipment  away  from  peo- 
ples' feet.  Several  Sellers'  tool  grinders 
are  in  evidence  in  these  shops. 


The  B.  F.  Sturtevant  system  of  heat- 
ing and  ventilating  is  used  in  this  plant 
and  gives  great  satisfaction. 

SPECIAL    LABOR-SAVING    DEVICES. 

The  tools  used  and  the  methods  of  do- 
ing work  are  not  much  different  from 
what  one  sees  in  any  first-class  well-man- 
aged railroad  repair  shop,  but  there  are 
things  to  be  found  here  that  are  not  du- 
plicated in  any  shop  I  know  about.  These 
are  special  tools  and  methods  for  saving 
labor  and  for  quickening  the  operation. 
I  have  mentioned  some  of  the  special 
tools.  Others  are :  An  angle-cock  grind- 
ing apparatus,  a  packing  moulder,  an  oil 
burner  for  use  in  welding  frames,  air 
motor  driven  valve  setting  machine,  hy- 
draulic bolt  puller,  jig  to  form  brake  shoe, 
staybolt  cutter,  jig  for  babbitting  driving 
boxes,  crossheads,  etc. ;  device  for  remov- 
ing burrs  from  packing;  multiple  punches 
various  forms  of  air  hoists,  machine  for 
molding  old  lagging,  making  it  as  good  as 
new ;  tool  holder  for  boring  side  rods  in 
drill  press,  air  valve  facing  machine,  chuck 
for  reaming  frame  bolt  holes,  spindle 
drill  press,  flue  swedging  apparatus,  air 
motor  tester,  sand  papering  machine,  jig 
for  cutting  driving  box  plugs,  multiple 
drill  that  drills  at  once  four  holes  in  ec- 
centric then  threads  them,  in  next  opera- 
tion ;  portable  shears  for  scrap  dock  and 
a  variety  of  others  that  I  missed  seeing 

I  do  not  know  if  these  appliances  have 
been  covered  by  patents,  but  most  of  them 
ought  to  be,  for  reasons  explained  in  an 
article  on  page  437,  of  the  October  num- 
ber of  Railway  and  Locomotive  Engi- 
neering. 

power-house. 

The  power-house  is  a  remarkably 
clean  establishment  and  has  every  in- 
dication that  tells  about  efficiency.  Six 
Babcock  &  Wheeler  boilers  supply 
Steam  to  two  Buckeye  engines,  which 
are  connected  direct  with  electric  gen- 
erators. The  pneumatic  machinery 
used  extensively  in  the  boiler  shop 
obtains  vitality  from  two  Ingersoll- 
Sargent  air  compressors;  while  the  hy- 
draulic appliances  freely  used  receive 
force  from  two  Worthington  pumps. 

the  tools. 

The  tool  equipment  of  the  shops 
makes  a  list  too  formidable  for  one 
day's  study  and  observation.  The  shop 
list  begins  with  four  Niles  driving  wheel 
lathes  that  are  kept  busy  even  with 
the  high  speed  steel  tools  slicing  away 
as  they  do.  Then  there  is  a  Pond  car 
wheel  lathe,  a  special  locomotive  axle 
lathe,  a  double  car  axle  lathe,  a  bolt 
threader,  then  a  long  array  of  lathes 
of  many  kinds,  common  lathes,  axle 
lathes,  turret  lathes,  gap  lathes,  porta- 
ble lathes  and  others  counting  up  56 
total.  Then  there  are  13  planers,  12 
boring  mills,  27  drill  presses,  21  emery 
wheels,    13    grinders    of    various    types 
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and  145  other  tools,  making  a  total  of 

287. 

Various  forms  of  Niles-Bement-Pond 
tools  indicate  that  Jas.  K.  Cullen  must 
have  been  very  active  when  the  selection 
of  these  shop  tools  was  under  considera- 
tion, for  he  got  the  lion's  share.  Some 
of  Seller's  tools  are  prominent,  and  most 
of  the  bolt  cutters  are  from  the  Acme 
Machinery  Company  of  Cleveland.  Iden- 
tifying different  makes  of  tools  is  found 
no  easy  matter  during  a  flying  visit. 
Such  tools  as  the  Bullock  boring  mills 
stand  out  prominently  enough  for  recog- 
nition, but  many  are  lost  in  the  crowd. 

The  shafting  is  kept  polished  by 
vulcanized  fibre  disks  that  run  along 
in  odd  little  journeys  that  lap  up 
all  causes  for  rust  or  corrosion.  It 
is  curious  to  watch  these  disks  rain- 
bling  about  like  robins  chasing  grass- 
hoppers. 

A  neat  way  of  overcoming  a  diffi- 
culty was  carried  out  on  one  of  the 
tools.  They  wanted  a  radial  drill  to 
run  at  high  speed  and  reached  the  pur- 
pose by  putting  an  electric  motor  on 
the  top  of  the  tool. 

Power  transmission  by  electricity  is 
largely  used  in  the  shops,  most  of  the 
machinery  having  been  supplied  by  the 
General  Electric  Company.  There  are 
some  motor  and  electrical  appliances 
that  were  furnished  by  the  Crocker- 
Wheeler  Company  and  by  the  West- 
inghouse  Electric  Company.  The  in- 
stallment was  arranged  by  Mr.  L.  M. 
Pomeroy,  and  is  highly  satisfactory. 
■"Cela  va  sans  dire"  any  Frenchman 
would  exclaim  who  knew  the  painstak- 
ing habits  of  Mr.  Pomeroy. 

After  the  works  were  put  in  opera- 
tion complaints  were  heard  that  the 
power  transmitted  by  the  electric  ma- 
chinery ^vas  insufficient.  To  ascertain 
the  truth  of  these  rumors  Mr.  Liley, 
mechanical  engineer,  carried  out  a 
series  of  tests,  plotting  the  degree  of 
power  reaching  the  tools  at  different 
hours  of  the  day.  That  silenced  the 
species  of  criticism  that  is  apt  to  be 
raised  upon  all  new,  novel  methods,  no 
matter  how  much  better  than  the  old 
ones  they  may  be. 

EFFECT   OF   GOOD  0RG.\NIZATI0N. 

Mr.  Seidel  happened  to  be  absent  the 
day  I  visited  the  shops,  but  I  found  a 
remarkably  good  guide  in  Mr.  Brown, 
draughtsman  of  the  shops,  who  has  en- 
joyed remarkably  wide  experience  for 
a  young  man,  and  has  the  capacity  for 
profiting  by  experience.  Mr.  Seidel  is 
not  one  of  the  superintendents  who 
think  that  work  would  be  paralized  if 
they  failed  to  show  a  frowning  visage 
in  the  shops  for  a  single  day.  The 
true  mark  of  executive  ability  is  to  or- 
ganize the  business  so  that  it  w-ill  run 
itself,  a  condition  conspicuous  in  this 
place. 


The  officers  who  help  Mr.  Seidel  to 
keep  this  ship  of  industry  moving  are: 
J.  E.  Kilker,  assistant  superintendent ; 
C.  B.  Daily,  general  foreman;  W.  B. 
Wood,  machine  shop  foreman;  W.  M. 
Wilson,  foreman  boilermaker;  George 
Tubbury,  foreman  blacksmith;  F.  J. 
Glover,  chief  shop  engineer  and  elec- 
trician; J.  M.  Whalen,  round-house 
foreman.  I  was  indebted  particularly 
to  Mr.  Whalen  for  information  about 
the  place.     

The  Armstrong  Brothers  Tool  Com- 
pany, of  Chicago,  commonly  called  the 
"tool  holder  people,"  have  just  issued 
their  Catalogue  No.  18,  which  may  be 
had  by  anyone  .who  writes  to  them 
tor  a  copy.  It  is  needless  to  say 
that  they  have  tool  holders  for  turn- 
ing, planing,  boring,  slotting,  threading, 
cutting  off  and  drilling  metals.  This 
catalogue  contains  some  recent  additions 
to  their  line  of  goods.  There  is  on  pages 
68  and  69  of  this  catalogue  an  illustrated 
description  of  their  automatic  drill  drifts. 
These  drifts  are  practically  hammer  and 
drift  in  one.  When  using,  the  point  of 
the  blade  is  inserted  in  the  slot  of  the 
drill  socket  and  the  handle  is  forcibly 
driven  up  the  blade,  until  it  strikes  the 
butt  end  of  drift  blade.  The  -blow  is 
usually  sufficient  to  remove  the  most 
stubborn  drill.  They  have  also  the  plane 
drill  drift  on  which  a  hammer  is  used. 
Their  standard  reversible  ratchet  drills 
shown  on  catalogue  page  61  are  such  that, 
the  combination  includes  a  sleeve  ratchet 
for  Morse  taper  shank  drills,  square  taper 
socket  to  fit  it  and  a  short  spindle  with 
feed  screw  by  means  of  which  the  ratchet 
can  be  converted  into  a  boiler  ratchet  or 
adapted  to  receive  square  taper  shank 
drills.  . 

Funny  Ones  on  the  Road. 

"That  poison-faced  moonlight  master 
mechanic"  was  the  pleasant  reference 
made  by  Mr.  Fogarty,  locomotive  en- 
gineer on  the  Alkali  South- Western, 
when  he  had  occasion  to  speak  of  the 
gentleman  in  charge  of  the  round  house 
at  night.  Whether  or  not  that  highly 
esteemed  functionary  was  possessed  of 
a  repulsive  visage,  matters  little.  In  the 
discharge  of  his  official  duties,  most  of 
which  were  purely  routine,  he  seemed  to 
Mr.  Fogarty  not  only  to  be  entirely  re- 
sponsible for  his  highly  objectionable  face, 
but  to  be  possessed  of  considerable 
"nerve"  when  he  assigned  engine  278  to 
Mr.  Fogarty  for  train  47,  then  35  minutes 
late,   on   the   evening   in  question. 

This  and  other  incidents  are  narrated  in 
a  very  amusing  booklet  called  "Midnight 
on  the  Alkali  South-Wcstern."  which 
has  been  issued  by  the  Ralston  Steel  Car 
Company,  of  Columbus,  Ohio,  for  the 
purpose  of  furnishing  a  moment  of  re- 
laxation to  the  reader.  Smoky  Hall,  the 
battleship  fireman,  disparagingly  com- 
pares   his    hard    lot    on    the    Alkali    road 
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"Staybolt  Trotible 
a  THin^  of  the  Past  " 

So  say  many  of  our  customers 
who  have  used  the  Tate  Bolt 
in  large  numbers,  covering  a 
period  of  time  sufficient  to  base 
comparisons  and  eliminate  all 
chances  of  doubt. 
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with  the  more  or  less  happy  times  e.x- 
perienced  on.  other  lines  where  the  "eagle- 
eyes"  made  some  sort  of  pretension  to 
being  real  engineers,  and  Spotty  Murphy, 
the  switchman,  avers  that  when  he  is  un- 
fortunately compelled  to  listen  to  the 
talk  of  a  "bum  scoop,"  he  experiences 
pain.  There  are  eight  or  ten  characters 
portrayed  with  humorous  e.xaggeration  in 
the  little  book,  which  is  cleverly  illus- 
trated in  pen  and  ink  sketches,  by  Mr. 
C.  D.  F.  Ball.  The  characters  reveal 
l!iemselves  in  their  own  dialect.  They 
use  the  language  of  the  road,  and  their 
emblematical  talk  is  rich.  The  little  book 
is  free  for  the  asking,  and  a  post  card 
request  will  bring  you  something  that 
you  can  read  with  a  smile  and  then  fit 
on  the  "other  fellow." 


Corrugated  Firebox. 

Those  who  are  anxious  to  examine 
the  kind  of  firebox  and  tube  plates 
made  by  the  Wm.  H.  Wood  Locomo- 
tive Firebox  Co.,  of  Media,  Pa.,  can 
do  so  by  a  visit  to  the  Baldwin  Loco- 
motive Works  at  Philadelphia.  Pa.  Mr. 
Wood  has  a  complete  firebox  on  ex- 
hibition at  that  place.  On  page  452 
in  the  October  issue  of  Railw.w  and 
Locomotive  Engineering  may  be  found 
a  very  full  description  of  the  corru- 
gated firebox  designed  with  the  inten- 
tion of  reducing  staybolt  breakage,  and 
incidentally  increasing  the  heating  sur- 
face   of   the    box. 


Manometers  and  Gauges. 

In  former  times  the  word  manometer 
was  used  to  designate  that  which  we  now 
call  a  pressure  gauge.  Manometer  really 
ivieans  a  "rare  measurer,"  and  the  name 
was  applied  to  an  instrumein  delicate 
enough  to  register  the  pressure  of  the 
blood  in  the  arteries  and  so  the  earliest 
fluid  pressure  gauges  were  called  mano- 
meters, and,  indeed,  this  name  is  still  re- 
tained in  South  America  and  on  the  Con- 
tinent of  Europe.  The  ordinary  steam 
gauge  on  a  locomotive  is  nevertheless  a 
manometer,  for  the  accurate  measurement 
of  fluid  pressures  is  a  wonderful  thing, 
even  if  we  can  no  longer  use  the  Greek 
word  to  signify  its  being  rare. 

The  well-known  Utica  Steam  Gauge 
Company,  of  which  Mr.  A.  G.  Wood  is 
president,  have  for  many  years  been  one 
of  the  most  successful  makers  of  gauges 
for  showing  boiler  pressures,  though  they 
nade  use  of  a  principle  quite  different 
from  that  employed  by  Bourdon,  the  in- 
ventor of  the  earliest  form  of  metallic 
manometer.  The  Utica  gauge  causes  a 
needle  to  move  over  the  face  of  a  dial  in 
accordance  with  the  slight  bulging  or 
■-inking  of  what  they  call  a  capsular 
spring.  The  capsular  spring  is  briefly  two 
corrugated  disks  made  of  a  special  bronze 
composition  containing  a  liberal  percent- 
age of  phosphorus.  The  disks  are  con- 
nected  by   a    retaining   band    folded    over 


the  edge  of  the  disks,  so  that  the  capsular 
spring  looks  like  a  little  hollow  case  with 
corrugated  surfaces.  The  capsule,  for 
such  it  really  is,  is  attached  firmly  at  the 
center  of  the  under  disk  to  the  connection 
through  which  steam  reaches  the  space 
between  the  disks.  The  corrugations  of 
each  disk  and  the  hinge-like  retaining 
band  permit  the  whole  capsule  to  bulge 
up  in  the  center  more  or  less  when  in- 
flated with  steam  at  higher  pressure  or 
lower  pressure.  The  movement  of  the 
center  of  the  capsule  up  and  down  in 
accordance  with  the  fluctuations  of  the 
steam  pressure  within  it  is  taken  advant- 
age of  to  operate  the  gauge  needle. 
Between  the  needle  and  the  capsular 
spring  is  a  series  of  levers,  a  radial  rack, 
a  little  pinion  on  the  needle  shaft  and  a 
light  spiral  spring  to  bring  the  needle 
back  to  zero  and  to  take  up  any  back  lash 
as.  the  pressure  falls.  This  is  briefly  the 
mechanism  of  the  Utica  steam  gauge,  and 
it  has  given  entire  satisfaction  during  the 
many  years  it  has  been  on  tlie  market.  The 
later  forms  have,  however,  an  easy  and 
quick  method  of  adjustment  whereby  the 
free  end  of  the  lever  resting  on  the  cap- 
sule can  be  set  in  the  correct  position 
without  taking  out  any  of  the  gauge 
mechanism. 

The  capsular  principle  has  been  up  to 
the  present  time  the  distinctive  feature 
of  Utica  gauges,  and  it  is  still  retained  in 
the  improved  form.  The  company  with 
a  view  of  giving  to  steam  users  the  choice 
of  types  have  now  taken  up  the  manufac- 
ture of  Bourdon  gauges  as  well,  and  have 
made  an  improvement  on  the  method  of 
mechanical  construction  usually  employed. 

The  Bourdon  principle  is  briefly,  a 
flattened,  seamless  brass  tube  bent  in  the 
form  of  an  open  ring,  the  two  ends  being 
perhaps  a  couple  of  inches  apart.  The 
tube  is  supported  below  so  that  equal 
arcs  of  the  tube  rise  up  from  this  support 
on  each  side.  The  Bourdon  ring  is  care- 
fully fitted  and  is  passed  through  a  suit- 
able opening  in  the  otherwise  solid  sup- 
port or  socket.  The  ring  is,  to  use  a  shop 
expression,  "sweatted"  in  position  and 
practically  becomes  one  with  the  socket 
as  it  is  put  in  when  the  socket  is  hot. 
The  method  of  introducing  steam  into 
the  tube  is  as  ingenious  as  it  is  simple. 
A  small  hole  drilled  up  through  the 
socket  enters  the  lower  side  of  the  flat 
tube  and  when  in  use  steam  enters  from 
below  and  fills  the  tube. 

The  advantage  of  this  method  of  con- 
struction is  that  the  tube  is  all  one  piece 
and  has  no  joints  to  break  or  become 
loose,  where  it  is  held  by  the  socket.  Only 
one  wall  of  the  tube  is  pierced  for  the 
entrance  of  steam  and  the  whole  mech- 
anism is  entirely  independent  of  the  case 
and  can  be  taken  out  when  necessary  by 
simply  unscrewing  the  steam  connection 
below  the  socket.  The  frame  for  holding 
the  levers,  rack  and  pinion  is  fastened  to 
the  socket,  and  all  the  spindles  and  bush- 
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ings  are  made  of  hard  German  silver  in 
order  to  resist  wear.  The  teeth  of  the 
segment  or  radial  rack  are  reinforced 
so  as  to  give  a  wide  bearing.  The  link 
from  the  left-hand  end  of  the  Bourdon 
ring  is  folded  back  on  itself  where  it 
meets  the  links  from  the  right-hand  end 
and  in  this  way  a  double  bearing  is 
afforded  for  the  small  steel  pin  which 
forms  the  pivot  between  them. 

The  Utica  Steam  Gauge  Company, 
while  maintaining  the  excellence  of  the 
capsular  principle  have  simply  added 
another  string  to  their  bow  by  bringing 
out  the  Bourdon  gauge  with  improve- 
ments which  are  intended  to  facilitate  its 
use  and  prolong  its  life.  A  railway  com- 
pany in  exercising  its  preference  for  one 
or  other  form  of  gauge  has  the  satisfac- 
tion of  knowing  that  in  either  case  the 
workmanship  of  the  gauge  selected  is  of 
the  best,  and  that  both  forms  have  been 
improved  in  those  small  details  which 
mean  so  much  to  the  user,  and  which 
help  to  keep  maintenance  and  repair 
charges  down  to  a  minimum  while  insur- 
ing accuracy  and  durability  in  operation. 


Band  Rip  Saw. 

The  machine  shown  in  our  illustra- 
tion represents  the  J.  A.  Fay  &  Egan 
Company's  band  rip  saw  for  general 
work.  It  is  equally  efficient  in  ripping 
light  and  heavy  material  as  it  runs  a 
very  thin  blade  at  a  high  speed,  and 
these  are  the  essentials  for  the  rapid 
and  economical  production  of  fine  lum- 
ber. The  high  speed  is  obtained  by 
the  application  of  Fay  &  Egan's  patent 
knife-edge  straining  device  and  solid 
lower  wheel.     The  machine  has  capac- 


BAND    RIP    SAW. 

ity  for   ripping  material   up  to  24   ins. 
wide  and  12  ins.  thick. 

In  the  descriptive  circular,  recently 
issued  by  the  manufacturers,  they  illus- 
trate this  machine  with  motor  drive. 
This  matter  of  motor  drive  applies 
to  all  the  five  hundred  different  wood- 
working tools  made  by  this  concern. 
For  further  information  you  are  re- 
quested to  write  the  company  Cincin- 
nati, O.,  and  they  will  be  pleased  to 
send  you  descriptive  circular  by  re- 
turn mail. 


Lang's  tool  holder  for  locomotive  shops 
is  an  ingenious  way  of  providing  a  method 
of  securing  a  lathe  tool  properly  in  place 
With  this  tool  holder  a  triangular  cutter 
is  used  which  is  about  twice  the  size  of 
the  usual  square  cutter.  It  is  intended 
to  be  a  more  satisfactory  substitute  for 
the  large  solid  forged  tools,  where  heavy 
roughing   work   has    to   be    done.      Being 


LANG'S    TOOL   HOLDER. 

efficient  in  this  class  of  work  it  is  also 
very  satisfactory  for  light  finishing  cuts. 
The  triangular  shape  of  tool  gives  a  good 
cutting  edge,  with  large  heat  radiating 
surface,  and  the  clearance  is  all  that  can 
be  desired.  The  holder  has  a  V-shaped 
trough  if  one  may  so  say,  in  which  the 
tiiangular  cutter  or  tool  is  set  and  held. 
The  cutter  is  made  in  rights  and  lefts 
and  special  shaped  shanks  are  provided 
for  use  in  vertical  boring  mills.  Steel  of 
triangular  sections  can  be  bought  as  well 
as  other  shapes  and  as  it  weighs  less  than 
the  square  sections,  its  cost  is  less.  Our 
illustration  shows  tlie  method  of  clamping, 
and  the  support  under  the  cuttmg  edge 
runs  out  well  under  the  tool.  The  G.  R. 
Lang  Company,  of  Meadville,  Pa.,  are 
the  makers  of  this  useful  shop  device  and 
will  be  very  happy  to  send  a  copy  of  the 
illustrated  folder  and  price  list  to  any 
one  who  is  interested  enough  to  write  to 
them  for  a  copy. 


Turbine   Locomotive. 

What  is  described  as  a  steam  turbine 
electric  locomotive  is  being  built  at  the 
North  British  Locomotive  Works  in 
Glasgow.  The  new  machine  has  a  boiler 
of  the  ordinary  locomotive  type,  which 
is  fitted  with  a  superheater,  and  coal  and 
water  are  carried  in  the  side  bunkers  and 
side  water  tanks,  steam  from  the  boiler 
is  led  to  a  turbine  of  the  impulse  type 
running  at  a  speed  of  3,000  revolutions 
a  minute,  to  which  is  directly  coupled  a 
continuous-current,  variable-voltage  dyna- 
mo or  generator.  The  dynamo  supplies 
electrical  energy  of  from  200  to  600  volts 
to  four  series-wound  traction  motors,  the 
armatures  of  which  are  built  on  the  four 
main  or  driving  axles  of  the  locomotive. 
The  exhaust  steam  from  the  turbine 
passes  into  an  ejector  condenser,  and  is, 
together  with  the  circulating  condensing 
water,  delivered  eventually  to  the  hot 
well.    A  fan  is  used  to  provide  the  neces- 


Are  You  P/epared  for 
Every  Breakdown  ? 

Defter  Secure  the  1910   Edition. 
Just  Published*  of 

Locomotive  Breakdowns 
and  Their  Remedies 

By  Fowler-Wood.  liilO  I'ocUet  E-li- 
tiuii.  This  book  tells  you  Just  what  to  do 
in  case  of  any  accident  or  breakdown. 
Walscaert  Locomotive  Valve  Gear  Troubles, 
The  Electric  Headlight  and  Questions  and 
Answers  on  the  Air  Brake  are  all  included. 
Fully  illustrated.     Price  $1.00. 

Westinghouse  E-T  Air  Brake 
Instruction  Pocket  Book 

By  Wm,  W.  Wood.  Here  is  a  book  for 
tiio  railroad  man.  and  the  man  who  alms  to 
he  one.  It  is  the  only  complete  work  pub- 
1  isbed  on  the  Westinghouse  E-T  Locomotive 
Brake  Equipment.  Written  by  an  Air  Brake 
Instructor  who  knows 
just  what  is  needed. 
It  covers  the  subject 
thoroughly.  Every- 
thing  about  the  New 
Westinghouse  Engine 
and  Tender  Brake 
Equipment,  including 
the  Standard  No.  5 
and  the  Perfected  No. 
6  Style  of  brake,  is 
treated  in  detail. 
Written  in  plain  Eng- 
lish and  profusely  Il- 
lustrated with  Colored 
Plates,  which  enable 
one  to  trace  the  flow 
of  pressures  through- 
out the  entire  equip- 
ment. The  best  book 
ever  published  on  the 
Air  Brake.  Equally 
good  for  the  beginner  and  the  advanced  en- 
gineer. Will  pass  any  one  through  any 
examination.  It  informs  and  enlightens  you 
on  every  point.  Indispensable  to  every  en- 
gineraan  and  traiuman.  Filled  with  colored 
illustrations.     Price  $2.00. 

Walschaert  Locomotive  Gear 

By  Wm.  W.  Wood.  If  you  would  thor- 
nii;.'hly  understand  the  Walsoaort  I^icomotlve 
^'alve  Gear  you  should  possess  a  copy  of  this 
bdiik.  It  covers  the  subject  in  every  detail. 
Examination  questions  with  their  answers  are 
given.  Fully  illustrated  and  contains  slid- 
ing card  board  models.     Price  $1.50. 
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Locomotive  Catecliism 

By  Grimshaw.  ^7th  Edition.  It  Is  a 
Now  Book  from  C^>ver  to  Cover.  Includes 
the  greatest  amount  of  practical  information 
ever  published  on  the  construction  and  man- 
agement of  modern  locomotives.  Contains 
Specially  -Prepared  Chapters  on  the  Walsch- 
aert Ix>comotlve  Valve  Gear,  the  Air  Brake 
Equipment  Jind  the  Electric  Head  Light.  825 
pag"S.  4^7  illustrations  and  3  Folding  Plates. 
()\'f'V  4,000  Examination  Questir)ns  and  their 
■  Answers  are  included.     Price  $2.50. 

Link  Motions  and  Valve  Setting 

By  Colvin.  A  handy  book  for  the  engineer 
or  niarhinist  tliat  rloars  up  the  mysteries  of 
v:ilve  setting.  Shows  the  difTorctit  valve 
^inrs  In  use.  how  they  work  and  why.  Pis- 
tnn  and  slide  valves  of  different  types  are 
iliu'^trated  and  explained.  A  book  that  every 
r.Tiho.Td  man  In  the  motive  power  department 
ou.;lit  to  have.      Pilce  50  cents. 

Air  Brake  Catechism 

By  Blackall.  A  complete  treatise  on  the 
Wrsiingnoiise  Air  Brake,  including  the  No. 
5  and  No.  ft  ET  Txiconiotlve  Brake  Equip- 
ment: the  K  (Qulck-Sen-Ice)  Triple  Valve 
for  Freight  Service;  and  the  Cross-Compound 
Punip.  .^f^0  pages,  fully  lltustrnted  with 
f'.lding  plates  and  diagrams.     Price  $2.00. 


A  SPECIAL 


of    any    of    these    books    sent 


on    request.       Any    of    these 
CIRCULAR     bfxiks    sent    prepaid    on    re- 
<r.ii.t    nf    nrire. 
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FRAMES 
MUD  RINGS 
SIDE  RODS 
DRIVERS 


Can  all  be  repaired  in  the 
quickest  and  cheapest  man- 
ner by  the  Thermit  process. 
Locomotive  frames  and  mud 
rings  can  be  welded  without 
dismantling  the  engine  and  in 
twelve  hours  or  less.  Further- 
more a  REINFORCEMENT 
is  fused  around  the  weld 
which  greatly  adds  to  the 
strength  of  the  repair  and 
effectually  prevents-  future 
breakage. 

Use  THERMIT  and  return 
your  engines  to  service  with 
least  possible  expense  and 
delay. 

Write  for  pamphlet  No. 
25-B  and  for  "Reactions,"  the 
Thermit  Quarterly  which  give 
full  information. 


90  West  St.,  New  York 

482-436    Folsom   St.,    San   Francisco,    Calif. 
103   Hichmond   St.    W.,    Toronto,    Ont. 


sary  draught  for  the  furnace  as  the 
exhaust  steam  is  condensed.  The  turbine 
does  not  require  any  internal  lubrication 
so  that  this  water  of  condensation  is  free 
from  oil.  The  whole  is  carried  on  a 
strong  under  frame  which  rests  on  two 
4-wheel  trucks.  Each  truck  carries  two 
of   the   four   motors   already   referred   to. 
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SINCLAIR'S  LOCOMOTIVE  ENGINE 

RUNNING  AND  MANAGEMENT 

Is  still  popular.         We  hav    it.         Price  $2.00 

ANGUS  SINCLAIR  CO..    114  Liberty  St..  N.  Y 


A  BORING  TOOL 


like  this  is  ;\I,W ATS  re.tdv  for  us". 

It  nrads  no  forifine.  or  temperini; 
uri  I  saves  TO  piT  cent,  of  (irintlin?  and  90  p  r 
lent,  of  Tool  Steel  used  in  Forged  Tools. 


rateutfd 


Marrli  12,  l^o.f; 


IVrite  for   Catalog 

Armstrong  Bros.  Tool  Co.  HoiZr^peoAe- 

112  N.  Francisco  Ave.  Chicago,  tT.  .S.  A. 


Small  Tools. 

There  are  some  cleverly  devised  and 
neatly  made  small  tools  to  be  had  from 
a  well-known  manufacturing  company 
in  Athol,  Mass.  One  of  their  special- 
ties is  a  carpenter's  scratch  gauge.  The 
head  of  this  gauge  is  made  from  case 
hardened  steel  with  octagon  shaped 
edges.     Two  5-16  in.  bars,  one  plain,  4 


Zeal  Without  Knowledge. 

^Ir.  E.  P.  Ripley,  president  of  the 
Santa  Fe,  in  his  speech  at  the  Railway 
Business  Association  annual  dinner  re- 
peated the  saying  that,  "when  God  sent 
a  current  of  common  sense  through  the 
universe  most  of  the  reformers  wore 
rubber  boots  and  stood  on  glass."  Our 
troubles,  he  continued,  are  with  this  class 
— well  meaning  men  who  have  zeal  with- 
out knowledge,  and  enthusiasm  without 
s?.nity.  These  we  may  not  reach  but  the 
great  mass  of  the  solid  and  substantial 
citizenship  may  perhaps  be  induced  to 
stop  and  consider  whither  we  are  drift- 
ing and  whether  this  greatest  of  the  na- 
tion's industries  is  being  fairly  treated. 


TOOL  MAKERS'   BUTTONS. 

ins.  long,  and  one  graduated  in  32nds 
of  an  inch,  8  ins.  long,  with  sharp  rotat- 
ing cutters  on  the  ends,  slide  through 
the  head.  Either  is  adjustable  in  rela- 
tion to  the  other,  and  may  be  used  to 
make  two  marks  at  once,  or  by  slipping 
one  back  into  the  head  out  of  the  way, 
the  other  bar  may  be  used  for  single 
lines. 

Another  useful  device  suitable  for 
a  modern  railway  shop  where  time- 
saving  devices  jigs,  etc.,  are  constantly 
being  made.     We  refer  to  Toolmakers' 


CARPENTER'S    SCRATCH    GAUGE   NO.    429 

buttons  with  screws  and  washers. 
These  Buttons  are  hardened  and  ground 
to  standard  size,  4  x  J4  ins.,  and  are  used 
to  locate  holes  to  be  chucked  and 
bushed  for  jigs  where  absolute  ac- 
curacy is  required.  The  method  of  us- 
ing them  is  to  lay  out  the  jig  piece, 
prick  punch,  drill  and  tap  for  button 
screws.  Fasten  on  the  buttons,  strap 
the  pieces  to  an  angle  iron  and  place  it 
on  a  surface  plate,  where  by  aid  of  a 
surface  gauge,  the  buttons,  with  holes 
larger  than  the  screws,  are  brought  to 
the  desired  location.  Next  strap  the 
angle  iron  with  button  pieces  to  lathe 
face  plate,  bringing  one  of  the  buttons 
to  run  true  with  the  center.  This  done, 
remove  the  button  and  chuck  and  ream 
the  hole. 

•  Write  to  the  L.  S.  Starrett  Company  at 
the  address  given  above  if  you  are  inter- 
ested in  knowing  more  about  these  tools. 


What  they  call  "service,"  is  one  of  the 
chief  characteristics  of  the  Dodge  Manu- 
facturing Company  (power  transmission 
engineers  and  manufacturers  of  the 
Dodge  line  of  transmission  machinery, 
Mishawaka,  Ind.).  This  ability  to  render 
service  is  largely  based  upon  the  main- 
tenance of  stores  and  warehouses  in  many 
of  the  principal  cities  of  the  country,  in 
connection  with  expert  engineering  de- 
partments, which  makes  possible  im- 
mediate deliveries  and  the  solution  of 
knotty  transmission  problems.  From 
time  to  time  the  Dodge  people  have  en- 
larged and  extended  this  service  until  it 
now  takes  in  eleven  points.  Boston,  New 
York,  Brooklyn,  Pittsburgh,  Philadelphia, 
Cincinnati,  Chicago,  St.  Louis,  Minnea- 
polis, Atlanta  and  London,  England.  The 
newest  branches,  those  at  Minneapolis  and 
Atlanta  will  serve  the  two-fold  purpose 
of  local  stores  and  distributing  stations 
for  the  Northwest  and 
the  Southland.  The 
Minneapolis  store  is  at 
202-204  Third  street 
I  South,    and    the    ware- 

'"^BB  house    at    312    to    320 

First  street  North.  The 
company's  agency  ar- 
rangement with  the 
Minneapolis  Steel  &  Machinery  Company 
has  been  discontinued.  Mr.  Burke  Rich- 
ards, former  resident  salesman  at  Cleve- 
land, Ohio,  has  been  promoted,  and  is 
now  manager  of  the  Minneapolis  branch. 
The  Atlanta  branch  and  warehouse  is 
at  54  Marietta  street.  Mr.  S.  L.  Dickey, 
resident  salesman  at  that  place  has  been- 
appointed  manager,  but  no  change  has 
been  made  with  any  of  the  agency  con- 
nections in  the  South. 


|i).ELS5'*fl=Eno:y 
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Union   Pacific    Bureau   of   Information. 

The  Union  Pacific  Railroad  manage- 
ment are  organizing  a  railroad  college  on 
the  lines  described  in  our  issue  of  August 
last.  The  instruction  department  goes 
by  the  modest  name  of  the  Bureau  of  In- 
formation. 

Employees  in  every  department  of  the 
service  will  be  given  free  instruction 
by  experts.     The  three  objects  aimed  at 
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ii:  establishing  this  school  are  assisting 
employees  to  assume  greater  responsi- 
bility, increasing  the  knowledge  and  effi- 
ciency of  employees  and  preparing  pro- 
spective employees  for  the  service. 

"The  new  educational  bureau  will 
give  to  the  men  in  the  service  of 
date  practice  from  leading  authorities  in 
opportunity  to  qualify,  without  any  ex- 
pense to  themselves,  for  higher  duties  in 
the  service,"  said  Vice-President  Mohler. 
"The  educational  feature  is  from  a  prac- 
tical standpoint,  the  conditions  in  modern 
operation  are  constantly  changing,  and 
in  this  respect  the  men  will  get  up-to- 
date  practice  from  leading  authorities  in 
each  of  the  various  departments." 


Calibrating  Apparatus. 

The  bursting  of  machine  parts  and 
fittings  from  excessive  fluid  pressure 
is  usually  accompanied  by  considerable 
danger,  expense  and  delays  for  repairs. 
This    is    especially    true    with    the    ex- 


trate  performs  these  two  functions  of 
testing  by  comparison  with  a  master 
gauge  and  of  testing  the  accuracy  of 
the   master  itself. 

For  the  first,  only  the  part  on  top 
of  the  stand  is  required.  This  con- 
sists primarily  of  a  cross  made  of  hy- 
draulic bronze.  The  gauge  being  test- 
ed, which  may  register  any  pressures 
up  to  16,000  lbs.  per  sq.  in.,  and  the 
master  gauge  are  attached  to  the  front 
and  back  ends  of  the  cross  respective- 
ly. At  the  left  is  a  crank-operated 
screw  displacement  piston,  by  means 
of  which  the  desired  pressure  may  be 
produced  within  the  pressure  cham- 
ber. A  suitable  stuffing  box  prevents 
leakage  past  the  piston.  To  the  right 
is  connected  a  stop  valve  and  fiUinL; 
cylinder.  This  permits  some  of  the 
liquid  to  be  withdrawn  from  the  press- 
ure chamber  before  removing  the  gauge 
being  tested  and  it  also  permits  fill- 
ing after  a  gauge  is  put  on.  There 
is  thus  no  danger  of  spilling  the  oil. 

For    testing    the    master  .  gauge    the 
special     weight-loaded     hardened     and 
ground    steel    piston    and    cylinder    are 
attached  at  the  right  by  means  of  flex- 
ible  copper  tubing,   which  is   shown   in 
the    engraving.      These    parts    are    cut 
out   by   a   stop   valve   when   not  testing 
the  master  gauge.     The  cylinder  is  long 
c-iiough    to   have   the    center   of   gravity 
of  the  weight  below  the  center  of  sup- 
port.    When   the    weights    are 
revolved    the    friction    due    to 
lifting     the     weights     is    prac- 
tically eliminated.     The  appar- 
atus  is   made  by  the   Watson- 
Stillman     Company     of     New 
York. 


IMPROVKD    GAUGE    CALIBRATING    APPARATUS 

tremely  high  working  pressures  under 
which  liquids  and  air  are  often  used. 
It  is,  therefore,  quite  important  to 
know  the  pressure  in  any  apparatus 
using  these  sources  of  power,  and  for 
this  reason  gauges  should  be  calibrated 
at  regular  intervals.  Under  the  higher 
hydraulic  pressures  it  is  frequently  the 
case  that  the  same  gauge  will  show 
different  percentages  of  error  at  dif- 
ferent pressure  readings,  and  these  can 
be  compensated  for  after  ascertaining 
the  true  pressure  only  by  comparing 
with  a  "master"  gauge  of  known  ac- 
curacy or  by  loading  with  a  known 
pressure. 

The   apparatus   which    we    here    illus- 


The     American     Locomotive 
Company   of    New    York   have 
recently  issued  Bulletin  No.   i, 
illustrating  and  describing  their 
new  type  "S"  short  wheel  base 
electric  motor  truck  with  steel 
plate  side  frames,  for  city  ser- 
vice.     The    important    advan- 
tage    claimed     for     the     plate 
frame     form     of     construction 
is     the     reduction     in     weight 
thereby      effected.        Compared      with      a 
bar      frame      truck     of     the     same     ca- 
pacity,     this     type     of      truck     is      said 
to      weigh      fram      1,000     to      1,500     lbs. 
less.      In    this    Bulletin    are    also    illus- 
trated and  described  two  new  and  in- 
teresting adjustable  swing  link  devices, 
which    are    applicable    to    any    of    the 
builders'   types   of   trucks,   with   swing- 
ing  bolsters.     One   of  these   devices   is 
arranged    for    adjusting    the    height    of 
the  car  body;   while  the  other  permits 
of   the    same    adjustment    and    also    of 
changing    the    angularity    of    the    swing 
links  to  suit  the  service  conditions  and 
give    the    easy    riding    qualities    to    the 
car.      The    company    will    be    happy   to 


CARS,  CABS,  SHOPS 

AND 

ROUND  HOUSES 


require  a  roofing  that 
is  unaffected  by  ex- 
tremes of  temperature 


Tradi 
Mask 


RUBEROID 
ROOFING 


I  U.  5.  PM. 
I  OtLca 


Will  not  melt,  rot,  crack  or 
corrode.  Contains  no  tar. 

Outlaid  Mtlal 

SPARK  PROOF,  CINDER  PROOF, 

QAS  PROOF,  WEATHER  PROOF 

Writ*  for  umplM,  price*  *nd  twoklct  N*.  M. 

THE    STANDARD     PAINT    CO. 

I  00  William  Slrsal  N«w  Y«rk 

OblcMTo,    Phlladelpbla,    Boston,    Kuisu  Oltj, 

MempbU,    AtlaDt*. 


The  Flue  Cleaner  with 
Always  Sharp  Knives— 

THE 


(< 


PERFECTION 


)) 


ThiB  comes  about  because  of  the  peculiar 
knife  arrangement — while  In  operation, 
tbej  aharpeo  themselves.  The  po«<«t>« 
cleaner  for  welded  or  drawn  flues  In  any 
quarter  and  especially  in  places  where 
there  Is  little  elbow  room.  RemoTea  all 
of  tbe  icalt,  leave*  oli  of  tbe  tuhe*. 

TRY  IT  FOR  80  DATS  ON  TBE  BABIB 
OP  BATIBFACTION  OR  NO  PAT. 

SCULLY  STEEL  AND 
IRON  COMPANY 

CHICAGO,  ILLINOIS 


L'NAMILED    IPQN    FLUSH    OR   DRY   CLOSETS 

DUNER 
CAR    CLOSETS 

DUNER   CO. 

'16    9.    CtfWTON    ST.     CMtCAiO 
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TOOL 


Die  Blocks 
Steel  Forgings 


First  Prize  awarded  at  the  Loui- 
siana Purchase  Exposition,  at  St. 
Louis,  for  our  TOOL  STEEL 
when  placed  in  competition  with 
the  best  makes  in  England  and 
Germany. 

Write  far  Information  and  Prices. 

Specify     Mclnnea    Tool     Steel     when 

ordering. 


McINNES 
STEEL   CO. 

CORRY,  PA. 

SCHB.OCK   Sc   SQUIRES, 

291  Pearl  St.,   New  York. 

EOT   MACHINESY    CO.. 

Mumeapolla, 


STANDARD  MECHANICAL  BOOKS 

FOR  ROAD  AND  SHOP  MEN 

BY  CHAS.  McSHANE. 

The  Locomotive  Up  to  Date 

Price,  $2.50 


New  York  and 
Westinghouse  Air  Brakes 


Price,  $1.50 


One  Thousand  Pointers  for 
Machinists  and  Engineers 

Price,  $1.30 


All  beoka  bannd  In  fine  clolk 


AGENTS  WANTED  ererywhere;  write  for 
terms  and  descriptive  circulars.  Will  b« 
sent  prepaid  to  bdj  address  Dpoa  reeelpt 
of   price. 

ORirrilN  &WIINTBRS 

171  La  Salle  Street,  CHICAGO 


send  a  copy  of  this  bulletin  to  anyone 
who  is  interested  enough  to  apply  to 
'them  direct. 


A  customer  of  the  Pennsylvania  Forge 
Company,  Philadelphia,  Pa.,  had  been 
uting  carbon  dies  on  very  severe  service 
for  hot  forging  and  drawing  work.  These 
dies  had  given  an  average  service  of  two 
days,  breaking  from  crystallization  and 
from  other  defects  developed  in  the  steel. 
They  decided  to  try  vanadium  steel  in 
the  hope  that  the  remarkable  properties 
of  vanadium  in  retarding  or  eliminating 
crystallization  would  give  the  dies  a  longer 
period  of  usefulness.  Some  vanadium 
steel  was  purchased  from  the  Bethleliem 
Steel  Company  and  vanadium  steel  dies 
w  ere  made  therefrom.  We  have  been  in- 
formed by  the  Pennsylvania  Forge  Com- 
pany that  the  dies  were  used  in  the  same 
manner,  by  the  same  man,  on  the  same 
niachine  and  for  the  same  service  as  the 
c.Trbon  dies.  The  have  been  in  use  over 
four  months. 


The  30th  annual  meeting  of  the  .A.meri- 
can  Society  of  Mechanical  Engineers 
will  be  held  in  the  Engineering  Societies 
building.  No.  29  West  39th  street.  New 
York,  Dec.  7  to  10.  The  entire  social 
entertainment  will  be  in  charge  of  the 
members  resident  in  and  about  New 
York,  under  the  immediate  direction  of 
a  local  committee  appointed  by  them,  of 
which  Mr.  William  D.  Hoxil  is  chairman. 


The  General  Electric  Company,  of 
Schenectady,  N.  Y.,  have  sold  to  the 
Southern  Railway  two  of  their  latest 
type  of  gas-electric  motor  cars.  These 
cars  are  equipped  with  standard  com- 
mutating-pole  railway  motors  of  100 
h.  p.  Two  of  these  motors  are  on  the 
forward  truck,  giving  a  motor  capacity 
of  200  h.  p.  to  each  car.  The  current 
is  supplied  from  a  600-volt  generator, 
which  is  direct  coupled  to  an  8-cylin- 
der  gas  engine  in  the  forward  com- 
partment. A  controller  similar  to 
that  used  on  an  ordinary  trolley  car  is 
conveniently  placed  for  the  operator, 
and  tlirough  this  the  current  passes 
froin  the  generator  to  the  motors. 
Combined  straight  and  automatic  air 
brakes  are  provided  with  the  usual 
valves  and  accessories.  The  car  bodies 
are  of  steel,  about  55  ft.  long,  with  a 
seating  capacity  for  52  passengers. 
There  are  both  rear  and  center  en- 
trances, thus  furnishing  a  convenient 
means  of  dividing  the  two  classes  of 
passengers  as  required  in  the  South. 
The  cars  have  electric  light.  The  or- 
der for  these  cars  was  placed  with  the 
General  Electric  Company  after  a 
thorough  test  of  this  type  of  car  be- 
tween Manassas  and  Strasburg  last 
summer. 


Swift  and  True 


ARROW 

High-Speed 


TOOL 
STEEL 


For 


Railroad  Repair 
Shop  Work 


American  Selling  Agents 

JOHNA.CROWLEY&CO. 

120-122  Liberty  Street 
NEW  YORK 


ESTABLISHED    1884 

Sipe's 
Japan  Oil 


Is  superior  to  Linseed  Oil 
and  Dryers  for 

All  KINDS  Of  PAINTINO 

In   Daily  Use  by 

All  the  leading  Railroads 

In  the  United   States 


Manufactured   solely  by 

JAMES  B.  m  &  (0. 

North  Side.  PITTSBURGH 


5S2 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING. 


December,  1909. 


One  Year  and 
Eleven  Months' 

SERVICE 

WITHOUT   REPACKING,   ON 

High-Pressure  Locomotives 


stylo  300  TV. 

A  throttle  failure  is  an  absolute 
impossibility     where     Cran- 
dall's  Throttle  Valve  pack- 
ing is  used. 


IT  WILL  NOT  BLOW  OUT 


Crandall  Packing  Co. 

FACTdRY    AND    GENERAL    OFFirE 

PALMYRA,      .       NEW  YORK 

BRANCHES 

New  York  Clerelanrt 

188  Uberty  St.  9  So.  Water  St. 

Chicago 

BS   West    Wadhlngton    St. 


MICA 

Caboose  Lamp  Chimneys 

Save  50  per  cent. 


STORRS  MICA  CO., 

R.  R.  Depl.  OWECO,  N.  Y.     L 


The  Houghton  Line  is  the  name  of  a 
little  booklet  got  out  by  E.  F.  Houghton 
&-  Company,  of  Philadelphia.  This  is  the 
tirm  that  manufacture  th^  "Vim''  leather 
lor  making  air  brake  leather  packing 
where  the  cupping  is  done  in  a  very 
scientific  way.  The  booklet  explains 
about  the  Vim  leather,  but  it  contains 
;>  lot  of  very  readable  matter  'in  the  form 
of  proverbs  and  some  pleasant  argumen- 
tative little  essays  on  interesting  subjects. 
The  Houghton  people  will  send  you  a 
copy  if  you  write  to  them  for  one.  Their 
address  is  station  "Q,"   Philadelphia,   Pa. 


Patents. 

GEO.  P.  WHITTLESEY 

McQILL  BUILDINO  WASHINOTON.  D.  C. 


We  are  informed  that  the  officers  of 
the  Pressed  Steel  Car  Company  and 
Western  Steel  Car  &  Foundry  Company 
for  the  Southern  district,  will  be  removed 
from  Atlanta,  Ga.,  to  the  Munsey  Build- 
ing, Washington,  D.  C,  Mr.  I.  O. 
Cameron,  manager  of  sales  is  in  charge 
cf  the  offices. 


The  Monarch  Emery  and  Corundum 
Wheel  Company,  of  Camden,  N.  J-,  has 
been  changed  to  the  Monarch  Grind- 
ing Wheel  Co.  The  change  of  name 
will  make  no  change  in  the  company's 
policy  which  has  been  to  make  the 
best  wheel  on  the  market. 


We  ?.re  informed  that  the  British 
Corporation  for  the  Survey  and  Registry 
of  Shipping  at  Glasgow,  after  exhaustive 
tests,  have  sanctioned  the  use  of  the 
Thermit  Process  for  repairs  to  stern- 
posts,  lower  portions  of  rudder  frames 
and  alt  work  of  a  similar  character. 


When  we  cease  to  look  back  on  any 
experience  as  too  hard,  we  have  made 
a  decided  step  in  wise  adjustment  to  life. 
— Dresser. 


TeriDB  Reasonable 


Pamphlet  Sent 


New  Book  on  Valve  Gears. 

We  are  pleased  to  announce  the  publi-  . 
cation  during  December,  of  a  new  work 
on  "The  Valve-setters  Guide,"  from 
the  pen  of  our  associate  editor  Mr.  James 
Kennedy.  The  work  will  embrace  a  com- 
prehensive treatise  on  the  construction 
and  adjustment  of  four  of  the  most 
popular  locomotive  valve  gears  used  in 
America,  viz.:  the  Stephenson,  Wals- 
chaerts,  Baker-Pilliod  and  Joy  valve 
gears.  Mr.  Kennedy  has  had  an  exten- 
sive practical  experience  in  the  construc- 
tion and  repair  of  locomotives,  and  is  an 
acknowledged  expert  on  the  subject  of 
valve  gearings.  His  style  of  writing  is 
such  as  recommends  itself  to  the  beginner 
as  well  as  to  the  advanced  student.  The 
book  will  be  of  convenient  size,  sub- 
stantially bound,  and  sold  for  fifty  cents 
a  copy.  Orders  will  now  be  received  at 
this  office  for  first  edition  .ch  will  ap- 
pear early  in  January  igio. 
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"HOMESTEAD 
VALVES 

Arc  constructed  upon  mechanically  cor- 
rect principles — they  are  leak  proof  under 
steam,  air  or  hydraulic  pressures.  They 
are  practically  indestructible  because  the 
seats  are  protected  from  wear.  The  plug 
is  balanced  and  held  in  place  by  pressure 
when  open,  and  when  closed  it  is  locked 
on  the  seat  by  our  patent  wedging  cam. 
"Homestead"  Valves  are  the  quickest  acting, 
simplest,  most  easily  operated  and  longest 
lived  of  any  ma<'.e. 

Homestead    Valves   are    opened    wide    and 
closed  tight  by  a  quarter  turn. 


LOCOMiiTIVK  r.I.liW-OFF 
Write  for  catalogue  of  Homestead  Good*. 

HOMESTEAD  VALVE  M'F'G  CO. 

Brass  Founders    Works  at  Homettead,  P«. 
P.   O.    Box  1754,   PITTSBURG,  PA. 


TURNTABLES 

Philadelphia  Turntable  Co. 

PHILADELPHIA,  PA. 

CHICAGO:  ST.  LOUIS: 

Marquette  Bid?.    Commonwealth  Trust  Bldg 


Machinists  wanted  on  ma- 
chine tools  and  erecting  floor. 
No   labor  troubles. 


LIMA  LOCOMOTIVE  &  MACHINE  COMPANY 


LIMA,    OHIO 


His  Royal  Highness  Prince  Nares.  Min- 
ister of  Public  Works  for  Siam,  is  prepared 
to  receive  tenders  for  the  supply  of  5  Tank 
locomotives,  S  Rail  Wagons.  125  Steel  Bal- 
last Wagcns  of  the  Metre  gauge. 

Specifications,  with  form  of  tender,  can 
bo  obtained  on  application  to  the  Secre- 
tary of  the  Siamese  Legation  in  Washing- 
ton, D.  C,  on  payment  of  $1,90,  Phya 
Sathien  Tapanakitj,  Under  Secretary  for 
Public   Works. 

Bangkok,    September  25,    1909, 


The  Leliigh  Valley  Railroad  have  for 
.some  time  past  been  equipping  their  sleep- 
ing and  parlor  cars  with  electric  lights. 
These  include  berth  lights  in  the  sleep- 
ing cars.  Dental  lavatories  and  other 
modern  conveniences  are  also  being  pro- 
vided. Some  of  these  cars  are  now  in 
operation,  and  as  soon  as  others  are 
equipped,  they  will  be  put  in  service. 
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